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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

Tlie docketed information contained in the Title List includes the information formerly issued througli the 
Department of Energy publication Power Reactor Docket InformattoHy last published in January 1979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical information Service (NTIS), See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 

are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 

like this document to be a valuable part of your reference material, 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Application/conslruciion stage documents and correspondence 
IT Utility Preiimmary Safely Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Eiiviionniental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SBR), supplements and correspondence 

F. Security, medical, emergency and fire-protoetion plans 

G. Adjudicalory correspondence 

II General correspondence 

i. Financial information 

J. Insurance and indemnity information 
K Ulilily Final Safely Analysis Report (FSAR) and amendments 
L. Liinited work authori/aiion and related correspondence 

M AntUiusi correspondence 

N. Amilrust hearing transciipls 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 
P Opcialing license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available m each. Omission ol a 
category in the listing lor a dockei indicates that no documents in that category were filed in the lime 
period ot the report . 


The principal elements of the entries in the list are, 

P, Operating license stage documents & correspondence 

@ 

7^)04170015 Forwards inlo on TMI M Hendrie 79041 0 testimony, preliminary 
chronology of NRC actions, description orevenls& generic consideration 
of incident . 

REHM.T.A Office of the Executive Director foi Operations. 

79/04/12. ( 93 pp 


© @ @ ® 


1. NRC'/PDR Document category (see Appendix A) 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author An asterisk in this position indicates that there is no personal author 

5. Corporate, agency or nonindividual source 

6. Dale of document described 

7. Pages m document 

8. If this space is blank, the document is available to ihe public only in the NRC Public Document Room, 
17 17 II Si., N.W., Washington, D.C, 20555. If (his space is filled, it gives other sources for copies of the 
document. The entry may be ‘"Available at NRC"’ for sale, "Available at NTIS”: or "Available at GPO ' 


The Docketed Items list is arranged sequentially by Dockei Number, category, and then by date of principal 
Items, Entries indented and preceded by a dash are items that were submitted as enclosures to principal items 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

lOCFR Commission Meeting Records 

ACRS ” Advisory Comniiltee on Reactor Safeguards 

COMMISSION - NRC Commissioners 

CONTRACT - NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS - Generic Technical Issues 

I&E - Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG - NUREG Reports and Related Correspondence 

ORG - Correspondence with other organi/.ations 


VI 



PR -* Proposed Rule 

PRM - Petition for Rulemaking 

PROJ - ProjectS’Predocket Licensing 

PT21 - Noncompliance Reports and Related Correspondence 

0A99Q Quality Assurance Inspections 

RHGGD - Regulatory Guides 

RLS - Research and Technical Assistance Reports 

REVIEW GRP - NRC Research Review Groups 

RM Rulemakings 

SECY - Position Papers Before the Commission 
STATE PROG - State Programs 
TOPREP ” Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC Export and Iinpoit Licenses 

Appendix B sets forth these categories and describes the matciial available in each. Omission of a category 
in the listing foi a docket indicates that no documents in that category were filed in the lime period of the 
report. 


The pnncipal elements of the nondocketed items are: 

(T) NUREG NUREG Reports and Related Correspondence 

^ ^ ^ 

7901060007 NUREG/CR-0161 

‘‘Dynamic Analysis to Eslabhsh Normal Shock & Vibration Environs 
Experienced by Radioachve National Shipping Package.*' Quarterly 
(i) Progress Report 780101-780331. Identifies parameters which affect 
normal shock & vibiation environs, 

FIELDS, S.Rm MECH» S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.| 78/ 1 1/30. 26|>p. Av ailable at NTIS . 

© © 0 ® ® ® 


1 . Nondocketed category 

2. NRC Accession Numbei 

3. NRC Report Number 

4. Title and description of intormation contained in the document 

5. Personal auihor(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency 01 other nonindivulual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary leporl number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only m the NRC Public Document Room, 
1717 H St , N.W., Washington, D.C, 20555. If this space is filled, ii gives other souices for copies of 
the document. The entry may be **Avallabie at NRC*’ or “Available at NTIS.” See NOTES on the next 
page for information on ordering publications, 


The Nondocketed Itenis list is arranged sequentially by Accession Number within category. Indented 
Items preceded by a dash are enclosures to unindented items. 


vii 



NOTES: 


1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S, Nuclear Regulatory Commission 
Washington, D«C, 2055 S 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is’ 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain pnee information about NRC publications at NTIS, either write to 
NTIS 01 call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply tlie charge- 
card number when placing your order. 

3. The address for the PDR is 

1717 H Street, N.W, 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202)634-3274. Wlien ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication arc as follows 8^ per page for standard size paper; ! per page for oversized 
paper (drawings); 25^ per microfiche for 24x dia/o duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc, 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-OtO 

Beatty, NV 

1 

40-8348 

In Situ Uranium Leaching Project 

6 

27»039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8355 

AMAX Environmental Services, Inc. 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc 

1 

40-8380 

Rocky Mountain Energy Co 

6 

27*048 

Richland, WA, Nuclear Engineering Co. 

2 

40-8434 

Home ^tate Mining Co., LA 

6 

40-0299 

Union Carbide Corp. 

3 

40-8452 

Bear Creek Uranium Co. 

6 

40-0665 

Anaconda Co, South Texas Uranium 

3 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

6 


Projects 


40-8576 

Edlow International Co. 

7 

40-0672 

Nuclear Metals, Inc. 

3 

40-8584 

Union 76 Minerals Exploration Co. 

7 

40-1162 

Western Nuclear, Inc. 

3 

40-8681 

Energy Fuels Nuclear, Inc. 

7 

40-1341 

Edficmont Uranium Mine, TVA, and Mines 

4 





Development, Inc. 


40-8684 

J & P Corp. 

7 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

4 

40-8693 

Ogle Petroleum, Inc. 

8 

40-2259 

Pathfinder Mines Corp, 

4 

40-8697 

Rocky Mountain Energy Co. 

8 

40-3392 

Allied Chemical Corp, 

4 

40-8698 

Plateau Resources, Ltd. 

8 

40-3453 

Allas Minerals 

4 

40-8714 

Cleveland Cliffs Iron Co. 

8 

40-4337 

Marquette Univ. 

5 

40-8720 

Standard Oil Co. of Indiana 

8 

40-4492 

Federal American Partners (Mining) 

5 

40-8721 

Rocky Mountain Energy Co. 

8 

40-5001 

AMAX Environmental Services, Inc. 

5 

40-8722 

Brush-Wellman, Inc. 

8 

40-6622 

Pathfinder Mines Corp. 

5 

40-8727 

Kerr-McGee Nuclear Corp 

8 

40-6659 

PctTOtomics Co., Getty Oil 

5 

40-8728 

Teton Exploration Drilling Co., Inc. 

8 

40-7869 

Plateau Resources, Ltd, 

5 

40-8745 

Ogle Petroleum, Inc. 

8 

40-8027 

Kcrr-McGee Corp, 

5 

40-8752 

Pinal Minerals & Mining, Ltd. 

8 

40-8052 

Mitsui & Co. (USA), Inc. 

5 

40-8768 

Kerr-McGee Nuclear Corp. 

8 

40-8064 

Exxon Minerals Co. USA, Exxon Corp. 

5 

50-2 

Univ. of Michigan Research Reactor 

9 

40-8084 

Lisbon Mine, Rio Algom Corp. 

5 

50-3 

Indian Point Station, Unit 1 

9 

40-8102 

Exxon Minerals Co. USA, Exxon Corp, 

5 

50-5 

Pennsylvania Slate Univ. Research Reactor 

9 

40-8304 

Wyoming Mining Corp. 

6 

50-10 

Dresden Nuclear Power Station, Unit 1 

9 




50-18 

VallecUos Boiling Water Reactor 

11 



Docket 


Name 


Docket 


Name 


Page 


50-20 Massachusetts Institute of Technology U 

Research Reactor 

50-27 Washington Slate Univ, Research Reactor 12 

50-29 Yankee-Rowe Nuclear Power Station 13 

50-30 Plum Brook Research Reactor Facility 13 

50-54 Union Carbide Research Reactor 13 

50-70 General Electric Test Reactor 13 

50-73 General Electric Nuclear Test Reactor 13 

50-83 Univ. of Florida Training Reactor 14 

50-111 North Carolina State Univ. Research 14 

Reactor 

50-116 Iowa State Univ. Research Reactor 14 

50-128 Texas A&M Univ. Research Reactor 14 

50-129 West Virginia Univ. Research Reactor 14 

50-133 Humboldt Bay Power Plant, Unit 3 14 

50-Ul Stanford Univ. Research Reactor 15 

50-142 UCLA Training Reactor 15 

50-147 Rockwell International Corp. Critical 15 

Facility 

50-150 Ohio Stale Univ, Research Reactor 15 

50-155 Big Rock Point Nuclear Plant 15 

50-157 Cornell Univ. Research Reactor 17 

50-160 Georgia Institute of Technology Research 17 

Reactor 

50-166 Univ. of Maryland Research Reactor 17 

50-170 National Naval Medical Center 17 

50-171 Peach Bottom Atomic Power Station, 17 

Unit 1 

50-184 National Bureau of Standards Reactor 18 

50-185 Plum Brook Reactor Mock-up 18 

50-186 Univ, of Missouri Research Reactor 18 

50-192 Univ, of Texas Research Reactor 18 

50-201 West Valley Reprocessing Plant 18 

50-206 San Onofre Nuclear Station, Unit 1 19 

50-208 Columbia Univ. Research Reactor 21 


Page 


50-213 Haddam Neck Plant 21 

50-219 Oyster Creek Nuclear Power Plant 22 

50-220 Nine Mile Point Nuclear Station^ Unit 1 24 

50-223 Univ. of Lowell Research Reactor 25 

50-224 Univ. of California Research Reactor 25 

50-225 RPl Critical Experiment 26 

50-228 Aerotest Radiography & Research Reactor 26 

50-237 Dresden Nuclear Power Station, Unit 2 26 

50-243 Oregon State Univ, Research Reactor 27 

50-244 Robert Emmet Oinna Nuclear Plant, Unit 1 28 

50-245 Millstone Nuclear Power Station, Unit I 29 

50-247 Indian Point Station, Unit 2 31 

50-249 Dresden Nuclear Power Station, Unit 3 33 

50-250 Turkey Point Plant, Unit 3 35 

50-251 Turkey Point Plant, Unit 4 37 

50-254 Quad-Cities Station, Unit I 39 

50-255 Palisades Nuclear Plant 41 

50-259 Browns Ferry Nuclear Power Station, 43 

Unit 1 

50-260 Browns Ferry Nuclear Power Station, 45 

Unit 2 

50-261 H, B, Robinson Plant, Unit 2 47 

50-263 Monticello Nuclear Generating Plant 48 

50-264 Dow Chemical Co, 49 

50-265 Quad-Cities Station, Unit 2 49 

50-266 Point Beach Nuclear Plant, Unit 1 51 

50-267 Fort St. Vrain Nuclear Generating Station 52 

50-269 Oconee Nuclear Station, Unit 1 54 

50-270 Oconee Nuclear Station, Unit 2 56 

50-271 Vermont Yankee Nuclear Power Station 58 

50-272 Salem Nuclear Generating Station, Unit 1 59 

50-275 Diablo Canyon Nuclear Power Plant, 62 

Unit 1 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-277 

Peach Bottom Atomic Power Station, 

64 

50-318 

Calvert Cliffs Nuclear P6wer Plant, 

113 


Uml2 



Unit 2 


50-278 

Peach Bottom Atomic Power Station, 

66 

50-320 

Three Mile Island Nuclear Station, Unit 2 

115 


Unit 3 







50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

122 

50-280 

Surry Power Station, Unit 1 

68 

50-322 

Shoreham Nuclear Power Station 

125 

50-281 

Surry Power Station, Unit 2 

71 

50-323 

Diablo Canyon Nuclear Power Plant, 

126 

50-282 

Prairie Island Nuclear Station, Unit 1 

73 


Unit 2 


50-285 

Fort Calhoun Station, Unit 1 

75 

50-324 

Brunswick Steam Electric Plant, Unit 2 

129 

50-286 

Indian Point Station, Unit 3 

76 

50-325 

Brunswick Steam Electric Plant, Unit 1 

131 

50-287 

Oconee Nuclear Station, Unit 3 

78 

50-327 

Sequoyah Nuclear Plant, Unit 1 

133 

50-288 

Reed College Research Reactor 

80 

50-328 

Sequoyah Nuclear Plant, Unit 2 

137 

50-289 

Three Mile Island Nuclear Station, Unit 1 

80 

50-329 

Midland Plant, Unit 1 

140 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

86 

50-330 

Midland Plant, Unit 2 

141 

50-294 

Michigan State Univ. Research Reactor 

88 

50-331 

Duane Arnold Energy Center 

143 

50-295 

Zion Nuclear Power Station, Unit 1 

88 

50-333 

James A, Fitzpatrick Nuclear Power Plant 

145 

50-296 

Browns Ferry Nuclear Power Station, 

90 

50-334 

Beaver Valley Power Station, Unit 1 

147 


Unit 3 







50-335 

St, Lucie Plant, Unit 1 

149 

50-297 

North Carolina State Univ, PULSTAR 

92 





Reactor 


50-336 

Millstone Nuclear Power Station, Unit 2 

151 

50-298 

Cooper Nuclear Station 

92 

50-338 

North Anna Power Station, Unit 1 

153 

50-301 

Point Beach Nuclear Plant, Unit 2 

93 

50-339 

North Anna Power Station, Unit 2 

155 

50-302 

Crystal River Nuclear Plant, Unit 3 

94 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

158 

50-304 

Zion Nuclear Power Station, Unit 2 

97 

50-344 

Trojan Nuclear Plant 

159 

50-305 

Kewaunee Nuclear Power Plant 

99 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

164 

50-306 

Prairie Island Nuclear Station, Unit 2 

100 

50-348 

Joseph M, Farley Nuclear Plant, Unit 1 

165 

50-309 

Maine Yankee Atomic Power Plant 

101 

50-352 

Limerick Generating Station, Unit 1 

166 

50-311 

Salem Nuclear Generating Station, Unit 2 

103 

50-353 

Limerick Generating Station, Unit 2 

167 

50-312 

Rancho Seco Nuclear Generating Station 

105 

50-354 

Hope Creek Nuclear Station, Unit 1 

168 

50-313 

Arkansas Nuclear One, Unit 1 

107 

50-355 

Hope Creek Nuclear Station, Unit 2 

168 

50-315 

Donald C, Cook Nuclear Power Plant, 

109 

50-357 

Univ, of California 

169 


Unit 1 


50-358 

William H, Zimmer Nuclear Station, Unit 1 

169 

50-316 

Donald C. Cook Nuclear Power Plant, 

110 




Unit 2 


50-361 

San Onofre Nuclear Station, Unit 2 

171 

50-317 

Calvert Cliffs Nuclear Power Plant, 

112 

50-362 

San Onofre Nuclear Station, Unit 3 

173 


Unit 1 


xi 
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Name 

Page 

Docket 

Name 

Page 

50-363 

Forked River Nuclear Station, Unit ! 

174 

50414 

Catawba Nuclear Station, Unit 2 

205 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

175 

50416 

Grand Gulf Nuclear Station, Unit 1 

206 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

176 

50417 

Grand Gulf Nuclear Station, Unit 2 

208 

50-367 

Bailly Generating Station 

179 

50423 

Millstone Nuclear Power Station, Unit 3 

210 

50-368 

Arkansas Nuclear One, Unit 2 

180 

50424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

211 

50-369 

William B. McGuire Nuclear Station, 

181 

50425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

211 


Unit 1 








50433 

Univ. of California at Santa Barbara 

212 

50-370 

William B. McGuire Nuclear Station, 

183 


Research Reactor 



Unit 2 








STN-50437 

Floating Nuclear Plant 

212 

50-373 

LaSalle County Station, Unit 1 

184 







50438 

Bellefonte Nuclear Plant, Unit 1 

213 

50-374 

LaSalle County Station, Unit 2 

186 







50439 

Bellefonte Nuclear Plant, Unit 2 

214 

30-376 

North Coast Nuclear Plant, Puerto Rico 

187 







50440 

Perry Nuclear Power Plant, Unit 1 

215 

50-382 

Waterford Generating Station, Unit 3 

187 







50441 

Perry Nuclear Power Plant, Unit 2 

216 

50-387 

Susquehanna Steam Electric Station, Unit 1 

188 







50-443 

Scabrook Nuclear Station, Unit 1 

216 

50-388 

Susquehanna Steam Electric Station, Unit 2 

190 







50444 

Seabrook Nuclear Station, Unit 2 

217 

50-389 

St, Lucie Plant, Unit 2 

192 







50-445 

Comanche Peak Steam Electric Station, 

218 

50-390 

Watts Bar Nuclear Plant, Unit 1 

193 


Unit 1 


50-391 

Walts Bar Nuclear Plant, Unit 2 

195 

50-446 

Comanche Peak Steam Electric Station, 

221 





Unit 2 


50-392 

Chin-Shan Power Reactor, Unit 1, Taiwan 

196 







50-448 

Douglas Point Nuclear Station, Unit 1 

224 

50-395 

Virgil C, Summer Nuclear Station, Unit 1 

196 







50-449 

Douglas Point Nuclear Station, Unit 2 

224 

50-397 

WPPSS Nuclear Project, Unit 2 

197 







30452 

Greenwood Energy Center, Unit 2 

224 

50-400 

Shearon Hams Nuclear Power Plant, 

199 





Unit 1 


30453 

Greenwood Energy Center, Unit 3 

224 

50-401 

Shearon Harris Nuclear Power Plant, 

199 

30454 

Byron Station, Unit i 

224 


Unit 2 








50455 

Byron Station, Unit 2 

225 

50-402 

Shearon Harris Nuclear Power Plant, 

200 





Unit 3 


50-456 

Braidwood Station, Unit 1 

226 

50-403 

Shearon Harris Nuclear Power Plant, 

200 

50457 

Braidwood Station, Unit 2 

227 


Unit 4 








50458 

River Bend Station, Unit 1 

228 

50-404 

North Anna Power Station, Unit 3 

201 







50459 

River Bend Station, Unit 2 

228 

50-405 

North Anna Power Station, Unit 4 

201 







50-460 

WPPSS Nuclear Project, Unit 1 

229 

50-409 

La Crosse Boiling Water Reactor 

202 







50461 

Clinton Power Station, Unit 1 

229 

50410 

Nine Mile Point Nuclear Station, Unit 2 

203 







50462 

Clinton Power Station, Unit 2 

230 

50412 

Beaver Valley Power Station, Unit 2 

204 







50466 

Allens Creek Nuclear Station, Unit 1 

230 

50413 

Catawba Nuclear Station, Unit 1 

204 
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50-467 

Allens Creek Nuclear Station, Unit 2 

232 

STN-50 528 

Palo Verde Nuclear Station, Unit 1 

253 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

232 

STN”50-529 

Palo Verde Nuclear Station, Unit 2 

254 

STN-50-482 

Wolf Creek Generating Station 

233 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

255 

STN-50^83 

Calloway Plant, Unit 1 

234 

50-537 

Clinch River Breeder Reactor 

257 

STN-50-485 

Sterling Power Project Nuclear, Unit 1 

235 

50-538 

Memphis Slate Univ. Research Reactor 

257 

SrN-50-486 

Calloway Plant, Unit 2 

235 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

257 

STN-50-488 

Perkins Nuclear Station, Unit 1 

236 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

259 

STN-50-489 

Perkins Nuclear Station, Unit 2 

237 

50-548 

Fort Calhoun Station, Unit 2 

261 

STN-50-490 

Perkins Nuclear Station, Unit 3 

238 

50-549 

Greene County Nuclear Power Plant 

261 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

239 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

261 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

239 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

262 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

240 

STN-50.556 

Black Fox Station, Unit 1 

263 

50-496 

Montague Nuclear Power Station, Unit 1 

240 

STN-50-557 

Black Fox Station, Unit 2 

263 

50-497 

Montague Nuclear Power Station, Unit 2 

240 

STN-50-561 

B-SAR-205 

263 

STN-50-498 

South Texas Project, Unit 1 

240 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

263 

STN -50-499 

South Texas Project, Unit 2 

243 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

264 

50-500 

Davis-Desse Nuclear Power Station, Unit 2 

246 

STN-50-573 

Ko-Ri, Unit 2, Korea 

265 

50-501 

Davis-Qcsse Nuclear Power Station, Unit 3 

246 

STN-50-574 

Bagnac Nuclear Power Project, Philippines 

265 

STN-50-502 

Haven Nuclear Plant, Unit 1 

246 

STN-50-591 

ESSAR 

265 

STN-SO-508 

WPPSS Nuclear Project, Unit 3 

247 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

265 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

247 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

265 

50-513 

WPPSS Nuclear Project, Unit 4 

247 

STN-50-596 

New Haven, Unit 1 

266 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

248 

STN-50-597 

New Haven, Unit 2 

266 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

248 

50-599 

Carroll Facility 1 

266 

STN-50-516 

Jamesporl Nuclear Station, Unit 1 

248 

50-600 

Carroll Facility 11 

266 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

248 

70-0008 

Batteile Columbus Laboratories 

266 

STN-50-518 

Hartsville Nuclear Plant, Unit I 

249 

70-0025 

Rockwell International Corp, 

266 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

250 

70-0027 

Babcock & Wilcox Co. 

267 

STN-SO-520 

Hartsville Nuclear Plant, Unit 3 

251 

70^33 

Texas Instruments, Inc, 

267 

STN-50-S21 

Hartsville Nuclear Plant, Unit 4 

252 

70^0036 

Combustion Engineering, Inc. 

268 

STN -50-522 

Skagit Nuclear Power Project, Unit 1 

252 

704)089 

Massachusetts Institute of Technology 

268 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

253 

704)095 

Massachusetts Institute of Technology 

268 
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Docket 

Name 

Page 

Docket 

Name 

Page 

70-0124 

Teledyne Isotopes 

268 

70-1252 

Edlow International Co. 

275 

70-0135 

Babcock & Wilcox Co. 

268 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 

275 





Nuclear Co., Inc. 


70-0143 

Nuclear Fuel Services, Inc. 

269 

70-1308 

Morris Operations, General Electric Co. 

276 

700194 

Massachusetts Institute of Technology 

270 

70-1314 

National Aeronautics & Space 

277 

700267 

Nuclear Science & Technology Facility at 

270 


Administration, Langley Research Center 



State Univ. of New York 







70-1319 

U.S. Nuclear, Inc. 

277 

700364 

Parks Township Site, Babcock Si Wilcox 

270 





Co. 


70-1359 

IRT Corp, 

277 

700371 

United Nuclear Corp. 

270 

70-1510 

Nuclear Assurance Corp. 

277 

700398 

Dept, of Commerce 

270 

70-1621 

Conover & Associates, Inc, 

277 

700442 

Dept, of HEW, Food and Drug 

271 

70-1729 

Fuel Recovery & Storage Station, Allied 

277 


Administration 



General Nuclear Services 


700572 

Monsanto Research Corp, 

271 

70-1812 

General Atomic Co. 

277 

700623 

Kenyon College 

271 

70-1966 

Tennessee Valley Authority 

277 

700687 

Union Carbide Corp, 

271 

70-1992 

Mt. Auburn Hospital, Cambridge, MA 

277 

70-0698 

Waltz Mill Site, Wcstingliouse Electric 

271 

70-2131 

Edlow International Co. 

277 


Corp. 


70-2260 

St. Joseph Hospital, Stamford, CT 

277 

700734 

General Atomic Co. 

271 






70-2474 

Holy Name Hospital, Teaneck, NJ 

277 

700754 

Vallecitos Nuclear Center, General Electric 

271 





Co. 


70-2485 

Edlow International Co, 

277 

70 0778 

General Electric Co„ Nuclear Energy 

272 

70-2486 

St, Elizabeth Hospital, Medical Center, 

277 


Products Division 



Lafayette, IN 


700785 

Stale Univ. of New York at Buffalo 

272 

70-2523 

General Atomic Co. 

277 

700820 

United Nuclear Corp. 

272 

70-2542 

Westinghouse Electric Co. 

278 

700824 

Babcock & Wilcox Co. 

272 

70-2609 

Commonwealth Edison Co. 

278 

700925 

Cimmaron Facility, Kerr-McGcc Corp. 

273 

70-2619 

Bloomington Hospital, Bloomington, IN 

278 

700938 

Massachusetts Institute of Technology 

273 

70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

278 

70 0984 

Pacific Northwest Laboratory 

273 

70-2805 

Nissho-Iwal American Corp. 

278 

70-1007 

General Electric Co, 

273 

70-2838 

Cincinnati Gas & Electric Co. 

278 

70-U00 

Combustion Engineering, Inc, 

273 

70-2885 

Commonwealth Edison 

278 

7n n )3 

General Eleclrlc Co, 

274 

70-2909 

Wcstingliouse Electric Corp. Power Systems 

278 

3 

Westinghouse Electric Corp. 

274 

70-2910 

Tennessee Valley Authority 

279 


'^tric Corp. 

274 

70-2920 

Alabama Power Co. 

279 


rr- McGee Corp. 

275 

70-2928 

Tennessee Valley Authority 

279 


ty, Babcock & 

275 

71-0015 

Chicago Bridge & Iron Co. 

279 
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Page 

Docket 

Name 

Page 

71-0102 

Source Products & Equipment Co., Inc. 

279 

71-5975 

Model: 5975, Schlumberger Well Services 

282 

71-0108 

Univ. of Missouri 

279 

71-5980 

Model: GE-600, General Electric Co. 

282 

71-0135 

Babcock & Wilcox Co. 

279 

71-6058 

Model: B3-1, Nuclear Engineering Co. 

282 

71-0164 

Massachusetts Institute of Technology 

279 

71-6144 

Model: 6144, Nuclear Engineering Co. 

282 

71-0165 

Dept, of the Navy 

280 

71-6206 

Model: B, Babcock & Wilcox Co. 

282 

71-0173 

Battelle-Pacific Northwest Laboratory 

280 

71-6272 

Model: Poly Panther, Teledyne Energy 

282 





Systems 


71-0185 

FBF, Inc. 

280 

71-6275 

Model: LL-28-4, Cliem-Nuclear Systems, 

282 

71-0230 

Babcock & Wilcox Co. 

280 


Inc, 


71-0384 

New England Nuclear Corp. 

280 

71-6375 

Model: PB-1, Chem-Nuclear Systems, Inc. 

282 

71-0387 

Massachusetts Materials Research, Inc. 

280 

71-6387 

Model: 60, Battelle Memorial Institute 

283 

71-0388 

Dept, of the Navy, USS Canopus 

280 

71-6400 

Model: Super Tiger, Westinghouse Electric 

283 





Corp. 


71-0389 

Univ. of Georgia 

280 

71-6553 

Model; Paducah Tiger, Dept, of Energy 

283 

71-0390 

Dept, of Commerce, National Bureau of 

280 





Standards 


71-6581 

Model: 51032-1 & lA, Exxon Nuclear Co., 

283 





Inc. 


71-0391 

Dept, of the Navy 

280 

71-6601 

Model: LL-50-100, Chem-Nuclcar Systems, 

283 

71-4888 

Model: Senlinel-25A, B, C, C3, D, E, F, 

280 


Inc. 



Teledyne Energy Systems 


71-6639 

Model: MH-IA, Dept, of the Army 

283 

71-4986 

Model; RA-2, Exxon Nuclear Co., Inc. 

280 






71-6679 

Model; 1/2 Super Tiger, Nuclear 

283 

71-5026 

Model: BC-48-220, Atcor, Inc, 

281 


Engineering Co. 


71-5071 

Model: URIPS-P-1, Dept, of the Navy 

281 

71-6697 

Model: 8500 PKG, General Electric Co. 

283 

71-5364 

Model: NPl-67-0442, Neutron Products, Inc. 

281 

71-6698 

Model: NFS-4, Nuclear Fuel Services, Inc. 

283 

71-5450 

Model: RCC-1, -2, -3, Westinghouse 

281 

71-6717 

Model: 6717 B 

284 


Electric Corp. 


71-6744 

Model: Poly Tiger, Nuclear Engineering 

284 

71-5607 

Model: GE T-2, General Electric Co. 

281 


Co. 


71-57% 

Model: 181361, Picker Corp, 

281 

71-6771 

Model: SN-1, Nuclear Engineering Co. 

284 

71-5830 

Model: SNAP 21, Dept, of the Navy 

281 

71-6786 

Model: URIPS-8B, Dept, of the Navy 

284 

71-5862 

Model: Sentinel- 1 OOF, Teledyne Energy 

281 

71-9001 

Model: IF-300, General Electric Co, 

284 


Systems 


71-9007 

Model: 520, Argonne National Laboratory 

284 

71-5926 

Model: 100, General Electric Co, 

281 

71-9009 

Model: FL lO-I, General Electric Co. 

284 

71-5939 

Model: GE-1500, General Electric Co. 

281 

71-9010 

Model: NLl-l/2, NL industries, Inc. 

284 

71-5940 

Model: EX-16-10, Battelle Columbus 

282 





Laboratories 


71-9011 

Model: E-MEH-OO-00004, Dept, of 

285 





Transportation 


71-5942 

Model: GE-700, General Electric Co, 

282 

71-9015 

Model: TN-8, Transnuclear, Inc, 

285 

71-5957 

Model; BMM, Dept, of Energy 

282 

71-9016 

Model: TN-9, Transnuclear, Inc. 

285 
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Ducket 

Name 

Page 

Docket 

71-9018 

Model ' BU-6, General Electric Co. 

285 

71-9089 

71-9019 

Model: BU-7, General Electric Co. 

285 

71-9091 

71-9023 

Model NLI-10/24, NL Industries, Inc. 

285 

71-9093 

71-9032 

Model: 650, Technical Operations, Inc. 

285 


71-9039 

Model: 715, Technical Operations, Inc. 

285 

71-9094 

71-9044 

Model: GE-1600, General Electric Co, 

285 

71-9096 

71-9045 

Model: GE-1000, General Electric Co, 

286 


71-9046 

Model! GE'liOO, General Electric Co. 

286 

71-9103 

71-9050 

Model: GE-900, General Electric Co. 

286 

71-9111 

71-9051 

Model: GE-1400, General Electric Co. 

286 

71-9113 

71-9070 

Model; N-SS, Dept, of Energy 

286 

71-9132 

71-9071 

Model: AP-IOl, Chem-Nuclear Systems, 

Inc. 

286 

71-9135 

71-9073 

Model; OH-142, Nuclear Packaging, Inc. 

286 

71-9138 

71-9079 

Model: HN-lOO Senes 2, Hittman Nuclear 
& Development Corp. 

286 

71-9141 

71-9081 

Model: CN SI-1600* Chem-Nuclear Systems, 
Inc. 

287 

71-9853 

71-9086 

Model; HN-lOO Scries 1, Hittman Nuclear 
& Development Corp. 

287 



Name Page 

Model: HN400 S, Hittman Nuclear & 287 

Development Corp. 

Model: JO A; General Electric Co. 287 

Model: HN-400, Hittman Nuclear & 287 

Development Corp. 

Model: CNS1-14-195-H, Chem-Nuclear 287 

Systems, Inc. 

Model: CNSl-21-300. Chem-Nuclear 287 

Systems, Inc. 

Model: NLI-6502 288 

Model: CN6-80A, Chem-Nulcear Systems, 288 

Inc. 

Model: 7-100, Chem-Nuclear Systems, Inc. 288 

Model; T-3, Nuclear Packaging, Inc. 288 

Model: Century, Gamma Industries 288 

Model: 78-D-1458, Dept, of the Navy 288 

Model: 900 Type B, Technical Operations, 288 

Inc. 

Model: ORNL — BNL — NBS 288 

Unirradlated Full Container, 

Dept, of Energy 
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Docket 

Page 

Aerotesl Radiography & Research Rcacior 

50-228 

26 

Calloway Plant, Unit 2 

STN-50-486 

235 

Allens Creek Nuclear Station* Unit 1 

50-466 

230 

Calvert Cliffs Nuclear Power Plant* Unit 1 

50-317 

1)2 

Allens Creek Nuclear Station, Umt 2 

50-467 

232 . 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

113 

Arkansas Nuclear One, Unit 1 

50-313 

107 

Carroll Facility 1 

50-599 

266 

Arkansas Nuclear One, Unit 2 

50-368 

180 

Carroll Facility U 

50-600 

266 

Duane Arnold Energy Center 

50-331 

143 

Catawba Nuclear Station* Unit 1 

50-413 

204 

B-SAR-205 

STN-50.561 

263 

Catawba Nuclear Station, Unit 2 

50-414 

205 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

265 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

239 

Bailly Generating Station 

50-367 

179 

Cherokee Nuclear Station, Unit 2 

STN-50-492 

239 

Beaver Valley Power Station* Unit 1 

50-334 

147 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

240 

Beaver Valley Power Station, Unit 2 

50-412 

204 

Chin-Shan Power Reactor, Unit 1 , Taiwan 

50-392 

196 

Bellqfontc Nuclear Plant* Unit 1 

50-438 

213 

Clinch River Breeder Rcacior 

50-537 

257 

Bellefontc Nuclear Plant, Unit 2 

50-439 

214 

Clinton Power Station, Unit 1 

50-461 

229 

Big Rock Point Nuclear Power Plant 

50-155 

15 

Clinton Power Station* Unit 2 

50-462 

230 

Black Fox Station, Unit 1 

STN-50-556 

263 

Columbia Univ. Research Reactor 

50-208 

21 

Black Fox Station, Unit 2 

STN-50.557 

263 

Comanche Peak Steam Electric Station, 

50-445 

218 




Unit 1 



Braidwood Station* Unit 1 

50-456 

226 







Comanche Peak Steam Electric Station, 

50-446 

221 

Braldwood Station* Unit 2 

50-457 

227 

Unit 2 



Browns Ferry Nuclear Power Station, 

50-259 

43 

Donald C. Cook Nuclear Power Plant* 

50-315 

109 

Unit 1 



Unit 1 



Browns Ferry Nuclear Power Station, 

50-260 

45 

Donald C. Cook Nuclear Power Plant, 

50-316 

110 

Unit 2 



Unit 2 



Browns Ferry Nuclear Power Station, 

50-296 

90 

Cooper Nuclear Station 

50-298 

92 

Units 









Cornell Univ, Research Reactor 

50-157 

17 

Brunswick Steam Electric Plant, Unit 1 

50-325 

131 







Crystal River Nuclear Plant, Unit 3 

50-302 

94 

Brunswick Steam Electric Plant, Unit 2 

50-324 

*129 







Davis-Besse Nuclear Power Station* Unit 1 

50-346 

164 

Byron Station, Unit 1 

50-454 

224 

. 






Davis-Besse Nuclear Power Station, Unit 2 

50-500 

246 

Byron Station, Unit 2 

50-455 

225 

, 






Davis-Besse Nuclear Power Station* Unit 3 

50-501 

246 

Calloway Plant, Unit 1 

STN-50-483 

234 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Diablo Canyon Nuclear Power Plant, 

Unit ! 

50-275 

62 

Shearon Karris Nuclear Power Plant, 

Unit 3 

50-402 

200 

Diablo Canyon Nuclear Power Plant, 

Unit 2 

50-323 

126 

Shearon Harris Nuclear Power Plant, 

Unit 4 

50-403 

200 

Douglas Point Nuclear Station, Unit 1 

50*448 

224 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

249 

Douglas Point Nuclear Station, Unit 2 

50*449 

224 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

250 

Dow Chemical Co, 

50-264 

49 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

251 

Dresden Nuclear Power Station, Unit 1 

50*10 

9 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

252 

Dresden Nuclear Power Station, Unit 2 

50*237 

26 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

122 

Dresden Nuclear Power Station, Unit 3 

50-249 

33 

Edwin I, Hatch Nuclear Plant, Unit 2 

50-366 

176 

ESSAR 

STN-50-591 

265 

Haven Nuclear Plant, Unit 1 

STN-50-502 

246 

Joseph M, Parley Nuclear Plant, Unit 1 

50-348 

165 

Hope Creek Nuclear Station, Unit 1 

50-354 

168 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

175 

Hope Creek Nuclear Station, Unit 2 

50-355 

168 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

158 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

James A, Fitzpatrick Nuclear Power Plant 

50-333 

145 

Indian Point Station, Unit 1 

50-3 

9 

Floating Nuclear Plant 

STN-50-437 

212 

Indian Point Station, Unit 2 

50-247 

31 

Forked River Nuclear Station, Unit 1 

50-363 

174 

Indian Point Station, Unit 3 

50-286 

76 

Fort Calhoun Station, Unit 1 

50*285 

75 

[owa Stale Univ. Research Reactor 

50-116 

14 

Fort Calhoun Station, Unit 2 

50*548 

261 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

248 

Fort St Vrain Nuclear Generating Station 

50*267 

52 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

248 

General Electric Test Reactor 

50*70 

13 

Kewaunee Nuclear Power Plant 

50-305 

99 

General Electric Nuclear Test Reactor 

50*73 

13 

Ko-Ri, Unit 2, Korea 

50-573 

265 

Georgia Institute of Technology Research 

50*160 

17 

La Crosse Boiling Water Reactor 

50-409 

202 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

28 

LaSalle County Station, Unit I 

50-373 

184 

Grand Gulf Nuclear Station, Unit 1 

50-416 

206 

LaSalle County Station, Unit 2 

50-374 

186 

Grand Gulf Nuclear Station, Unit 2 

50-417 

208 

Limerick Generating Station, Unit I 

50-352 

166 

Greene County Nuclear Power Plant 

50-549 

261 

Limerick Generating Station, Unit 2 

50-353 

167 

Greenwood Energy Center, Unit 2 

50-452 

224 

Maine Yankee Atomic Power Plant 

50-309 

101 

Greenwood Energy Center, Unit 3 

50*453 

224 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

257 

»ck Plant 

50-213 

21 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

259 

^ar Power Plant, 

50-400 

199 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

11 

ower Plant, 

50-401 

199 

William B. McGuire Nuclear Station, 

Unit 1 

50-369 

181 
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Name 

Docket 

Page 

WiUiam B. McGuire Nuclear Station, 

Unit 2 

50-370 

183 

Memphis State Univ Research Reactor 

50-538 

257 

Michigan State Univ. Research Reactor 

50-294 

88 

Midland Plant, Unit 1 

50-329 

140 

Midland Plant, Unit 2 

50-330 

141 

Millstone Nuclear Power Station, Unit 1 

50-245 

29 

Millstone Nuclear Power Station, Unit 2 

50-336 

15! 

Millstone Nuclear Power Station, Unit 3 

50-423 

210 

Montague Nuclear Power Station, Unit I 

50-496 

240 

Montague Nuclear Power Station, Unit 2 

50-497 

240 

Monticello Nuclear Generating Plant 

50-263 

48 

National Bureau of Standards Reactor 

50-184 

18 

National Naval Medical Center 

50-170 

17 

New Haven, Unit 1 

STN-50-596 

266 

New Haven, Unit 2 

STN-50-597 

266 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

24 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

203 

North Anna Power Station, Unit 1 

50-338 

153 

North Anna Power Station, Unit 2 

50-339 

155 

North Anna Power Station, Unit 3 

50-404 

201 

North Anna Power Station, Unit 4 

50-405 

201 

North Carolina Stale Univ. PULSTAR 
Reactor 

50-297 

92 

North Carolina State Univ. Research 

Reactor 

50-111 

14 

North Coast Nuclear Plant, Puerto Rico 

50-376 

187 

Oconee Nuclear Station, Unit 1 

50-269 

54 

Oconee Nuclear Station, Unit 2 

50-270 

56 

Oconee Nuclear Station, Unit 3 

50-287 

78 

Ohio State Univ, Research Reactor 

50-150 

15 

Oregon State Univ, Research Reactor 

50-243 

27 

Oyster Creek Nuclear Power Plant 

50-219 

22 

Palisades Nuclear Plant 

50-255 . 

41 


Name 

Docket 

Page 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

253 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

254 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

255 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

265 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

265 

Peach Bottom Atomic Power Station, 

Unit 1 

50-171 

17 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

64 

Peach Bottom Atomic Power Station, 

Unit 3 

50-278 

66 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

248 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

248 

Pennsylvania State Univ Research 

Reactor 

50-5 

9 

Perkins Nuclear Station, Unit 1 

STN-50-488 

236 

Perkins Nuclear Station, Unit 2 

STN-50-489 

237 

Perkins Nuclear Station, Unit 3 

STN-50-490 

238 

Perry Nuclear Power Plant, Unit 1 

50-440 

215 

Perry Nuclear Power Plant, Unit 2 

50-441 

216 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

261 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

262 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

86 

Pilgrim Nuclear Power Station. Unit 2 

50-471 

232 

Plum Brook Reactor — Mock-up 

50-185 

18 

Plum Brook Research Reactor Facility 

50-30' 

13 

Point Beach Nuclear Plant, Unit 1 

50-266 

51 

Point Beach Nuclear Plant, Unit 2 

50*301 

93 

Prairie Island Nuclear Station, Unit 1 

50-282 

73 

Prairie Island Nuclear Station, Unit 2 

50-306 

100 

Quad-Cities Station, Unit 1 

50-254 

39 

Quad-Cities Station, Unit 2 

50-265 

49 

Rancho Seco Nuclear Generating 

Station 

50-312 

105 

Reed College Research Reactor 

50-288 

80 



Name 

Docket 

Page 

Name 

Docket 

Page 

River BcntI Station, Unit 1 

50-458 

228 

Three Mile Island Nuclear Station, Unit 1 

50-289 

80 

River Bend Station, Unit 2 

50*459 

228 

Trojan Nuclear Plant 

50-344 

159 

H. B. Robinson Plant, Unit 2 

50-261 

47 

Turkey Point Plant, Unit 3 

50-250 

35 

Rockwell International Corp. Critical 

50-147 

15 

Turkey Point Plant, Unit 4 

50-251 

37 

Facility 



50-142 

15 

UCLA Training Reactor 

RPI Critical Experiment 

50-225 

26 






Union Carbide Research Reactor 

50-54 

13 

Salem Nuclear Generating Station, 

50-272 

59 




Unit 1 



Umv. of California 

50-357 

169 

Salem Nuclear Generating Station, 

50-311 

103 

Univ. of California at Santa Barbara 

50-433 

212 

Unit 2 



Research Reactor 



San Onofre Nuclear Station, Unit I 

50-206 

19 

Univ. of California Research Reactor 

50-224 

25 

San Onofre Nuclear Station, Unit 2 

50-361 

171 

Univ of Florida Training Reactor 

50-83 

14 

San Onofre Nuclear Station, Unit 3 

50-362 

173 

Univ, of Lowell Research Reactor 

50-223 

25 

Scabrook Nuclear Station, Unit 1 

50-443 

216 

Umv. of Maryland Research Reactor 

50-166 

17 

Scabrook Nuclear Station, Unit 2 

50-444 

217 

Univ. of Michigan Research Reactor 

50-2 

9 

Sequoyah Nuclear Plant, Unit 1 

50-327 

133 

Umv. of Missouri Research Reactor 

50-186 

18 

Sequoyah Nuclear Plant, Unit 2 

50-328 

137 

University of Texas Research Reactor 

50-192 

18 

Shorcham Nuclear Power Station 

50-322 

125 

Valiccitos Boiling AVater Reactor 

50-18 

11 

Skagit Nuclear Power Project, Unit 1 

STN -50-522 

252 

Vermont Yankee Nuclear Power Station 

50-271 

58 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

253 

Alvin W, Vogtic Nuclear Plant, Unit 1 

50-424 

211 

South Texas Project, Unit 1 

STN-50-498 

240 

Alvin W, Vogtle Nuclear Plant, Unit 2 

50425 

211 

So III h Texas Project, Unit 2 

STN-50-499 

243 

Washington State Univ. Research Reactor 

50-27 

12 

Stanford Univ. Research Reactor 

50-141 

15 

Waterford Generating Station, Unit 3 

50-382 

187 

Sterling Power Project, Nuclear, Unit 1 

STN-50-485 

235 

Watts Bar Nuclear Plant, Unit 1 

50-390 

193 

St, Lucie Plant, Unit I 

50-335 

149 

Watts Bar Nuclear Plant, Unit 2 

50-391 

195 

St Lucie Plant, Unit 2 

50-389 

192 

West Valley Reprocessing Plant 

50-201 

18 

Virgil C. Summer Nuclear Station, 

50-395 

196 

West Virginia Univ. Research Reactor 

50-129 

14 

Unit 1 



Wolf Creek Generating Station 

STN-50482 

233 

Surry Power Station, Unit 1 

50-280 

68 

WPPSS Nuclear Project, Unit 1 

50460 

229 

Surry Power Station, Unit 2 

50-281 

71 

WPPSS Nuclear Project, Unit 2 

50-397 

197 

Susquehanna Steam Electric Station, 

50-387 

188 



Unit 1 



WPPSS Nuclear Project, Unit 3 

STN-50-508 

247 

Susquehanna Steam Electric Station, 

50-388 

190 

WPPSS Nuclear Project, Unit 4 

50-513 

247 

Unit 2 







WPPSS Nuclear Project, Unit 5 

STN-50-509 

247 

Texas A&M Univ. Research Reactor 

50-128 

14 






XX 



Name 

Docket 

Page 

Yankee-Rowe Nuclear Power Station 

50-29 

13 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

263 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

264 


Name 

Docket 

Page 

William H. Zimmer Nuclear Station, 

50-358 

169 

Unit 1 



Zion Nuclear Power Station, Unit 1 

50-295 

88 

Zion Nuclear Power Station, Unit 2 

50-304 

97 
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DOCKETED 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-010 BEATTV, NV 


B006170395 Forwards Waste Packaging Insp Rept 00-30 on 800120-0201 No 
noncompUance noted 

S^llTHf 0 H Region li Philadelphia, Fuel Facility Katerials Safety 
Branch 80/04/34 3pp 


— 0006170390 Waste Packaging Insp Rept 00-02 on 000120-0201 No 
noncompliance noted Major areas inspected waste shipments & 
packages, veh ic le p lacard ing, pac kag ing conditions & labels 
QOQKi H E Region 5, San Francisco, Fuel Facility )$< Materials 
Safety Branch THOMAS, R D Region S, 3an Francisco, Office of the 
Director BRQWNE, W C Advanced Fuel & Spent Fuel Licensing 
Branch 00/03/31 lOpp 


S006190243 Forwards Waste Packaging Insp Repi 00-09 on 000121-25 
No noncompliance noted 

SMITK.O H Region li Ph i ladel ph ia, Fuel Facility (t Materials Safettj 
Branch 00/04/34 3pp 


—0006190349 Waste Packaging Insp Rept 00-09 on 000121-25 
No noncemp 1 iance noted Major areas inspected vehicle 
p lacar d Ing, pac kag ing conditions ^ packaging marking 
BOOK, H E Region 5, San Francisco, Fuel racllity & Materials 
Oafety Branch FQNO, F T , THOMAS, R B Region 5, San Francisco, 
Office of the Director 80/03/25 5pp 


DOCKET 27-039 SHEFFIELD, IL , NUCLEAR ENGINEER INO CO 


6006130090 Forwards combined IC Investigation Repts 50-054/00-01 
27-0040/00-0 1 , 37-0039/80-01 . 30-05906/00-01 St 7O-O607/BO-OI 
NRC has proposed civil penalties to Union Carb 1 de, Smith 
Kline K> French Labs Respective states ^ DOT notified 
0R1ER,B H Region t, Ph 1 lade i ph 1 a. Office of the Director 
00/04/10 2pp 


— 8006120095 IE Combined Investigation Repts 50-054/80-01 , 37-0048/00-01, 
27-0039/80-01,30-05906/00-01 «< 70-0687/00-01 Union Carbide 
failed to mark bill of lading Smith Kline U French Labs 
failed to use proper packaging 

CRQCKERiH W Region 1, Philadelphia, Fuel Facility it Materials 
Safety Branch KINNEY, W W Region 1, Philadelphia, Office of the 
Director 80/03/05 44pp 


3006200122 Exception to ASL8 790503 decision declared final per A6LB 
800507 order Contrary to Atomic Energy Act tc NEPA, dec ision 
hat compelled transportation of waste to other states w/o 
consideration of consec^uenccs Certificate of 3vc end 
WANAT, a W , CANNON, J M American Nuclear Society 00/05/21 4pp 


8006190335 Motion to strike ANB, Chicago Sect 1 on, 000531 exception to 
A8L6 790503 decision Right to exceptions waived due to 
failure to file timely petition No discernible injury 
established Certificate of Sve encl 
8EKUL6R,8 N Illinois, State of 00/05/27 4pp 


0006170146 Order instructing American Nuclear 8oc, Chicago section, 
to include in brief intended to be filed in support of 
exception to ASLD 790803 order, response to State of IL 
000527 motion to strike parties may file similar briefs 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/03/30 
3pp' 


0006300664 Advises NRC that board chairman, VP de Poix, is temporarily 
assuming positions of president it chief executive officer, 
effective immediately 

EASON, C F Nuclear Engineering Co , Inc , (subs of Teledyne, Inc 1 
00/06/03 Ip 


0006360210 Bttef oh appeal in Support of appellant AIMS, Chicago Section, 
exception to ASLB 790503 ardor Urges that order be vacated 
expansion issue be remandod to ASLB directing NRC to file 
EIS i to study site alternatives Certificate of Sve encl 
CANNON, J M , WANAT, S W Amor lean Nuc Uar Society CANNON. J W 
Mid-America Legal Foundation 80/06/20 I6pp 


DOCKET 27-047 BARNWELL, SC , CHEM-NUCLEAR SYSTEMS 


B0O5230330 Forwards waste packaging insp rept on Q00313-14 
No noncomp 1 iance noted 

3T0HR, U P Region 2, Atlanta. Fuel Facility 6 Materials Safety 
Branch 00/04/07 3pp 


— 0005330341 Waste packaging insp rept on 800313-14 No none omp 1 iance 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance u/DQT i NRC regulations including 
shipping paper 6 DDT placarding requirement 

POTTER, J P Region 2, Atlanta, fuel Facility U Materials Safety 
Branch 00/03/20 4pp 


0006040077 Forwards Waste Packaging Insp Rept 80-05 on 800319 No 
noncompliance noted 

BTOHR,J P Region P, Atlanta, Fuel Facility (< Materials Safety 
Branch 00/04/14 2pp 


— 8006040002 Waste Packaging Insp Rept 00-05 on 000319 No noncompl lance 
.noted Major areas inspected shipping paper requ irements, DOT 
placarding requirements, rad iatl on 1 evcls. removab le 
contamination I piohibited articles of contents 
POTTER, J P , WOODRUFF, R L Region 2, Atlanta. Fuel Facility 8, 
Materials Safety Branch 80/04/04 6pp 


0006170702 Forwards Waste Packaging Insp Rept 00-13 on 800313-14 No 
noncompliance noted 

SMITH,C H Region I, Philadelphia. Fuel Facility & Materials Safety 
Branch 00/04/24 2pp 


— 0006170700 Waste Packaging Insp Rept 00-13 on 000310-14 No 
noncompliance noted Major areas inspected compliance w/DQT 
i NRC regulations re shipping paper it placarding 
requirements 

POTTER. JP . DROWN.R A Region 2, Atlanta. Fuel Facility It 
Materials Safety Branch GO/03/3B 6pp 


8006170790 Forwards Waste Packaging Insp Rept 00-03 on 000227-29 No 
noncompliance noted 

SMITH, 0 H Region t, Philadelphia, Fuel Facility tt Materials Safety 
Branch BO/04/24 2pp 


— 0006170796 Waste Packaging Insp Rept 00-03 on 000227-39. No 
noncompliance noted Major areas Inspected shipping paper 
requirements, DOT placarding requirements, radiation levels, 
removable contamlnat ion lx prohibited articles or contents 
PEERY, W W , potter, U p Region 2, Atlanta. Fuel Facility it 
Materials Safety Branch 60/03/17 7pp 


0006170822 Forwards waste packaging insp rept on 600313-14 No 
noncompliance noted, 

0I11TH,O K Region 1, Philadelphia, Fuel Facility it Materials 0afety 
Branch 00/04/24 Ip 


— 8006170829 Waste packaging insp rept on 600313-14 No noncompliance 
noted Major areas inspected licensee-shipper vehicles, 
including shipping paper requirements, DOT placarding 
requirements, radiat ion levels i marking b labeling 
BROWN, RvA Region 3, Atlanta, Fuel Facility it Materials Safety 
Branch POTTER, JP Region 2, Atlanta, Office of the Director 
00/03/20, 6pp 


9006100092 Farwardi Waste Packaging Insp Rept 00-03 on 000227-29 No 
noncompliance noted 

SMITH, 0 H Region I, Philadelphia, Fuel Facility it Materials Safety 
Branch 00/04/34 Ip 
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DOCKETED ITEMS 


—aODfa 160093 Watte Pad a 9 mg Insp flapt 00-03 on 900227-29 No 
n oncoinp 1 lanc 9 noted Major areat inspected 1 1 c ensee-sh tpper 
veh I c i me 1 ud 1 ng shipping paper requ iramentsi DOT placarding 
requirement-irradiation levels t marking labeling 
PBEPYj W W * POTTER. J P Region 2 j Atlantar Fuel Facility U 
Materials Safety Dranch SO/03/ia 7pp 


G0061BO&07 Foru/ards uaste packaging msp rept on 000313-14 No 
none oirpl lance noted 

SMITHj 0 H Region }. Ph 1 la d e 1 ph 1 a . Fuel Facility 4 Materials Safety 
□ranch 80/04/24 2pp 


— 8006100&H Waste packaging insp rept on 000313-14 No noncomp 1 lanc e 
no-ted Major areas inspected licensee-shipper vehicles for 
conpliance lu/NftC 4 DOT regulations including shipping 
papersi p Lacard ing 4 radiation levels 

POTTER. J P - BROWNER A Region 2, Atlanta, Fuel Facility 4 
Materials Safety Branch 60/03/28 6 pp 


9006100617 Forwards Waste Paclaging Insp Rapt 80-03 an 800227-29 No 
none omp I iante noted 

SMITKfG M Region 1 . Fh 1 Lade 1 ph la. Fuel Facility 4 Materials Safety 
□ranch 00/04/24 2 pp 


—B006 180624 Waste Packaging Insp Rept 80-03 on BC0227-29- No 
nencomp 1 lance noted Major areas inspected coetipliance of 
1 1 c ensee- sh 1 pp« r vehicles w/NRC t DOT regulations including 
shipping paper i placarding requrretnents 4 radiation levels 
POTTER. J P . PEERY. W U Region 2, Atlanta, Fuel Facility 4 
Materials Safety Srarch 80/03/17 7pp 


9006190222 Forwards Waste Packaging Insp Rept 80-03 on 800313-14 
No noncofflpl lance noted 

SMITH, 0 H Region I, Ph 1 1 ade ] phta. Fuel Facility 4 Materials Safety 
Branch 00/04/24 2 pp 


— 3006190230 Waste Packaging Insp Rept 60-03 on 000313-14 
No n-oncomp I lance noted Major areas inspected compliance 
w/NRC 4 DOT regula tions I me ludi ng shipping paper, p lacarding 
t radiation levels 

POTTER, J P , BROWN. R A Region 2. Atlanta. Fuel Facility 4 
Materials Safety Branch 80/03/2B 6 pp 


80061903&1 FoTwariis Waste Packaging Insp Rept 80-03 on BO-0227-29 
No none DPipl iance noted 

SMITH. 0 H Region 1, Phi I adel phia, Fuel Facility 4 Materials Safety 
Branch 00/04/24 2 pp 


— 8006190371 Waste Packaging Insp Rept 80-03 on 600227-29 

No nencomp 1 lance noted Major areas inspected shipping paper 
requi remen ts, DOT placarding rcquiremen ts, r ad latl on levels, 
removable c ontamina tion 4 DOT marking 4 labeling 
POTTER, J P , PEERY, W W Region I, Ph I lade Iphia, Fuel F^acillti| 4 
Materials Safety Branch 80/03/17 7pp 


0006200557 Forwards Waste Packaging Insp Rept 00-03 on 800227-29 No 
noncomp I lane# noted 

SMrTH >0 H Region 1 . Phi Ja-del phla. Fuel Facility 4 Materials Safety 
Branch 80/04/24 Ip 


— B006200S64 Waste Packaging Insp Rept 80-03 on 800227-29 No 
noncompl iance noted Major areas inspected shipping paper 
requirements, DDT placarding requ i rements, rad latlon levels 4 
removable contamlna t i on 

PEERY. W W , POTTER. J P Region 2. Atlanta. Fuel Facility 4 
Materials Safety Branch 80/03/17 7pp 


0006180000 Forwards Waste Packaging Insp Rept 80-06 on 800414-15 No 
noncompl lance notod 

6 TOHR 1 J P Region 2, Atlanta, Fuel Facility 4 Materials Safety 
□ranch 60/05/01 2pp 


— 6006180012 Waste Packaging Insp Rept 90-06 on 800414-15 No 
noncompliance noted Major areas inspected shipping paper 
t equirementst DDT placarding r equir ements, radiat ion levels 4 
removable contaml nation 

TRDUP.O L , MCARTHUR, T C Region 2, Atlanta. Fuel Facility 4 
Materials Safety Branch 80/05/01 Spp 


8006170270 Responds to 800129 request for technical assistance 
Technical assistance that NRC erpects to provide 
involves preparation of independent site-specific environ 
assessment document 

SMITH, R D Lou Level Waste Licensing Branch 80/09/19 Ip 


8006I9033B Requests IS add! copies of site stat i 1 1 tati on 4 closure 
plan 4 to copies of environ assessment to complete review 
d Istribution 

DRAOONETTE, K S Lou Level Waste Licensing Branch 00/05/29 Ip 


0006300462 Forwards ^'Prel Iminary Site Stab 1 1 i lation 4 Closure Plan for 
Darnuell Low Level Radwaste Disposal Facility. “ in response 
to NRC 800529 Itr 

WHITAKER, H Chem-Nuclear Systems, Inc 80/06/06 Ip 

— 9006300470 "Preliminary Site StabiUiation 4 Closure Plan for Barnwell 
Lou Level Raduaste Disposal Facility '• 
a Chem-Muclear Systems. Inc 90/0S/31 60pp 


DOCKET 27-04B RICHLAND, WA .NUCLEAR EHOINEERINO CO 


0006120090 Forwards combined IE Invest 1 gat io-n Repts 50-054/00-01 
27-0048/80-01,27-0039/80-01,30-05986/80-01 4 70-0607/80-01 
NRC has proposed civil penalties to Union Carb 1 de, Gm i th 
Kline 4 French Labs Respective states 4 DOT notified 
GRIER/D H Region 1, Philadelphia. Office of the Director 
00/04/18 Spp 


— a006ta0095 IE combined Investigation Repts 50-054/00-01,27-0040/00-01, 
27-0039/80-01.30-09906/00-01 t 70-06Q7/BO-01 Union Carbide 
failed to mark bill of lading Smith Kline 4 French Labs 
failed to use proper packaging 

CROCKER.HW Region 1, Philadelphia. Fuel Facility 4 Materials 
Safety Branch KINNEY, W W Region 1, Ph i lad e I p h i a , Office of the 
Director 80/03/05 44pp 


0006180059 Forwards Waste Packaging Insp Rept 80-24 on 000204-15 No 
noncompliance noted 

SMITH. 0 H Region 1. Ph 1 ladelph la. Fuel Facility 4 Materials Safety 
□ranch 80/04/24 2pp 


--8006100082 Waste Packaging Insp Rept 80-24 on 800204-19 No 
none amp 1 1 ance noted Major areas inspected compliance of 
uast# shipments w/NRC 4 DOT regulat ions, inc lud ing vehicle 
placarding 4 package marking 4 Labeling 

PECK, C C , BOOK, H E Region 5, San Francisco, Fuel Facility 4 
Materials Safety Branch 80/04/02 lOpp 


8006190159 Forwards Waste Packaging Insp Rapt 00-04 on 800107-10 
» No none omp 1 lance noted 

SMITH, G H Region 1, Philadelphia, Fuel Facility 4 Materials Safety 
Branch 00/04/24 2pp 


“8006190160 Waste Packaging Insp Rept 00-04 on 800107-18 

No noncomp 1 lance noted Major areas Inspected compliance of 
waste shipments w/NRC 4 DOT regulations including vehicle 
placard 1 ng, package conditlone 4 marking 4 labeling 
PECK. C C Region 3, Chicago. Fuel Facility 4 Materials Safety 
Branch THOMAS. R D , BOOK, K E Region 5, San Francisco, Fuel 
Facility 4 Materials Safety Branch 80/03/25 7pp 


800616024S Forwards Haste Packaging Insp Rept 80-08 on 800303 4 notice 
of violation 

DAVIS, A B Region 3, Chicago, Fuel Facility 4 Materials Safety 
□ranch 00/05/08 2pp 


--000616024^ Notice of violation on 900303 

* Region 3, Chicago. Office of the Director 00/05/08 ip 


— B006160257 Waste Packaging Insp Rept 80-08 on S00303 None omp 1 i anc e 
noted failure to mark cask used to transport raduaste 
FISHER, W L Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch PECK, C C Region 3. Chicago, Office of the Director 
80/05/08 2 pp 


B006050422 PNO-V-00-036 on 800516, NRC was notified that shipment of 
74 95-gallo-n drums of low specific activity matl was 
received onsite 800515 w/one drum In damaged condition 
State of WA banned Atomic Disposal, Inc use of site 
THOMAS. R D Region 5, San Francisco, Office of the Director 
00/05/16 Ip 


0006240209 PNO-V-80-043 on 000605, DL Ray plans to tour low level 
radwaste disposal site as part of day-long briefing 4 site 
tour Tour bo include high level waste disposal research 
projects on Hanford reservation 4 FFTF 

BQOK,H E Region 5, San Francisco, Office of the Director 
80/06/03 Ip 


0006300664 Advises NRC that board chairman, VP dc Poi*,is temporarily 
assuming positions of president 4 chief executive officer, 
effective iinmedlately 

EA80N,C F Nuclear Engineering Co , Inc , (subs of Teledyne, Inc 1 
80/06/03 Ip 



DOCKETED ITEMS 
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S00&19015Q Pl^0-*V-80-045 on SOO&OSi sh i pment of ten drunis of loui level 
red(it4«te received Exem determined shipment not in campilAnce 
L//NPC re{}ulations because of improper label Si seals* placards 
on trailer h^ improper shipping documents 

TKOMAS* R D Region 8< San Pranclsco< Office of the Director 
80/06/04 Ip 


B006240294 PNa-V-0O'-O44 on B00602. sh ipment of 132 drums of raduaste 
received* one u/leaklng drum Leak caused contamination levels 
of S* 000 dpm on trailer bed i 1,000-1,200 on coveralls of 
employee Contamination cleaned up & trailer released 
THDMA&i R 0 Region San Francisco, Office of the Director 
00/06/04 Ip 


6006240300 PNO-V-80-04'/ on 000605, sh i pment of 212 drums of lou level 
raduaste received One drum had 2-inch gash in side St closure 
bolt on clamp ring had fallen out Second drum seeping liquid 
from bottom Burial permit cancelled 

THOMAS, R D Region 5, San Francisco, Office of the Director 
80/06/05 Ip 


6006240302 PNO-V-00-046 on 800605, upon opening back door on trailer, 55- 
gallon drum of lour level raduaste fell, almost striking 
employee Caused by Improper bracing of shipment Leaking drum 
put into Qverpack & placed in disposal trench 
THDMAS, R D Region 5, San Francisco, Office of the Director 
00/06/05 Ip 


8006250189 PNO-V-BO-OSO on 800610, of 128 drums of lou level raduiaste 
received, one had broken locking ring it four had loose 
locking rings No significant radioactive contamination UA 
cancelled burial permit f* banned util from use of site 
THOMAS, R D Region 9, San Francisco, Office of the Director 
00/06/10 Ip 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP 


6006030027 Discusses Union Carbide Corp repts of Pour releases of 
tailings at project V remedial actions Recommends that 
corrective actions be Incorporated into license Surface & 
core samples should be analyzed as shouin In encl Table 1 
NOOLSEV, R T Uranium Recovery Licensing Branch 00/05/00 Spp 


0006090550 Advises that License 8UA-648 is amended to Incorporate 
corrective actions noted in 790703 tt 800116 ropts re 
releases of tailings slurry liquid into unrestricted 
areas 

SCARANO/R A Uranium Recovery Licensing Branch 80/05/09 Spp 


6006190037 Submits contract costs incurred Sc manhours used In reviewing 
Amend 12 to License 0UA-640 submitted on 800329 
K0T8CH, J Uranium Recovery Licensing Branch 80/05/13 2pp 


0006060586 Advises of refund due re fee for manpower ekpendltures 
required for review of application for Amend 12 to License 
0UA-648 

MILLER, W D License Fee Management Branch 80/09/20 Ip 


8006250331 Informs that Amend 15 for License 8UA-640 was issued 800608 
NRC initiated amend requiring corrective actions to preclude 
release of tailings slurry S' liquid into unrestricted areas, 

No fee required 

WOOLS E Y, R Uranium Recovery Licensing Branch 00/06/04 Ip 


DOCKET 40-0665 ANACONDA CO SOUTH TEXAS URANIUM PROJECTS 


8006300032 *'App to Radon S' Radon-Daughter Concentrations in Air In 
Vicinity of Anaconda U Mill " 

MOMENhJ D , LIHDBTROMrJ D , DUNOEYr C E Argonn* National 
Laboratory FIN A-2209 NUREO/CP-l 133 APP 79/11/30 86pp 
Available at NTI8, 


DOCKET 40-0672 NUCLEAR METALS, INC 


8006200557 Forwards Waste Packaging Insp Rept 80-03 on 800227-29, No 
noncompliance noted. 

SMlTKiO H Region 1, Phi ladelphia. Fuel Facility k Materials Safety 
Branch 80/04/24 Ip 


—8006200564 Waste Packaging Insp Rept 00-03 on 800227-29 No 
noncompliance noted Major areas inspected shipping paper 
requirements, DOT placarding requirements, rad iation levels t< 
removable contamination 

PEERY,W. W , POTTER, J P Region 2, Atlanta, Fuel Facility l< 
Materials Safety Brench 80/03/17 7pp 


DOCKET 40-1162 WESTERN NUCLEAR, INC 


8006040257 Forwards rept of 791101 observations re const of lift at 
site Photos for Peterson memo also encl 
FRANCIQ,E Wyoming. State of 00/05/01 I9pp 


0006170793 Submits evaluation of vendor permit request following 
800430 meeting Independent analyst reported that dam could 
fail or slough under worst case conditions Plan for 
monitoring plant seepage U sloughing will be required 
ACKERMAN, W C Wyoming, State of BO/OS/07 9pp 


8006030240 Forwards ’'Chronolog y of Events h Stability Assessments re 
Dump Area Split Rock Mill Tailings Retention Embankment *' 

Rept details investigation & stability analysis of aiisting 
embankment, based on conditions at Section A-A 
DOODENi 0 Western Nuclear, Inc (subs of Phelps Dodge Corp 1 
80/05/08 Ip 


— 8006030243 **Chronology of Events 6 Stability Assessments re Dump Area 
Bplit Rock Mill Tailings Retention Embankment " luo oversize 
drawings encl 

* D'Appolonia Consulting Engineers* Inc BO/OS/OB I5pp 


0006040096 Advises that application for permit is incomplete Specific 
Itams in adjudication file must be revised by statute 
Tab le, mapp Ing, methods t referencing deficiencies represent 
urgent need for vendor to provide reclamation plan 
FRANCIS, E Wyoming, State of 80/05/00 lOpp 


8006120220 Responds to 800304 U 14 Itrs Authorization to charge 
production cost fees for public documents after eztra copies 
have been sent end Judicial review of final NRC actions 
vested In US Courts of Appeal Comments solicited 

SCARANQ, R A Uranium Recovery Licensing Branch 00/05/09 t6pp 


8006030021 Submits trip rept re 800416 visit w/WV Dept of Environ 
Qual ity, D 'Appolonia Consulting Eng ineers, Inc l< owner to 
inspect excavation of test pits J. visually estimate amount 
of debris in layer beneath tailings embankment 

OARCIAiP J Uranium Recovery Licensing Branch 80/03/12 Spp 


0006090079 Responds to 800318 Itr re Impact of contaminants from 
tailings pond Seepage has resulted in some degradation of 
oneite & adjacent offsite groundwater showing chemical 
concentrations that exceed drinking water stds 
LINEMAN, J J Uranium Recovery Licensing Branch 00/05/13 Ip 


8006090124 Responds to 800326 Itr re Impact of contaminants from 
tailings pond Evaluation indicates seepage has resulted in 
degradation of onsite it offsite groundwater showing chemical 
concentrations that exceed drinking water stds 

LINEHAN, J J Uranium Recovery Licensing Branch, BO/OS/13 Ip 


8006090139 Responds to 000324 Itr re contaminents from exletLng 
tailings pond moving underground to Bweetwater River Environ 
monitoring program will be conducted which includes analysis 
of groundwater wells 

LINEHAN, J J Uranium Recovery Licensing Branch 80/05/13 2pp 


8006090556 Responds to 000401 Hr re mill site Forwards FE6 in ref to 
concern re surface L groundwater contamination Some onsite 
t< offsite wells determined unsafe for drinking Licensee 
will be required to submit limiting plan W/o encl 
LINEMAN, J J Uranium Recovery Licensing Branch 80/05/13 2pp 


8006S40305 Forwards B Helm 800508 Hr assuring that boneyard area had 
baan properly cleaned 

BQCDENiO Western Nuclear, Inc (subs of Phelps Dodge Corp> ) 
80/05/15 Ip 


— 8006240306 Advises that old equipment boneyard area property cleaned 
subsequent to 770412 tailing pond overtopping Nothing is 
ever left that could be buried in dike or could affect dike 
structure 

HELH,R W Western Nuclear, Inc (subs of Phelps Dodge Corp > 
80/05/08 2pp 


9006240451 Forwards peptition to intervene in licensing proceeding 
KQZ19EK,P 9, Wyoming Outdoor Council 00/09/21 Ip 


— 000624045? Petition to intervene In licensing proceeding alleging that 
groundwater adjacent to mill tailings is contaminated in 
excess of permitted limits Proposes hearing 
BOOKErB L Wyoming Outdoor Council BQOKE, B L Hooke, B.L 
80/05/21 lOpp 
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DOCKETED ITEMS 


0OO&23O146 Res-ponds to 000327 Itr ro FES for U null Piropos-ed 
reclamation plan provides For mi nimi i ati on of uinrf & water 
erosion ti elininotei n«cd far origoini} active care of 
tailings pile Long'-terixi monliorihg provided for in OEIS 
SCARAkOi R A Uranium Recovery Licensing Branch 00/05/37 2pp 


0OO&17O9D6 Author lies Uli 1 1 lAms-Rabinette t Aseociatee to perform 
magnetometer survey of tailings dam Survey should be 
performed by 000607 

LIfJEHAMi U J Urariiium Recovei y Licensing tiranch 90705/20 Ip 


90062b-0075 Responds to 000516 memo re stability of Split Roc It retention 
dam MRC should porfoin magnetometer suivoij to define 
composition £t extent of debris layer 

OARClAfP J Uranium Rucovory Licensing Dranch G0/06/0d Ip 


8006110090 -Nfotice of appearance in proceeding Certificate of Svc encl 
WALPOLGi J ft I HJTE.H S , KlPPtlJr T A Uostern Nuclear< Inc Isubo of 
Phelps Dodge Corp > RO/06/05 3pp 


0006300391 Forwards Figuie 6 3 or FES showing suggested groundwater 
monitoi iiig locations por 8003IB meeting i« NRC continuing 
evaluations of Split Rock mill tailings i rhpoundmsnt 
SCARANQ^R A Uranium Recovery Licensing Branch 60/06/06 Spp 


8006300660 Suggests buia changes to proposed monitoring sgs at site 
Primary purpose of monitoring program is effective 
containment of tailings toopage Seepage at site must be 
control I ed < not merely monitored 

ACKERMAN- W C * GARLAND- n Vlyaming- State of 00/06/12 ip 


DOCKET A0-i34S ED DEMON T URANIUM rUUE, TVA 4< MINES DEVELOPMENTi INC 


8006120SS6 Forwaids maps of alternative disposal Site 10 for facility 
dec amm i s s i on ing indicating geological t> topographical 
features 6 subwatersheds which constitute drainage sys 
within Site 10 area 

MILLS.L ri Tennessee Valley Authority 80/03/25 4pp 


000613000-i Submits mods to engineering tests for determination of 
foundation mafcls at U mill disposal site Hater pressure 
permeability test performed 40 ft below proposed bottom of 
impoundment rather than >10 ft from ground level 
MILLS-L II Tennessee Valley Authority 0O/D5/I6 kp 


0OO6k9OO5Q Summary of aOOSH meeting w/ut i U EPA- HUD U Slate of SD in 
Denver-CO re agencies' pr-oblems in carrying out radiological 
(Monitoring program of potentially contaminated structures 
KILLERiM J Standard iiation 4< Epeciai Projects Oranch QO/05/22 

6pp 


— 9006190064 Forwards tentative agenda foi 0OD5I2 meeting In Denver- CQ 
Issues ro environ stds. testing method olog i es. protoco 1 I* 
monitoring priorities should be resolved 
RICHARO0ON. vf R South Datota. 0tate of 00/05/07 2pp 


6006190365 Forward# minutes of 600314 meeting tu/EPA- HUD- State of 80 U 
Edgemont town officials in Denver re Edgeinont offsite 
e ontami nail on 

MILLER- H J Low Level Haste Licensing Dranch 80/08/22 6pp 


--fl0061'70369 Summary of 800514 meeting w/EPA, utl I . HUD Si State of SD 
in Denver re Edgenont offsite contamination 

MILLER-H U Low Level Haste Licensing Branch 00/03/22 Ip 


—8006190375 Forwards proposed agenda for 000512 meeting in Denver re 
Edgemont offsite c onta(Mi nat ion Emphaslics need to resolve 
environ stds- testing methodo I og les- proftoco I - mon i toring 
priorities t, data interpretat i an 

RICHAnDSOH. J R South Dakota- State of 90/05/07 Spp 


8006120184 Responds to FOIA request for TVA 760126 environ info rept- 
TVA responses to NRC comments on Edgemont U Mill Jul 1976 
environ info rept V analysis of decommissioning 6 long'^term 
tailings stabilization Forwards documents N/e ends 
FELTQNi J M Division of Rules and Records 80/06/03 ip 


8006230097 Responds to FOIA request for Edgemont U Mill decommli s Ion ing 
documents originating after Oct 1979 FOIA request Forwards 
listing of correspondence file for period requested 
Documents available In FOR H/u encl 

FELTON-J H Division of Rule* and Records 80/06/16 Ip 


DOCKET 40-2061 WEST CHICAGO FACILITY- KEHR-MCGEF CDRP 


6006170255 Responds to 791228 Itr re facility decontamination Improved 
air sampling t radiation detection program established 
Region 3 per i od ical 1 y review air sampling data for offsite 
exposures 

DiRCKSi W J Office of Nuclear Haterial Safety U Safeguards 

ao/03/05 3 pp 


0006190121 Notification of 800820 meeting w/State of IL> Dopt of Public 
Health- !L Sbote Goological Survey, IL State Hater Survey-City 
of Host Chicago-ANL V EPA In Saint Charles. IL to disucss 
search for storage site as alternatives to present site 
DENNY. I L Korr-HcOtfe Chemical Corp (cubs of Korr-McOee Corp ) 
00/05/09 4pp 


0006090524 Forwards errata to 000501 comments on decommissioning plans 
6 Dames %> Moore 800501 rept Includes table of contents for 
dacummissioning plan V App tl of Dames 6 Moore rept 
SHELLEY, W J Kerr-McOee Nuclear Corp 80/05/13 4pp 


8006120236 Advises that 790725 application tor renewal of License 
STA-S83 meets timely renewal provisions of code License will 
remain in effect ponding completion of NRC renewal review it 
action 

PAGE-R O Uranium Fuel Licensing Branch BO/OS/16 Ip 


DOCKET 40-2259 PATHFINDER MINES CORP 


8006170254 Informs of calculated overexposure to soluble U Urinary 
analyses show TL Irvin. Gl Michaud t JC Nichols are no longer 
restricted to nnnroutine work Supportive matl encl 
NU0£NT, E L Pathfinder Mines Corp 80/08/15 tOpp 


8006030015 Submits contract costs & manhours used in reviewing 
Pathfinder Mines Corp 700526 application for Amende 
3-5 6 7 to License SUA-648 re relocation of fence- 
mod of dam & revision to dust collection sys 
GILLEN. D M . LINEMAN- J J Uranium Recovery Licensing Branch 
ao/05/19 app 


8006030038 Submits contract costs 6 manhours used In reviewing 
Pathfinder Minos Corp 79092k application for Amend 6 to 
License SUA-640 re replacerrent of extraction circuit 
OILLHN. D M , LINEMAN- J J Uranium Recovery Licensing Branch 
60/08/ 19 2pp 


8006020509 Notifies vendor that NRC will refund portion of amend feo 
acc ontpany ing 790913 application for amend NRC manpower 
expenditures were less than originally anticipated 
MILLER. WQ License Fee Management Branch BO/05/22 Ip 


0006030010 Notifies vendor that NRC will refund portion of fee 
accoetpany Ing 7Q05S6 amend application NRC Issued Amends 
3.4.5 I 7 to License SUA''672 ih response to application 
NRC manpower expenditures less than anticipated 
MILLER) U 0 License Fee Management Branch 80/05/22 Ip 


8006180474 Advises of administrative changes* of fective 800616 RW 
Roijseri environ coord Inator- ui 1 1 assume responsibilities of 
overseeing radiation function In mill dept 
NUGENT- E L Pathfinder Mines Corp 80/06/12 Ip 


BOO619OS0S Notifies NRC that foundation preparation for mod of Tailing 
Dorn 4 will be completed during uk of 800707 Placement of 
downstream embankment fill will be concurrent u/foundation 
excavation work 

NUOENT-E L Pathfinder Mines Corp 00/06/13 Ip 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


8006300970 Responds to NRC 800522 Itr by submitting results of 
exposure evaluation for eiriployee Chest counts Indicated lung 
burden within Reg Guides 8 kl i 0 22 limits Urinary U 
concentration chart encl 

CIFOLLA-A J Allied Chemical Corp 60/06/05 3p p 


DOCKET 40-3453 ATLAS MINERALS 


8006120267 Forwards IE tnsp Ropt 40-3493/80-01 on 000403 No 
noncomp 1 lance noted 

BRQUN-G D Region 4. Dallas- Fuel Facility 6 Materials Safety 
Branch. 80/04/25 2pp 
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— 8006120274 IE Insp Rept 40-3453/80-01 on B00403 No none omp 1 lance noted 
Major areas inspected const activities re raising Moab 
Hill ta 1 1 i ngfi datn 

KAI-Lj R E Region 4i Dallasi Reactor Construction & Engineering 
Support Dronch BRD14N- 0 1) < TAPIA* J L Region 4* Dallas* Office 
of the Director 30/04/25 3pp 


8006200509 Responds to 600116 i equost for administrative amend 
aothcriiing ie-*Pt raise to tailings retention sys Requoot 
cannot be considered as administrative amend due to scope 
of rovleuj required Applicable NRC regulation enc 1 
SCARANUiR A Uranium Recovery Licensing Branch 80/03/07 16pp 


8006030374 Clarifies conveisation ui/j Deuel re Itv to Atlas Minerals 
concerning neit raise on tailings structure No plana exist 
for transporting tailing pile to some site yet to he 
salec ted 

SWANBY*0 T Atlas Minerals 00/05/03 Ip 


DOCKET 40-4337 MARQUETTE UNIV 


8006060030 Discusses IE insp of Licenses SUD“a3l , 48-02931-06 t* 
48-02931-10 on 000423 4. 0S08 U forwards notice of violation 
KEPPLER/ii 0 Region 3, Chicago. Office of the Director 80/05/21 
2pp 


— B006060094 Notice of violation from insp on 800423 Sc 0508 None amp I lance 
noted mCi quantities of C-14 Sc 1-131 used si/o performance of 
bloassags b radioactive mail user did not have proper 
training 

» Region 3* Chicago* Office of the Diiector 80/05/21 3pp 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MININO) 


8006040328 Submits addl comments re DES for proposed facility Draft 
should assess cumulative effect from all sources at existing 
min sites In addition to effect of proposed mill 
DANlELfiONiL J * OUVERfiON* M U National Wildlife Federation 
80/04/16 Spp 


8006120187 Advises that E Kemp oil 11 replace T 8pisak as regulatory 
agency contact 4< coordinator 

WRIOHTrK H Affiliation Unknown 80/05/14 Ip 


8006160212 Summary of 800414 meeting w/Federa I’-Amorl can Partners In 
Silver 9pring*MD re environ rept suppl on surface tailings 
disposal alternatives 

OILLEN. DM Uranium Fuel Licensing Dranch 80/05/22 2pp 


8006230139 Forwards request for addl info to be included in engineering 
design rept on tailings mgt alternatives Mar 1980 rept. 

'^Suppl to Environ Ropt - Subsurface Tailings Disposal." Is 
Inadequate Forthcoming rept must be submitted by 800616 
LINEMAN. U Uranium Recovery Licensing Branch 80/05/22 2pp 


DOCKET 40-5001 AKAX ENVIRONMENTAL SERVICES* INC 


8006270411 Forwards summary of B00520 meeting. re results of 
radiological surveys % hydrostrat igraph Ic data conducted 
under License 8TB-440 4 BMA-1219 

O^REILLY.J p Region 2* Atlanta. Office of the Director 80/05/29 
50pp 


DOCKET 40-6622 PATHFINDER MINES CORP 


8006230163 Recommends approval of licensee 781120 request to amend 
License SUA-442 eliminating Condition 26 re drain cover 
Matl, Amend will not significantly affect environ or dam 
safety Graduation curves end 

PERSON. L 8 Uranium Recovery Licensing Branch 00/05/28 2pp 


DOCKET 40-6659 PETRDTOMICS CO . OETTY OIL 


8006050534 Summary of 000401 meeting w/ licensee in Silver Spring. MD re 
license renewal application Radiological effluent & environ 
monitoring program tncl 

KOTBCH. U L Uranium Recovery Licensing Branch 00/05/05 6pp 


DOCKET 40-7069 PLATEAU RESOURCES, LTD 


8006250332 Requests approval to proceed ui/covering residues from 
Hydro-Vet leaching facility u/mlns waste 
HEAD* W J Plateau Resources. Ltd 80/05/27 2pp 


DOCKET 40-002/ KERR-HCGEE CORP 


0005090057 Forwards "Raftinate Program* 1979 Completion Rept," par 
License SUD-lOlO. Amend 4 Rept pi ovides results A- analyses of 
growing season 4 food chair, tes^^ing of treated raffinate 
produced forage during 1979 

SHELLY* W J iterr McGee Nuclear Corp BO/04/15 Ip 


— 8005090065 "Raffinate Fertiliier Program 1979 Complation Rept 
« Kurr-McGee Nuclear Corp 79/07/11 Ip 


8006090553 Application for amend of License BUQ-lOlO authoriiing 
unlimited use of treated raffinate produced at Sequoyah 
facility as fertiliter Justification for propsed amend enc] 
SHELL/* W J Kerr-McCee Nuclear Corp 30/05/16 Spp 


B006090492 Requests payment of addl i-ee re 800516 application for amend 
to License SUO-lOlO Request classified as major safety L 
environ amend 

WEISS* J D License Fee Management Branch 80/05/27 Ip 


8006120534 Advises that major safety 6 environ amend fee is required 
for review of 800522 request to permit disposal of raffinate 
sludge in below grade pit 

WEI6S.J D Licensing Management Branch 80/06/02 Ip 


8006300026 Forwards GK State Univ 800529 Itr explaining use of word 
"preliminary" in h istopatho logy repts generated for vendor 
raffinate study Clarifies App C of 1979 raffinate fertiliior 
completion rept submitted to NRC on 800415 
SHELLEY. W J Kerr-McOee Nuclear Corp 60/06/02 2pp 


6006300645 Forwards "Denthic Macromver tebrate Fauna of IL River Belqui 
Tenklller Reservoir Adjacent to Effluent Outfall at Sequoyah 
FaciUtyiKerr-McOee Nuclear Corp* Ooro* OK* Oc t l97a~Doc 1979 " 

SHELLEY. W J Kerr-McOee Nuclear Corp 30/06/06 Ip 


—8006300649 "Benthic Macro invertebrate Fauna of IL River Below Tenkiller 
Reservoir Adjacent to Effluent Outfall of Sequoyah Facility. 
Kerr-McOee Corp. Gore. OK. Oc t I97a-Dec 1979 " 
a Korr-McOee Nuclear Corp 80/06/03 74pp 


DOCKET 40-0052 MITSUI Cq <U8A)*INC 


8006120179 Forwards plan to implement safeguard requirements for 6NM 
of moderate 4t Low strategic significance 
SAIKI.T Mitsui U Co , Ltd 80/05/13 9pp 


DOCKET 40-8064 EXXON MINERALS CD USA* EXXON CORP 


8006030124 Forwards summary of first quarter l?Bo solution mine pilot 
operations Restoration operations provide primary source of 
fluids from solution mining activity to tailings pond 
TRUBSELL.H H Exxon Minerals Co * USA 30/04/24 I5pp 


DOCKET 40-0084 LISBON MINE. RIO ALOQM CORP 


8006040187 Application to amend License 8UA-1 19. increasing 
capacity of tailings dam by raising height of existing 
lower pond Dames ^ Moore feasibility rept not end 
LAWTON. M D Rio Algom* Ltd 90/03/20 2pp 


DOCKET 40-8102 EXXON MINERALS CO U8A. EXXON CORP 


6006230429 Notifies of exposure of individual during wk ending 800405. 
airborne concentrations of soluble natural U in excess of 
i0CFR20 103 liimlts Mill dryer area washed down w/indication 
of substantial roduction in U concentration 
SHANNON, J B Exxon Minerals Co * USA 80/05/27 3pp 
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DOCKET -50-6301 WYOIIINS MINERAL CGRP 


&0060600i>3 Suc)DiaTij of 000312-13 rteeting^ w/licens«« In Silver Spring^ hD 
re status of oingoi.ng liiiviont excursion into iha-lkoiu tone* 
increase in leacbartt f 1 ou h reneual of RID License Licensee 
made commitments for addl studi| % additions to amend 
LifiEHrtNi J J Uranium Retoveri; Llccnsiing Branch BO/04/15 7pp 


DOCKET 10-&348 lU SITU URANIUM LEACHING PROJECT 


800.&060006 Advises that 7?tOS^ Itr rciuesting permission to commence 
surface reclamation at test site is being processed as 
amend to License SUA-ia23 Requests pagnent of Category 2fi 
amend foe Matl license amend c J aas i f icat i on encl 
W£lSSi-D License Foe ilanagement Sranch B0/01/3t 2pp 


— B'OO^OiOOO'? Forvards addendum to WC Goth 7?0i24 rept "Synopsis of 
Research Insitu U Leaching Test Actvifciesi" providing addl 
data re groundwater monitoring Requests permission to 
commence surface reclamation 
CARLOS^P C Union Minerals 79/10/26 Ip 


— G0060&D012 Addendum to ’’Synopsis of Research Insitu U Leaching 
Project" entitled "Results cf Aqu-ifici Stabilization- 
Observation 5i Other Surveys ' 

* Minerals Eiploration Co (subs of Union Oil Co of California) 
79/10/21 36pp 


6006190051 Requests info te compliance w/new Chapter 11 regulations re 
in situ nining by QDO&P5 h. advises that addl Testoratioii 
work on aquifer mag be required if water sample analyses 
are not favorable 

ENGELMANN,n U-yoming/ State of SO/01/22 Ip 


DOCKET 10-B353 AMAX ENVIRONMENTAL SERViCESi INC 


8006270111 Forwards summarg of B00520 meetingtre results of 
radiological surveys U hydros trat ig raph i c data conducted 
under License STB-110 6 SMA-1219 

O'REILLYi J P Region Atiantai Office of the Director 0O/O'5/29 
SOp p 


DOCKET 10-9380 ROCKY MOUNTAIN ENERGY CQ 


8006190314 Requests correction ot 600331 amend request Line 4 p 
P aragraph I, Rage IS of request should read “sampling will 
be uieeklgf" instead of "daily “ Daily sampling of excursion 
-uell not necessary 

NEUMANN. M R Rocky Mountain Energy Co 80/05/06 2pp 


000619067-0 Forwards addl sample results from 600401-16 sampling of 
Pattern 111 monitor tuells llell M-10 back within baseline 
range for parameters circept U less than 1 2 mg/l Mel I K-43 
still shaus U L vanadium levels above baseline 
NEUMANN. M ft Rocky Mountain Energy Co 80/05/14 6pp 


0006240271 Forwards encl to in situ R6D license, per Chapter XIV mining 
requirements 

NEUMANN. H R Rocky Mountain Energy Co 80/05/27 2pp 


G006260079 Forwards executed application for in situ research testing 
license Form should be considered part of original license 
application submitted in accordance w/State of WViDept of 
Environ Quality reguiations 

IWANICKI.R E Rocky Mountain Energy Co BO/06/04 IP 


DOCKET 40-8134 NOME STATE MIN I MO CO LA 


8009270266 Forwards oversiisd drawings for license renewal application 
for Source Matls License SUA-1249. per B00117 telcqn 
RANSONEr J N Homestake Mining Co 80/01/17 2pp 


— 9005270296 "Fiow Diagram Ion Exchange Circuit " 
MANLEY. E Komestate Mining Co 79/12/31 ip 


--9005270304 “pTOposed Project Site " 

MANLEY. E A Homestake Mining Co 80/01/31 Ip 


--9005270310 Qubmi ts proposed program describing experimental ion 
exchange plant Plant will he located at LaSal mine site. area 
previously disturbed by mining activities Sc within permitted 
area of ACT/a37/039 

RANfiOME, J U Hemestake Mining Co 80/01/14 4pp 


DOCKET 40-0453 BEAR CHEEK URANIUM CD 


B006120101 Responds to NRC 800506 com-nents re tailings dam 6 tailings 
basin Incremental areas requiring compaction work will be 
staked 2. stripped of topsoil Sufficient clay matls will be 
added to compact areas to required permeabilities 
HEDLDCK. ft L Hear Creek Uianlum Co 00/05/19 2pp 


9006230708 Requests technical assistance to review proposed dam raise 
S' reclamation plan, per 790314 memo Safety evaluation 
BUrnmariiing hydrologic aspects of review should bo completed 
by 000609 

SCARANO. n A Uranium Recovery Licensing Branch 80/05/23 ip 


DOCKET 40-9503 IRIGAftAV MINE, WYOMING MlNllJO CDRP 


6006060063 Summary of 800312-13 meeting w/licensee in Silver Spring. MO 
re status of ongoing lixlviant excursion into shallow lone. 
increase in leachant flow St renewal of R&'D license Licensee 
made commitments for addl study L additions to amend 
LINEMAN. J J Uranium Reco/ery Licensing Branch BO/04/1S 7pp 


0OO6OSO161 Forwards weekly water quality analysis results for shallow 
monitor U shallow research wells for 800325.0402 h 00 
Pletometric contour maps. arsenic & selenium assay results 
It maps of ne-w shallow tesearch well locations 
NtCHERS. D L Uyoming Mineral Corp 80/04/16 2epp 


‘G0060S0166 '‘Production Units t<2*3. 4.5 ^ 6 Research Nelk Locations. 
Pieiometnc Contours " Sheet 1 of 1 
e Nyomxng Mineral Corp 60/04/16 Ip 


-6006050172 "Production Units 1 ■ 2. 3. 4. ^ 6 Research Uell Locations 

Sheet 1 of 1 

« Uyomihg Mineral Corp 60/04/06 Ip 


8006090009 Forwards alternate lixiviant restoration progress rept far 
Ueli Field E Field A restoration plan not yet approved by 
NRC 

UICHER8. D Myoming Mineral Carp 80/04/24 15pp 


9006030193 Expresses concern re recent NRC action concerning U mining 
site Economy of City of QuffalorUY will suffer severe 6 
immediate setbacks if work at mine is curtailed or 
terminated 

HECHT.E O , KNEBEL. J A . MaNEV, 0 F Buffalo. NY 00/04/25 ip 


8006050935 Urges NRC to combat regulatory measures which resulted In 
closing of facility Many persons besides licensee employees 
will lose theii jobs.causxng tremendous economic dislocation 
in s-urrounding area 

OARLANO. R Amearth Excavators 00/04/25 Ip 


6006090029 Urges NRC to oppose regulatory measures that led to closing 
of mining site Curtailment of operations will have 
tremendous adverse Impact on local economy Many persons 
besides those on corp payroll will lose jobs 
R086.0 L Ross Construction Co 80/04/25 Ip 


0006020101 Opposes closing of mining operations Closing would be severe 
loss to Johnson County 4 Buffalo. NY 
CQOK.JH Affil iation Unknown 80/04/26 ip 


8006020567 Forwards info re coriposition of lixiviant at site in 
response to request re 000421 show cause order 
DlRCKBiW J Office of the Executive Director for Operations 
80/04/28 2pp 


8006020570 Notifies State of WY Dept of Environ Quality that closure of 
in-situ U mine will affect business operati ons. result ting in 
lay-offs Emphasiies that in-situ operation minimiies effects 
of mining on environ 

LARKIN.D H . LARKIN«J C Affiliation Unknown 80/04/28 Ip 


8006120504 Responds to request to revise Permit 476 changing lixiviant 
to sodium bicarbonate Advises that proposed change In 
lixiviant is conditionally approved 
MORROW, D Wyoming. Btate of 80/OS/09 2pp 


8006060431 Forwards biweekly status rept of shallow monitor inne Info 
includes water quality analysis resul ts. over s 1 x e plexometric 
& contour maps. arsenic ^ selenium assay results & monitoring 
data for Nells 8M-9 U 9M-17 

WICHERS. DU Wyoming Mineral Corp 90/05/12 lOpp 
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Q00i>l20l63 Forward? “Ansuior of WV Kining Corp to Order to Show Cause 
NRC take p^omp^ action to lift show cause order 
TIEPELi E W Wgoming hineral Corp QO/05/12 Ip 


— 0006120173 Answer to order to show cause Asserts that order was 
unuar ran t ed No public heat th i saf etg oi other Interest 
IS jeopardlied bg continued operation Requests KRC take 
prompt action to lift order 

TIEPEUiE W Mgoming Mineral Corp 00/05/12 lOpp 


0OO6O5O*1'14 Forwards ''Irigaray Shallow Zone Evaluation Rept " Presents 
data to fulfill lequiroments ror lifting immediate 
effectiveness of 800491 show cause order 
TIEPEL.E W Wgomlng hineral Corp 00/05/16 2pp 


--0006050440 'Itigaig Shallow Zone Evaluation Rept *’ Ovorslje drawings 
enc I 

* Wgoming Mineral Corp 00/05/16 54pp 


8006240247 Forwards NRC 000421 order to show cause directing shutdown 
of facilitg in response to 900509 I tr No similar action 
c on t emp I a tod for Rockg Mountain Encrgg Co or Nine Lake 
fac i 1 i tg 

SCARANQiR A Uranium Recover g Licensing Branch 00/05/20 Ip 


GOO618O202 Ac k receipt of 800509 Itr which approves use of sodium 
b icarbonate-based lixiviant at site Use qf ammonia-based 
liiiviant in all production units will bo discontinued U 
Permit 478 revised to incorporate change in lixiviant 
WICMERSi D L Wgoming Mineial Corp 00/05/22 Ip 


0006170127 Advises of appioval of WY Minerals Corp application for 
Amend 2 to License SUA~ 1341 < author i i irig use of sodium 
bicarbonate in place of ammonium-hearing lixlviant 
KAUFMANNt R 9 Uianlum Recoverg Licensing Branch 00/05/23 2pp 


8006200566 Confirms B00593 telcon advising that order has been issued 
allowing commencement of Injection of sodium carbonate/ 
bicarbonate liiiviant into well field at Ingarag U Solution 
Mining Project Amend 8 to Source Hatl License SUA-1341 enc I 
SCARANDiR a Uranium Recoverg Licensing Branch 00/05/23 ip 


— 0OO62OO56B Order modifging license if terminating 800421 show cause 
order 

MARTlWi J B Division of Waste Management 00/05/23 6pp 


--0006200370 Amends Source Matl License SUA-1341 bg revising Conditions 
10 V 33 Amend authoriies U recoverg from max of 50 acres of 
well field bg in situ solution extraction from U ore bodies 
SCARANQiR A Uianium Recoverg Licensing Branch 00/05/23 ip 


8006200640 Advises of 000523 discussions u/State of WV prior to 
issuance of 800523 order to licensee Resumption of operation 
Is limited to Units 1-5 at present time Unit 6 will bo 
considered 

LINEHAN. J J Uranium Recovei g Licensing Branch 00/05/87 Ip 


0006230111 Concurs w/mod of ordei tn allow WY Minerals to resume 
operations Use of sodium bicarbonate rather than ammonium 
bicarbonate in units authorized Staff ha» not had chance to 
review water qualltg analgsis 

ACKERMANiW C Wgomlng. state of BO/D5/2B Ip 


0006290326 Summarg of 000507 meeting w/WY Mining Corp In Roller MO re 
NRC evaluation of vendoi analgsls of available geologic ^ 
hgdrogeol og i c data 

KAUPMANNr R 3 Uianium Recoverg Licensing Branch 80/06/04 3pp 


0006300118 Requests water qualiti; analysis on newlg drilled shallow 
monitor wells H shallow sand monitor wells 
HDRROWrD Wgomingr State of 00/06/19 Ip 


DOCKET 40-0576 EDLOW INTERNAT lUNAL CD 


0006200837 Ac k receipt of 800430 Ur informing NRC of steps taken to 
correct violations noted In NRC 791204 Ur 

CROCKERjH U Region Ir Ph i lade Iph iai Fuel Tacilltg S Materials 
Safstg Branch 00/05/90 ip 


>0006200240 Responds to NRC 791204 Ur re violations noted during IE 
ihsp Corrective actions will provide procedures for 
instructions on basics of rad iation# rad lation protection 
h emergency response hatl storage area relocated 
HARKONi D W Ed 1 ow International Co 00/04/30 llpp 


DOCKET 40-0584 UNION 76 MINERALS EXPLORATION CO 


0006040103 Forwards revised environ monitoring procedures fee for 
administrative amend to License SUA-i350i per 800407 
telcon 

ACOSTA. A P Union Minerals BO/04/ll 3pp 


8006020533 Advises NRC that fill placement has resumed on Cell C qf 
subsurface latiings impoundment at U project Revised 
tentative date for commencement of tailings cell liner 
installation is 000616 

ACOSTA. A P Union Miner als 00/05/09 Ip 


0006160200 Advises that mill startup date has been scheduled for 0OO0i5 
per 790216 cover Ur for License BUA-1350 
ACOSTA, A P Union Minerals 00/05/14 Ip 


0006270263 Forwards annua I revision or reclamation bond including 
mill decommi ss 1 oning. mi 1 1 site 6 tailings dam reclamation 
Summai g breakdown of costs associated u/reclaiming mill &■ 
tailings area enc I 

ACOSTAr A P Union 76 Minerals Exploration Co BO/06/19 7pp 


DOCKET 40-0681 ENERGY FUELS NUCLEAR. INC 


0006870093 DFS re operation of White Mesa U Project 

* Office of Nuclear Material Safety ^ Safeguards NUfiEO-0494 
70/12/31 200pp 


8006030006 Advises of 000404 training session le radon 6 radon progeny 
samp 1 ing 

EADIE, 0 0 Uranium Recovery Licensing Branch 80/04/01 Ip 


0006120459 Forwards administrative fee for amend to License SUA-13SQ 
GLASSIER. 0 C Energy Fuels Nuclear. Inc 00/05/00 ?pp 


8006100156 Responds to 800592 request to provide written info re 
proposal to expand White Mesa U mill Proposal will involve 
enlarging mill to 3,111-3,511 TPD capac i tg. w/assoc i atod 
enlargement of tailings disposal facility 
BAKER, C E Energy Fuels Nuclear, Inc 00/05/22 2pp 


0006240531 Confirms 000529 telcon stating wishes to revise position re 
archaeolog lea I data i ecoverg program change;i at White Mesa U 
project Seeks relief in form of license amend re testing of 
undetermined sites t 1982 completion date 
BAKER. C E Energy Fuels Nuclear, tnc 00/05/23 2pp 


8006200509 Discusses problems re momqTandum of agreement concerning 
U mill site Problems relate to Energy Fuels Nuclear 
interpretation of memorandum i Insuring that artifacts are 
not transported out of state Related matl end 
SMITH, M T Utah. State of 00/05/28 26pp 


0006300261 Forwards IH Insp Rept 40-8601/00-02 on 000305 No 
noncomp 1 lance noted 

BROWN.O B Region 4. Dallas. Fuel Facilitg it Materials Safetg 
Branch B0/05/2B 2pp 


—0006300265 IE Insp Rept 40-0601/00-02 on 000505 No noncamp 1 lance noted 
Major areas inspected U mill preoperation including 
organization in administration 

WILBQRN, L Region 4. Dallas, Office of the Director DROWN, 0 D 
Region 4, Dallas. Fuel Facility b Materials Safety Branch 
00/09/27 4pp 


8006200634 Forwards State of UT 000521 Itr & Ener^gy Fuels Nuclear, ine 
800516 h. 09 Urt re White Mesa ai chaeolog leal data recovery 
Expresses concern re removal of J Dykeman from project 
BAKER, C E Energy Fuels Nuclear, Inc 00/05/29 9pp 


0006300461 Requests payment of fee associated w/000523 request lor 
relief from License Conditions 41 h 47 of License 8UA-1358 
Request requires major safety & environ fee 
WEISS, vl D License Fee Management Branch SO/06/06 Ip 


DOCKET 40-0604 J & P CORP 


8006090510 Notifies NRC that no actulties have been started under 
License SUA-1337 Licensee Is acquiring baseline data 
studying another potential R^D site NRC will be notified 
when test plans & schedules become definitive 
BELING, D C J it P Corp 80/05/05 Ip 
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ODCKET 40-6693 OOLE PETnOLtUl^, INC 


9006020034 Foroiarda quartoiluj rept far License BUA-1373 Rept indicate* 
no leach s-otutloa etcursions 6 radiation level* tiilthin 
ranges i b&low uorking level* 

HERLIHV.O Teton Eip i oraMon Dr i 1 ling Co > Inc a0/'04^O9 Ip 


— G0060P0037 "Operational Sutnmar " quarteilg i ept 

# Teton El p 1 orat ion Drilling Co < Inc 90/04/09 ISOpp 


0006090004 Foriujard* “Upper Control Limits tor Etcnrsion 1 nd i ca t or-s “ 
HERLIHY.O Teton E * p I ora t j on Drilling Co < Inc 90/04/25 2pp 

9006040063 Forward* addl copies of final restoration rep t fur pilot 
phase of project W/o rept 

CftTCHPOLE, 0 J Ogle Petrolou.^i Inc B0/0&/09 Ip 


DOCKET 40-9697 ROCKY MOUNTAIN ENERGY CO 


9006060099 Forwards application to amend I uonse 9UA-1333 to aliou u-se 
of carbonate rather thor acid iMiviaiit to change 
procedvies associatod u/usg of carbonate litiviant Fee one 1 
NEUMANNi M R Roc kg Mountain Enorgg Co 00/04/53 2pp 


--B006060093 Application for amend of License GUA-133B author iimg use of 
carbonate rath«i than acid litiviant ^ changing procedures 
associated w/use of carbonate llxivlant 
*» RoeVg Mountain Fnci gi| Co 0O/O4/JO 42pp 


9006540369 Forwards Addendum to 790718 application for mi i n I ng * provi d i ng 
info ret^uifed ir Chaptei xIV If'o one I 

IK'ANICKI.R E Roc kg Mountain Energg Co 00/&3/27 )p 


DDCKCT 40-0699 PLATTAU nFbOURCF‘=>. LTl> 


8006D30032 Notifies that Amend 5 to Ltcenso EUA-lS/t uas initialed 
by NRC &' is therefoi e fee exempt Amend ro(|uiies advance 
notification of certain tor-st milestomes for Insp purposes 
nER80f4fU i LIKEKANj J U Uranium Reco^erg Licensing Branch 
0O/G5/15 Ip 


DOCKET 40-9714 CLE^/ELAND CUFF3 IRtlN CD 


8006020450 Forwards addl data amplification of requested changes to 
License in response to NRC request -Changes detailed 

in 800321 submittal do not requhe license ansend U do not 
Increase radiological hatards 

LOUBERDACK-T F Cl eve ) Aiid-C 1 I f f 9 Iron Co GO/09/0/ I2pp 


8006120S53 Requests amend to Source Mat) 9 Uicenso 6UA-1392 Amend would 
change COindItions 10 6 11 Condition 10 bo include two addl 
info transmittals 6 Condition 11 to permit project site area 
of 42 1/2 acres Amend fee cncl 

LOUDERBACK. T E C love land-C 1 1 f f s Iron Co 00/05/13 Opp 


DOCKET 40-8720 STANOARt) OIL CO 01 INDIAllA 


G006050920 Notifies NRC that gi'ound watei restoration may 6«gir> within 
30-60 days l<i Aquifer N at site Leach solution injection &( 
mining activities will cniitinuc in Aquifer #1 while 
restoration talces place in Aquifer N 

KERLIHY, D Teton Exploration Dn 1 Ung Co . Inc 90/04/30 Ip 


DOCKET 40-0721 flOCKV HaUNTAIN ENERGY CO 


0006130117 Buflvuary of 800425 meeting u/vendot In Silver Spring-* -MD r» 
means of verifying whether hydraulic conno-ctlon exists 
between Teapot Sar-dsLono Parkman Sandstone At site 
RQTHFLEISCIL J Uranium Recovery Licensing Branch 00/00/03- 4lpp 


DOCKET 40-0722 DBUGH-UEU MAN, INC 


9006040080 Informs that due to late delivery of components »• tup of 
U recovery plant will be delayed Prom 800519 to 0602 
gupplements 800321 I tr re License 6UA-1354 activities 
POWEJlSrKD Qrgsh“Wel Jman, Ihc 80/05/13 ip 


DOCKET 40-9727 KERR-HCOEE NUCLEAR CORP 


8006060494 Forwards License SUA- 1378, author 1 1 Ing vendor to ownr use 
transfer source 4* byproduc t/mat I that results from minewatcr 
U extraction EIA ft safety analysis also end 

SCARANO, R A Uranium Recovery Licensing Branch 00/04/08 Ip 


— 8006060496 License SuA-lO/B, author i a ing vendor to own, use it transfer 
source f by product/mat 1 that results from minouater U 
ex trac t ion 

SCARANOp R A Uranium Recovery Licensing Branch 0O/O4/OB 7pp 


— 6006060499 Gu ide 1 1 nes ror dec ontamihati on of facility ft equipment prior 
to release for uni estneted use or termination of licenses 
foi byproduct, source of SNM 

* Uranium Recovery licensing Branch 76/11/30 5pp 


— 6006060501 E[A supporting issuance of License 8UA-1370 authorizing ion 
exchange plant for U i ecovery from mlnewater 

WU,0 . HILLER. H J Uranium Recovery Licensing Branch 80/04/00 
33pp 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO .INC 


8006250130 Forwards data in response bo R Scarano B00418 request re 
North 6 South Lauenberger reservoir berms Moisture content 
meets design specs Review of end data needed to proceed w/ 
groundwater restoration 

HERUlMYi, O United Nuclear Corp , UNC Recovery Systems Div 
BO/OS/15 I9pp 


9006110349 Forwards results of consolidated test requested by NRC 
Overall consolidation at 2.000 ksf under saturated 
conditions is 57. to 6 47 compared vj/4 3V, under ambient 
moisture conditions 

HERLIHY, D Teton Exploration Dill ling Co , Inc 00/06/06 4pp 


6006110359 Requests use of freeboard analysis for North 6 South 
Leuenberger evapoiatlon ponds per 800201 rept ‘Embankment 
Info for North t South Leuenberger Reservoirs " Accumulated 
Ra-526 concentration data discussed 

HERLIHY. D Teton Exploration nrlHing Co , Inc 00/06/06 3pp 


DOCKET 40-8745 OGLE PETROLEUM 


8006060155 Clarifies agreements on groundwater Issues made uj/State of 
NY. Dept of Environ Quality during 600416 meeting Criteria 
apply to ninlng Unit 1 Criteria for other units ulll be 
based on Unit I results I* addl baseline data 
FRANCIS,E. HAKCINI,T Wyoming, Stale of 00/05/01 4pp 


B006120049 Forwards “Bison Basin Project Radiological Safety Progrann, 
in support of NRC source matl license application 
CATCRPaLE.O J Ogle Petrolou.ii. Inc 90/05/19 Ip 


— 0006120053 “Bison Bastn Project Radialogical Safety Program “ 
■4 Ogle Petroleuat. Inc 90/05/13 22pp 


DOCKET 40-0752 PINAL MINERALS 6 MINING, LTD 


8006130190 Requests opportunity to meet w/NRC re facility license 
renewal following review of documents sent by AZ AEC NRC 
should advise of future plans for regulating U activities 
t legislation that would affect plant 

HCKLVEEN, JW Radiation & Environmental Monitoring, Inc 90/05/09 
2PP 


DUCKET 40-8768 KERR-MCKEE NUCLEAR CORP 


8006300695 Notifies of completion of preliminary review of application 
for source mat) license Application acceptable for further 
processing Assigns docket number & requests add) copies of 
application 

RDTHFLEISCH, J E Uianium Recovery Licensing Branch 80/06/11 IP 
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DOMHSTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


D0Ct<ET 50-2 UN IV Of MICHIGAN RCBEARCH REACTOR 


F 8«curltg> medicalp emergency fire protection plant 


8006ia025i Forward* emergency plan for facility 
KERH.W Michigan. Univ of 00/06/12 Ip 


--8006100264 Emergency plan for facility 

* Michigan. Unxv of /5/09/30 70pp 


DOCliET 50-3 INDIAN POINT STATION. UNIT I 


F Security, medical, emergency I fire protection plant 


0006130063 Forwards revised Pages 1-14 new Page 14a for proposed 
rule 10CFR30 “Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79010!.“ transmitted by NRC 800519 
1 tr Page 14a not end 

E18ENHUT.D G Division of Licensing 00/05/22 73pp 


0 Adjudicatory correspondence 


0006190547 Older granting onterision until 800707 for Commission to 
elect whether to review ALAU~436 ^ portions of AUAB-561 
CHILK.S J Office of the Secretary of the Commission 00/06/16 
i P 

8006260106 Forwards UCS 000623 motion to disqualify Commissioner 
Hendr 1 e 

WE1B8.E H • JORDAN. W S Sheldon. Harmon Weiss 80/06/23 Ip 


—8006260192 Responds to 730717 llr re util siting criteria Indian Point 
sites meet NRC regulations i criteria Considerable energy 
has been expended to assure public health St safety 
MENORIE.J M Atomic Energy Commission. Directorate of Licensing 
73/09/10 3pp 


H Oeneral correspondence 


0006050014 Requests public debate re evacuating large populations near 
power plants Opposes plants located in densely populated 
areas 

HAMM.K Affiliation Unknown 00/03/19 Ip 


0006020027 Responds to 000319 Up re location of nuclear power plants 
In areas of high population density Every effort 1* being 
made to protect public health t safety at all nuclear power 
P lants 

DEMTQN.H R Office of Nuclear Reactor Regulation. Director 
80/04/21 app 


P Operating license stage documents it correspondence 


7911200331 Confirms roquiremonts re condensation oscillation loads 
for Mark I containment long-term p pogram. developed at 790815 
meeting w/Mark I owners group Confirmatory condensation test 
4- plan schedule due by 791031 

EISENHVT.D 0 Division of Operating Reactors 79/10/02 49pp 


7911190148 Forwards “Discussion of TMI Lessons Learned Short-Term 
Requirements “ Revisions to encl implementation schedule for 
NURE0-O57B requirements should be submitted oi/ jus tif Icatlon 
within 15 days. if schedule requirements cannot be met 
DENTON. H R Office qf Nuclear Reactor Regulation. Director 
79/10/30 2pp 


—7911190247 “Discussion of TMI Lessons Learned 8hort-Term Requirement* ” 
# Office of Nuclear Reactor Regulation. Director 79/10/30 
73pp 


0006090165 Forwards addl TMI-2 related requirement* to operating 
reactor* Licensees requii ements for TMI Action Plan include 
shift manning. 1 icons 1 ng exams 4s licensee dissemination 
of operating experiences Response requested within 30 day*. 
EI8ENHUT, D O Division of Llcenilng 60/05/07 ISOpp 


8006130122 Requests comments on NUREO-0077. xpotential for Low Fracture 
Toughness it Lamellar Tearing on PWR Steam Generator In 
Reactor Coolant Pump Supports “ Propose* review procedure Si 
imp lementat 1 on schedule encl 

EISENHUT. 0 0 Division of Licensing 00/05/19 72pp. 


8006120404 Forwards slides used by utils during 000^03 mseting re 
technology exchange in area of mitigation feature for 
severe accidents at facilities 

GOESER. D Uestinghouse Electric Corp 80/06/05 Ip 


Q Inspection reports. IE Bulletins b correspondence 


8006200044 Forwards IE Circular 80-13. “Grid Strap Damage in 
Westlnghouse Fuel Assemblies “ No written response required 
ORIER.B H Region t. Philadelphia. Office of the Director 
80/05/28 Ip 


R Periodic operating reports b related correspondence 


6006170431 Forwards data specified in Section 401 Certification for 
May 1980 to NV State Dept of Environ Conservation 
HONTI.M A Consolidated Edison Co of New York 80/06/10 ip 


— B006i70434 Circulating water temp, gross electrical output b river water 
discharge info for May 1980 

Consolidated Edison Co of Now York BO/06/10 I6pp 


8006180529 Forwards “Quarterly Repfc on Seismic Monitoring Network 
in Vicinity of Indian Point. NY Consolidated Edison Project. 

Dec 1979-Feb 1980 “ 

CAHILL. W J Consolidated Edison Co of New York 80/06/13 ip 


— 8006160536 “Ouarterly Rapt on Seismic Monitoring Network In Vicinity 
of Indian Point.NY Consolidated Edison Project. Dec 1979-Feb 
1980 " 

* Noodward-Clyde Consultants. Inc 80/05/12 46pp 


0006180426 Forwards daily fish counts from intake screens for May 1980 
CAHILL. W J Consolidated Edison Co of New York 80/06/15 ip 


—8006180427 Daily fish counts from intake screens for May 1980 
a Consolidated Edison Co of Neu York 80/06/15 App 


DOCKET 50-5 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency 4< fire protection plan* 


8006130278 Informs NRC that new physical security plan for physical 
protection of SNM of low strategic significance will be 
submitted by 8D08D1 

LEVINE. S H Pennsylvania State Univ 80/06/06 ip 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


D NRG Draft/Final Environmental Statements. luppls b correspondence 


0006160108 Forwards facility DES re environ considerations under NEPA 
re primary cooling sys chemical decontamination. KUREG-0666r 4f 
notice of Issuance b availability EI6 should be prepared 
CRUTCHFIELD, 0 M Operating Reactors Branch 5 80/05/30 Ip 


— 8006160194 Notice of issuance 4 availability of facility DES re 
primary cooling sys chemical decontamination. NUREO-0686 
CRUTCHFIELD, D Operating Reactor* Branch 5 00/05/30 2pp 


— 8006160196 DES re primary cooling *y* chemical decontamination 
e Office of Nuclear Reactor Regulation. Director NURE0-06B6 
80/05/31 63pp 

8006200055 Advises of issuance of DES re primary cooling sy* chemical 
decontamination 

CRUTCHFIELD. D M Operating Reactors Branch 5 00/05/30 2pp 

B006200080 Forward* DES re primary cooling sys chemical 
decontamination DES has been sent to EPA b Ofc of FR for 
publication Requests comments within 45 days of FR 
pub 1 ication 

CRUTCHFIELD. D M Operating Reactor* Branch 5 80/05/30 4pp 


0006230014 Forwards DES. NUREQ-06a6i f or proposed primary cooling sys 
chemical decontamination FR notice of availability encl Ltr 
sent to addressees on attached list 

CRUTCHFIELD. D Operating Reactors Branch 5 80/05/30 Bpp 

8006230090 Forward* notice of availability which is being forwarded to 
Ofc of FR for publication of DES 

CRUTCHFIELD. D M Operating Reactors Branch 5 80/05/30 3pp 
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6006170453 Acl recaipt o# draft EI5 ra primarij cooling sy s chamical 
d ec D n t ami nd 1 1 on N-o commant at thi» tjma 
CQTNEHi M L Agr i< ul turci Dept of 00/^06/10 Ip 


0006240332 Informs NftC that HUD Ilegion 5 ofc tia» TRvieuicd draft E18 t*e 
primarij cooling cheiTLicat decontamination it has no 

c Omine nts 

BlNFOnO'E C Housing I Urban Devo I opmehl» Dept of GO/^06/18 Ip 


S0063D0410 Advises that review ot DES re primarg cooling sgs chemical 
dec ontariiinatlon failed to reveal effects on prima farmland 
FITZOERALD, Id J Illinois^ State of 90706/24 Ip 


P Securitgi medical, emergency & fire protection plans 


7911060551 Notification of 791030-1101 meeting u/utll in Zlohi It. to 
review emergency plans 

DEVAN, R n Operating Reactors Qranch 3 (Pre 771030) 79/10/23 

2p p 


S0060S0240 Notifies that new telephone «i^s called Health Phgttcs 
NftworV (HPN) has been installed at site Sya intended for 
use during emergencies to linl: all power plants & NRC 
Emergency Notification Sys hotline ui 11 also to used 
UEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/18 

2pp 


8006040131 Foruards comments re 790819 submittal of trainnng U 
qualification plan Response requested uithin 30 dags 
■Comments withheld <ref H)CFR2 790) 

CRUTCMF lELD, D Operating Reactors Dranch 5 BOyOS/09 app 


80060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO 40 5- App R to tOCFRSO t is expected 
to be published in FR by end ot May 

EtSENHUT.D G Division of Licensing dD/05/19 46pp 


6006130063 Forward* revised Pages 1-14 6 new Page 14a for proposed 
rule lOCFRSo '’Fire Protection Program fnr Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000519 
1 tr Page t4a not «nc I 

eiSENHUT. D 0 Division of Licensing 80/05/22 73pp 


B0O6S0C637 Request* revision of 600324 safeguards contingency plan in 
accordance w/comments described in enc I to 1 tr Response 
requested within 30 days Enel withheld (ref 10CFR2 790) 

CRUTCHFIELD, D M Operating Reactor* Branch 5 00/05/27 2pp 


9006160293 Forwards Revision 1 to draft emergency plan Emergency plan 
station annexes also encl 

PEOPLES. D L Commonwealth Edison Co BO/06/04 2pp 


'9006100319 Draft emergency plan annex 

a Commonwealth Edison Go 00/07/31 4app 


‘6006160324 Draft emergency plan annex 

a Commanwealth Edison Co 00/07/31 SOpp 


— 9006160331 Draft emergency plan annex 

* ConifnoTiweal th Edisen Co 30/07/31 52pp 


**-8006160340 Draft emergency plan annex 

e Cummonwea 1 th Edison Co 00/07/31 37pp 


— 6006180347 Revision 1 to draft emergency plan 
* Commonwealth Edison Co 00/07/31 I39pp 


8006180031 Provides info re access of NRC L NRC contractor personnel 
to facilities to conduct appraisal of health physics 
program Onsite phase Is scheduled for approx 2 wks 
beginning Q00617 List of authoriaed NRC personnel end 
KEPPLERiJ 0 Region 3> Chicago, Office of the Dlractor 60/06/09 
4pp 


6006240316 Forwards, ‘'Dresden Nuclear Pouer Btation 00061? Emergency 
ftesponse Plan EKerclse," to verify Comm £d emergency plan 
PEOPLES, D L Commonwealth Edison Co 80/06/16 2pp 


— 9006240318 "Dresden Nuclear Power Station 000619 Emergency Response 
Plan Exercise " 

a Commonwealth Edison Co 00/06/1? 63pp 


0006240490 Responds to NttC 900425,30.0501.09 fc 20 Itrs requi sting addl 
info re guard training t qua 1 1 f lea t ion plans Requests that 
response submittal date be extended to 000004 
PEOPLES, B L CammonuBalth Edison Co 00/06/10 tp 


H General correspondence 


8006170681 Forwards copies of advertisements based on Info from public 
repts iiopes that advertisements will gain public support 
Sr have some Impact on IL Conimerce Commission In future rate 

cases 

LEE, B Commonwealth Edison Co 00/06/10 5pp 


Q0063006B5 Responds to 000409 request that EIS for chemical 
decontaminat ion be pi epared EIS will be prepared 
DENTON, HR Office of Nuclear Reactor Regulation, Director 
00/06/23 Ip 


— 8006300667 Responds to 60032B Itr re facility chemical decontamination 
Questions ie EIS purpose not required 
MCCULLOUGH, E R McCullough. E R 00/04/09 3pp 


P Operating license stage document* & correspondence 


6006020240 Not i f xes that new telephone sg* called Health Physics 
Network (KPN) has been installed at site Sys intended for 
use during emergencies to link all power plants tc NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER.J G Region 3, Chicago, Office of the Director B0/04/1B 
2PP 


0006090165 Forwards addl TMl-2 related requirement* to operating 
reactors Licensee* requirements for TMI Action Plan include 
shift manning < 1 ic ensing exams S licensee dissemination 
of operating experience* Response requested within 30 days 
EISENHUT, D O Division of Licensing 00/05/07 iSOpp 


0006290177 Forwards NURE0-O6S4, Vol I 6 II $ NURE0''0626 W/o end 
CRUTCHFIELD, 0 Operating Reactors Branch 5 00/05/16 5pp 


8006130122 Requests comments on NUREO'0577, "Potential for Law Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure 6 
implementation schedule end 

EISENHUTtD 0 Division of Licensing 90/05/19 72pp 


6006120496 Forwards response to 000227 mema re facility 

decontaminatson "For Comment" issue of DES will be ready by 
end of May 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/05/29 4pp 


— 0006120499 Requests short paper on what is being done at f ac 1 1 1 iy, what 
type of approval NRC gave & whether negative declaration or 
environ assessment should be performed 
AHEARUE,UF Commission 00/02/27 Ip 


6006030062 Application to amend Licenses DPR-2, DPR-19, DPR-25i DPR-29 b 
DPR-30, c lar i f yinG term "operable," submitted as Tech Spec 
change request, in response to NRC 000410 Itr 
NAUOHTON. U F Commonwealth Edison Co 00/06/30 2pp 


— 8006030072 Tech Spec changa request for Tech Specs Sections 1 O*-! 2,2 I 
6 2 2/3 0,5 0 l< 6 0-6 6 re de f i n 1 1 1 ons, adini n i s tra t i ve 
control s, safety 1 iml ts, 1 iml ting safety sys setting 6 
limiting condition* for operation / 

« Commonwealth Edison Co 0O/OS/3O 42pp 


8006190305 Respond* to M Fletcher questions re BEP/ Topic IX-i, spent 
fuel storage Spent fuel storage pool designed to withstand 
anticipated earthquake loadings as Class 1 structure 
JANECEK, R F Commonwealth Edison Co 80/06/02 3pp 


8006200551 Advises that reorsanl lat ion of Dfc of Nuclear Reactor 
Regulation became effective on 0OO42B Project Manager 
P O^Connor will coordinate licensing activities for 
facility Raorganl lat ion described in encl 

CRUTCHFIELD, D Qperating Reactors Branch 8 00/06/02 35pp 


8006300604 Ltr to all BUR licensees forwarding "For Comment" edition 
of NUnEG-0619. ‘’DNR Feedwater Noixle L Control Rod Drive 
Return Line Nozxle Cracking " Comments will be evaluated by 
NRC prior to Pinal implementation W/o encl 
EISENHUT, DG Division of Licensing 80/06/08 22pp 


B006190456 Forwards, verification of analysis program usad for 
determining voltages for facility electric distribution sys 
per 790000 request 

JANECEiK.R F Commonwealth Edison Co 80/06/ i I 3pp 
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9006200306 Comment* on NftC ©valuation of 3EP Topic XV-20 p "Radiological 
Con sstiiienc es of Fuel Damaging Accidents " Table XV-2 
contained typographical error Yrs included on peaking factor 
data should be removed Data is unitless 
JANECEKrR F Commotnuea 1 th Edison Co 80/06/11 Ip 


8006190307 Forwards commitments to comply w/raquir ements 8« schedules in 
NftC B00507 Itr re addl TMl-2 related requirements Dresden 
Unit 1 is currently undergoing estensive mod «« 
decontamlnat 1 on« therefore no response is provided 
PEOPLES! D L Commonwealth Edison Co SO/06/12 lOpp 


8006270306 Forwards revised Revisions 11 «< 12 consisting of Pago 1-7 of 
CE-l-Ar "Comm Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requirements will be established 
PEOPLES I 0 L Commonwealth Edison Co 00/06/23 Ip 


Q Inspection reportsi IE Bulletins 1 correspondence 


8009230330 Forwards waste packaging in«p rept on Q00313-14 
No noncompliance noted 

BTOHRi J P Region 2i Ailacitai Fuel Facility St Materials Safety 
Branch 80/04/07 2pp 


— 0009230341 Naste packaging insp rept on 800313-14 No noncompliance 
noted Major areas inspected licensee-shipper vehicle* 
inspected for compliance w/DOT Si NRC regulations including 
shipping paper S’ DOT placarding requirement 
POTTER. J P I BROWN. R A Region 2. Atlanta, Fuel Facility U 
Materials Safety Branch 80/03/28 4pp 


8006200110 Forwards IE Circular 00-08. "0WR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 00/04/10 

ip 


8006170300 Forwards IE Insp Ropts 50-010/00-07.50-237/00-07 St 
90-249/00-10 on 000303-0404 Sc notice of violation 

HEI8HHAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/04/24 2pp 


’—0006170312 Notice of violation from insp on 800303’'0404. 

# Region 3. Chicagoi Office of the Director 80/04/22 Ip 


—0006170320 IE Insp Repts 50-010/00-07.50-237/80-07 St 90-249/80-10 on 
800303-0404 None omp 1 lane e noted failure to follow radiation 
protection procedures 

BARKER. J L . TQNOUE. T M , aPESBARD. R L Region 3. Chicago, Office 
Of the Director 60/04/22 5pp 


8006200119 Advises that IE Circular 80-08. "DWft Tech Bpec 
Inconsistency - Reactor Protection 8ys Response Time," was 
sent to lifted utils on 800418 

CARROLL, D E Region 3. Chicago. Office of the Director 80/04/29 
2pp 


8006230016 Forwards IE Insp Rept 50-010/80-08 on 000303-09,07.13-14, 
0400 St 07 Si notice of violation 

DAV18.A B Region 3. Chicago. Fuel Facility S< Materials Safety 
Branch 80/09/16 2pp 


—0006230020 Notice of violation from insp on 800303-09.07.13-14,0408 St 
09 

« Region 3, Chicago, Office of the Director 00/09/06 Ip 


—8006230024 IE Insp Rept 50-010/00-08 on 000303-05.07,13-14,0408 tt 09, 
Noncompliance noted failure to make adequate evaluation to 
determine compliance W/10CFR20 106 Si concentrations In 
excess of Tech Bpec limits in discharge canal 

FIBHER.W L Region 3, Chicago, Fuel Facility U Materials Safety 
Branch PAUL, R A Region 3, Chicago, Office of the Director 
00/05/06 7pp 


80O613OO76 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTON, J M Division of Roles and Records 80/09/23 3pp 


— 8006130099 Forward* response to updated memo received on B00313 re litil 
Interrogatories re proposed imposition of civil penalty 
Cover sheet of IE insp rept end 

KePPLER,sl 0 Region 3, Chicagoi Office of the Director 00/03/21 

app 


—0006130138 RO on 740129. during primary containment leak rate test, 
excessive leakage was detected passing through 2-inch line 
in radwaite pipeuiay Caused by removal of two air operated 
valves Two-inch line was repaired 

WORDEN. W P Commonwealth Edison Co 74/02/22, 2pp 


—8006130141 Excerpt of IE Insp Ropt 50-010/74-01 conducted on 740120 ti 
30 Noncomp 1 lance noted open 2-inch line violated containment 
Integrity for two fuel cycles & no rept was submitted re 
containment testable penetrations 

MAURA. F . DANCE. M C Atomic Energy Commission 74/02/20 4pp 


— QO06130142 Responds to AEC 740228 Itr re leakage in 2-lnch line 
penetrating primary containment Emergency procedures have 
been revised to require closing motor-opera ted Isolation 
valves after feedwater injection is terminated 
LEE. D Commonwealth Edison Co 74/03/20 3pp 


8006200097 Advises that IE Circular 00-13, "Grid Strap Damage in 
Wastinghouse Fuel Assemblies." was sent to listed util* on 
800920 

PAPPAS. H Region 3. Chicago. Office of the Director 80/05/30 

3pp 

8006300558 Forward* response to IE Bulletin 80-06. "Engineered Safety 
Feature <£SF) Reset Controls " Proposed mod* identified only 
if present sys design may compromise protective action of 
equipment 

PEOPLES. D L Commonwealth Edison Co 80/06/ 10 9pp 


R Periodic operating reports it related correspondence 


0006110100 Forwards monthly operating repts for Apr 1780 
STEPHENSON. D B Commo-n wealth Edison Co 00/05/12 Ip 


— 8006110102 Monthly operating ropts for Apr 1900 

CIESZK1EHIC2, 8 Commonwealth Edison Co 00/03/05 2gpp 


0006170448 Forwards monthly operating ropts for May 1980 
STEPHENSON. 0 B Commonwealth Edison Co 00/06/09 Ip 


—8006170452 Monthly 

operating rept for Hay 

1900 


CIESZKIEHICZ.S 

Cominonuealth Edison Co 

00/06/02 

App 

—0006170457 Monthly 

operating rept for Mag 

1900 


G1E8ZKIEWICZ.8 

Commonwealth Edison Co 

80/06/02 

6pp 

—8006170461 Monthly 

operating rept for Mag 

1980 


CIESZKIEWrcz.S 

Commonwealth Edison Co 

80/06/02 

Bpp 


DOCKET 50-10 VALLECITOS BDILINO HATER REACTOR 


J Insurance it indemnity Information 


0006160109 Forwards Endorsement 119 to ANI Policy NF-l. 

CORREA. H A Marsh tt McLennan. Inc . M Si M Nuclear Consultantsi Inc 
Div 80/06/10 2pp 


DOCKET 90-20 MASSACHUSETTS INST OF TECH RES REACTOR 


F Stcurltyi medical, emergency fire protection plans 


0006300290 Forwards table listing all licenses authorlilng SNM, foraii 
location, type of ma 1 1 , authorl led amounts & 000331 inventory 
Table withheld (ft# 10CFR2 790) 

CLARK. L Massachusetts Institute of Technology B0/06/S3 Ip 


P Operating license stage documents $< correspondence 


8006300290 Forwards table listing all licenses authorlxlng BNMf f orm» 
location, type of mat 1 , author! led amounts & 800331 inventory 
Table withheld (ref 10CFR2 790) 

CLARK.L Massachusetts Institute of Technology 00/06/23 ip 


8 Reportable occurrences. LERs related correspondence 


0006020403 RO 90-20/80-02 on 800519. intermittent binding of shim faledc 
number 1 not in accordance w/Tech Epees Caused by foreign 
matl Impeding motion Electromagnet containing foreign matl 
replaced 6 other blades checked 

BERNARD, J , CLARK.L Massachusetts Institute of Technology 
80/09/23 6pp, 


8006050384 Forwards revised Page 2 of RO 50-20/80-2 dtd 000928, Revi s lor 
corrects second paragraph of Section 7 re frequency of blade 
thickness measurements t clarifies description of 
electromagnetic coupling of blade 

BERNARD, J . CLARK.L Massachusetts Institute of Technology 
80/03/27 ‘ 2pp 
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8006230051 Forwards ritvi&ed Paje 2 to RQ 50-20/60-2 

BERNARDp J I CLARKp^L Ma&sac husct ti Institute of Technologv 
80/05/27 ip 


-'-'8006230062 Revised Page 2 to RQ SO-20/BO-2 correcting second 
paragraph of Section 7 to read "routinelg msasured every 
6 months ■' 

• Massachusetts Institute oi Technology 80/05/27 Ip 


DOCKET 50-27 WASHINOTQM STATE UfllV RESEARCH REACTOR 


P Operating license stage docun^ents 6 correspondence 


8006060-311 Requests t<> be informed it^hen to expect action on pending 
license renewal & iscurity plan 

HILSON. y E pash mg ton State Unlv 80/06/02 ip 


DOCKET 30-29 YAMKEE-ROHE NUCLEAR POWER STATION 


F Be<tjirityj medical, emergency L fire protection plans 


8006090497 Foruiardi proposed rule entitled# “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Role 
adds new Section 50 49 & App R bo 1-0CFR5O It is expected 
to be published in PR by end of Hay 

E18ENHUT. DO Division of Licensing 80/05/19 46pp 


8006130063 Forwards revised Pages 1-14 l,c new Page I4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101# " transmitted by NRC G00519 
Itr Page 14a n-ot end 

ElSENHUTiD 0 Division of Licensing 60/03/22 73pp 


8006030026 Submits revised commitments tr schedule for mod of fire 
suppression sys Add! en-plneering requirements St potential 
long delivery time for addl components necessitate change 
In situ combustible fire detectors to be implemented 601101 
NDODYjD E Yankee Atomic Electric Co 80/05/27 4pp 


6006230576 Foruards revised responsibility matrix for safeguard 
securlt-y plan End withheld (ref 10CFR2 790) 

HOODYtD E Yankee Atomic Electric Co 80/06/16 3pp 

P Operating license stage documents & correspondence 


Q-006090165 Forwards addl THI-S related requirements to operating 
reactors Licensees requirements for tHI Action Plan include 
shift manning I 1 keens ing exams & licensee dissemination 
of operating eipcriences Response raqueeted uithln 30 days 
EI8ENH(JT» D, 0 Division of Licensing 00/05/07 I^Opp 


6006250139 Forwards NOREO-O654i Vol ! 6 11 & Ni;RE0-06il W/o end 
CRUTCHFIELD. D Operating Reactors Dranch 5 fl0/05/l6 2pp 


8006130122 Requests comments on KU'RE0-0577i “Potential for Low Fracture 
Toughness ti Lamellar Tearing on PWR Steam Oenerater 6 
Reactor Coolant Pu^p Supports “ Proposed review procedure & 
kctip lamentation schedule end 

EtSEimUTiD O Division of Licensing 00/09/(9 72pp 


8006030367 Provides current status of program to evaluate LOCA loads 
Terminating efforts relative to installation of LOCA 
restraints due to Issuance of Uestlnghouse owners group# 
"Asymmetric LQCA Loads Evaluation Rept " 

KAYi vl A Yankee Atomic Electric Co 80/05/20 2pp 


6006190098 Advises that r eorganl lation of Ofe of Nuclear Reactor 
Regulation became effective on 800488 Project manager A 
Surger will coordinate licensing activities for facility 
Reorgan i lation described (n end 

CRUTCHFIELD. D Operating Reactors Dranch 5 80/06/02 33pp 


6006090260 Submits evaluation of instrumentat ion for detection of 
inadequate cor* coaling, in accordance w/TNI Category **A“ 

Item 213b Installation of further instrumentation not 
p lanned 

SMlTH#n L Yankee Atomic Electric Co BO/06/04 4pp 


aster equipment list & '’Yankee Rowe Containment 
team Line Rupture Inside Containment" re 
on of electrical equipment Analytes for 
nt will be completed by 8ept !< Dec 1980 
Ree Atomic Electric Co 80/06/03 21pp 


Rowe Containment Analysis far Main Bteam line 
antalnment *’ 

Electric Co 80/06/30 42pp, 


8006170236 Forwards implementation schedule & summary stating 
commitments in response to NRC 000307 Itr re addl 
requirements from TMI Action Plan 

MOODY. D E Yankee Atomic Electric Co 90/06/12 6pp 


Q Inspection reports, IE Gulletins 1 correspondence 


8006100054 Forwards IE Insp Rept 50-029/00-03 on 000213-19 No 
nancomp 1 lance noted 

BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/04/29 2pp 


—8006180057 IE Insp Rept 50-029/80-03 on 800215-19 No honcomp liance 
noted Major areas inspected circumstances surrounding 
failure of low pressure turbine 

MARTIN# T T Region I, Philadelphia# Reactor Operations Nuclear 
Support Dranch FOLEY. T Region 1# Philadelphia# Office of the 
Director 90/04/25 8pp 


B006030103 Forwards IE Mgt Meeting Rept 50-029/00-04 on 800227 
BRUNNER# E J Region 1# Philadelphia. Reactor Operations Nuclear 
Support Dranch BO/OS/01 ip 


— 8006030110 IE Mgt Meeting Rept 50-029/00-04. Areas discussed details 
re establ ishme-nt of onsite ofc for purpose of placing full- 
time NRC inspector at facility 

FOLEYiT , MC05CAR#J J Region I# Philadelphia, Office of the 

Director MARTINET T Region 1# Philadelphia# Reactor Operations 

Nuclear Support Dranch BO/04/29 3pp 


8006250161 Forwards IE Insp Rept 50-029/00-07 on 000317-24 No 
noncomp 1 lance noted 

DRUKNER#E J Region 1# Philadelphia. Reactor Operations Nuclear 
Support Branch 00/05/06 2pp 

— 0006350164 IE Insp Rept 50-029/00-07 on 800317-24 No noncofflp 1 lance 
noted M:ajor areas inspected emergency procedures for small 
break LOCA# LERs b monthly operating repts 

MARTIN. T T Region 1. Ph i Udelph la, Reoctor Operations Nuclear 
Support Branch FOLEY# T , RAYMOND# W J Region I# Ph 1 ladelph ia# 
Office of the Director 00/03/03 Qp p 


8006060S03 Foruards "Main Steam Line Rupture Analyses foi Yankee Roue# 
in response to IE Bulletin 00-04 Overall conservatism of 
design to main steam line tupturas has not been lessened 
Second level review underway 

MOODY# D E Yankee Atomic Electric Co 00/05/08 2pp 


'B006060506 "Main Steam Line Rupture Analyses for Yankee Rowe 
« Yankee Atomic Electric Co NRC 00/05/31 39pp 


8006240590 Submits addl info re IE Dullotln 79-19# "Packaging Low 
Level Radwastc for Transport ^ Burial " Training program 
being revised to insure that tra ] ning# commi tted to in util 
790923 Ur to NRC.uill be provided 

MOODY, D E Yankee Atomic Electric Co 00/05/27 2pp 


0006300035 Forwards IE Circular 80-13, "Grid Strap Damage in 
Westinghouse Puel Assemblies “ No written response required 
ORIER, D H Region 1. Philadelphia# Office of the Director 
e0/05/2B Ip 


900605D283 Informs that util Is in process of addressing IE 
Bulletin 79-03A Response has required diversion of 
engineering resources from identified safety issues 
HEIDER.L H Yankee Atomic Electric Co 0O/OS/27 Spp 


OOO6D60469 Discusses IE Bulletin 79-03A# "Long 1 tud Inal Neld Defects in 
ASHE SA-312, Type 304 Stainless Steel Pipe " Bulletin 
describes minor design dafic i enc i es , rather than generic 
prob lems 

HEIDER#L H Yankee Atomic Electric Co 00/05/29 Spp 


H Periodic operating reports %. related correspondence 


8006170636 Forwards monthly operating rept for May 1900 
MOODY# D E Yankee Atomic Electric Co 00/06/12 Ip 


— 8006170638 Monthly operating rept for Hay 1980 

DEERS# F C Yankee Atomic Electric Co 00/06/12 Spp 


S Reportable occurrences. LERs 4 related correspondence 


8006160006 Advises that LER 90-29/80-05 was not used for 1900 
PERKfNS^M A Region 1, Phi lade 1 ph 1 a# Office of the Director 
00/06/10 Ip 
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DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


S00&2S0353 Mati {‘icat i on of 800^17 me 0 tin 9 ui/NASA Leuiis Rstoarch Ctr 
in Bethe«dapHD ta di«cu&4 NASA application for authorl lation 
to dismantle Plum Brook test reactor ^ mockup reactor 
ERICKSONiP Q Operating Reactois Branch 4 80/06/12 2pp 


DOCKET 90-54 UNION CARBIDE RESEARCH REACTOR 


0 Inspection reportSi IF Bulletins correspondence 


BOO&180090 Forwards combined IE Investigation Repts SO-054/00-01 
27-0040/80-01.27-0039/00-01.30-05906/80-01 L 70-0607/80-01 
NRC has proposed civil penalties to Union Carb idOi Smith 
Kline i> French Labs Respective states S DOT notified 
QRIERrD H Region 1. Ph i lade Iph ia. Office of the Director 
80/04/ IG Spp 


— 8006180095 IE Combined Investigation Repts 50-054/80-01.27-0048/80-01/ 
27-0039/80-01.30-05986/80-01 It 70-0687/80-01 Union Carbide 
failed to mark bill of lading Smith Kline it French Labs 
failed to use proper packaging 

CROCKER. H N Region i. Ph 1 lade 1 ph ia. Fuel Facllltu & Haterials 
Safety Branch KINNEY. U N Region 1. Philadelphia. Office of the 
Dlractor 00/03/05 44pp 

BC06300597 Forwards IE Insp Rept 90-054/80-02 on 800414-17 No 
rtoncomp 1 iance noted 

MARTIN. N 0 Region 1. Philadelphia. Safeguards Branch 80/05/16 

Spp 

— 8006300602 IE Insp Rept 50-054/80-02 on 800414-17 No noneomp llance 
noted Major areas Inspected security p Ian. protec tion of 
SNM. security organ! rat i on. access contro I . alarm sys. keys & 
locks Details withheld (lef iOCFR2 790> 

DEVLIN. JW Region 1. Philadelphia. Safeguards Branch 
KCKEQWN.L M Region 1. Ph ( lade Iph la. Office of the Director 
80/09/13 Ip 


S Reportable occurrences. I ERs It related correspondence 


8006200262 RQ on 800503. rod was discovered separated from rod drive S. 
remained fully in core Reactor was immediately shut down 
Routine insps of present rods will continue u/special 
attention to similar typo of rod failures * 

RIZICKA.W <5 Union Carbide Corp BO/OD/IS 4pp 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


>0 Adjudicatory correspondence 


8006230496 Forwards notice of appearance f* Certificate of Bve re show 
cause order for OETR 

HALTERMAN. H L House of Rep 80/06/13 2pp 


--8006230459 Notice of appearance re show cause order for OETR 
Certificate of Sve end 

HALTERMAN. H L House of Rep 80/06/18 2pp 


J Insurance U indemnity information 


8006300434 Forwards Endorsement 24 to MAELU Policy {1F-95 

CORREArM A Marsh U McLennan. Inc . M V M Nuclear Consultants. Inc 
Dlv 00/06/20 2pp 


Q Advisory Committee on Reactor Safeguards reports 8. correspondence 


8006130011 Bummary of ACRS Subcommittee on OETR 791114 meeting in 
Burl Ingame. CA re geologic It seismologlc aspects of OETR 
site 

e ACRS - Advisory Committee on Reactor Safeguards 00/04/15 llpp 


8006120302 Discusses recommendation for addl subsurface investigations 
at beneath OETR Purpose was to establish feasibility of 
isolating OETR from foundation disturbance in event of 
earthauake 

PHILBRIGK. S 8 Fhilibrlck. S 8 00/05/02 2pp 


8006240919 Notice of AGR8 Subcommittee on OETR 800616-17 meeting In 
Dunol.CA to review geol og ic. setsmo log Ic & structural 
engineering aspects of plant site 

HOYLE, U C Office of the Secretary of the Commission 00/09/23 


P Operating license stage documents & correspondence 


0006060449 Forwards NRC safety evaluation re proper geologic S* seismic 
design bases for OETR 

EI8ENHUT. D 0 Division of Licensing 80/05/23 2pp 


—0006060452 Safety evaluation re geologic ^ seismic design bases for 
facility modifying NRC 790927 rept stating that surface 
offset of 2 5 metei s could occur beneath OETR Surface offset 
of one meter beneath facility is appropriate design basis 
■* Office of Nuclear Reactor Regulation. Director 00/05/23 
38pp 


—0006060457 Forwards USOS 800508 1 tr to NRC b UBOB repts. '‘Faults of 
OETR Test Reactor Si te. Val 1 ec i tos Nuclear C tr . P 1 easan ton, 

CA". "Seismicity of Livermore Valley. CA Reg ion. 1969-79" it 
"Surface Faulting Near Livermore. CA " 

MORRIS, R H Interior. Dept of. Oeological Survey 80/04/23 Ip 


— 0006060462 Advises that USOS has re-enamined position re potential net 
slip along Verona Fault near OETR at Val I ec itos. CA, set forth 
in 790905 review Analysis of data presented by applicant at 
ACRS 791114 meeting does not alter USOB position 
MORRIS. R H Interior. Dept of. Geological Survey 00/05/08 Ip 


—8006060471 "Faults at OETR Test Reactor Si te. Val lac itos Nuclear Ctr. 
P 1 easanton. CA " 

HERD. D 0 , DRAOB.E E Inter i or. Dep t of. Geological Survey 

80/04/30 8Bpp 


—0006060473 "Seismicity of Livermore Valley. CA Reg ion. 1969-79 " 

ELLSWORTH.W L . HARKS, 3 H Interi or. Dept of. Geological Survey 
80/09/23 43pp 


— 8006060476 "Surface Faulting Near Livermore, CA Associated u/Jan 1900 
Earthquakes " 

BONILLA. H 0 . LIENKAEMPER. 0 . TINSLEY. J C I nter 1 or. Dep t of. 

Geological Survey 80/09/23 36pp 


— 0006060491 Responds to NRC request for assistance In review of OE 
probability studies for facility site Forwards Benjamin fc 
Associates comments LLL 800421 memo TERA Corp rept 
"Seismic Rupture Haiard at GETR Review It Analyila" end 
DERNRE'jrER, D L . TOKARZ, F J Lawrence Livermore Laboratory FIN 
A-0233 00/09/08 I7pp 


— 8006060483 "Seismic Rupture Haiard at OETR Review it Analysis " 
* TERA Corp 80/05/01 93pp 


8006130305 Forwards evaluation of applicant review of OETR foundation 
photographs per 800906 request 

MORRIS. R H Inter lor. Dep t of. Geological Qurvey BO/06/O6 3pp 


8006250299 Requests addl info justifying facility ability to meet 
loadings associated ui/dosign bases specified in NRC 800533 
evaluation Schedule for response should be submitted within 
seven days 

CLARK. R A Operating Reactors Branch 3 BO/06/10 Ip 


8006240113 Discusses topics for upcoming ACRS Subcommittee on GETR 
000616-17 meeting 

NELSON. C C Operating Reactors Branch 3 80/06/11 2pp 


T Hearing transcripts on non-ant i trust matters 


0006300619 Transcript of ACRS Nuclear Safety Subcommittee 800616 
meeting in Sunol.CA in matter of GETR show cause order 
Pp 1-226 

a ACRS - Advisory Committee on Reactor Safeguards 80/06/16 
350pp . 


8006270374 Transcript of ACRS Subcointni tteo on GETR 800617 meeting in 
Sunol.CA Pp 227-507 Morning session 

a ACRS “ Advisory Committee on Reactor Safeguards 80/06/17 

281 pp 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


0 Inspection reports. IE Bulletins It correspondence 


8006090500 Forwards IE Insp Rept 5D-O73/B0-01 on 000235.26.28 6 0303 Nn 
noncompliance noted 

BOOKiH E Region 5. San Francisco, Fuel Facility it Materials Safety 
Branch 80/05/05 2pp 
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— 0006090513 IE Rept 50-073/e0‘"01 on B00225,2&, 20 h 0303 No 

noncontp I lance noted Majfor aroaK in»pected radiaactivv 
e f f lu en b B« r g enci^ p 1 anntngi fad i at Ion tafetij procadurei* 
personnel o * posures* l nstromants U tour of facilltij 
QQOJ^. K e * WCIJSLAWSKI-F A , FISH. R F Res ion 5, 8an Francisco, 
Office of the Director 00/05/02 5pp 


DOCKET 50-03 VlWI^ OF FLORIDA TRAIHIK0 REACTOR 
0 Inspection reports. IE Dvlletinf 6 c orrespondancs 


□0060'90‘k79 Ark receipt of 000507 i tr Ittforming HR.C of steps taken to 
correct violations noted in IE Insp Rept SO-Oea/BO-Ol 
LElilS. n C Renton 2. Atlanta. Reactor Operations Nuclear Support 
Dranch eo/05/ai ip 


*--80 0609040 5 Responds to NRC 000407 1 br re violations noted in IE In»p 
Rapt 5O«-O03/BO-Ol Corrective actions Tech Specs changed, 
dallij check changed to incorporate restricted testing of 
uithdra^i interlock 

DSAZ.N J Floridat Dniv of. Oatnasville BO/05/07 2pp 


— 0006090471 Forwards lE Insp Rept 50-003/80-01 on 000317-20 U notice 
of violation 

LEWIS. R C Region 2> Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/09 2PP 


--0006090496 Notice of violation from insp on B003i7-20 

a Region 2. Atlanta. Office flf the Director 00/04/09 Ip 


--0OO6O7O5O5 IE Insp Rapt 50-003/00-01 on 800317-20 None ompl lane » noted 
failure to perform required safety sys checkout prior to 
startup 

KELLQOO.F J Region S. Atlanta. Reactor Operations Nuclear Support 
Branch WAGNER. A 0 Region S. Atlanta. Office of the Director 
00/04/09 4pp 


S Reportable occurrences. LCRs t lelated correspondence 


0006020365 RQ during uk of Q005l2.no surface contamination monitoring 
uas performed Operator In charge was assigned to uork at 
another facility No procedures exist for assigning 
respons i b i I t t V Procedures have been revised 
DIAZ.N J Florida. Unlv of. Gainesville 00/05/23 Ip 


0006240948 Forwards Univ of FU rept re failed temp control thermocouple 
on Varlan electron capture unit Failure led to cantamina ti on 
of lab exposure of personnel to tritium 

KERR.O W Assistant Director for State Agreements Programs 
QD/06/D3 3pp 


DOCKET 9D-in NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


QDO617O470 Forwards dismantling plan ror R-S. tO IN reactor, in response 
to fine request 

SAXE^R F . THOMAS. J L North Carolina State Univ BO/06/05 2pp 


--8006170402 Dismantling plan tor facility 

« North CaroUna State Univ 80/03/lS 24pp 


DOCKET 50-116 IOWA STATE UNIV RESEARCH REACTOR 


0 Inspection reports. IE Bulletins 6 correspondence 


0006190309 Forwards IE Insp Rapt 5O-U6/Q0-DI on 000515-16 No 
none amp I lance noted 

DAViSiA D Region 3. Chlcagoi Fuel Facility l« Materials Safety 
Drench 00/06/04 2pp 


— 0006190390 IE Insp Rept 50-116/00-01 Qn 800315-16 No noncompliance 
noted Major areas inspected emergency planning 
implementation procedure*, coord I na tlc>n w/support agencies, 
kits monitoring equipment 

EQSIO.r H J OREER.R J Region 3. Chicago. Office of th* Director 
00/06/02 5pp 


DOCKET 50-120 TEXAS AS.M UNIV RESEARCH REACTOR 


Q Inspection reports. IE Duiletins % correspondence 


8006030527 Ac k receipt of 000414 Ifcr in response to NRC 800401 Ur h 
notice of violation Requests addl Info to properly evaluate 
adequacy of corrective action. including corrective steps 
taken, results tc steps taken to avoid further violations 
KAD&ENrO L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/05/15 2pp 


— 0006020534 Responds to item of noneotnpl iance noted in IE Insp 
50-120/aO-Oi Corrective actions SOP Book Surveillance Record 
has been placed at front of Vol 1 of each set of BOPs for 
documentation of SOP book surveillance Memo 59 end 
BERO.R R Teias A ^ K Univ 80/04/14 4pp 


8006330143 Ack receipt of 800414 U 0523 Urs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
90-120/00-01 

MADSENrC L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/09/30 Ip 


—8006230132 Responds to r^RC 000915 Ur re violations noted in IE Insp 
Rept 90-128/00-01 Corrective actions redundant SOP book 
Will not be returned to control room 
RANDALL. J D Texas A 6 M Univ 00/05/23 2pp 


S Reportable accurrencBi. LERs 6 related correspondence 


6006230420 HO on S00513. secondary cooling touer fan discovered to have 
dis integrated causing damage to cooling tower b resulting in 
loss of secondary cooling capacity Caused by failure of fan 
transmission mounting Temporary fan assembly Installed 
FELTZ. D E Texas A 6 M Univ 80/05/23 2pp 


DOCKET 50-129 WEST VIRGINIA UNIV REBEARCH REACTOR 


8006030341 Application to amend License R-9G Amend allows for 6-month 
extension of license to permit transfer of fuel t components 
of reactor 

SLACK.S T , KOPPELflAN, R West Virginia Univ 00/05/29 Ip 


DOCKET 90-133 HUMBOLDT BAY POWER PLANT. UNIT 3 


F Security* medical, emergency & fire protection plans 


8006020175 Notifies that FEMA/NRC Steering Committee has reconsidered 
appropriate siie of emergency planning xonet for small water 
cooled pouer reactors Steering Committee has adopted end 
position on planning basis for reactors 

IPPOLITO, T A Operating Reactors Branch 2 00/05/14 3pp 


G0060904B7 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Pouar Plants Operating Prior to 790101 *' Rule 
adds new Section 50 40 4 App R to 10CFR50 8* is expected 
to be published in FR by end of May 

EISENHUT.OO Division of Licensing 30/05/19 46pp 


8006130063 forwards revised Pages 1-14 h new Page t4a for proposed 
rule IOCFR90 "Fire Protection Program far Nuclear Power 
Plants Operating Prior to 790101. transmitted by NRG 000919 
lit Page 14a not end 

EISEMHUT, D 0 Di visi on of Li c ens ing 80/09/22 73pp 


8006190117 Requests par t ic Ipation in study of peop I e-related problacns 
in nuclear safeguards NRC representatives will visit 
facility 6 interview security mgt personnel 
IPPDLITQ. T A Operating Reactors Drench 2 80/06/03 2pp 


0 Adjudicatory correspondence 


8006190437 Forwards intervener proposed time schedule for further 
proceedings & historical summary leading to present status 
of plant 

□FIOWN.L J Jones. Brown 6 Clifford 80/06/06 2pp 


— 0006190439 Proposed time schedule for further proceedings B00601— 0930 
for consultant data re seismic S' geologic stud i es. BOlODl for 
NRC & tntervenor statements t> 001001 for P06E conclusions 
W/Certif Icate of 8vc historical summary 

BROWN. L J Jones. Brown & Clifford SHERWOOD. M R Sierra Club 
00/06/03 9pp 
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D006230378 Ord«r r« ASLQ B00603 prBh««rlng canf«ritnce in Eureka, CA 
Lic»nitB« motion to hold OU amtnd procooding in aboganco 
until 001001 granttd Joint int«rv«no^fl ai'* dlractcd to flla 
contontioni 41 dagi «ft«r rtc«ipt of coniultant rapt 
LAZOift M Atomic Gafotg and Llcanoing Board Panvl BO/06/17 4pp 


P Oporatlng licen«« itaga dacumantt corratpondenco 


Q0060901A9 Toruardf add! TMI~2 ralatad raq^ulramanta to oparating 
raactori Llctnita* raq^ulrgmtnt* for TMI Action Plan Includo 
ihlft manning, lican«lng axama t llc»n««a d 1 agaminatlon 
of oporatlng axparlancat Reiponit roquoitod uithln 30 dagi 
EIBENHUTrD 0 Division of Ltcaniing 00/00/07 llOpp 


8006130182 Rflciuacta comntanta oh NUREO~0577i ♦’Potantlal for Lou Fractura 
Toughnata St Lamollar Tearing on Pi^R 8t«am Oanarator ti 
Raactor Coolant Pump Supporta " Propotod raviau procadura & 
imp lamantation achadule and 

EISENKJTiD. 0 Divition of Licanting 00/05/19 78pp 


8<006300604 Ltr to all BUR llcanaaat forurarding “For Commant*' aditlon 
of NUREO-0619* “DUR Faadwatar Non la Control Rod Drlva 
Raturn Lina Noiila Cracking “ Coavnanti mill ba avaluatad by 
NRC prior to final imp lamantation W/o and 
ElSENHUTrO 0 Diviilon of Licaniing 00/06/05 SQpp 


Q Inapaction raportai IE Dullatina t corratpondanca 


0006200116 Foruarda IE Circular 0O-OOi *'BMR Tach 0pac Inconaiitancg - 
Raactor Protaction Rtaponaa Tima '* No writtan reaponaa 
ra(iulrad. 

ENOELKENr R, H. Ragioh 9r 8an Franclacoi Off tea of tha Diractor 
00/04/10 ip 


0006200092 Forigarda IE Circular 60-13* “Grid Btrap Damaga In 
Uaatlnghouia Futl Aaaambliaa " No urittan raaponaa raqulrad 
ENOEUKEN. R H Ragion 5* Ban Pranciaco* Off lea of tha Diractor 
00/09/88 Ip. 


0006240430 Ordar granting axtanaion until 000700 for lictniaa to 
raapond to Canput Committaa to Sridga tha Oap patitlon to 
intarvana ra propoaed ranaual of llcanae 

BOWERS. E 8 Atomic Safatg and Licaniing Board Paoal 60/06/16 Ip 


8006260206 Foruardi NRC 000611 raiponaa to Committaa to Bridga tha Oap 
patitlon to intarvana in propoaad ranaual of Itccnaa Qvc 
Hat haa baan updatad to Includt all ASLB manbtra U/o and 
GRAY. J R Haarlng Branch t 00/06/24 ip 


0 Inapactlon raportt. IE Bullatina 6 corraapondanca 


0006060599 Forward! IE Inap Rapt 50-142/00-02 on 800104 6 0213-14 8t 
notica of violation 

CREWS. J L Ragion 5. 6an Franc lico. Raactor Qparationi Nudaar 
Support Branch 00/03/07 2pp 


—0006060571 Notica of violation from imp on 000106 V 0213-14 

a- Ragion 5. Ban Franciico. Dffica of tha Diractor 00/03/06 Ip 


—0006060570 IE In«p Rapt 90-142/00-02 on 800104 tt 0213-14 None ompl lane* 
notad togkaaping bg oparatori t. raviaw bg tuparviaorg 
paraonnal naada improvimant 6 nautron channal calibrator 
Bxcaadad Tach Sptc raquiramint 

8TERNBER0. D H . WORN. A J . DAOAGLtO.H J Ragion 5. Son Franc! tea. 
Qffica of tha Diractor 00/03/06 9pp 


DOCKET 80-147 ROCKWELL INTL CORP CRITICAL FACILITY 


Q Impaction raportti IE BuHatin* &c corraipondinc a 


0006060013 Raquaata cloiaout imp for lictnaia 000430 raquait to 
tarmlnata Llcania CX-17 Imp nacataarg to confirm radiation 
turvag raiuita 

NOVAK. T K Aiilatant Diractor for Oparatlng Raactort GO/OS/13. 

Ip 


n Pariodlc oparatlng raporta & ralatad corrtapondanca 


DOCKET 50-190 OHIO STATE ON IV RESEARCH REACTOR 


0006160022 Foruarda monthlg oparatlng rapt for Hag I960 
WEEKS. E D. Pacific Qa« «< Elaetrlc Co 00/06/04 Ip 


— 6006160023 Month Ig oparatlng rapt for Mag 1960 

BAVM.F W Pacific Oaa U Elaetrlc Co 00/06/03. 4pp 


0 Inapactlon raporta. IE Bullatina tc corraa pondanca 


8006230102 Forward a IE Imp Rapt 90-190/00-02 on 600416-17 No 
noncomplianca notad 

HCI8HKAN.R F Raglan 3. Chicago. Raactor Qptratlon.« Nudaar Support 
Branch 00/05/06 2pp 


T Hearing tranacripta on non-antitruat mattara 


0006160811 Tranacrlpt of 600603 prahaaring confartnea In EurakaiCA 
Pp 1-1B9 

« Commlaaion 60/06/03 190pp 


—8006230113 IE Imp Rapt 50^150/90-02 on 80Q416-17 No noncomplianca 
notad Ka.for araaa impactad' loga & racorda. raactor 
aurvaillanct. raqualif Ication training !< raviawa It audlti 
RIDOWAY.K R . BAKER. K R Ragion 3. Chicago. 01 flea of tha 
Diractor 60/09/07 9pp 


DOCKET 50-141 STANFORD UNIV RESEARCH REACTOR 


0006110182 Submita info ra unlv application to tarminata raactor 
faclUtg Licanaa R-60 It raleaaa aita for unraatrtetad uaa 
HOLMEB.J A . FINBTON.R.A Stanford Unlv 80/06/03 4pp 


DOCKET 90-158 DIO ROCK POINT NUCLEAR PLANT 


F Sacurltg. nadUal. amargtncg It fira protaction plant 


0006040123 Foruarda commentt u dlfcuttion ra 790023 aubnLttal of guard 
training plan Raaponaa raquactad within 30 dagt. Comm ant a 
«t diacutalon withheld <rtf 10CFR2 790) 

CRUTCHFIELD. D Operating Raactort Branch 9 BO/05/1S Spp 


DOCKET 80-148 UCLA TRAINING REACTOR 


0 Adjudicatory corratpondanca 


6006120325 Notice of aitab 1 1 ahment of ASLB to prealda In procaadlng 
on patltlona to intarvana $</or raquaata for hearing It to 
praaida ovar procaadlng in event that haarlng la ordered 
LA70. R M. Atomic Gafatg and Llcanaing Board Panel 60/06/10 2pp. 


6006130292 Raaponaa to Campua Committaa to Bridge tha Oap 600922 
patitlon to intarvana Petitioner aatiaflea intareat 6 
aapect requirementa |t thould ba admitted at party if 
contention raquiramant la aatlafiad W/C#rtif Icata of 8vc. 
ORAViJ. R. Haarlng Branch 1 60/06/11 I4pp 


8006160117 Application for eatanalon until 000707 for Ragantt of Unlv 
of CA to raapond to Committaa to Bridge the Gap 600606 
petition to intarvana. Patitlon waa not racalvad until 
600610. Declaration of moil ave end. 

HELHlCKiC.i REIOHAAR. D. L California. Unix. of. Barkaltg 00/06/12, 

5pp. 


6006100871 Forward! Regent! of UnW of CA 000612 application for 
eitenaion of time to aniwer patitlon to intarvana Statee no 
objection to requettad aiiteneton W/o end. 

GRAVfJ. R Hearing Branch 1. 60/06/16 ip, 


8006090497 Forward! propoaed rule intitlad. “Fire Protection Program 
for Nuclear Power Plante Operating Prior to 790101. “ Rule 
add! new Section 90 4B & App R to 10CFR90 1. li expected 
to be publlahad In FR bg end of Hag 

EI6ENHUT. D. 0 DWlaion of Llcaming 00/09/19 46pp. 


6006040016 Raquaata that riviead pagae for lafaguardi contingency plan. 
Ravition 1. bearing appropriate ravieion nunbar l< date par 
enci comment!. ba luhmlttad within 30 dage of receipt of Itr. 

End withheld (raf 10CFR2 790) 

CRUTCHFIELD. 0 Operating Raacton Branch 9 80/05/20 2pp 


0006130063 Forwardi rtviiad Page! 1-14 & new Page 14a for prepoead 
rule t0CFR90 '‘Fire Protection Program for Nuclear Power 
Plant! Operating Prior to 790101, '» tranemlttad by NRC 800319 
Itr Page 14a not ancl 

EI8ENHUT.0 G. Divition of Llcaming 80/09/22. 73pp 


G Adjudicatory corretpondence 


6006120090 Raaponaa! to Jleaneta firet lat of interrogator 1»«. 
Identifiea document! planned to be uitd in tupport of cate 
Forwarding Itr end, 

O'NEILL.J., J0HN8.8J Affiliation Unknown 80/03/28- 4pp 
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Q0QbQiiQ366 n«que»ti help in drafting te«t;lmanv r« Cotifetntion IIE-a 
cChcerniTifl criticality of «pent fuel poo-l motfiUtil bellrvei 
info pro^/ided constitute! thorough & adeituete acialymls of 
crlticalitq consideration! -affectini} proposed mod! 
aTEPTDE-iP P I chants Lincoln ^ Oeale 0O/O&/OB Spp 


a006l60139 Anitrere to intervenor Chr itta-MaT 1 a Inttrrogatoriei 9-1 
through 9-15 it 9-31 Af f id«vit*j prof qual t f icatl onei 
Certificate of Svc . support i ng documentation forujardlng Itr 
end Related corretponde nee 

OALLOi J Consumers Power Co OALLO, J Isharai Lincoln 8« Beale 
aO/OH/'t? 99pp 


B0D&24O35G Request for immediate order requiring licensee to permit 
intervenor access to site on B006S4 to observe testing of 
emergency plan Adequacy of emergency plan it tubj of 
intervenor contention Certificate of Sve end 

JORDAN^W a Christa-Maria JORDAN, W B Sheldon* Harmon b Ueits 
S0/06/S0 6pp 


600^240120 Response in oppoeition to intervenors Chr 1 tta-lKar ia ct al 
request for access to observe 600^634 emergency plan 
eierclte Access will have adverse effect on eKercise & 
proper conduct of dlieovery Certificate of 8vc end 
OALLQ^ J Consumers Power Co QAtLO. J Istarm Lincoln it Beale 
00/06/22 I7pp 


800&260259 Order permitting intervenor Chr i sta-Har la entry onsite to 
observe emBrsency plan testing *. permitting licensee to 
oicercise rights of appeal Licensee request to refer ruling 
to ABLAP is denied due to absence of irreparable Impact 
■OROSGMA'N/ H Atomic Safety and Licensing Board Panel 00/06/23 
9pp 


H General correspondence 


8006170130 Requests shutdown of facility Examples of danger presented 
by plant include inadequate biological shield St increasing 
numbers of old fuel rods in spent fuel pool 
WALLACH/T Affiliation Unknown 80/03/23 Ip. 


6006270199 Responds to 600424 Itr re Nc Gardner concerns about facility 
operation u/ containment vented to atmosphere Containment 
bldg dciigned 4a constructed on basis that containment would 
be continuously ventilated NC Gardner 600410 Itr end. 

DIRCKS* If J Office of th« Executive Director for Operations 
90/06/09 Spp 


6006270191 Responds to 000429 request for info re M LeMiere inquiry 
about amount of nuclear luaste -disposed In Btate of MI Spent 
fuel from four operating Ml reactors stored onsite NRC 
evaluated status of waste mgt in 1977 M/related FR excerpts 
DlRCKSi U J Office of the Executive Director for Operations 
90/06/09 lOpp 


f Operating license stage documents 4( correspondence 


6006090169 Forwards add! TMl-2 related requirements to operating 
reactors Licensees requirements for TMI A-ctlon Plan Include 
shift mann ingi 1 icensing exams 1 licensee -d i ssemlnatlon 
of operating experiencei Respansa requested within 30 days 
E18EKHIIT*D O Division of Licensing 90/09/07 ISOpp 


Q006090151 Denies util 791029 request for exemption from fit 
requirements Fees collected to assure that nuclear plants 
constructed U operated u/reasonable assurance that public 
health St safety will not be endangered 

MILLER, W O Llcente Fee Management Branch 80/09/19 Ip 


□0062S0141 Forwards NUREO-06S4, VoU I U 4c NURGG-0626 M/o end 
CRUTCHFIELD, D Rperating Reactors Branch 5 80/05/16 2pp 


8006130122 Elequists comments on NURE0~0977* "Potential for Lou Fracture 
Toughness U Lamellar Tearing on PkIR Steam Generator 4i 
Reactor Co-olanfc Pomp Supports '* Proposed review procedure h 
implementation schedule sncl 

eJ6EMHUT»D. G Division of Licensing 00/09/19. 72pii 


9006290339 Advises that licensing activities will be coordinated by 
W Pautton<due to reorganizati-on of Ofc of Nuclear Reactor 
Regu Lation, affect! va 800428 Reorgan i tation chart end 
rniirrMc-ifi D, 0 Oparating Reactors Branch 5. 60/06/02, 2pp 


organization chart for Dfc of Nuclear Reactor Regulation* 
00429 Distribution of functions encl 
of Nuclear Reactor Regulatlont Director, 80/06/02, 


8006270239 Advises that rear ganiitlon of Ofc of Nuclear Reactor 
Regulation became effective on 800428 Project manager* 

U Paulson, will coordinate llcsnslng activities for facility 
Deicrlptlan of reorgan 1 xat ion encl 

CRUTCHFIELD* 0 Operetlng Reactors Branch 3 80/06/02 34pp 


B006300604 Ltr to all BMR licensees forwarding "For Comment" edition 
of «UREO-O6l9i "BWR Feedwater Nozzle it Control Rod Drive 
Return Line Nozzle Cracking " Comments will be evaluated by 
NRC prior to final Implementation M/a encl 
£ISENHUT*D0 Division of Licensing 00/06/09 22pp 


8006260029 Forward s evaluation of SEP Topics Il-l A re exclusion araa 
authority L control* 1 1-18 re population distribution it 
II-l C re potential hazards Evaluation will be basic input 
Into integrated safety assessment unless mods required 
CRUTCHFIELD. D M Operating Reactors Branch 9 80/06/06 20pp 


80D6170670 Notifies that util will comply w/addl TMI-2 accident 
requirements outlined In NRC B0OSO7 ltr, w/exccptlon of Item 
I A t 3* "Shift Manning ’* Util tabulation of requirements 6 
interpretation of Imp limenta tion schedule end 
HOFFMAN* D P Consumers Power Co 80/06/12 6pp 


8006290269 Forwards info re boiling of spent fuel pool & effect on 
storage facility Licensee analysis submitted on 800201 
concludes that under worst cond 1 tions* stress Is within 
design limits Changes to Response 4 end 
H0FFKAN*D P Consumers Power Co 80/06/20 lOpp 


0 Inspection reports* IE Bulletins 6 correspondence 


8006200106 Forwards IE Circular 60-09* "BNR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

KEPPLER.J G Region 3, Chicago, Office of the Director 80/04/10 
IP 


6006120308 Forwards response to violations noted in IE Insp Rept 
30-159/00-05 Details withheld (10CFR2 7901 
HOFFMAN* D P Consumers Power Co 00/06/09 Ip 


6006200356 Responds to IE Bulletin 80-09* "Hydramotor Actuator 
Deficiencies " Review demonstrated that neither Model AH-90 
nor NH-90 installed in safety-related tys 
HOFFMAN, D P Consumers Power Co QO/06/17 tp 


R Periodic operating reports & related correspondence 


0006110068 Forwards annual operating rept detailing facility changes* 
tests 6 experiments performed in 1979 
HOFFMAN* D P Consumers Power Co 80/06/06 Ip 


—80061 10072 Annual operatznp rept detailing facility changes* tes ts t* 
experiments performed in 1979 
* Consumers Power Co 00/06/06 i9pp 


3 Reportable occurrences* LERs s* related correspondence 


6006040300 Forwards LER Q0-OU/03L-0 

HOFFMAN, D P Consumers Power Co 80/09/30 Ip 


—0006040303 LER 80-01 1/03L-0 on 800901* during monthly gravity checks* 
cell 2 of battery for channel A of reactor depressurizing 
sys read below Tech Specs Cell did not respond adequately 
to equalizing charge Cause of failure unknown Cell replaced 
e Consumers Power Co 80/09/30 Ip 


8006170519 Forwards LERs 80-Ol4/03L-0r 80-01 9/03L-0 6 aO“Oi6/03L-0«, 
HUSTON. R N Consumers Power Co 80/06/11 Ip 


— 8006170527 LER 0O-O14/O3L-O on 000512. sensor channel D of reactor 
depressurizing sys was removed from sve to correct problem 
following intermittent automatic test circuit alarms Caused 
by setpoint drift Unit readjustsd 
* Consumers Power Co 00/06/11 Ip 


— B006170929 LER aO-015/03L-0 on 800515* tensor channel D of reactor 
depressurizing sys was removed from sve to correct problem 
following intermittent automatic test circuit alarms Caused 
by setpoint drift Unit readjusted 
e Consumers Power Co 80/06/11 Ip 


—8006170934 LER G0-016/03L-0 on 80D927. tensor channel 0 of reactor 
depressurizing sys was removed from sve to correct problsm 
following Intermittent automatic test circuit alarms Caused 
by setpoint drflt Unit readjusted 
e Consumers Power Co 60/06/11. Ip 
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8006170706 Informs NRC current: pl^ns re design defictencg concerning 
pertiel ciosurs of ventiletion isolation valves Plans 
differ from those submitted as LER 79-2B Cc BO-13 on 791826 
800523* respect iVD ly 

HOFPilANp D P Consumers Power Co 80/06/13 2pp 


8006270307 Informs NRC of mod to swing check valve operators to assure 
operability Precautions procedures will be implemented to 
reduce possibility of vacuum within containment Public 
health U safety will not be jeopardized 
HOFFliANi 0 P Consumers Power Co 80/06/13 2pp 


DOCKET 50-197 CORNELL UNW RESEARCH REACTOR 


P Operating license stage documents & correspondence 


8006040167 Application to renew Liconse R-BO for 20 yrs Current license 
expires Q00629 Licensee will forward complete application 
demonstrating that fac i 1 i ty* components ti sys can be safely 
operated over renewal period 
COOK, W D Cornell Univ 00/05/27 Ip 


DOCKET 50-160 GEORGIA INST OF TECH RESEARCH REACTOR 


F Security* medicali emergency h fire protection plans 


8006020421 Retiuosts extension until 000625 to complete necessary 
changes for submittal of amended security plan 
Implementation of plan would be accomplished within 30 days 
following NRC approval 

RUS 8 CLL 1 J L Georgia Institute of Technology 80/05/27 Ip 


8006250248 F 01 wards proposed physical security plan 
Plan withheld (ref 10CFR2 790) 

KIRKLAND, R S Georgia Institute of Technology 00/06/23 Ip 


S Reportable occurrences, LERs 4( related correspondence 


8006110110 Ro on 800410, heavy-water temp recorder TRA-Dl was not 
recalibr after replacement of worn sliding contacts on 
scanner select switch Cause not stated Importance of 
recalibr emphasiied to personnel 

KIRKLAND, R S Georgia Institute of Technology 80/05/23 2 pp 


DOCKET 50-166 UNIV OF KARYLAND RESEARCH REACTOR 


C Utility Environmental Report (ERli amends & correspondence 


8006110337 EIA supporting renewal of DL 
# Karyland, Univ of 00/06/30 I4pp 


r Security, medicali emergency tt fire protection plans 


8006110232 Emergency plan 

e Maryland, Univ of 00/06/30 60pp 


K Utility Final Safety Analysis Report (F 8 AR) amends 


8006110169 F 8 AR for MD Univ Training Reactor 
« Maryland, Univ of 00/06/11 200pp 


0006110174 Chapter 1 of MD Univ Training Reactor FBAR, ’* Introduction U 
General Description of Facility " 

* Maryland, Univ of 00/06/11 l 2 pp 


0006110180 Chapter 2 of MD Univ Training Reactor FBAR, *<91t« 
Characteristics " 

e Maryland, Univ, of 00/06/11 I4pp 


8006110106 Chapter 3 of MD Univ Training Reactor F0AR, •'Reactor 
Facility " 

e Maryland, Univ of 00/06/11 ISpp 


0006110190 Chapter 4 of MD Univ Training Reactor F 8 AR 1 "Reactor '* 
« Maryland, Univ of. 80/06/n 40pp 


0006110197 Chapter 5 of MD Univ Training Reactor F8AR, "Reactor Coolant 
V Purification 8ys " 

# Maryland, Univ of 80/06/11 lOpp, 


8006110201 Chapter 6 of MD Univ Training Reactor FBAR, "Experimental 
Facilities " 

a Maryland, Univ, of 00/06/11 13pp 


8006110207 Chapter 7 of MD Univ Training Reactor FBAR, "Instrumentation 
U Control " 

» Maryland, Univ of 80/06/11 3lpp 


8006110212 Chapter 0 of HD Univ Training Reactor F 8 AR, "Auxiliary 
Equipment " 

» Maryland, Univ of BO/O 6 /I 1 llpp 


0006110213 Chapter 9 of MD Univ Training Reactor FSAR, "Radwaste Mgt 
* Maryland, Univ, of 80/06/11 4pp 


8006110216 Chapter 10 of MD Univ Training Reactor FBAR, "Conduct of 
Operation " 

e Maryland, Univ of 60/06/11 I9pp 


0006110210 Chapter 11 of MD Univ Training Reactor FBAR, "Safety 
Analysis " 

e Maryland, Univ of 80/06/11 I4pp 


P Operating license stage documents correspondence 


8006110159 Tech Specs for facility 

« Maryland, Univ of 00/06/30 54pp 


V Operator Examinations 


8006110195 "MD Univ Training Reactor Re qual if I cation Program 
e Maryland, Univ of 80/06/30 I3pp 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


P Operating license stage documents it correspondence 


6006020032 Forwards comments suggested changes to Tech Specs 

MILLER, vl R Standard i lat ion & Special Projects Branch 80/05/12 

26pp 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT I 


H General correspondence 


0006170802 Discusses 600430 Itr to NRC expressing concern re 
arrangements for recent meeting at plant Meetings between 
NRC i licensees are open to public In most cases Public 
announcement was issued on 000331, well before meeting date 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
60/05/30 16pp 


■8006170606 Provides statement for use of NRC review teams during public 
meetings while making site visits to assess emergency 
preparedness measures On 791207, Pres Ident directed FEMA to 
take lead in offsite emergency planning U plan assessment 
CAMMiF A Federal Emergency Management Agency 80/05/07 Ip 


8006270134 Responds to 600901 P 00 Itrs re R Bchlelf It H Natters 
concerns ebout arrangements made for recent meeting at 
facility Public announcement was issued well in advance of 
meeting H/publlc announcement %t mailing list. 

DIRCKSiW J Office of the Executive Director for Operations 
00/06/02 19pp 


8006270152 Responds to 800506 Itr re arrangements made for recent 
meeting at facility Public announcement was Issued well in 
advance of meeting Public announcement U mailing list end 
DiRCKSiU J Office of the Executive Director for Operations 
60/06/03 I 6 pp 


— 8006270155 Requests Info re constituent Inquiry about NRC notification 
of B00424 public meeting 
MATHIAS, C M Benate 80/05/09. Ip 


I Financial information 


6005190521 Forwards util 'M??? Annual Financial Rept" I960 internal 
cash flow statemantsi as evidence of guarantee of payment of 
deferred premiums 

BRADLEY, E J Philadelphia Electric Co. 60/05/15 7pp 
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DOCKETED ITEMS 


U Congress i otial/Ei Eciitive Corr a-«{aond«nc« 


EC06270l4t Res|>«i^ds to '6004S4 Itr re arrAnSBmtnts ntadi^ for rictnt 
nvke-tirj} at facility Pi^btlc annou'nc ftmen t for mBStifig uat 

Q00331 Public annouTiccraent enaitins list for ottsting 

«tic 1 

OiRCKSiW J ClffitB of tho Executive Diractor for Qptr^tions 

80/0^/02 I6pp 


— “a00&a70l46 Eipresies contern re aTrangennents for 8-00424 eiBtting at 
facility Adequate notice of meeting was net provided> 

SARGAn£3, p £, Senate B0/Q4/24 ip 


8006300269 Ack receipt of 800529 Itr Informing NRG of steps taken to 
address concerns identified In NRC BOOS06 Ur Response is 
satisfactory Refresher training program mill be examined in 
depth during future insp 

REPPLER.J <S Region 3, Chicago^ Office of the Director 80/06/16 
ip 


— B006300275 Responds so NRC 800506 Itr re Insp on 800326^27 Reg Oulde 
2 6 hes been reviewed h emergency plan will be written 
racllltg emergency procedures have been issued u/1979 
revisions included 

BRUaCER.R M Missourli Unlv of* Columbia 00/05/29 2pp 


8006270147 Responds t-o BO05O6 Itr re arrangements made for recent 
meeting at facility Public announcement was issued well in 
advance of meeting Public announcement t* mailing list encl 
DlRCKSiW J Office of thB Eiecutlvc Director for Operations 
80/06/02 t7pp 


— S0062701S0 Commehts on arrangements made for recent meeting at 
facility KRC should schedule another meeting to obtain 
further public comments K analyses on emergency response 
plan 

LDftOiO 0 House of Rep » Appropriations BO/OS/06 3pp 


800602-0379 Forwards "Dec omis sioned Annual Rep ki 1979 “ 
ALDEN^U h Philadelphia Electric Co 90/03/23 ip* 


S Reportable occurrences. LERs it related correspondence 


8006U0137 «Q on 800509. emergency generator failed to start when 
starting sequence was initiated by automatic weekly 
tttrciser Caused by tripped starter motor Oencrator 
inspected S* retested u/n«w starter motor 

HCKIBBEN. J C . BRUGOER.R M Missouri. Unlv of. Colombia BO/06/02 

2pp 

9006110064 RO on 800516. w/reac tor operating at full power In automatic 
mode* automat ic regulating blade drive mechanism was 
discovered producing grinding noise Caused by worn spot on 
drive gear Regulating blade gear drive was replaced 
MCKIBBEII.JC . BRUOOER. R M Missouri. Univ of. Rolla 80/06/04 

2pp 


— 8006020335 “Decommissioned Annual Rept. 1979 " 

UtLRlCH.WT Phtladelphsa Electric Co 80/05/23 Ip 


DOCKET 50-184 HATlGiJAL BUREAU OF STANDARDS REACTOR 


0 Inepeciion reports, tE Sulletins tt correspondence 


8006190069 Forwards lE Insp Kept 50-184/80-02 on 800326 - 28 ‘No 
nortcomp 1 lance noted Cover sheet only end Rept withheld 
<ref lOCFRa 790) 

HARtlH.U 0 Region 1. Philadelphia- Safeguards Branch 80/04/24 

2 pp 


— B006 190075 IE Inap R*Pt 50-184/80-02 on 800326-28 No noncompliance 
noted Major areas inspected security plan, protection of 
&Nh t security organxiation Cover sheet only Rept withheld 
Iref 10CFH2 790) 

DEVLtN.J a Region 1, Philadelphia. Safeguards Branch LADUN.R H 
Region 1. Phi ladelph i a. affice of the Director 80/04/14 Ip 


docket 50-185 PLUM BROQit REACTOR - MDCK-UP 


6006250353 Notification of 800617 meeting w/NASA Lewis Research Ctr 
in B«thssda,MD to discuss NASA application for author 1 tation 
to dismantle Plum Brook test reactor & mockup reactor 
ERXCKSDld. P S Operating Reactors Dranch 4 80/06/12 2pp 


DOCKET 50-106 I/NIV OF MISSOURI RESEARCH REACTOR 


F Sfcurityi niedlcal. emergency 6 fire protection plans 


800630026B Atk receipt of 600529 Ur Informing NRC of steps taken to 
address concerns identified in NRC 800506 Ur Response is 
sat 1 sfactoryi Refresher training program will be txamlned in 
depth during future insp 

KEPiRLER, -J 0 Region 3. Chicago. Office of the Director 80/06/16 

Xp 


— 0006300275 Responds to NRC 800506 Ur re insp on 800326-27. Reg Guide 
2 6 ha< been reviewed £< emergency plan will be written 
Facility emergency procedures have been issued u/t979 
revtiions Included 

BRUCOER. R M Missouri, Univ of, Colombia 80/09/29 2pp 


Q Inspection riports* IE Bulletins L correspondence 


0006160210 Foruards IE Tntp Rept 50-186/00-02 on 800336-27 & 0421 
N« roncompJ iance notfd 

KEFPLER. v» 0 Region 3. Chicago, Office of the Director 80/05/06, 
3-pp 


— 0006160215 IE Insp Rept 50-186/00-02 on 800326-27 6 0421 No 
nonconpl iance noted Major areas inspected energency planning 
dtecuseion & exam of drills conducted 1979-80 

OREERfR J . E88I0. T H Region 3, Chicagof Office of the Director 
80/04/20 7pp. 


DOCKET 50-192 ONIV^ OF TEXAS RESEARCH REACTOR 
Q Inspection reports. IE Bulletins L correspondence 


8006060118 Forwards IE Insp Rept 50-192/00-01 on 00041 6- JO No 
noncompliance noted 

MAOBEN.G L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 00/04/25 2p p 


—8006060121 IC Insp Rept 50-192/00-01 on 600416-10 No noncompUance 
noted Major areas inspected plant status. fac 1 1 1 ty 
orgeniiatlon* survetl lance testing. environ protection, 
emergency control t radiation control 

MADSEN.O L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch SMITH. R Region 8, Atlanta, Office of the Director 
80/04/25 Spp 


DOCKET 50-201 WEST VALIEV REPROCESSING PLANT 


F Security, medical, emergency 6 fire protection plant 


8006230297 Forwards site security flan for low enriched matl No fees 
applicable Plan withheld (ref tOCFR2 790J 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
80/03/ 18 tp 


M General correspondence 


8006200580 Forwards D Davis 000420 postcard expressing concern re state 
Of repair of facility Requests NRC response DDE 000428 Itr 
to D Davis end 

TURl,J A Energy. Dept of 00/04/28 4pp 


8006240094 Responds to 000221 Ur to President Carter Decisive action 
needs to be taken to effectively use nuclear power to help 
give US added measure of energy independence 6 improve 
domestic economic situation 

HAMLQUI8T.E J Energy, Dept of 80/05/07 4pp 


6006260073 Raspotidt to 000281 Ur to President Garter opposing facility 
ik nuclear power in general Opposition is not consistent 
w/adminlstration policy President Carter reaffirmed 
commitment to nuclear power after Komeny Rept 
WAHLQUIST. E J Energy. Dept of 00/05/07 4pp 


P Operating license stage documents 6 correspondence 


8006200579 Responds to NRC 791210 rsRuest by providing conf irmat I dti 
that manipulator sleeve parts 6 othar similar openings were 
seated on 800103 Action provides addl protection against 
potential tornados. 

CLARK, J.R Nuclear Fuel Services, Inc (subs of Qetty Dll Co } 
80/03/14 4pp 



DOCKETED ITEMS 
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G00^1202S7 Submits comments to aid In evaluation of environ Impact of 
immobi 1 i r Ing high level uastes at facility Selection of 
final uastc form prior to selection of repository site may 
not be consistent u)/*‘sys approach'' noted in IHO rept 
MALAROi J C High Level Waste Licensing Hanagement Branch 0O/OA/29 

2pp 


G006200059 Ack receipt of Mar 1980 rept re insp evaluation of NFS 
high level ufaste storage sys Expresses concern re tnanpouror 
availability for milestones re completion of in'^tank & 
annular space photographic insps 

HQUGHNViC J Advanced Fuel Spent Fuel Licensing Branch 00/05/13 

2pp 


B006130110 Summary of 000^16 meeting w/vendqr in Silver SprlngiMD re 
results of NRC analyses of effect of tornado generated 
missiles at West Galley site 

HAUGKNEY, C J Advanced Fuel 4^ Spent Fuel Licensing Branch 
00/05/13 4pp 


BOQ61301ib4 Summary of 600416 meeting ip/NF8 & NY State Energy I14D 
Authority in Silver SpnngiMD re results of NRC analyses of 
effect of missiles at West Valley site 

HAUOMNEVf C J Advanced Fuel L Spent Fuel Licensing Branch 
80/05/26 6pp 


8006240597 Confirms 800606 tclcon re 0AR for proposed mod to plant 6AR 
being foruardod under separate cover Requests return upon 
completion of research project 

HAUGHNEYr C J Advanced Fuel 4 Spent Fuel Licensing Branch 
80/06/06 Ip 


Q Inspection reportsj IE Bulletins 4 correspondence 


8006090078 Ack receipt of 800410 Ur informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50<>201 /80-'02 
NARTlNrW J Region It Philadelphia. Safeguards Branch 80/03/01 
IP 


“-0006090001 Forwards IE Insp Rept 30-201/00-02 on 800120-31 4 notice of 
vioflatlon Notice of violation withheld (ref 10CPR2 790) 

MARTIN/ W 0 Region 1/. Ph i lade Iph la. Safeguards Branch 00/03/19 
2pp 


— 0006090086 IE Insp Rept 50-201/00-02 on 800128-31 NontompHance noted 
failure to maintain physical barrier to vital area in 
effective condition Details withheld (ref lOCFRa 790) 

DEVLIN/ J N Region 1/ Ph i ladelphiai Safeguards Branch LADl/Ni R H 
Region Ir Philadelphia/ Office of the Director 00/03/12 Ip 


8006190192 Ack receipt of 0OOS1S Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-201/80-03 
SMITH/G H Region 1. Ph i lade Iph la. Fuel Facility 4 Materials Safety 
Branch 00/05/21 Ip 


— B006190I97 Responds lo NRC 0()0423 Ur re violation noted in 1£ Insp 
Rept 50-201/80-03 Corrective actions employees cited have 
been scheduled for whole body counting 

DUCKWORTH/ J P Nuclear Fuel Bervices. Inc (tubs of Getty Oil 
Co ) 00/05/15 2pp 


—8006190201 Forwards IE Insp Rept 50-201/00-03 on 000326-28 t notice 
of violation 

BMTTH/0 H Region Ir Philadelphia/ Fuel Facility & Materials 
Safety Branch 00/04/23 2pp 


— 8006190205 Notice of violation from insp on 000326-20 

« Region 1/ Philadelphia/ Fuel Facility 4 Materials Safety Dranch 
80/04/10 Ip 


—0006190206 IE Insp Rept 50-201/80-03 on 000326-20 Noncomp Uance noted, 
failure to perform whale body count for all radiation 
workers on annual basis 

CLEMQN8.P Region 1/ Phi ladelph ia/ Office of the Director 
KNAPPrP Region 1/ Philadelphia/ Fuel Facility b Materials 8afetu 
Branch. 00/04/18 7pp 


R Periodic operating reports &. related correspondence 


0006200573 Forwards results 4 f 1 ow measurements for Mar 1980 in 
accordance w/provtslons of NPDE8 Permit Nyo0004973. 

OUCKWQRTHiU P Nuclear Fuel Bervices/ Inc (subs of Getty Oil Co ) 
00/04/03 6pp 


8006230141 Forwards corrected Table 3-6/ "Deer Bample Data/" of Environ 
Rept 27 Contains results of reanalysls of doer harvested 
Nov 1979 ( analytical results of second deer harvested 
Dec 1979 

DUCKWORTH/ J P Nuclear Fuel Services. Inc (tubs, of Getty Oil Co.J 
00/04/21 Ip. 


— 0006230144 Corrected Table 5-6/ "Deer Sample Data/" to Environ Rept 27 
a Nuclear Fuel Services/ Inc (subs of Getty Oil Co ) 00/04/21 

IP 


8006230244 Forwards quarterly rept for Jan-Mar I960 

DUCKWORTH/ J P Nuclear Fuel Services, Inc / West Valley Reprocessing 
Plant BO/D4/2B Ip 


— B006230247 Quarterly rept for Jan-Mar 1900 i 

* Nuclear Fuel Services/ Inc / West Valley Reprocessing Plant 
80/04/28 12pp 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT I 


F Security/ medical, emergency 4 fire protection plans 


6006090407 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 4B ?< App R to lOCFRBO 6 Is expected 
to bo published in FR by end of May 

EISENHUT/DG Division of Licensing 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 t new Page t4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 600519 
Ur Page I4a not end 

EISENHUT, D G Division of Licensing 00/05/22 73pp 


B006020340 Advises that addl 90 days it required to respond to comments 
in NRC 000425 Ur re util 790923 guard training 4 
qual If Ication plan Addl time required to establish physical 
exercise program Response will be submitted by 600901 
DASKiNiK P Southern California Edison Co 80/05/23 Ip 


8006160213 Ack receipt of 791212 change in security plan Change does 
not decrease plan effectiveness 

CRUTCHFIELD, D M Operating Reactors Branch 5 80/06/02 2pp 


0 Adjudicatory correspondence 


0006050461 Forwards mod of 800404 confirmatory order granting 600519 
request for extension to complete requirements of order 
8TELLO, V Office of Inspection 4 Enforcement. Office of the 
Director 80/05/23 2pp 


— B0060S0464 Mod of 600404 confirmatory order granting extension until 
one uk prior to return to sve for completion of items re t£ 
Bulletin 79-27 in 000404 order 

8TEI LQi V Office of Inspection & Enforcement. Office of tho 
Director 00/05/23 2pp 


G006090462 Responds to 000519 request for extension of deadline date 
for completion of items in 800404 order Mod to order 
granting request end 

STELLO/ V Office of Inspection & Enforcement, Office of the 
Director 00/03/23 3pp 


—0006090466 Order extending shutdown to B00522 to permit insp of 
outstanding emergency procedure items prior to return to 
SVC 

STELLO/ V Office of Inspection t/ Enfovtoment, Office of the 
Director 80/03/23 2pp 


H General correspondence 


8006170137 Comments on decreased income from investment in util due to 
NRC attention to protesters rather than facts No lives have 
been lost resulting from nuclear power plant failures 
ELLIOTT, C P Affiliation Unknown 00/05/27 Ip 


P Operating license stage documents tt correspondence 


0006110009 Forwards "Responses to NRC Requirements Established to Date 
Following TMI Accident." in response to NRC 790913 request 
Includes commitments to octions set forth In NUREG-057B 
DRAKE. J H Southern California Edison Co, 79/10/17 Gpp 


—0006110013 "Responses to NRC Requirements Established to Date 
Following TMI Accident " 

« Southern California Edison Co 79/10/31 66pp 


8006090163 Forwards addl TMl-2 related requirements to operating 
reactors, Licensees requirements for TMI Action Plan Include 
shift manning. 1 teens log exams b licensee dlsseminatixin 
of operating experiences Response requested within 30 days 
EI8ENHUT, D 0 Olvifton of Licensing 80/05/07 IDOpp 
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DOCKETED ITEMS 


1006060567 Foruarils Amend ^8 fco License 0PR~13 6 notice of Issuance I* 
Ava t Labi 1 1 

CRUTCHF lELD, D « Oparatlng ReactoM Branch S 00/09/16 3pp 


8006060973 Anend *?a to License OPB'-IO* reduc log date retrieval rate for 
temp recording sij ti eiemp ting continuous tamp recording 
renuirem^nt ^ requiring 007 data retrieval rate for failure 
rep ts 

CRUTCHFlHLDi D M Operating ncacton Branch 9 00/03/16 4pp 

— 8006060576 Notice of tjsu-ance availability af Amend 48 to License 
CPR-13 

CRUTCHFIELDi D ti Operating Reactors Iranch 5 90/09/16 2pp 

8006350150 Forwards NUREO-0634, Vo 1 16 116 NUREO-0611 Vj/o end 
CRtjrCMFlELDi D Operating Reactors Branch 9 BO/05/16 2pp 


S006130122 Requests comments on Ki>REQ~0-577- "Potential for Lou Fracture 
Toughness 6 LarielUr Tearing on PUR &t«am Generator 6 
Rcector Coolant Pump Supports " Proposed revleij procedure 6 
implementation schedule end 

EI5ENJh>T.O 0 Division of Licensing 80/05/19 7app 


6006030295 Oiicusse^ open items ra implementation of Category A Lessons 
Learned Task Force requirements per NftC 900502 request Open 
items involve instrumentation for inadequate core cciolin0> 
pQst**acc idant sanpitng t reactor cooling sys venting 
BAQKIN>K*P Southern California Edison Co 80/05/32 4pp 


Q006020S47 Responds to 600110 1 tr s re environ radiological sampling 
program being conducted at facilities Disagrees u/Harlne 
Review Committee allegations that program is inadequate 
Forwards detailed responses to narine Review Conatittae rept 
BEWTQM*H ft Office of Nuclear Reactor Regulatlofii Director 
80/05/23 2pp 


— 0Q060205S4 “Detailed Responses to Narine Review Committee Rept " 
* Radiological Assesetnent Drench 80/09/23 I3pp 


—8006020999 "Rad i o 1 o g i ca 1 Effluent Tech Specs for PWRs " 
« Commission NOREQ-0472 90/02/01 90pp 


— 800602-0566 Informs NRC that CA Coastal Commission found program for 
monitoring radiological discharges from facilities to be 
grossly inadequate Requests that NRC uorlr ^/Southern CA 
Edison to correct deficiencies in monitoring program 
FISCHER, M L CaliforniOi State of 80/01/10 Ip 


B006030373 Forwards results of investigation of anchorage of safety- 
related electrical equipment 

8ASKIM.K P Southern California Edison Co 80/05/23 6pp 


8006030439 Responds to NRC 000417 Itr requesting addl info re SEP Topic 
Vl-4 Containment iSDlation sys is being modified during 
current refueling outage In/o uiU be provided by B00609 
DASKINjK P Southern CaUfornta Edison Co 80/05/23 Ip 


8006110431 Forwards requests for add! info for review uf FSAR Approval 
of CENPD-178 re methods for determining fuel assembly loads 
has been suspondad pending receipt of addl info from C-E 
GCHUENCER.A Licensing Branch 3 00/05/23 12pp 


0006170221 Notifies that Project Manager T Nambach is coordinating 
licensing ac ti v i t i as, a s result of raorgani lat in within 
Ofc of Nuclear Reactor Regulation Description of new 
organization enc 1 

CRUTCHFIELD, D Operating Reactors Bra-nch 5 60/06/02 32pp 


800630023-0 Forwards request for addl info re SEP Topic VI-4, containment 
purge 1< venting Response requested within 30 days 
CRUTCHFIELD, D Operating Reactors Branch 5 80/06/12 4pp 


80&619DS84 Discusses completed review of NRC 8005D7 Itr forwarding 
five addl Items resulting from post~TMI reviews Forwards 
commitments to meet Implementat ion requi raiments for Items 
1-9 

RASKIN, K P Southern California Edison Co 60/06/13 7pp 


8006200464 Forwards info re environ qualification of safety-related 
electrical equlpnient per NRC GD0306 6 28 requests Info 
Idcntlfted not available for Inclusion in submittal will b« 
provided In approprlata revisions 

BASKIN, K P Southern California Edison Co. 60/06/10 94pp 


Q Inspection reports, IE Bulletins 6 correspondence 


8006200056 Forwards IE Circular 80-13, “Grid Strap Damage In 
Nestlnghouse Fuel Assemblies “ No written response required 
ENOELREN, R H Region 5, San Francisco, Office of the Director 
80/05/20 ip 


0006100295 Act receipt of 800013 Itr informing NRC of steps taVen to 
correct violations noted In IE Insp Rept 50-206/00-09 
CREVI8, J L Region 5, Ban Francisco, Reactor Operations Nuclear 
Support Branch 80/06/02 ip 


—8006100301 Responds to NRC 800421 Itr re violations noted in IE Insp 
Rept 50-206/80-09 Corrective actions emergency operating 
instruction 6-3-5 34 revised U training for operators 
conducted 

PAPAY,L T Southern California Edison Co BO/05/13 5pp 


—8006180305 Forwards IE Insp Rept 50-206/80-09 on 800301-0404 tn notice 
of violation 

CRENS, J L Region 5, San Francisco< Reactor Operations Nuclear 
Support Branch 60/04/21 2pp 


--8006100310 Notice of violation from insp on 800301-0404 

* Region 5, San Francisco, Office of the Director 80/04/16 

2pp 


—0006180314 IE Insp Rept S0-206/B0-09 on 000301-0404 Noncomp 1 lance 
noted failure to follow emergency procedure 6 oporation 
outside limiting condition for operation 

FAULKENOERRV, 0 Region 5, San Francisco, Reactor Operations 
N-uclear Support Branch HILLERiL Region 5i San Francisco, Office 
of the Director 60/04/16 12pp 


9006190497 Submits results of Westinghouse ultrasonic insp of low 
pressure turbine discs during Spring 1980 refueling outage 
Disc 5 displayed tangential aim indication m bore area at 
balance hole 13 Turbines to be returned to normal operation 
BASKiNiK P Southern California Edison Co 80/06/05 Ip 


8006270194 Forwards results of steam generator insps 

BASKIN, K P Southern California Edison Co 80/06/24 4pp 


R Periodic operating reports L related correspondence 


8006160011 Forwards monthly operating rept for Hay 1980 

CURRAN, J H Southern California Edison Co 80/06/09 Ip 


— 80-06160013 Honthly operating rept for May i960 

JOY, J H Southern California Edison Co 00/06/09 5pp 


S Reportable occurrences, LERs it related correspondence 


9006060297 Forwards LER 80-0 19/01 T-0 

OTTQSON,H L Southern California Edison Co 80/05/22 2pp 


—8006060307 LER aO-Ol9/OlT-0 on B00510, during insp re IE Bulletin 79-14, 
U-bolt support missing on RHR cooling water return line 
Subsequent analysis showed seismic stresses excessive w/o 
support New support installed 800510 

CURRAN, J M Southern Calilurnia Edison Co 80/05/22 Ip 


8006030430 Forwards LER 0O-oaO/OtT-O 

DTTQSON, H L Southern California Edison Co 80/05/20 2pp 


— 8006030438 LER 80-020/01T— O on 800513, two failed hydraulic shock swai 
suppressors found during functional testing performance 
Caused by operator error it excessive hydraulic fluid 
leakage, leading to abnormal wear 

CURRAN, J H Southern California Edison Co 00/05/28 Ip 


0006030420 Forwards LER 00-024/0 I T-0 

QTTOBON, H L Southern California Edison Co 00/05/29 2pp 


- — 8Q06030434 LER 0O-O24/O1T-O on 800516, while performing radiographic 
exams of selected main steam lines inside conta Inment, f our 
welds were found w/ind ications consisting of slag 
inclusions, poros ity ^/or lack of penetration 
CURRAN, J M Southern California Edison Co 00/05/29 Ip 


0006030513 Forwards LER 00-021/01 T-0 

OTTOSDN, H L Southern California Edison Co 00/05/29 2pp 



DOCKETED ITEMS 


21 


—-0006030917 LER 60-02i/01T-0 on B00519< mh 1 lo conducting visual 
Bnaminations foedwatcr sys par IE Bulletin 79-13i throe 
daficient supports were identified Caused by broken rod 
hanger clamp 8« deformed guide Supports will be repaired 
CURRANj J f1 Southern California Edison Co 00/03/29 ip 


0006180099 Comments on AQ repfc to Congress for f^rst quarter CVHO 
Suggests change of luording re salttuator cooling syt pumps 
MICHELSDNiC Director's Office SO/06/04 Ip 


B006120286 Forwards LER 80-025/99X-0 

OTTOaON* H L Southern California Edison Co 00/06/06 2pp 


— 8006120290 LER G0“029/99X~0 on B0050S< during dye penetrant insp of 
reactor coolant pump flywheel bores in refueling outagei 
linear Indications found in welds Cause unstated Helds in 
bore of flywheels installed to prevent relative motion 
CURRANj J M Southern California Edison Co 60/06/06 Ip 


8006200024 Final Fart 21 rept re mined heat of stoel supplied by US 
Steel from which 4-inch elbows tt 2’'inch tees were mfg to 
A234HnB requirement Inves ti gat i ons conducted l< closed at 
46 listed facilities 

SEAY.J L Chomtron Carp . Tube Turns Olv 80/06/06 3pp 


B006130210 Forwards LER 0O-O26/O1T-O ^ rept re automatic initiation of 
auxiliary feedwater sys.per 800513 meeting w/NRC 
DASKIN/K P Southern California Edison Co 80/06/10 3pp 


“-8006 130216 LER BO-026/01T-0 on 000609# prel imlnary results of main 
steam line break accident scenarios to determine containment 
response required corrective actions to reduce calculated 
peak containment pressures Rept re 000313 meeting end 
CURRANi J M 9outhern California Edison Co 60/06/09 40pp 


8006230313 Forwards LER QO-023/03L-0 

QTT09QN# H L Southern California Edison Co 60/06/18 2pp 


■”"8006230323 LER 80-023/03L-0 on 600323# dur ing refueling outage# flaw 
detected extending below min wall thickness in heat 
exchanger E-20D Caused by improper clearance of previously 
repaired flaw Flaw repaired 

CURRAN# J M Southern California Edison Co 80/06/16 Ip 


DOCKET S0-20a CQLUNflIA UN IV RESEARCH REACTOR 


F Security# medical# emergency S# fire protection plans 


0006090392 Notifies 'that univ lacks security plans bringing physical 
protection to level consistent w/current rules U 
regulations Blnce no SNM or 8SNN is associated w/llcense# 
measures for physical protection were not initiated 
L0RI0#P M Columbia Unlv 60/03/30 Ip 


DOCKET 50-213 HADDAH NECK PLANT 


F Security# medical# emergency it fire protection plans 


8006060426 Forwards request for addl infe ro facilities' emergency 
plant Plans should be evaluated against NURCO-0654 & end 
comments by 800630 

CRUTCHriLCDi D M Operating Reactors Branch 3 60/09/12 36pp 


6006090407 Forwards proposed rule entitled# “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 *' Rule 
adds new Section 50,46 it App R to lOCFRSO it is expected 
to be published in FR by end of May. 

E16ENHUT#D 0 Division of Licensing 80/03/19 46pp 


6006130063 Forwards revised Pages 1-14 new Page 14a for proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101#'* transmitted by NRC B00919 
Itr Page 14a not end 

E1&ENHUT#D O Division of Licensing 80/03/22 73pp 


8006060367 Submits info to reaffirm adequacy of current fire protection 
plans to fulfill 6ER c ommi tments. One oversize drawing end 
COUNSILfW.O Northeast Nuclear Energy Co <subs of Northeast 
Utilities) COUN8IL#H.O Connecticut Yankee Atomic Power Co 
80/03/29 Qpp 


P Operating license stage documents ^ correspondence 


8006050486 Advises that 000421 request for change in spent fuel route 
has been roviewod approved Pages describing detour route 
for "Bpent Fuel Route Survey" insertion withheld 
(ref 10CFR2 790) 

MCCORKLE# 0 U Physical Security Licensing Branch 80/04/23 Ip 


8006090165 Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning# 1 i cens ing exams i. licensee d issemination 
of operating experiences Response requested within 30 days 
EISENHUT#D 0 Division of Licensing 80/03/07 iSOpp 


8006250180 Forwards NUREO-0654, Vol I 1 1 fc NUREO-0611 W/o end 
CRUTCHFIELD. D Operating Reactors Branch 5 80/03/16 2pp 


8006130122 Requests comments on NUREG~0577# "Potential for Lou Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator h 
Reactor Coolant Pump Supports " Proposed review procedure J< 
implementation schedule end 

EI8ENH0T. D G Division of Licensing 80/05/19 72pp 


8006020203 Application to amend License DPR~65 by incorporating 
revisions to Tech Specs for Millstone 2 in response to NRC 
800410 request Proposed changes are necessary for safe 
operation of facility Millstone 2 is only unit w/Tech Specs 
COl/NSILi U 0 Connecticut Yankee Atomic Power Co COUNSlLrW G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
BO/OS/21 3pp 


— 6006020211 Proposed revisions to Tech Specs for Millstone 2# 
incorporating requirements of NRC 000410 Itr to all power 
reactor licensees 

s Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/05/31 7pp 


6006110237 Forwards "Environ Qualification of Electrical Equipment" 
in response to NRC requests Responds to five items 
Identified in NRC Q00306 Itr containing environ 
qualification program schedule Component worksheets tncl 
GQUNSiLrH G Connecticut Yankee Atomic Power Co 80/06/02 204pp 


8006190402 Notifies that licensing activities are being coordinated by 
R Caruso# due to reorgani lation of Qfc of Nuclear Reactor 
Regulation Forwards description of reorgani lation 
CRUTCHFIELD# D Operating Reactors Branch 5 BO/06/02 35pp 


8006130329 Reconfirms that all possible boron dilution paths evaluated 
in response to NRC 800423 Itr Worst case allows 31 9 minutes 
bo rocogniie & terminate dilution flow 

C0UN3IL#W 0 Connecticut Yankee Atomic Power Co 00/06/04 2pp 


8006130316 Notifies that Info re transient & accident analysis is 
provided by WCAP-969l< in response to NRC 791030 Hr NRC 
800317 requests conflict w/verbal agreement re scope of 
NURE0-0S78 Requirement 2 1 9(c) No further action planned 
C0UNS1L#N 0 Connecticut Yankee Atomic Power Co 80/06/06 2pp 


0006190437 Forwards info ro five addl TMI-2 related requirements 
applying to operating reactors per 800907 request Integrated 
assessment of collective impact of all requirements should 
be conducted 

C0UN8IL#W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) cauN8IL#W G Connecticut Yankee Atomic Power Co 
80/06/10 30pp 


8006200496 Responds to open items noted in NRC 800117 Itr re 
requirements for auxiliary feedwater sys Each feedwater 
train will have two operators verifying proper valve 
alignment New level instrumentation sys installed by 810101 
C0UN8IL#U 0 Connecticut Yankee Atomic Power Co 60/06/10 2pp 


8006270198 Responds to 800418 questions re 8EP Topic XV-16 j rad lological 
consequences of small tines carrying primary coolant outside 
containment No completely sealed areas exist where break 
might occur 

CQUNSILiN 0 Connecticut Yankee Atomic Power Co 80/06/20 4pp 


6006300383 Responds to NRC 900214 Itr re request for 8EP references to 
docketed info Addresses topic number# title & listing of 
references identified to date List does not reflect 
exhaustive review of docketed correspondence 

COUNSlLiW G Connecticut Yankee Atomic Power Co C0UNaiL#W. 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

60/06/23 14pp 


6006200371 Ruquesti end emergency change to route approved by NRG 
800331 Itr Change necessary due to portion of route being 
closed for malnt.Encl withheld (ref iOCFR2 790). 

COUNSILiW 0 Connecticut Yankee Atomic Power Co 80/04/21. Ip. 
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DOCKETED ITEMS 


Q InifiRctlon reports, IE QuHetlni h correspondence 


Q0060?0t91 Forwarilt IE Investigation Rapt SO-S^a/QO-iZ on QOD305-07 & 
19-20^111 response to alleg^itlDns ra illegal shipments of 
spent fuel 

MARTIN. U 0 Region l> PhiUdolphia. Safeguards Branch 1O/04/1Q 

ip 


--0006090 19fi IE Investigation Rept 50-293/60-12 on 800305-07 & 19-20 No 
noncamp 1 1 once noted Ma|pr areas inspected examination of 
pertinent documents records & physical inventory- of all 
fuel assemblies 

KEHOE.D. I RQBERTSiK Region 1. F>hi Udclph ia, Office of the 
Director JOYNER, J H Region I, Ph i lade 1 phlai Safeguards Branch 
00/04/lfr t2pp 


8006240017 Responds to lE Bulletin 00-05 re vacuum condition resulting 
In damage to chemical vol contrnl sys holdup tanks Ravieu 
determined adectuate vacuum protection exists on those sys 
for which tank damage could occur 

CQUN8IL, H 0 Connecticut Yontee Atomic Power Co Q0/05/2t 4pp 


Qi00624'0611 Ack receipt of 800508 Itr informing NRC of incorrect 
statements made in IE Insp Kept 30-293/80-12 Corrected pages 
end If/o ehcl 

MARTIN, U 0 Region 1. Pb i ladelph la. Safeguards Branch 80/05/22 

tp 


— 8006240617 Responds to NRC G00410 Itr Northeast Nuclear Energy Co 
Incorrectly identified a> util licensed to operate Haddam 
Neck Plant 

C0UN81L, W 0 . SWlTZERrD C Northeast Nuclear Energy Co. isuts of 
Northeast Utilities) 80/05/08 2 pp 


8006090405 Forwards IE Circular HO-13, "Or id Strap Damage In 
Nestinghouss Fuel Assemblies " No written rssponse Teq.uired 
ORIBRfO n Region 1, PhiladelpMar Office of the Director 
80/05/28 1 p 


8006300420 RO eo-lO/lP on B00621* while performing reviews of Category 
1, f Ive seismic type supports found missing from two separate 
high pressure safety injection lines Three addl supports 
found jeopardliing sys operability Supports to h* replaced 
GRAVES • R H Connecticut Yankee Atomic Power Co 80/06/23 Ip 


DOCKET SO-219 OYSTER CREEK NUCLEAR POUER PLANT 


6006300441 Forwards Endorsements 54 It SS to MAELU Policy MF-44 

G£flETY,H F General Public Utilities - OPU Service Corp BO/06/23 

3pp 


F Security, medical, emergency & fire protection plans 


6006040128 Forwards comments re 800817 submittal of guard training 
qualification plan Response requested within 30 days 
Comments withheld (ref 10CFR2 790) 

CRUTCHFIELD, & Operating Reactors Branch 5 60/05/07 2pp 


6006190073 Responds to 800516 telcon re NRG concerns for emergency 
readiness at facility Lists action to be undertaken It 
completed by end of current outage 

GRIER, 8 H Region 1, Philadelphia, Office of the Director 
00/05/16 2pp 


S006090467 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 ” Rule 
adds new Section SO 40 4. App R to 10-CFR5O l< is expected 
to be published in FR by end of May 

EI8ENHUT. D 0 Division of Licensing 00/05/19 46pp 


6006130063 Forwards revised Pages 1-14 & new Page 14 b for proposed 
role 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 800319 
Itr Page 14a not end 

EISENKUT, D O Division of Licensing 80/05/22 73pp 


R Periodic operating reports 4 related correspondence 


B006170S26 Forwards monthly operating rept for Kay 1980 

ORAVEBi R H Connecticut Yankee Atomic Power Co 60/06/12 ip 

—6006170520 Month ly operating rept for May 1980 

» Connsctlcut Yankee Atomic Power Co GO/06/06 lOpp 


6006090249 Forwards Revision t to safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

FINFHOCK, I R Jersey Central Power V Light Co 80/06/03 Ip 


0OO63OO3S6 N-otifles that revised security officer training & 
qualification plan will be submitted by 600630 in response 
to NRC request received on 000319 

riNFROCK. I R Jersey Central Power It Light Co 60/06/23 Ip 


3 Reportable occurrences, LEfls l( related correspondence 


H General correspondence 


6006120270 RQ uMU performing leak rate testinar6La acceptance 
criteria exceeded Cause not stated Followup rep* will be 
provided within 14 days 

GRAVES, fl H Cannecticut Yankee Atomic Power Co 60/05/17 Ip 


8006240297 Forwards ETS/NR/ 50-2 13/80-04 

GRAVES, W H Connecticut Venkee Atomic Power Co. 80/05/26 Ip 


—8006240301 ETa/NR/50-2l3/SO-04 during first quarbor 1980r tritium 
activity level In water exceeded ETS limit Caused by high 
release of radioactive liquid discharge prior to refueling 
shutdown Reporting requirements revised 
■s Connecticut Yankee Atomic Power Co 80/05/28 2pp. 


6006030510 Forwards LER a0-0O9/OlT-0 

GRAVES, R.H Connecticut Vankee Atomic Power Co 80/05/30, Ip 


800612OSOB Forwards Qccan County, NJ Freeholder, RA Gasser, 6D050B 
mallgram expressing concerns to adequacy of repairs being 
mads at facility NRC should directly contact county 
officials ui/response 

HUGHES, M.J House of Rep 0O/O5/L4 2pp 


6006300691 Responds to 60030B mallgram to Congressman Hughes re 
adequacy of spray sparger repairs Repairs evaluated in end 
safety evaluation to Amend 47 to License DPR-16 N/o end 
DENTON.H R Office ojP Nuclear Reactor Regulation, Director 
80/06/33 4pp 


— 80G6300693 Forwards RA Gasser 600508 mailgram re adequacy of spray 
sparger repairs, for response 
HJOHES.M J House of Rep 60/05/14 3pp 


J Iniurenctt It Indemnity information 


— 6006030510 LEft SO-009/01T-0 on Q00516, while performing local leak rata 
teatlng I leakage rate exceeded Tech Spec limits Caused by 
failure qf component cooling water check valve due to warped 
seating surface Surfaces reworked , 

TH0MA3, R H Connecticut Yankee Atomic Power Co BO/05/30. Lp 


8006240490 Forwards Endorsements 69.69 t 70 to NELIA policy NF-164 
OERETV, H F General Public Utilities - OPU Service Corp BO/06/19 
4pp 


6006130270 RO during eddy current testing of Steam generators 1 l< 2, 
two tubes in steam generator 2 exceeded plugging limit of 
30Vt walk degradation Addl insp performed 8 ho further 
defects discovered t 

0RAVE8, R.H Connecticut Yankee Atomic Power Co 00/06/05 tp 


0006120373 RD 50-213/80-09 -bn 0005-20, wh 1 1 e venting vol control tank tq 
waste gas sys, unplanned release of Xe-133 occurred Caused by 
Inadequate capacity in waste gas tank to handle vol control 
tank vent Study of vol control vent design inltlatsd 
GRAVES, R.H Connecticut Yankee Atomic Power Co 80/06/06 2pp 


P Operating License stage documents & correspondence 


6006020S86 Advises that 791004 proposal for spent reactor fuel shipment 
route meets requirements of I0CFR73 37 w/exceptlon of areas 
covered by enclosed replacements Encli withheld 
I ref 10CFH2 790) 

MCCDRKLE.GM Physical Becurlty Licensing Branch 80/04/16 2pp 


6006090169 Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TUI Action Plan Include 
shift manning, licensing exams L licensee dissemination 
of operating experiences Response requested within 30 days 
eiBENHUT, DO. Division of Licensing. 60/05/07 ISOpp 
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0006030514 Sufptnary of 0OO4S2-S3 meotirtg u/Martc I ouners group in Son 
JotoiCA rc confirmatory analysis I, ts«ting programs 
concarnlng Mark I containmont lang-tsrm program 

GRIMESjC 1 Assistant Director for Plant Systems 90/05/09 Spp 

0006250037 Forwards NUnEO-0654, Vo 1 I «* 11 & NUREO-0626 for info 
U/o tncl 

CRUTCHFIELD, D Operating Reactors Branch 5 00/05/16 2pp 


0006130122 Retiuests comments on NUReO-0577» "Potential for Low Fracture 
Toughness it Lamellar Tearing on PUR Steam Generator & 

Reactor Coolant Pomp Supports " Proposed review procedure 4c 
implementation schedule end 

EIBENHUT, D 0 Division of Licensing 00/03/19 72pp 


0006030009 Po'rwards Tech Spec Change Request 06 for License DPR-16 
Glass 11 f «9 end 

FINFRQCK, I R Jersey Central Power 4« Light Co 00/09/22 Ip 


— 0006030012 Application for Tech Spec Change Request 06 for License 
DPR~16 Certificate of Bvc 4. util 800522 Itr to Lacey 
Township enc 1 

FiNrRQCK, I R Jersey Central Power 4i Light Co BO/05/22 3pp 


■"-8006030014 Tech Spec Change Request 06 revising Section 1 1 definition 
of "operable" 4^ adding Section 3 re general limiting 
conditions for operation 

» Jersey Central Power 4i Light Co 60/05/22 6pp 


0006090335 Responds to NRC 000214 Itr requesting docketed info re 
certain 5EP topics 

NAOALi Y Jersey Central Power 4( Light Co 00/06/02 2pp 


0006230263 Ratifies that facility licensing activities are being 
coordinated by U Paulson* due to reorgani lat Ion of Ofc of 
Nuclear Reactor Regulation Forwards description of 
reorganization 

CRUTCHFIELD# D Operating Reactors Branch 5 00/06/02 35pp 


8006190604 Forwards adcfl info re 8EP Topic 11I~6, "Seismic Design 
Cone 1 dera tion, " in response to NRC request JA Dlume 4( 
Associates, "Seismic Reanalyils of Buried Emergency Bvc 
Ualer Lines# " enc 1 

NAGAI,Y Jersey Central Power 4^ Light Co 80/06/03 7pp 


—8006190612 "Seismic Reanalysls of Buried Emergency 6vc Water Lines " 
* John A fllume 4i Associates, Engineers (subs UR8 Corp ) 
79/12/19 t6pp 


0006300604 Ltr to all 8WR licensees forwarding "For Comment" edition 
of NUREO-0619, "BWR Feedwater Nozzle 4: Control Rod Drive 
Return Line Nozzle Cracking " Comments will be evaluated by 
NRG prior to final Implementation W/o end 
EISBNHUTrD 0 Division of Licensing 00/06/05 22pp 


0006170496 Submits further info re implementation of NUREG-057e 
Description of upgrade of containment vent U nitrogen purge 
syi, results of release pathwayfs design review 4( info re 
plant shielding review end 

FINFROCR, I R Jersey Central Power It Light Co 00/06/10 13pp 


0006160423 Requests permission to complete mods during 1901 fall outage 
beginning no later than 811130 End list of mods completed 
Plant'-un i que test on safety relief valve discharge device U 
vacuum breakers performed Four-month extension justified. 
FINFROCKrl.R Jersey Central Power 4, Light Co 80/06/U 2pp 


0 Inspection reports, IE Bulletins 4i correspondence 


8006020176 Forwards IE Insp Rept 90-219/00-09 on BOOaU-14 No 
noncompliance noted 

BRUNNER, E J Region 1, Ph 1 ladelph ia. Reactor Operations Nuclear 
Support Branch 00/04/09 2pp 


—0006020180 IE Insp Rept 50-219/80-09 on 000311-14, No noncompllance 
noted Major areas inspected inservice insp data review 
meet ing# p lent tour U followup on regional request, 

KElKlOi R R Region li Ph I tadelph ia, Reactor Gperetions Nuclear 
Support Branch. BRI008, L , WALTON,© Region i, Philadelphia, 
Office of the Director 00/04/04 6pp 

0OO62OOO9O Forwards IE Circular 0O-O8i "BWR Tech Spec incone istency - 
Reactor Protection 8ys Response Time," No written response 
required 

DRIER, B.H. Region 1, Philadelphia, Office of the Director 
80/04/18 ip 


0006020467 Responds to lE Bulletin 80-09, "Hydramotor Actuator 
Deficiencies " Review of valve list Indicates that no AH-90 
or NH-90 series hydramotor valve actuators are used in any 
safety/nonsaf ety-rolatod sys at facility 

ROSSi D A Jersey Central Power 4 Light Co BO/05/09 Ip 


0006270403 Forwards IE Insp Rept 50-219/80-14 on 800410 No 
noncompliance noted 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility 4 Materials Safety 
Branch BO/05/12 2pp 


—8006270406 IE Insp Rept 50-219/00-14 on 800418 No noncompliance noted 
Major areas inspected status of radiation protection 
commitments 

KNAPP, P J . NIHITZ.R L Region 1. Ph i lade 1 ph 1 a, Office of the 
Director 80/05/09 36pp 


8006190140 Forwards IE Mgt Meeting Rept 50-219/80-16 on 800429 
ORIER, B H Region I, Ph i ladelph ia. Office of the Director 
80/05/23 2pp 


— 8006190153 IE Mgt Meeting Rept 50-219/80-18 Areas discussed licensee 
corrective actions arising from insp find ings, radiation 
protection concerns resulting from recent insp 4, actions to 
Improve overall mgt controls 

DR100B,L E , KNAPP, P j Region I, Philadelphia, Office of the 
Director KEIMIGrR R Region I, Ph 1 ladelph ia. Reactor Operations 
Nuclear Support Branch 80/05/20 0pp 


8006250007 Ack receipt of 800509 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/00-12 Ltr 
withheld <ref 10CFR2 790> 

MARTlNiWG Region 1, Philadelphia, Safeguards Branch 00/05/27 
4P 


— 8006290013 Forwards lE Insp Rept 50-219/80-12 on 800325-20 & notice 
of violation Notice of violation withheld (ref 10CFR2 790> 

MARTIN W Q Region 1, Philadelphia, Bafeguards Branch 00/04/16 

2pp 


—0006250017 IE Insp Rept 90-219/80-12 on 800329-28 Noncompllance noted- 
failure to follow Procedure 1002 3rSNM inventory Details 
withheld (ref 10CFR2 790) 

JOYNER, J H , SUMMERSrR Region 1, Philadelphia, Safeguards Branch 
BO/04/14 Ip 


B0062700B4 Forwards IE Insp Rept 50-219/79-25 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/06/05 Ip 


—8006270090 IE Insp Rept 50-219/79-29 re 000605 mgt meeting to 
discuss NRC concerns resulting from Radiation Protection 
Insp 50-219/79-07 Discussed licensee immediate corrective 
actions It long-term plans 

NIKlTZiR L Region 1, Philadelphia, Office of the Director 
SKlTHrO M Region 1, Phi ladelph la. Fuel Facility It Materials 
Safety Branch 80/05/27 22pp 


n Periodic operating reports 4, related correspondence 


0006200455 Forwards monthly operating rept for May 1980 
ROaSrD A Jersey Central Power U Light Co 80/06/13 ip 


— 6006200458 Monthly operating rept for May 1980 

MCCLAIN, C M Jersey Central Power U Light Co 80/06/04 lOpp 


8 Reportable occurrences, LERs h related correspondence 


8006060196 Forwards RQ ao-17-lP re possibility of removal of more than 
one control rod w/surrounding fuel 

CARROLL, J T Jersey Central Power 4 Light Co 00/09/16 Ip 


— 8006060163 RO 00-17-lP on 000516, during refueling shutdown, control rod 
Interference checks revealed that rod block bypass jumpers 
were not removed during control blade rep lacement, resulting 
in possible removal of control rods w/surrounding fuel 
PlCKEia8EN,K 0 , MCJLNAR.J Jersey Central Power U Light Co 

80/05/16 2pp 


8006040337 PNO- 1 -80-002, on B00S21, one worker received 2-lnch 
contaminated cut measured at 80 counts per minute Worker 
treated medically State of NJ notified No press raleases 
planned 

NIMITZ, R, , KNAPPrP , CAPHTON, D Region I, Phi ladelphia. Office of 
the Director 80/09/22 Ip. 


8006030444 Forwards LER 00 - 016 / 01 T-0 

RD88,D A Jersey Central Power 4t Light Co 80/09/23 Ip 
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—{3004030450 (_ER BO-Ol6/OtT-0 on B00512*utU recojnlied that 000420 
dltcov^rif of <J«fectlvB pressure luitchiPSL Di consti t utpd 
inmedi-Ato rept Caused b(j cacVed teflon actuator Siiritch 
removed h. uill be replaced 

R0SS< D A Jersey Central Pouer U Light Co 60/05/23 3pp 


B00h0fe04l? Foruerds LER BO-01 7/0 1 T-0 

RQSStD A Jersey Central Poujer K Light Co ^ 60/05/30 ip 


--800AOf)0424 LER 80-017/01T-0 on 600516>uhile performing control rod 
interference chec k.s« gr een-'gT een rod position indication 
reinavntd illuminated uihile ui thdrauing rod 10-23 Caufed by 
operator t* procedure in bypass Kt component failure 
ROSS# D A Jersey Central Pouer t; Light Co 60/05/30 3pp 


8004140016 Forcuardi LER 90-Oie/03L-0 

FIKFRDCK, I R Jersey Central Po^^er 4 Light Co 30/04/05 Ip 


-^8006140021 LER 80-016/03L-0 on 800507# during monthly surveillance 
testing of reactor high pressure scram sensors# RE030 
found to be less conservative than specified Caused by 
sensor repeatability Sensor reset 

ROSS# 0 A Jersey Central Power 4» Light Co 00/04/05 3pp 


8006140050 Foruards revised LER 60-001/01T-1 

FlNFftOCl^#T R Jersey Central Pawer b Light Co 60/06/05 Ip 


--0OO614OO55 Revited LER eo-OOl/OlT-l on 800105. uhi le performing 
electramatic relief valve operability test* valve failed to 
open Caused by improper staking of grub screu during 
assembly Retainer ring replaced 

ROSS. D A Jersey Central Power & Light Co 80/06/05 4pp 


8006140090 Forward* revised LER SO-002/03L-i 

FlhFROCK* I R Jersey Cii-ntral Power k Light Co 60/06/05 Ip 


—0006160034 Revl ied LER 80-002/03L-1 on 8001 i4> dur ing fuel bundle clip 
insp prior to fuel ^'sipping#' fuel bundle UD3-0S3 was 
misoriented 4 not prapfrly seated in core cell Caused by 
personnel error L inadequate procedures Procedures revised 
R0SS»D A Jersey Central Power L Light Co 00/06/05 4pp 


8004120294 Forwards RO 50~219/80-ao-lP 

CARROLL. J T Jersey Central Power 6 Light Co 60/06/06 Ip 


— 6006120297 RO SO-219/30-20- 1 P on 800405# fo 1 1 owing insp of fire barrier, 
several penetrations found in degraded condition Caused by 
delay in performing further rire watches attributed to 
personnel error Fire watch being conducted 

GUINTENZ. T E Jersey Central Power & Light Co 60/06/06 2pp 


6006190453 RO on 800502# dur 1 ng routine surveillance testing of 
isolation condenser initiation pressure swi tchcs# false high 
pressure signal caused reactor scram Caused by opening of 
gauge valve Mod performed on instrument line 

FEUFROCK. I R Jersey Central Power L Light Co 80/06/14 2pp 


S006240497 Forwards updated LER S0-013/OIT-1 

ROSS. 0 A Carolina Power & Light Co 80/06/16 ip 


--0006240502 Updated LER e0--0l3/0l T-1 on 800309# f ire suppression water 
sys removed from sve to replace diesel pump l-l discharge 
valve V-9-4/ due to crack in valve body Caused by eicesaive 
stress between flange ft. valve due to increased vibration 
ROSSi D A Carolina Pouer t. Light Co 60/04/16 2pp 


8004240185 Forwards LER eo~0|i9/03L-0 

RQSSjD a Jertey Central Pawer L Light Co 60/06/17 ip 


'’-8004240107 LER SO-OI9/<(3L-0 on 800517. dur ing leak rate reduction 
pTogratn.sefe pressum for two core spray sys relief valves 
were found to be incorrect Caused by component failure 
Setpoints for relief calves reset 

ROSS.D A Jersey Central Power L Light Co 30/06/17 3pp 


800*260171 Forwards LER 30-020/OiT-0 

ROSS, 0 A Jersey Central Power It Light Co 60/06/16 Ip 


B00626017S LER eO-020/'OlT-0 on 800405# fo llouinig insp of fire barriers 
protecting safety-related areas* several penetrations found 
in degraded condition Caused by deficiencies in installation 
specs ft. perscTinel error re delay in establishing watches 
ROSS*D A Jersey Central Power ftt Light Co 80/06/18 3pp 


0006270299 Forwards reviled LER 79-G26/03L-1 

ROSS# D A Jersey Central Power ft- Light Co 80/06/20 Ip 


— B004270303 Revised LER 79-026/03L-1 on 790B07. while eicavating to make 
repairs on equipment drain tank line. leak discovered in 
laundry tank discharge pipe Apparently caused by component 
failure Line repaired 

ROBS# D A Jersey Central Power ?< Light Co 00/06/20 3pp 


0006300474 Forwards LER aO-010/03L-i 

R053, D A Jersey Central Power ft* Light Co 60/04/20 Ip 


—0004300477 LER 60-010/03U-1 nn 790417, excavation wa* started to repair 
leak near inside penetration within pipe tunnel Activity was 
detected in soil near DEDT line DEDT line rerouted on 
000316 Line uil 1 1 be repaired 

ROBSrD A Jersey Central Power ft. Light Co 80/04/20 3pp 


0006300472 Forwards LER 80-023/03L-0 

FINFROCK#l R Jersey Central Power ft# Light Co 00/06/23, Ip 


— 6006300492 LER 0O-O23/O3L-O on 000523. prior to inservlee insp reactor 
vessel hydro# testing revealed that electromatic relief valve 
high pressure sensor 1A63D exceeded Tech Spec setpoint 
Qo B00531 , sensor lASSF found to exceed letpolnt 
ROSS. D A Jersey Central Power ft. Light Co 80/04/23 3pp 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION# UNIT 1 


F Security# medical# emergency ft fire protection plans 


8006090497 Forwards proposed rule entitled. “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
add* new Section SO 48 ^ App R to lOCFRSO ft i* expected 
to be published in FR by en-d or Nay 

EiaENHUT#D 0 Division of Licensing 00/05/19 46pp 


6006130063 Forwards revised Pages 1-14 ft» new Page 14a for proposed 
rule lOCFRSO 'Tire Protection Program for Nuqloar Power 
Plants Operating Prior to 790101#" transmitted by NRC 000519 
Itr Page I4a not encl 

E18ENHUT. D 0 Division of Licensing 80/05/22 73pp 


6006190039 Requests part ic ipa t ion in NRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces ft# prac t ices# me lud ing visit to 
facility to interview security mgt personnel 
tPPOLlTQiT A Operating Reactors Dranch 2 80/04/03 2pp 


6006190475 Forwards sys description ft. drawings for proposed sprinkler 
protection of cable trays, in response to NRC 790724 Itr 
Concurrence requested by 600715 Drawings available In 
Central Files only 

DIEE.D P Niagara Mohawk Power Corp 80/06/10 Ip 


J Insurance ft indemnity information 


6004110241 Forwards Endorsement 70 to NELIA Policy NF-161 
RUSKKORE. J W Niagara Mohawk Power Corp 00/06/04 2pp 


0006110253 Forwards Endorsement 59 to MAELL) Policy MF-44 
RU8HM0RE. J M Niagara Mohawk Power Corp 80/04/04 2pp 


P Operating license stage documents ft correspondence 


6006030590 Responds tq NRC request for info ro plans to shut down 
margin testing ft eiaminations of highly exposed control 
blades Shutdown test performed in Spring 1979 Similiar test 
to be performed during failure cycles 

LEMP0ES#T E Niagara Mohawk Power Corp 00/05/02 2pp 


8006090145 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requiroments for TNI Action Plan include 
shift manning. 1 Icenslng exams ft. licensee J Issemination 
of operating esperionces Response requested within 30 days 
EISENHUT. D 0 Division of Licensing 00/00/07 lOOpp 


8006030514 Summary of 000422-S3 meeting w/Marb 1 owners group in San 
Jose.CA re confirmatory analysis ft testing programs 
concerning Harit I containment long-term program 

GRIMES, C I Assistant Dirottor for Plant Systems 0O/OS/O9 app 


6006130122 Requests comments on NUREO-0577# “Potential for Low Fracture 
Toughness ft Lamellar Tearing on PWR Steam Oenorator ft. 

Reactor Coolant Pump Supports '* Proposed review proceduro ft 
implementation schedule end, 

EI8ENHIJT#D 0 Division of Licensing 80/03/19 72pp 
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800i6030471 Forward* containment vonfc 6t purge eye info tt drawings, in 
response to NRC 8004SS > tr Drawings available In Central 
Files only 

RHODE. 0 K Niagara Mohawk Power Corp 60/05/29 2pp 


0OOi6O6O384 Responds to 800219 4 0509 re<iuests for review of plant 
geotechnical investigations Util should evaluate aafety 
implications of crack in reactor bldg north wall 

WILKINSON. T A Army. Dept of. Corps of Engineers SO/OS/30 3pp 


BO06300604 Ltr to all QWR licensees forwarding "For Comment" edition 
of NUftEO'06i9, "DNfl Feedwater Noiile i< Control Rod Drive 
Return Line Noiile Cracking " Comments will be evaluated by 
NRC prior to final implementation W/o one 1 
EISENHUT.D 0 Division of Licensing 60/06/09 22pp 


8006300305 Forwards response to NRC 600516 request for info re turbine 
discs Info demonstrates that continued operation does not 
present undue safety haiard to public 
DI8E.D P Niagara Mohawk Power Corp 60/06/19 7pp 


0006270289 Forwards final results of plant shielding design review 
required by NURE0‘*0578. Recommendat ion 2 16b Includes plant 
ra-dlation tone map s. components/sy s subj to excessive 
radiation damage from TIO sources fx description of mods 
Dl6ErD P Niagara Mohawk Power Corp 80/06/20 13pp 


9006300378 Forwards table outlining position re commitment to 
requirements schedules of five addl TMI^related Items, in 
response to NRC 600307 request Requests NRC acceptance 
criteria for response. to ensure timely implementation 
Dl8Ei D P Niagara Mohawk Power Corp 80/06/20 12pp 


0 Inspection reports. IE bulletins & correspondence 


8005230330 Forwards waste packaging Insp rept on 800313-14 
No noncomp 1 lance noted 

STOMRrJ P Region 2. Atlanta. Fuel Facility St Materials Safety 
Branch 80/04/07 2pp 


--8009230341 Waste packaging insp rept on 600313-14 No noncomp 1 iance 
noted Major areas inspected licensee-shipper vehicles 
Inspected for compliance w/DGT t NRC regulations including 
shipping paper ii DOT placarding requirement 
POTTER. P . DROWN. R A Region 2, Atlanta. Fuel Facility & 
Materials Safety Branch 60/03/20 4pp 


6006020264 Forwards 1C Insp Rept 50-220/B0-0P on 600303-07 No 
noncomp 1 iance noted 

BRUNNER. F J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/04/11 2pp 


--S006020266 IE Insp Rept 50-220/B0-0? on G00303-07 No noncomp 1 lance 
noted Hajoi areas inspected small break LDCA procedures 6 
training, ver 1 f 1 cat! on of as-built piping sys t« isolation 
condenser piping supports 

KISTER.H B Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch BAUNACK. W . JOHNSON. J Region 1. Ph i ladelph la. 
Office of the DlrecfcoT 80/04/10 9pp 


G006200089 Forwards IE Circular 80-08. "QWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

ORIER.B H Region 1. Philadelphia. Office of the Directoi 
BO/04/10 Ip 


8006190228 Forwards Waste p€'jckaging Insp Rept 00-03 on 000313-14 
No noncomp 1 lance noted 

SMITH.O H Region 1. Ph i lade 1 ph ta. Fuel Facility 6 Materials Safety 
Branch 80/04/S4 2pp 


--8006190230 Waste Packaging Insp Rept 00-03 on 800313-14 
No noncomp I ianc e noted Major areas inspected compliance 
cu/NRC DOT r eg u 1 a t i on s . i nc I od i ng shipping paper, p lacarding 
h radiation levels 

POTTER. J P . DROWN. R A Region 2. Atlanta. Fuel Facility 6 
Materials Safety Branch 80/03/28 6pp 


0006030050 Responds to IF Bulletin 79-14 re seismic analysis for 
saf ftty-retated piping Insp of all areas. including inside 
drywell completed Evaluation t review resulted in 140 
restraint mods 

LEMPGESi r E Niagara Mohawk Power Corp 60/04/30 3pp 


S006020462 Forwards response to IE Bulletin 00-06. "Engineered Safety 
Feature (E8F) Reset Conti oJs " All saf oty-related equipment 
remains in emergency mode upon reset of engineered safety 
feature actuation signal 

LEMPQES. T E Niagara Mohawk Power Corp 60/05/12 3pp 


6006120358 Informs of improvement in schedule of work being performed 
by OE re remaining requests contained in IE flulletin 79-010 
Plans to provide aforementioned response by 601231 instead 
of 810331 

LEHPOES. T E Niagara Mohawk Power Corp 80/09/13 Ip 


8006200577 Discusses results of recent ultrasonic insps of OE low 
pressure turbines Some indications of cracks in keyway have 
been discovered at three plants Requests info re turbine 
discs to determine underlying reasons for crocking 
IPPQLITO. T A Operating Reactors Branch 2 B0/D5/t6 3pp 


6006020046 Forwards "Evaluation of Licensee's Responses to IE Bulletin 
79-00. Niagara Mohawk Power Corp. Nine Mile Point Nuclear 
Station. Unit I " Util has met requirements of bulletin 
IPPOLITO. T A Operating Reactors Branch 2 60/05/21 23pp 


B0D630027i Supplements 800430 response to IE Bulletin 79-14. "Belsmic 
Analysis for As-Built Saf oty-Re latcd Piping Sys " Two 
restraints in containment spray raw water sys were modified 
to be consistent w/origmal design 

LEHPOES. T E Niagara Mohawk Power Corp 80/06/02 tp 


8006300265 Responds to items of noncomp 1 iance noted in IE Insp Rept 
50-220/80-04 Corrective actions Instruction Procedure 01-18 
has been written APN-2 will be revised to describe current 
maint organization 

LEMPOES. T E Niagara Mohawk Power Corp 80/06/23 Ip 


R Periodic operating leports t related correspondence 


0006110171 Forwards monthly operating rept for May 1900 
LCMPGES. T E Niagara Mohawk Power Corp BO/06/06 Ip 


— 8006110176 Monthly operating lept for May 1960 
* Niagara Mohawk Power Corp 00/06/03 4pp 


3 Repot table occurrences. LERs i' related correspondence 


8006090360 Forwards LFR 0O-O1O/O3L-O 

LEMPOES. T E Niagara Mohawk Power Corp 60/06/03 Ip 


— 0006090362 L6R 0O-OIO/O3L-O on 0OO52B; while performing valve chocks, 
operator discovered cardoi tank pressure below Tech Spec 
limits Caused by delivery of too low tamp carbon dioxide bg 
supplier Low pleasure alarm connected 

FALISE. M J Niagara Mohawk Power Corp 00/06/03 Ip 


P006090370 Fof wards LFR 80-009/03L-0 

LEMPQES. T E Niagara Hohauk Power Corp 80/06/03 Ip 


—8006090376 LER GO-009/03L-0 on QOOS21 . dur Ing steady state operation, 
attempts to stioke 122 containment spray isolation valve 
failed Caused fay isolation valve solenoids being dirty 
Revising procedures to require periodic maint for valve 
FALISE. M J Niagara Mohawk Power Corp 00/06/03 Ip 


DOCKET 90-223 UN IV OF LOWELL RESEARCH REACTOR 


P Operating license sia^e documents t correspondence 


0006200609 Roquosts addl info to support license amend request re 
increase in power level Requires resubmlttal of SAR. 
submittal of revised Tech Specs t revised physical security 
plan 

MILLER. J R Standard 1 lat i on K Special Projects Branch 30/05/30 
3pp 


DOCKET 50-224 UN IV OF CALIFORNIA RESEARCH REACTOR 


0 Adjudicatory correspondence 


600624Q614 Discusses 600414 decision to deny friends of the Earth 
791211 petition re facility Decision will constitute final 
action unless Commission institutes review within 20 days 
Forwards decision.FR notice t related safety evaluation 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/05/09 ip 


0006020301 Order granting extension until 800602 for Commission fco 
elect whether to review- Director's dec 1 s i on. DD-80-15i 
taken under I0CFR2 206 

CHILKi 8 J Office of the Docrebary of the Commission 80/05/23 

Ip 
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6006120314 Advises decision of Qfc of Nuclear Reactor Regulation 

director re rei^uest to suspend ac t ivi ti *s« r evok e QL^remove 
radioactive matl* Ic hold public hearings is final KRC 
action 

CHILVI.S J Office of the 6ecrctarv of the CoRi/nlssion 60/06/10 
Ip 


B Reportable occurrences. LERs t. related correspondence 


B006090464 PNO-V-SO-oas licensee irradiated U sample in reactor as part 
□f class eiperiment Sample was returned via pneumatic 
sample transfer sijs to receiving station uithin ventilation 
hood Sample holder Sad cracted No exposures involved 
YUHASi 0 P Region 5. San Francisco. Office of the Director 
80/05/16 2pp 


DOCKET SO-225 RPl CRITICAL EXPERIMENT 


Q Inspection reports* lE Bulletins t correspondence 


aD0630060ii Forwards IE Insp Rept &O-255/B0'O3 on 600429-0501 No 
noncomp 1 lance noted 

KARTINiHO Region 1. Philadelphia* Safeguards Branch 60/05/16 

2pp 


— 8006300610 I£ Insp Kept 50-225/00-03. on 600429-0501 No noncompliance 
noted Major areas inspected security p I an^ pr otec ti on of 6NM, 
•ecuritg organ! t ation. acces s controlr alarm s^s* keys* locls & 
hardware Details withheld (ref 10CFR2 7901 
DEVLtNiJ If Region t. Philadelphia. Safeguards Branch 
HAlfKtNS*N C . LADUM.R H Region 1. Ph 1 ledel ph ia. Office of the 
Director 0O/D5/13 Ip 


DOCKET 50-228 AEROTEST RADIOGRAPHY t RESEARCH REACTOR 


F Security, medical, emergency 6 fire protection plans 


0006190296 Forwards deaerlpticn of improvements in facility security 
re safeguards alarm sys Changes withheld Cref I0CFR2 790> 
NEWACHECK.R L Aerotest Operations 60/06/13 Ip 


DOCKET 50-237 DRESDEN NUCLEAR POUER QTATlONr UNIT 2 


F Security, medical, energcncy V fire protection plans 


8006DS024C Notifies that neu telephone sys called Health Physics 
Network (HPN) has been installed at site Sys intended for 
use during emergencies to link all power plants 6 NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER.J G Region 3. Chicago. Office of the Director 60/04/16 
app 


8006040131 Forwards comments re 79081B submittal of training 6 
qualification plan Response requested within 30 days 
Comments withheld iref 10CFR2 79D) 

CRUTCHFIELD.D Operating Reactors Branch & 80/05/09 2pp 


8006120526 Requests that FEMA review of state & local emergency plan 
ba provided consistent w/encl schedule to avoid potential 
delays in licensing decisions 
AKEARNE.J F Commission 80/05/13 2pp 


B0060904B7 Forwards proposed rule entitled. “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 “ Rule 
adds new Section 50 48 &. App R to 10CFR50 1< is expected 
to be published in FR by end of Nay 

EISENHiJT, D G Division of Licensing 80/05/19 46pp 


6006130063 Forwards tivlsed Pages 1-14 le new Pag# 1 4a for proposed 
rule IDCFRSO "Fire Protection Program for Nuclear Poufr 
Plants Operating Prior to 7901&1. transmitted by NRC 800319 
Itr Page 14a not end 

E18ENHIIT. D 0 Division of Licensing 80/05/22 73pp 


8006200637 Requests revision of 800324 safeguards contingency plan in 
accordance u/comments described in cncl to Itr Response 
requested uithin 30 days End withheld Cref 10CFR2 790) 
CRUTCHFIELD. 0 « Operating Reactors Branch 5 80/05/27 2pp 


8006050276 Informs that licensee submitted addl info on 800408 re 
fire protection review Evaluation end re Item 3 1 D.wattr 
luppression 

HALLrR E Brookhaven National Laboratory. BO/D6/02 2pp 


8006180893 Forwards Rtvisicn 1 to draft emergency plan Emergency plan 
station annexes also end 

PEOPLES. D L Cammonweal th Edison Co 80/06/04 2pp 


— 8006160331 Draft emergency plan annex 

^ Commonwealth Edison Go 80/07/31 32pp 


— 8006100347 Revision 1 to draft emergency plan 
e Commonwealth Edison Co 00/07/31 139pp 


6006180031 Provides info re access of NRC It NRC contractor personnel 
to facilities to conduct appraisal of health physics 
program Onsite phase Is scheduled for approx 2 uks 
beginning 000619 List of authorized NRC personnel end 
KEPPLERrJ 0 Region 3. Chicago. Office of the Director 80/06/03 
4pp 


8006240316 Forwards. "Dresden Nuclear Power Station 600619 Emergency 
Response Plan Exercise." to verify Comm Ed emergency plan 
PEOPLES. D L Commonwealth E;dison Co 80/06/18 2pp 


— 0006240310 "Dresden Nuclear Power Station 800619 Emergency Response 
Plan Exercise " 

a Commonwealth Edison Co 60/06/19 63pp 


8006240490 Responds to NRC 800423.30.0501.09 l< 20 Itrs requesting addl 
info re guard training Ic qualification plans Requests that 
response submittal date be extended to 800804 
PEOPLES. D L Commonwealth Edison Co 80/06/18 Ip 


P Operating license stage documents 6 correspondence 


7903160172 Forwards OE rept NEDE-23090-P. "Analytical Model for 
Computing Water Rise in Safety Relief Valve Discharge Line 
Following Valve Closure " Rept provided as Task 7 1 2 2 of 
Mari I program Rept withheld (ref 10CPR2 790) 

JANECEK. R F Commonwealth Edison Co 79/03/12 Ip 


8006090163 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift Claiming. 1 icensing exams !< licensee dissemination 
of operating experiences Response requested within 30 days 
EI8ENKUT*0 0 Division of Licensing 80/OS/07 iSOpp 


8006030514 Summary of 800422-23 meeting u/MarIt I owners group in Ban 
Jose.CA re confirmatory analysis b testing programs 
concerning Mark 1 containment long-term program 

GRIMES.C 1 Assistant Director for Plant Systems 80/05/09 8pp 


8006250177 Forwards NURE0-06S4. Vol 1 6 1 1 b NUREG-0626 H/o end 
CRUTCHPIELOi D Operating Reactors Branch S 80/05/16 2pp 


8006130122 Requests comments on NUREO-0577. "Potential for Low Fracture 
Toughness & Lamellar Tearing on PUR Steam Generator !< 

Reactor Coolant Pump Supports " Proposed review procedure te 
implementation schedule end 

EISENHUT.D 0 Division of Licensing 80/05/19 72pp 


8006030470 Notifies of delay in evaluation of reactor-turbine bldg 
design parameters. due to difficulties in obtaining info on 
installed equipment weights 1 reviewing final as-built 
drawings Info will be forwarded by 600713 
JANECEK. R F Commonwealth Edison Co 80/05/21 ip 


8006030062 Application to amend Licenses DPR-2. DPR-19. DPR-83i DPR-29 U 
DPR-30. clarl fy ing term "operable." submitted as Tech Spec 
change request. in response to NRC 800410 Itr 
NAUOHTON.U F Commonwealth Edison Co 80/05/30 2pp 


— 0006030072 Tech 8psc change request for Tech Specs Sections I O-l 2.2, 
l( 2 2.3 0. 5 O |< 6 0-6 6 re def in i t i ons. admlni t tra 1 1 ve 
controls, safety limits, limiting safety sys setting 
li-miting conditions for operation 
e Commonwealth Edison Co 00/05/30 42pp 


80-06190305 Responds to M Fletcher questions re SEP Topic I)(-li spent 
fuel storage Spent fuel storage pool designed to withstand 
anticipated earthquake loadings as Class 1 structure 
JANECEK* R F Commonwealth Edison Co 80/06/02 3pp 


8006200551 Advises that reorgenl latlon of Dfc of Nuclear Reactor 
Regulation became effective on 000420 Project Manager 
P O'Connor will coordinate licensing activities for 
facility Reorganization described In end 

CRUTCHFIELD. D Operating Reactor* Branch 5 80/06/02 35pp. 


0006300604 Ltr to all BUR licensees forwarding "For Comment*' edition 
of NUREO-0619. "BUR Feedwater Nozzle l< Control Rod Drive 
Return Line Nozzle Cracking " Comments will be evaluated by 
NRC prior to final implementation W/o end 
EieENHUT«0 0 Division of Licensing 80/06/09 22pp, 
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Q00&l302ji0 Fortuarrfs "Environ Qua 1 1 f itat i on of Electrical Eaulpmentj 
Dreiden Nuclear Pouier Station<Unli 2< " Vole 1*^3 
PEOPLESi D L Commonuea 1 th Edison Co BO/06/10 2pp 


— 800^130261 "Environ Qua 1 1 f icat i on of Electrical Equl pment> Dr esden 
Nuclear Power StatloniUmt 2» " Vo 1 1 of 3 

» Bechtel Power Corp (subs of Dechtel Corp ) 00/06/03 64PP 


— 8006130263 "Envnon Qua 1 1 f i cat i on of Electrical Equipmenti Dresden 
Nuclear Power StatlohiUnit 2> '* Vol 2 of 3 

* Bechtel Power Corp (subs of Bechtel Corp ) 00/06/02 170pp 


““0006130263 "Environ Oua 1 i f icaii on of Electrical Equipwenti Dresden 
Nuclear Power Station, Unit 2» " Vol 3 of 3 

« Bechtel Power Corp (subs of Bechtel Corp ) 00/06/02 200pp 


9006190456 Forwards verification of analgsis prepram used for 
determining voltages for facility electric distribution sgs 
per 790900 request 

JANECEK/R F Comrranwea 1 th Edison Co 80/06/11 3pp 


9006190307 Forwards commitments to comply w/requi rements t< schedules in 
NRC G00507 I tr re addl TMI“2 related requirements Dresden 
Unit I is currently undergoing citensive mod 
d econtaminat i on, therefor c no response is provided 
PEOPLES, D L Commonwealth Edison Co 90/06/12 lOpp 


6Qd 6190419 Confirms availability of ECC6 equipment following dc power 
supply failure, per 900425 request Mods to ensure 
availability of HPCl following dc power failure completed 
at Dresden it in progress at Quad Cities 
s/ANECEKiR F Commonwealth Edison Co 00/06/ iS 2pp 


0OO6S9O277 Forwards response to hlRC 000516 Itr requesting info re 
turbine disc erecting Stress corrosion cracks not observed 
to date 

UANECEK, R f Commonwealth Edison Co 90/06/33 16pp 


0006270306 Forwards revised Revisions 11 tt 12 consisting of Page 1“7 of 
CE-l-Ar "Comm Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requirements will be established 
PEOPLES, D L Commonwealth Edison Co 00/06/23 Ip 


Q Inspection reports, IF Bulletins 4( correspondence 


00-06200110 Forwards IE Cncular 00-00, "BUR Tech Spec Inconsistency - 
Reactor Protection 8ys Response Time " No written response 
required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director SO/OA/IG 

Ip 


8006170300 Forwards IE Insp Repls 50-010/00-07,50-237/00-07 Sc 
50-249/00-10 on 800303-0404 S notice of violation 

HEIBHMAN.R F Region 3, Chicago, Reactor Qperaiions Nuclear Support 
Branch 80/04/24 2pp 


— 0006170312 Notice of violation from insp on 800303-0404 

a Region 3, Chicago, Office of the Director 80/04/22 tp 


0006170320 It Insp Repts 50-010/80-07,50-237/80-07 U 50-249/80-10 on 
800303-0404 None qmp lianc e noted failure to follow radiation 
protection procedures 

BARKER, J L , TONOUF, T M , 5PE8SARD, R L Region 3, Chicago, Office 
of the Director 00/04/22 5pp 


8006020008 Responds to IE Bulletin 79-26 Dresden Unit 2 is only 
facility requiring shutdown margin penalty for postulated 
B4G leaching Control blade exposures will be monitored 
during cycles to verify projected end-of-cycle exposure 
PEOPLES, D L Commonwealth Edison Co 80/05/19 2pp 


60(76300559 Forwards response to IE Bulletin 00-06, "Engineered Safety 
Feature (E8F) Reset Controls " Proposed mods identified only 
If present sys design may compromise protective action of 
equipment 

PEOPLES, D L Commonwealth Edison Co 80/06/10 9pp 


R Periodic operating reports & related correspondence 


0006110100 Forwards monthly operating repts for Apr 1900 
STEPHENSON, 0 B Commonwealth Edison Co 80/05/12 Ip 


— 0006110102 Monthly operating repts for Apr 1900 

GIE8ZKIEK1CZ, 6 Commonwealth Edison Co 00/05/05 20pp 


6006170449 Forwards monthly operating repts for Kay 1900 
6TEPKENB0N, B B Commonwealth Edison Co 80/06/09 Ip 


— 8006170457 Monthly operating rept for Kay 1980 

CIE8ZKIEN1CZ, 8 Commonwealth Edison Co 00/06/02 6pp 


S Reportable occurrences. LERs t related correspondence 


0006030394 Forwards LER 80-016/01 T-0 

STEPHENSON, D B Commonwealth Edison Co BO/OS/20 Ip 


— 8006030400 LER B0-Oi6/01T-0 on 900515, while shut down 6 conducting 
300 psi primary sys hydrostatic leak insp, water discovered 
dripping from LPCl check valve Caused unknown 
ZIRNAS, Commonwealth Edison Co 00/05/21 2pp 


9006030340 Forwards LER 80-01 5/03L-0 

STEP HENSON. B 0 Commonwealth Edison Co 00/05/27 Ip 


—8006030349 LER 60-019/03L-0 on 900502. dur ing routine operability 
lurvei 1 lance, torus to drywell vacuum breaker was found 
inoperable Caused by swelling of teflon shaft bushings 
Bushings were machined to achieve required clearance 
DUNBAR, J Commonwealth Edison Co 00/05/20 Ip 


8006030364 Forwards LER 0O-Ot4/O3L-O 

STEPHENSON, D B Commonwealth Edison Co 60/05/27 Ip 


— 0006030379 LER BO-014/03L-0 on 000429, dur Ing normal operation < main 
Steam line rad monitor 2C caused reactor protection sys 
channel A half-scram Caused by bad relay Defective component 
rep laced 

DADRAN, 0 Commonwealth Edison Co 90/05/27 ip 


9006160097 Forwards LER 80-018/03L-0 

STEPHENSON, g 6 Commonwealth Edison Co 60/06/03 Ip 


—8006160102 LER 8O-O10/O3L-O on 000512, dur ing reactor startup, HPCI 
inboard steam isolation valve failed to close Caused by 
reactor heatup Steam caused valve packing to owell Packing 
adjusted 6 valve cycled satisfactorily 
ZIRUA6. K R Commonwealth Edison Co 00/06/03 Ip 


0006170510 Forwards LER 0O-O17/O3L-O 

6TEPHEN0ON, D D Commonwea 1 th Edison Co 00/06/05 Ip 


—0006170519 LER eO-017/03L“0 cn 800512, following unit scram, double valve 
indication observed on HPCl inboard isolation valve due to 
failed valve Caused by packing leak which allowed water to 
enter motor operator Kotor dried out valve repacked 
ZIRWASfK Commonwealth Edison Co 00/06/05 ip 


DOCKET 50-243 QREQOU STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency t, fire protection plans 


8006300286 Forwards 79101B Tech Bpec amend request, proposed changes 
to Tech Specs, justification for changes it 79U02 Itr re 
disclosure Matl withheld <ref 10CFR2 790) 

RINQLE, J C Oregon State Unlv 80/06/iB Ip * 


P Operating license stage documents L correspondence 


0006240389 Responds to 000613 telcon re Incident that happened at 
facility on 800520 Incident investigated I reactor operation 
proc edures, QSTROP 4, will be amended Amend calls for 
suspension of test reactor operation 
MANO, C H Oregon State Univ 00/06/18 3pp 


B Rtportable occurrences, LERs I related correspondence 


BOO611OI03 RO on 000520, while performing routine pulses, one of five 
pulses produced peak power measured fuel temp beyond 
Hxpectation for 2 55 dollar reactivity Insertion 
Apparently caused by 2 75 dollar reactivity insertation 
RIN(JUE, J, C Oregon State Univ 00/06/03 4pp 
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DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT. UNIT 1 


F S^curitt^i medicali emerasncg V #ire protection plan* 


8006090487 Foruardi proposed role entltledi "Fire Protection Program 
^or Njtltar Pmuer Plants Operating- Prior to 790101 ” Rule 
adds neu Section 50 43 V App R to 10CFR50 %t Is expected 
bo be published Ln FR by end o-f Kay 

EISGNMUTjD 0 Division of Licensing Q0/O5/I9 * 4ipp 


800^130063 Foruards revised Pages i-14 ti neiu Page 1 4a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790l0li'’' transnitted by NRC 0OD519 
Itr. Page 14a not encl 

EISENMUTi D O Division of Licensing BO/05/S2 73pp 


a00602D394 Bubmits response to Itens 3 1 B. 3 1 11,3 1 21 j3 1 49 Ic 
3 1 49 of mods to fire protection plan re(|uested by NRC 
790214 safety evaluati-on Completion schedule of mods uiill 
be delayed beyond June 1980 due to compleulty of designs 
UHITE.L D Rochester {las «< Electric Corp 80/05/23 2pp 


8006030338 Submits response to NRC 790214 fire protection safety 
•valuation re status of Items 3 1 34 (preflre strategiesli 
3 1 5 (fire dooril) 3 1 24 (piping (i duct penetrations) $< 

3 2 G (exposed structural steel) 

NHITE,L D Rochester Oas t* Electric Corp 80/05/29 2pp 


8006110355 Respond-s to NRC 600425 ( tr transmi tt mg fire protection 
safety evaluation suppl Info re design, ctar i ficat 1 on of 
previous submittals U verification of completed design encl 
Repts t drauliigs available in Central Files 
UNITE, L D Rochester Qas f' Electric Corp 60/06/04 27pp 


8006240542 Advises that NRC revieur of G0032B safeguards contingency 
plan revtsion is ongoing Requests response tuithin 30 days to 
comments contained in encl Encl luithheld (ref 10CFR2 790) 
CRUTCHFIELD, D Operating Reactors Branch 5 60/06/06 2pp 


0 Adjudicatory correspondence 


0006030196 Response to ASLD 8004S9 order requesting status repts 
Recommends deferral of adjudicatory proceedings’ schadule 
consideration until l9Gt,to prepare for hearing after 
issuance of SER Supporting documentation end 
KETOIEN. e G Hearing Branch 4 BO/04/29 26pp 


9006110-225 Status rept by Mf State Energy Dfc in reponse to A5LB Q00429 
order Recommends that 4 parties be permitted bo identify addl 
contentions 6 that prehearing conference be held to discuss 
issues W/notice of appearance 4 Certificate of Sve end 
KLIMBEROjS B New Yorli. State of 00/05/30 4pp 


B0061&0006 Status rept in response to A5LQ 800429 order Recommends 
schedule -for f Ind i ngs, safety evaluation suppl, d i scovery & 
further prahearing conferences Recommends determination of 
6EP progress in one yr 

VOlOTiH H Rochester Gas tn Electric Corp VOIGT- H H LeDoeuf. 
Lambr Leibg MacRae 80/06/02 Bpp 


’G00616001O Order denying applicant motion to dismiss KR Glade 
intervention Admits MR Slade contentions except CiO & H 
Certificate of Sve encl 

LUTONiE Atoinic Safety and Licensing Board Panel 77/03/25 7pp 


G006160104 Order dismissing Intervenor Rochester -Committee for 
Scientific Info per 740313 It 791210 stipulations terminating 
proceeding after applicant compliance u/requir ements 
Requests for reconsideration may be filed ulthin {4 -days 
GROSSMAN, H Atomic Safety and Licensing Board Panel &0/06/12 
3pp 


P Operating license stage documents 6 corre ipondence 


9006090365 ForLuards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 1 c ensing exams v licensee d isseminatlo-n 
of operating experiences Response requested ulthin 30 dags 
ElSENHUTiD e Division of i-icensmg 80/05/07 iSOjip 


6006030094 Confirims 600515 mgt meeting in Ontario, NY arranged per 
fi00429 telcon Agenda encl 

GRTERtB M Region t, Ph ilade i phta, Office of the Director 
eO/05/09 2pp 


8006130122 Requests comments on NURE0-0S77, "Potential for Lou Fracture 
Toughness L Lamellar Tearing on PUR Steam Generator & 

Reactor Coclant Pump Supports " Proposed revlau procedure 8< 
implementation schedule end 

EISENHUTiD 0 Division of Licensing 80/05/19 72pp 


0006250194 Forwards NUflEO-0654, Vo 1 I & 1 1 NUREO-0611 W/o end 
CRUTCHFIELD, D Operating Reactors Branch 5 00/05/21 2PP 


6006030318 Forwards data results of 40-h Standby Auxiliary Feedwater 
Pumps C be D endurance test 

WHITE, L D Rochester Gas t* Electric Corp 80/05/20 37pp 


8006030324 Forwards Procedure H-l 1 SB, Revision 9, "Major Mechanical 
Insp of Auxiliary Feed Pumps." i- Procedure PT-16, Revis Ion 
23, "Auxiliary Feedwater Sys, " in response to NRC 800416 
request 

WHITE, L D Rochester Gas b Electric Corp 60/05/28 Ip 


— 8006030320 Procedure M-11 SB, Revision 9, "Major Mechanical Ihsp of 
Auxiliary Feed Pumps " 

SCHULER, T R Rochester Gas I Electric Corp 80/01/26 3pp 


— ‘8006030347 Procedure PT-16- Revis ion 23, "Auxiliary Feedwater Bys " 
SCHUUER, T R , MOON, J Rochester Oas b Electric Corp 00/03/31 
36pp 


8006030294 Respends to NRC 791023 request Forwards revised util 791214 
commitments re containment purging 

WHITE, L D Rochester Gas 6 Electric Corp 80/09/29 2pp 


8006040237 AeV receipt of B00429 Itr re piping seismic analysis Design 
criteria will be submitted by 800715 t stress analysis repts 
for A-RHR A B mam steam lines inside containment will be 
submitted by G00915 Mod schedule will be based on analyses 
WHITE, L 0 Rochester Gas i Electric Corp 80/05/30 Ip 


8006040339 Forwards nonproprietary version o# RELAP4-EM blowdown input 
for facility Proprietary info not enclosed reflects ENC 
proprietary analytical models i techniques or ENC fuel data 
Oloudoun sys nodal iiation is in XN-NF'*77'-58 
WHITE.L 0 Rochester Gas 6 Electric Corp 80/05/30 23pp 


8006090326 Submits verification of compliance u/short-term Lessons 
Learned Task Force requirements re RC6 venting Provisions 
made for venting reactor vessel head 6 pressunier 6 for 
sweeping nonc-ondens Ible gases from steam generator U tubes 
WHITE, L D Rochester Gas 6 Electric Corp 00/06/02 4pp 


8006190404 Notifies that licensing activities for plant are being 
coordinated by S Nawickiidue to reorganization of Ofc of 
Nuclear Reactor Regulation Forwards description of 
reorganl la tion 

CRUTCHFIELD, D Operating Reactors Branch 5 60/06/02 35pp 


8006090331 Forwards respo-nse to NRC 800226 Ifcr requesting addl Info re 
SEP design basis events Topics cover steady state 6 
instrument er rors, sing 1 e failure analysis, steam line break 
analyses 6 primary pump rater seizure 

WHITE, L D Rochester Gas b Electric Corp 60/06/03 lOpp 


B006I60002 Forwards response to NRC 800306 request for info re "SEP 
Qualification Program Submittal Content " 

RUOMAN, R J Rochester Gas 6 Electric Corp 80/06/10 Ip 


8006160337 Comments on 000506 presentation to NRC Commissioners re 
status of SEP 6 description of difficulty as lack of 
aggression by licensees NRC has not provided guidelines 
Issues w/higher priorities have arisen 

WHITE, L D Rochester Gas b Electric Corp 80/06/12 3pp 


8006180514 Forwards util response to 000507 Itr containing action items 
resulting from T(il Action Plan, including feedback procedures 
of operating exparlence to plant staff 6 worker radiation 
protection improvements 

MHITE.L D Rochester Gas 6 Electric Corp 80/06/13 3Ipp 


8006250262 Forwards addl info rre SEP Topic XV- 1 6, "Radiological 
Consequences of Small Lines Carrying Primary Cooling Outside 
Containment, " per NRC 800311 request Drawings referenced in 
Table 1 submitted w/7B09l2 Hr One oversize drawing end 
WHITE.L D Rochester Gas b Electric Corp B0/06/J8 7pp 

— 8006250265 "Piping Flow Diagram Heating, Ventl lating I, Air 
Conditioning “ 

* Rochester Gas 6 Electric Coro 75/09/30 io 
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G0063004CJ3 Responds to 000^25 ttr requesting tevieu assessment & addl 
info Oh SEP Topic 111-12 Util unable to respond uithin time 
framo requested Response expected 800B01 

WHITE L D Rochester Gas Electric Corp 80/06/24 Ip 


Q Inspection reportst IE Bulletins & correspondence 


6006050426 Ac k receipt of B0050J I tr informing NftC of steps taken to 
correct deviation noted in IE Insp Rept 50-244/80-04 
D RUNNER j E J Region 1/ Ph i lade Iph i a< Reactor Operations Nuclear 
Support Branch 60/05/14 Ip 


— 8006050429 Responds to NRC BD04U 1 ir re deviation noted in IE Insp 
Rapt 50-244/80-04 Corrective actions now training effort 
to cover emergency pi ocedure was undertaken 
UHITEfU 0 Rochester Gas \ Electric Corp 00/05/01 2pp 


—8006050432 Forwards IE Insp Rept 50-244/80-04 on 000303-07 ?♦ notice of 
deviation 

HRUNNERjE J Region ii Ph 1 ladelph la. Reactor Operations Nuclear 
Support Branch GO/04/ii 2pp 


— BD06050436 Notice of deviation from insp on B00303-07 

a Region 1j Ph i lade Iph ia< Reactor Operations Nuclear Support 
Branch 80/04/10 ip 


"8006050440 IE Insp Rept 50-244/80-04 on 600303-07 Noncamp 1 lance noted 
failure to meet commitment re training of personnel on new 
procedure 

KlSTERiH a . JOHKSBN. D F , RAVilQND. W J Region it Philadelphia. 
Reactor Operations Nuclear Support Branch 00/04/10 9pp 


6006190103 Forwards evaluation of util responses to IE Bulletins 79-06A 
t 79-06A. Revi s ion 1 Appropriate actions taken to meet 
bulletin requirements 

CRUTCHFIELD. 0 Operating Reactors Branch 5 80/05/2B 20pp 


6006200028 Forwards IE Circular 80-13, "Grid Strap Damage in 
Mestlnghouse Fuel Assemblies “ No written response required 
CRIER. D H Region 1. Philadelphia. Office of the Director 
80/05/26 Ip 


8006240605 Responds to !C Bulletin 60-02. "Exam of Containment Liner 
Penetration Welds " Containmeni penetrations described in 
bulletin do not resemble design emploged at facililg 
WHITE. L D Rochester Gas U Electric Corp 60/05/29 Ip 


0006300346 Responds to IE Bulletin 60''05 re vacuum condition resulting 
in damage to chemical vol holdup tanks Licensee is 
evaluating addition of vacuum protection for holdup tanks 
which would satisfy criteria discussed in bulletin 
WHITE. L D Rochester Gas t Electric Corp 60/06/03 2pp 


8006300494 Responds to IE Bulletin 60-12. "Decay Heat Removal Sys 
Operability " Circumstances L sequence of events of Davis- 
Oesse B004I9 event were reviewed Review included assignment 
to operational assessment group for on-shift discussions 
WiHITE. L D Rochester Gas b Electric Corp 80/06/03 3pp 


R Poriodlc operating reports 8. related correspondence 


6006160037 Forwards monthly operating rept for May 1980 
SNOW. D A Rochester Gas t Electric Corp 80/06/09 Ip 


— 8006160038 Monthly operating rept for May 1980 

MCNAMARA. A E Rochester Gas S' Electric Corp 80/06/09 5pp 


8 Reportable occuri ences. LERs It i elated correspondence 


8006030567 RO 80-04 during performance of post-mod installation testing 
both power operated relief valves determined inoperable S. 

RC& vent established Caused by two switches which supply dc 
power in off position 

8NOWr Q A Rochester Gas S' Electric Corp 80/05/07 ip 


8006050030 Forwards WCAP-9663, "Meta 1 lurg ical Investigation off Cracks 
in Pressuriier No* i le- to-Saf e-End Weld of Robert Emmett 
Oinna Nuclear Power Generating Station " Rept is followup to 
LER 79-023 

WHITE. L D Rochester Gas ^ Electric Corp 60/05/20 Ip 


— 8006050032 "Metallurgical Investigation of Cracks in Pressurixer 
Noi i lB“to~9af e-End Weld of Robert Emmett Ginna Nuclear Power 
Generating Station " 

RAO. G V J CAPLAN. J 8 Nestinghouse Electric Corp , Nuclear Energy 
Systems WCAP-9663 80/02/29 29pp 


8006090317 RO 60-05 on 800603. dur mg performance of procedure S-30 1. 
breaker for A-loop accumlator discharge va Ive . 1109-865. 
discovered m closed position Cause not stated Breaker 
Immediately placed in pioper position 

SNOW. B A Rochester Oaa Electric Corp 00/06/03 ip 


6006230601 RO 00-05 on 000603. during performance of safety injection 
valve position verification procedure. d iscovered breaker 
for A-loop accumulator discharge valve M6V-065 was in closed 
position Breaker placed in proper position. 

SNOW. B A Rochester Oas K Electric Corp 60/06/03 ip 


8006190473 Foi wards LER 0O-OO5/O1T-O 

WHITE. L D Rochester Gas t/ Electric Corp 00/06/16 Ip 


— 6006190478 LER BO-005/01T-0 on 6D0603> during performance of monthly 
verification procedure. loop A accumulator injection circuit 
breaker found in on position Cause not stated Breaker 
returned to off position 

PECK.C H Rochester Oas i. Electric Corp 80/06/16 2PP 


V Operator Examinations 


0006110230 Forwards info re specific training of shift technical 
advisors & licensed operators. in response to NRC 000508 
request Resumes of licensed operators enrolled in training 
enc 1 

WHITE. L 0 Rochester Oas Electric Corp 80/05/12 i9pp 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION. UNIT i 


F Security, medical, emergency V fire protection plans 


6006060426 Forwards request foi addl info re facilities' emergency 
plans Plans should be evaluated against NUREG-0654 end 
comments by 800630 

CRUrCHPlLED. 0 M Operating Reactors Branch 5 BO/05/12 36pp 


6006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds now Section 50 46 & App R to 10CFR50 ^ is expected 
to be published in FR by end of May 

EISENHUT. D G Division of Licensing 60/05/19 46pp 


8006130063 Forwards revised Pages 1-14 1 new Page I4a for proposed 
rule I0CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page 14a not end 

EISENHUT, DO Division of Licensing 80/05/22 73pp 


8006060367 Submits info to reaffirm adequacy of current fire protection 
plans to fulfill 6ER commitments One oversite drawing end 
G0UN81L.W G Northeast Nuclear Energy Co {subs of Northeast 
Utilities) COUNSIL.W 0 Connecticut Vankee Atomic Power Co 
80/05/29 Spp 


H General correspondence 


8006170464 Advises of personnel change EJ Mrocika relieved JF Opeka as 
station superintendent on 800601 
MR0C2KA.E J Northeast Utilities 00/06/02 Ip 


P Operating license stage documents & correspondence 


8006090165 Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMl Action Plan include 
shift manning. licensing exams S licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT.0,0 Division of Licensing 80/05/07 ISOpp 


6006030S14 Summary of 800422-23 meeting w/Mark I owners group In San 
Jose.GA re confirmatory analysis I testing programs 
concerning Mark 1 containment long-term program 

ORIMEB.C 1, Assistant Directer for Plant Systems BO/05/09 app 


6006130010 Discusses review of util BD0124 submittal advising that 
blast wall between boiler room tc diesel generator room, 
as required by Amend S3 to License 0PR~2{. is unnecessary 
Installation of blast wall still required 

CBUrCHFIELD, 0 Operating Reactors Branch 5 60/05/0? 3pp 


B0D613O122 Requests comments on NUREG-0577. "Potential for Low Fracture 
Toughness Lamellar Tearing cn PWR Steam Generator tc 
Reactor Coolant Pomp Supports " Proposed review procedure & 
implementation schedule end 

EISENHUT. D G Division of Licensing 80/05/19 72p p 
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DOCKETED ITEMS 


900&aS0039 Forwards NUREO“0654, Vol I & 1 1 8^ NUREG-0fr26 for info 
end 

CRUTCHFlELOi D Operating Reactors Branch 5 80/05/19 2pp 


8004020203 Applicatian to amenil License DPR’'45 bg incorporating 
revielDns to Tech Specs for Killstone 2 jii response to NRC 
800410 request Proposed changes are necessarg for safe 
operation of facilltg Millstone 2 is onlg unit u/Tech Specs 
CQUhiSIL.W G Connecticut Yaniree Atonic Power Co COUMSILi M 0 
Mortheast Kuclear Energy Co isubs of Northeast Utilities) 
SO/05/21 3pp 


800&39D005 Requests participation of util In interia reliability 
evaluation program Studies help identify accident sequences 
t» vu Inerab 1 1 i tes i r> procedures L basic design Util should 
appoint engineer to participate in initial Q00404 ntitting 
EISENHUT, D C Division of Licensing 60/05/23 Spp 


8006050349 Advltes that dc pouter supply sys has been reviewed to verify 
that impact of failure on ECCS performance is no more 
limiting than previously analyied active failures 
COUNSIU.H 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/05/27 3pp 


8006090284 Responds to NRC 600507 request for info re undervoltage 
protection First Level 2 und ervoltage scheme electrically 
connected to 345iV side of preferred offsite supply Relays 
physically located in control room 

CCUNSlLilf 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 60/05/30 Spp 


6004110163 Forwards addl info on SEP Topic 1 1 l-4t “Beismic Review." 
consisting of engineering data or drawings of feedwater 
line inside eotitainment. diesel oil t atr 1 1 nes. 1 solati on 
condenser condensate line b shutdown cooling line 
C0UM9IL. W 0 Northeast Nuclear Energy Co (sobs o# Northeast 
Utilities) SO/09/30 Mpp 


8004110061 Forwards aperture cards of piping b instrumentation 
diagrams for clean-‘up 4 sampling sys W/o enc) 

CDUNSILi W 0 r FEE, W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) BO/OS/OS Ip 


8004110224 Forwards add) info re environ qualification of electrical 
equipment Info does not fully respond to NRC request 
Analytical efforts are in progress at OE to substantiate 
adequacy of F&AR sve condition profiles in dryuell 
CDUNSIL. U G Northeast Utilities 0O/O4/OS 300pp 


6004140045 Provides descriptive info 4 design assessment of proposed 
lotti level radwaste storage facility onsite No NRC review 
required Facility will be operational late 1980 
CDUNSIL. U G Northeast Nuclear Energy Co (subs of Northeast 
UtilitiesI SO/04/02 9pp 


9004300379 Discusses effect of dc power supply failure on ECCS 
performance Recent info indicates unique transfer switch 
controlling power supply to Isolation condenser valve 1C“3 
Mods to transfer switch scheduled for Sept 1980 outage 
CDUMSIL. W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/06/19 2pp 


8004270293 Submits responses to NRC questions re containment 
atmaipherlc control sys purge valves Sufficient engineering 
evaluations exist to justify continued purge & inerting 
operations as needed 

COUNSILiU G Northeast Nuclear Energy Co (subs of Northoast 
Utilities) BO/04/20 3pp 


8006300440 Updates schedul e. pr evi ously submitted 790510. for 
implementing Mark { containment long-term program mods 
COUNSILrU G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/04/20 3pp 


8004300383 Responds to NRC 800214 Itr re request for SEP references to 
docketed info Addresses topic number, title 4 listing of 
references identified to date List does not reflect 
exhaustive review of docketed correspondence 

CQUNSIL.N G Connecticut Yankee Atomic Power Co COUN8IL. W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

80/04/23 I4pp 


Q Inspection reports, IE Bulletins 4 correspondence 


00060S0519 Forwards lE Insp Repts 50-245/79-31 1. SO-336/79-22 on 
790004-0901 No noncomp 1 lanc o noted 

BRUNNER. E J Region i. Ph i lade Iph lai Reactoi aperations Nuclear 
Support Branch 79/11/01 2pp 


—8006050524 IE Insp Repts SO-245/79-21 b 50-334/79-22 on 790S04-0901 No 
noncompHance noted Major areas inspected plant tours< 
physical socuri ty. eiam of feedwater piping per IE Bulletin 
79-13. fire protection 4 surveillance testing 

HCCABEi E C Region 1. Philadelphia. Reactor aperations Nuclear 
Support Branch SHEDLOSKY. J T Region 1. Ph i ladel ph la. Office of 
the Director 79/10/30 8pp 


8004040055 Forwards IE Insp Ropta 50-245/80-03 4 50-336/80-02 on 
800201-29 No noncomp i ianc 0 noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch B0/04/t8 2pp 


—8006040059 IE Insp Repts 50-245/80-03 b 90-334/80-02 on BOOaoi-29 No 
noncompliance noted Major areas inspected control rooms 4 
accessible portions of Unit 1 reac tor. turbine, radwaste. gas 
turbine generator U intake bldgs 

SHEDLOSKY. J T . ZIMMERMAN. R P Region i. Ph 1 lade Iphia. Office of 
the Director KEIMIO. R R Region 1. Phi ladelph ia. Reactor 
Operations Nuclear Support Branch 80/04/16 lOpp 


60'041BOSS7 Advises that reorganiTation of Qfc of Nuclear Reactor 
Regulation became effective on 600428 Project manager -a Shea 
will coordinate licensing activities for facility 
Reorganl lation described in end 

CRUTCHFIELD. D Operating Reactors Branch 5 80/04/02 35pp 


8006090191 Forwards IE Investigation Rept 50-293/80-12 on 800305-07 4 
19-20. in response to allegations re iUegal shipments of 
spent fuol 

MARTIN.W 0 Region it Ph i ladelph la. Safeguards Branch 10/04/18 

ip 


6004240598 Forwards Amends 66 4 S9 to Licenses DPR-21 4 DpR-65. 
respectively 4 notice of issuance 4 availability 
CLARM^R A Operating Reactors Branch 3 80/06/03 4pp 


— 8006240404 Amends 68 4 59 to Licenses DPR-21 4 DPR-45, respectively . 
deleting Sections 41442 from ETS 

CLARK. R A Operating Reactors Branch 3 CRUTCHFIELD. D C 
Operating Reactors Branch 5 80/06/03 7pp 


— 8006240407 Notice of issuance 4 availability of Amends 60 4 99 to 
Licenses DPR-2t 4 DPR-65. respectively 

CLARK. R A Operating Reactors Branch 3 80/06/03 2pp 


B004200085 Forwards IE Circular BO-08. "DWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time *' No written response 
required 

ORIER.D H Region 1. Philadelphia. Office of the Director 
80/04/18 Ip 


8006030064 Responds to IE Bulletin BO-07 concerning BWR jet pump 
assemblies Visual insp of all jet pumps performed 4 no 
deficiencies or discrepancies discovered Individual jot 
pump differential pressure readings reviewed 

COUNSIL.NO Northoast Nuclear Energy Co (subs of Northeast 
Utilities) 80/04/29 3pp 


8006300604 Ltr to all 6UR licensees forwarding "For Comment" edition 
of NUREG— 0619. "BWR Faeduater Noiile 4 Control Rod Drive 
Return Line Hoixle Cracking '* Comments will be evaluated by 
NRC prior to final Implementation W/o end 
EIBENHUT.D G Division of Licensing 80/06/05 22pp 


8006240165 Notification of B0O412 meeting u/uti Is in Bethesda.MD to 
discuss inter im re 1 iabi 1 I ty evaluation program 
□LSHAN. L N Operating Reactors Branch I 80/06/09 2pp 


8006190457 Forward* info re five addl TMI-2 related requirements 
applying to operating reactors per BQ05O7 request Integrated 
assessment of collective impact of all requirements should 
be conducted 

CDUNSiLftil O. Northeast Nuclear Energy Co (subs of Northeast 
Utilities} COUNStLiV Q Connecticut Yankee Atomic Power Co 
80/06/ iO GOpp 


8006250152 Forwards lE Insp Repts 50-245/80-04 4 90-336/80-03 on 
800301-29 No noncompl iancs noted 

BRUNNER.E J Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/05/02 2pp 


— B0062S01S7 IE Insp Repts 50-245/80-04 4 50-336/80-03 on 800301-29 N& 
noncompl lance noted Major areas inspected plant operations, 
lags 6 records. previous insp findings. rad ioat tive matl 
shipments, malnt t \E bulletins 4 circulars 

KEimIGi R R Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch SHEDLOSKY. J T , ZIMMERMAN, R p Region 1. 
Philadelphia. Office of the Director BO/09/01 13pp 


B006090011 Ack i oceipt of 800501 ltr informing NRC of status of 
feedwater sparger supplied to Millstone I 4 noted in QA 
Program Insp Rept 99900403/79-03 

SEYFRiTiK V Region 4. Dallas. Office of the Director 80/05/12 
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— 800609001& Follous up 800128 itri advising that util ouners have 
requested vendor to upgrade fceduatov sparger fabricated bg 
Marvin Engineering foi Millstone Meiw sparger cannot be 
fabricated in limited time before Fall t9B0 committitenl 
BA8MARD. J General Electric Co GO/OS/Ol 2pp 


80D62d0611 Act receipt of 800508 Itr informing NRC of incorrect 
statements made in IE Insp Rept 90-293/00-12 Corrected pages 
enc 1 ll/o enc 1 

MARTIN. 0 Region I, Ph i Udelpb 1 a, Safeguards Ilranch 80/05/22 
IP 


— SOO&240617 Responds to NRC 800418 Itr Northeast Nuclear Energg Co 
Incorrectly identified as util licensed to operate Haddam 
Neck Plant 

COUNSILiW G , SWITZER. D C Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 80/05/08 2pp 


8006300226 Foruards Mgt Meeting Rept 50-245/80-05 on 800313 
CARLSONiR T Region i. Ph i lade Iph la. Reactor Construction & 
Engineering Support Branch 80/05/23 Ip 


— 8006300236 Mgt Meeting Rept 90-245/80-05 on 800313 Major areas 
discussed findings of investigation of allegations re 
791219 uaterhammer event ^ licenses acitvltes in sgs mods I* 
repair 

CARLSON. R T , TRIPP. L E Region 1. Ph i larfelpK iai Reactor 
Construe t i on & Engineering Support Branch CHAUDHARY* S K Region 
1. Phlladelphiai Office of the Director 80/09/22 3pp 


8006200491 Updated rept re recirculation pump inservlcs insp Requests 
postponement of requir sments of lable IUD-2500 because of 
time required for obtaining parts, tools planning for 
refueling outage 

C0UNSIL«N G i COUNBILrN 0 Northeast Utilities 80/06/10 2pp 


R Periodic operating reports At related correspondence 


0006170439 Forwards monthly operating rept for May 1980 
MROeZKA, E J Northeast Utilities 80/06/07 Ip 


— 8006170440 Monthly operating rept for May 1980 

HARRAN. 0 Northeast Utilities 80/06/09 6pp 


S Reportabie occurrences. LERs related correspondence 


8006130609 PNO-I-QO-OS? on 800530. two failed flexible couplings on 
turbine drain extraction steam line caused unscheduled 
extended outage Debris from bellows damaged at least three 
other lines A some internal baffles In condensor 
KELMIO.R < BRUNNERiE J Region t. Philadelphia. Office of the 
Dtrector 80/06/02 Ip 


8006240307 Forwards LFR 80-007/03L-0 

MRDCZKArE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/06/13 Ip 


—8006240393 LEfi eO-007/03L-0 on 800516. d iscavered that semiannual 
functional test of cable vault smoke detection sys had been 
overlooked Caused by test not being listed on unit 
surveillance schedule Verification of schedules performed 
» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/06/13 3pp. 


DOCKET 90-247 INDIAN POINT STATION, UNIT 2 


F Secuiity, medical, emergency At fire protection plans 


B0060704B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 At App R to 10CFR50 & is expected 
to be publiihad in FR by end of May 

El&ENKUT, D 0 Division of Licensing 80/05/19 46pp 


6006130063 Forwards revised Pages 1-14 new Page 14a for proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transoii tted by NRC 800519 
Itr, Page 14a not end 

EISENHUr, D 0 Division of Licensing 80/05/22 73pp 


G0060602BO Advises NRC of recent developments re emergency preparedness 
at facilities Utils are revising emergoncy plant in 
accordance u/NURE0-O694i retain! ng EDS Nuclearrinc tq assist 
State of NY Westchester County in revising plans 

CAHILL, W J Consolidated Edison Co of New York EARLY»P J. Power 
Authority of the State of New York 80/06/03 SPP 


8006180526 Forwards design details for oil collection sys to be 
Installed on reactor coolant pumpstper fire protection 
safety evaluation requirements 

CAHILL, N J Consol idatod Edison Co of New York 80/06/06 6pp 


O Adjudicatory correspondence 


8006060523 Order stating four-pronged approach to resolve UCfl petition 
fur Unit 1 decommissioning tc Units 2-3 shutdown adjudication 
before ASLB, inf orma I proceeding to determine 1 ssues, gtner 1 c 
consideration ^ establishment of intra-agency task force 
CHILK, S J Office of the Secretary of the Commission 80/09/30 
app 


8006190310 Responds to 800505 objection to scheduling meetings outsidi 
Washington, OC area Meetings are occasionally held outside 
of Wash ington, DC vicinity to allow persons living near 
plants opportunity to attend 

EIEENHUT, D 0 Division of Licensing BO/06/02 2pp 


8006090237 Notice of withdrawal from proceed ing. of fective 800602 
Certificate of Sve end 

LEWIS. 8 H Hearing Qianch 2 80/06/06 4pp 


8006J90547 Order granting extension until 800707 for Commission to 
elect whether to review AUAB-436 4 . portions of ALA0-561 
CHILK. S J Office of the Secretary of the Commission 80/06/16 
IP 


8006240483 Comments on Commission 800530 order re safe operation & 
criteria of operation CP 1, OU established criteria should 
apply & burden of proof must remain on licensee Gpeciflc 
design changes must bo feasible 

WEISS, E fi I JORDAN, W S Union of Concerned Scientists WEI 8S, E R 
Sheldon. Harmon U Weiss 80/06/20 9pp 


8006260212 Memorandum xn response to Commission 800530 order initiating 
Informal proceeding Urges development of industry-wide 
pal icy, guidance & stds prior to consideration of units 
separately in adjudicatory hearings 

ORANDENDURO. 11 Coned (dated Edison Co of New York PRATT, C » 

Power Authority of the State of New York 80/06/20 23pp 


8006260186 Forwards UCS 800623 motion to disqualify Commissioner 
Hendrie 

WEISS. E R , JORDAN. H 8 Sheldon, Harmon it Weiss 80/06/23 Ip 


—8006260188 Motion to disqualify Commissiuner Hendrie from further 
participation in NRC deliberations re UCS petition for 
suspension of operations Request is based on Hendrie 
Involvement w/facility as me.nber of ACRS 

WE18S.E R , JORDAN. W S Union of Concerned Scientists WEISS. E R 
Sheldon. Harmon 6 Weiss 80/06/23 lOpp 


— 6006260190 Notifiee that during ACRS i25th meeting on 700917-19. review 
of util OL application was completed Upon satisfactory 
completion of const, fac i 1 1 ty can operate w/o undue risk to 
public JK Hendrie prof qualifications end 

HENDRIE, J M ACR8 - Advisory Committee on Reactor Safeguards 
70/09/23 lOpp 


—8006260192 Responds to 730717 Itr re util siting criteria Indian Point 
sites meet NRC regulations tt criteria Considerable energy 
has been expended to assure public health i> safety 
HENDRIE. J M Atomic Energy Commlsslonr Directorate of Licensing 
73/09/10 3pp 


H General correspondence 


8006020014 Requests public debate re evacuating large populations near 
power plants Opposes plants located in densely populated 
areas 

HAMM. K Affiliation Unknown 00/03/19 Ip 


8006020027 Responds to 800319 Itr re location of nuclear power plants 
In areas of high population density Every effort is being 
made to protect public hoalth ti safety at all nuclear power 
plants 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
80/04/21 2pp 


8006190436 Comments on 800530 order re shutdown of plants pending 
adequate emergency plans No plant can operate unless 
acceptable emergency plans exist Energy S< economic factors 
should have minimal influence on decision to shut down> 

WOLF. B Affiliation Unknown 80/06/11 3pp 
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f> Operating licenie itage documents & c orresp andcnc e 


S006-0901i65 Forwards addl TMl-3 related requirefnents to operatinQ 
reactors Licensees r ei^uiretnents far TIil •Action Plan include 
shift imann ing « I teens i ng exams Ci licensee d iseemlnation 
of operatins experiences Response requested uithin 30 daqs 
EISENHIPT, D 0 Division of Licensing 00/05/07 ISOpp 


8006040002 Not i ficat 1 an of 900520 meeting u/uti 1 s< contractors & 
consultants in Betheidai KD to aschange technologg re 
accident sequence &. related phenomena per A Schuencer 
B00410 Itr to L Peoples 

LQNOtJ K Reactor Sgstems Branch 60/05/19 2pp 


8006130128 Requests comments on NUREO-OS77f "Potential for Lou Fracture 
Toughness t* Lamellar Tearing on PWR Steam Oenerator %t 
Reactor Coolant Pump Supports " Proposed revletii procedure S* 
implementation schedule end 

EISEMHUTrD 0 Division of Licensing 90/05/19 72pp. 


Q006170B36 Forwards request for addl Info required to complete review 
of non-Class I seismic equipment resulting in flooding of 
sa f t tg-re 1 ated equipment Requests response within 45 dags 
VAR9Ar S A Operating Reactors Branch 1 60/O5/S0 8pp 


Q006D20172 Notification of 800530 meeting u/utils in Bethesda* MD re 
severe accident mitigation features for facilities 
QL&HAN.L < REEVES^E Operating Reactors Branch 1 BO/05/23 Ip 


8006130208 Forwards Amend 6t to License DPR-26» saf e ty evaluation 6 
notice of issuance & availability 

VAROAjS a Operating Reactors Branch 1 60/05/23 2pp 


— 8006130214 Amend 61 to License DPR-26« increas ing staffing of station 
nuclear safety committee 6 incorporating STB provisions 
allowing cr«u composition below min requirements for 2-h 
period 

VAROAiS A Operating Reactors Branch 1 00/09/23 6pp 


”8006130220 Safety evaluation supporting Amend 61 to License DPR-26 
♦ Office of Nuclear Reactor Regulation* Director 80/05/23 2pp 


— 8006130223 Notice of issuance & availability of Amend 61 to License 
OPR-26 

VAROA.SA Operating Reactors Branch I 60/05/23 2pp 


— 8006170466 "Mitigation of Severe Accident Study Rept* " consisting of 
repts re evaluation of residual risk* steam explosionsp 
containment response for Class 9 accidents & p os t— ac c 1 d en t 
containment vent sys conceptual designs 
* WestinghQUSO Electric Corp 80/03/31 400pp 

8006240165 Notification of 800612 meeting w/utils in DethBsda«MD to 
discuss interim reliability evaluation program 
□L6HAN. L N Operating Reactors Branch I SO/06/09 2pp 

8006130294 Forwards summary of actions token to comply w/NRC 000211 
Confirmatory Order re verification of sump recirculation t> 
review of adminstrati ve check i verification procedures for 
single failure point valves 

O'TOOLE.J D Consolidated Edison Co of New York 0O/O6/iO Bpp 


800616010B Forwards Con Ed 800505 U Power Authority of State of NY 
B00907 1 trs to DOE re economic effects of extended shutdown 
for consideration by NRC task force 

CAHiLLfW J Consolidated Edison Co of New York EARLY.P J Power 
Authority of the State of New York 80/06/10 I9pp 


B0061S0434 Forwards response to five addl TMl-2-re lated requirements 
per 800507 request Response re implementation of Item 1* 
shift mann I ng I wi 11 be sent as expeditously as passible after 
receipt of NRC guidance 

CAHJLL*M J Consolidated Edison Co of New York 00/06/12 Bpp 


0006270047 Summary of 800520 Technology Exchange Meeting 3 w/utils in 
OethesdarND re accident mitigation features for facilities 
LONOj J K Reactor Systems Branch 80/06/12 27pp 


B00625028Q Notification of 800610 meeting w/ut i 1 s* contrac tors S' 
consultants in Bethesda*MO for presentation in area of 
core-melt accident sequences for t-acilities Agenda end 
HEVEn»J F Reactor Systems Branch 00/06/16 2pp 


8006200593 Notification of 800617 meeting w/utils t consultants in 
6ethesda*M0 to discuss technology exchange re containment 
structural resp onse* fa i lure pressures ^ failure modes 
MEYER, J F Reactor Systems Branch 80/06/17 2pp 


B006240349 Forwards request for Amend 2 to application for amend to QL 
No addl fee required 

CAHILL* W J Consolidated Edison Co of New York 80/06/23 2pp 


8006200174 Forwards request for addl info concerning OA program which 
supplements 8CO40B Itr Response should be provided within 
30 days of itr 

VAROA, 8 A Operating Reactors Branch 1 60/05/23 5pp 


8006230029 Requesti 000604 meeting u/util personnel to discuss Interim 
RiLiabllitsi Evaluation Program (IREP) St potential Impact on 
facility 

EISENHUT. D 0 Division of Licensing 80/05/23 9pp 


B006090493 Notification of B00603 meeting w/utll in Bethesda.MD to 
discuss filtered vented containment sys U core retention 
devices 

MEYER. J F p« actor Systems Branch 80/05/37 3pp 


6D06110D91 Forwards drawings h addl info re electrical overr ide/bypass 
aspects of containment purge sys. in response to NRC 000423 
Itr Remainder of response will be provided by 800715 
Drawings available in Central Files only 

CAHILL. U vl Consolidated Edison Co> of New York 00/05/28 tlpp 


8006120404 Forwards slides used by utils during 800603 meeting re 
technology exchange in area of mitigation feature for 
severe accidents at facilities 

C0E3ER.D Lies 1 1 nghouse Electric Corp 80/06/05 Ip 


8006170451 Forwards '^Mitigation of Severe Accident Study Rept Rapt 
Includes presentations made to K'RC C* ACRS on 800230 tc 0309. 
respectively 6 consists of state-of-the-art analyses 
conducted within 60-day period 

CAHILL. « J Consolidated Edison Co of New York EARLY* P J Power 
Authority of the State of New York 80/06/05 2pp 


— 8006240350 Request for Amend 2 to application for amend to OL* modifying 
previous applications to reflect addl support sys redesign 
CAHILL.N J Consolidated Edison Co of New York 80/06/19 3pp 


— 8006S40392 Proposed revised Tech Spec pages for Table 3 12-1 re safety- 
related shock suppressors 

* Consolidated Edison Co of New York 80/06/23 4pp 


--6006S40354 Safety evaluation supporting Amend 2 to application for 
amend to QL 

« Consolidated Edison Co or New York 80/06/30 3pp 


0006240361 Forwards application for amend to License DPR-26, delet Ing 
certain fire protection safety evaluation requirements 
4 modifying Tech Specs re limiting conditions for operation 
& survei 1 lance 

CAHILL, U J Consolidated Edison Co of New York 80/06/23 2pp 


— 8006240364 Application to amend License DPR-26, deleting certain fire 
protection safety evaluation requirements b modifying Tech 
Specs to incorporate limiting conditions for operation 
surveillance requirements for addl fire detectors 
CAHILL, W J Consolidated Edison Co of New York 00/06/19 6pp 


— 0006340367 Revised Tech Specs J ncporporatlng limiting conditions for 
operation ^ surveillance requirements for addl fire 
de tecto<rs, hose stations 6 water supply capability Safety 
evaluation end 

* Consolidated Edison Co of New York 80/06/30 iBpp 


6006250259 Affidavit certifying sve of application for amend of OL Ik 
Amend 2 to application for amend to OL* on 800619 

LIBERATOR I.L F Consolidated Edison Co of New York 80/06/33 Ip 


'8006170454 Informs that Section 6 of rept submitted on 800605 was 
inadvertently stamped proprietary Class 2 Rept is 
norapropr ietary , 

CAHILL* if J Consolidated Edison Co of New York EARLY* P J 
Power Authority of the State of New York 80/06/06 Ip 


-8006170459 Responds to 800528 Itr transmitting rept covering work 
performed by various consultants Entire Nest inghouse rept 
nonproprietary. 

PCQPLESi D L Commotiweal th Edison Co 80/06/0? 3pp 


Q Inspection reports* IE Bulletins 6 correspondence 


0006170790 Forwards Waste Packaging Insp Rept 00-03 on 800227-29 No 
none ompi lance noted 

SMITH, 0 H Region I* Ph i ladelph ia* Fuel Facility 8t Materials Safety 
Branch 80/04/24 2pp 
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— 8006170796 Waste Pack 
none omp 1 1 anc e noted 
requirements* DDT pi 
removable contamina 
PEERV*W W , POTTER, 
Materials Safety Qr 


aging Insp Rapt 80-03 on a00227'-29 No 
Najoi areas inspected shipping paper 
acarding roqu iremonts, rad iat ion levelSi 
tion ^ prohibited articles or contents 
J P Region 2, Atlanta, Fuel Facilitg 
anch 00/03/17 7pp 


Sc 


— 8006160068 LER 80~004/03L"0 on 800912* dur ing normal operation* loaV 
discovered at socket ueld connection on seal injection 
header, Line 402* downstream of filters Caused bg leak In 
socket weld associated ut/2-ihch, 90 degree elbow 
MAKEPEACE, J M Consolidated Edison Co of Neu York 80/06/11 
Ip 


9006170387 Forwards IE Insp Rept 50-247/79-25 on 791209-000202 
No noncomp 1 lance noted 

BRUNNER, E J Region 1, Ph i lade Iph la. Reactor Operations Nuclear 
Support Branch 00/04/30 2pp 


—8006170391 IE Insp Rept 50-247/79-25 on 791209-000202 None omp 1 ia nee 
uj/OOT regulations notod defective shipping container gasket 
resulted in leakage ^ contami nat ion of exterior of shipping 
cask 

BAUNACK, W , SERABIAN, J Region t* Ph i lade 1 ph ia* Office of tho 
Director KI3TER,H Region 1, Ph i ladelph ia* Reactor Operations 
Nuclear Support Branch 00/04/24 lOpp 


8006060521 Forwards response to IE Bulletin 80-04 Steamline break case 
w/failure of auxiliary feedwater runout protection sys would 
not result in containment overpressur 1 lation 

CAHILL* W J Consolidated Edison Co of New York 80/05/08 7p p 


8006200044 Forwards IC Circular 80-13, ‘‘Grid Strap Damage in 
Meet inghouse Fuel Assemblies '' No written response required 
ORIER, D H Region 1* Ph 1 1 ad c 1 p h ia* Office of the Director 
80/09/28 ip 


R Periodic operating reports & related correspondence 


9006170431 Forwards data specified in Section 401 Certification for 
Mag 1960 to NY State Dept of Environ Conservation 
MONTI, W A Consolidated Edison Co of New York 80/06/10 ip 


— 80D6170434 Circulating water temp* gross electrical output & river water 
discharge info for May 1980 

• Consolidated Edison Co of New York 80/06/10 i6pp 


8006190535 Forwards LCR 80-006/99T-0 

CAWILL,W J Consolidated Edison Co of New York 80/06/17 Ip 


— B006190S41 LER B0-006/99T-0 on 800603, during normal plant operation, 
all offsite electrical power was lost Caused by lightning 
strike Feeders cleared of faulted condition 

MAKEPEACE, J M Consolidated Edison Co of New York 80/06/17 

6pp 


T Hearing transcripts on non-anti trust matters 


G0061B0125 Transcript of 800930 Affirmation Session 80-06 in 
Wash ington, DC Pp 1-2 
* Commission 80/05/30 3pp 


— 8006160132 Recommends approval of end revised draft order End PA 
Bradford separate statement to be appended to order 
DlCKWlTiL Office of the General Counsel 8ECy-aO-lB2E 
00/05/29 9pp 


—8006180136 Responds to 800324 Itr to J Ahearne re problems of 
evacuating large populations in short period of time Program 
of upgrading emergency planning is being carried out by NRC 
teams who visit each site of operating nuclear plant 
DENT0N*H R Office of Nuclear Reactor Regulation, Director 
80/04/29 2pp 


—8006180149 Elaborates on concerns expressed in 900102 Itr re n«ed for 
practical evacuation plans around nuclear power sites 
Problems of evacuating large populations in short time have 
been underestimated Requests open hearings on issues 
W0LF*B Affiliation Unknown 80/03/24 2pp 


0006180529 Forwards "Quarterly Rept on Seismic Monitoring Network 
in Uicinity of Indian Point, NY Consolidated Edison Project* 

Dec 1979-reb 1980 " 

CAHILL. W J Consolidated Edison Co of New York 80/06/13 Ip 


—8006180536 "Quarterly Rept on Seismic Monitoring Network In Vicinity 
of Indian Point* NY Consolidated Edison Project* Dec 1979-Feb 
1980 *• 

* Noodward-Cly dc Consultants* Inc 80/05/12 46pp 


0006180426 Forwards daily fish counts from Intake screens for May 1980 
CAHILL* W J Consolidated Edison Co of New York 80/06/15 Ip 


— 0006100427 Dally fish counts from intake screens for May 1980 
u Consolidated Edison Co of New York 80/06/19 4pp 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION* UNIT 3 


F Security* medical* emergency 6 fire protection plans 


8006020240 Notifies that now telephone sys called Health Physics 
Network (HPN) has been Installed at site Sys Intended for 
use during emergencies to link all power plants t* NRC 
Emergency Notification Sys hotline will also be used 
KEPPLERrJ 0 Region 3, Chicago. Office of the Director B0/04/1B 

2pp 


8006040131 Forwards comments re 790818 submittal of training t< 
qualification plan Response requested within 30 days 
Comments withheld (ref IOCFR2 790) 

CRUTCHFIELD* D Operating Reactors Branch 5 SO/05/09, 2pp 


0006190626 Forwards monthly operating ropt for May 1980 

CAHILL* N J Consolidated Edison Co of New York 60/06/15 Ip 


—8006190630 Monthly operating rept for May 1980 

EICHiE Consolidated Edison Co of New York 80/06/06 2pp 


8 Reportable occurrences* LERs ^ related correspondence 


0006050474 PNS-I-0O-OU on 800919* four separate telcon bomb threats 
were received Two calls received by Peekskill Evening Btar 
& two by Supervisor's Ofc*Tut»in of PeekskilliNY Bomb search 
procedures initiated at both plants 

DEVLIN, J , MARTIN, W Region 1* Ph i ladelph la. Office of the Director 
eO/05/20 Ip 


0006340217 PN3-I-80-014 on 000603* Even ing Star of Duchanon. NY received 
phone call from unidentified male* stating that Statue of 
Liberty bombed & facility would be next Search of facilities 
reported no evidence of bomb 

sJ0NE8*E U , MARTIN* N Region 1. Philadelphia* Office of the 
Director 80/06/04 ip 


0OO624O2P2 PN6-1’-B0-015 on 000604* Daily News* NY City newspaper* rec elved 
phone call from unidentified male admitting membership in 
FALN who said facility would be bombed next Bomb searches 
initiated w/negative results 

JONES, E U * MARTIN* W Region 1* Philadelphia* Office of the 
Director 00/06/04 ip 


0006160063 Forwards LFR 80-004 /03L“0 

ZARAKAB* P Consolidated Edison Co of New York 80/06/H, Ip 


8006120528 Requests that FEMA review of state & local emergency plan 
be provided consistent u/encl schedule to avoid potential 
delays in licensing decisions 
AHEARNE* J F Commission 00/09/13 2pp 


8006090487 Forwards proposed rule entitled* "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
odds new Section 50 48 f' App R to 10CFR90 6 Is expected 
to be published in FR by end of May 

EISENHUT.DG Division of Licensing 80/09/19 46pp. 


8006130063 Forwards revised Pages 1-14 6 new Page 14a for proposed 
rule IOCFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page I4a not end 

EISENHUTi D G Division of Licensing 80/05/22 73pp 


B006200627 Requests revision of 600324 safeguards contingency plan in 
accordance w/commenti described in end to Itr Response 
requested within 30 days Enel withheld (ref 10CFR2, 790) 

CRUTCHFIELD. D M Operating Reactors Branch S, 80/05/27 2pp 


G(}06050276 Informs that licensee submitted addl info on B00408 re 
fire protection review Evaluation end re Item 3 J 5*water 
suppression. 

HALL* R E Orookhaven National Laboratory 60/06/02 2pp. 


B0061Q0793 Forwards Revision 1 to draft emergency plan Emergency plan 
station annexes also end 

PEOPLES* D L Commonwealth Edison Co 00/06/04 2pp 
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- — Q004ilB0331 Draft cmarganctj plan artn^K 

« Co(n<nantjealth Ed i sort Co 80/07/31 55pp 


--800friB0347 Rflvision 1 to draft amergencg plan 
* Comraottueal fch Edison Co 80/07/31 I3‘»pp 


8006190031 Provi-dei in-fo re access of NRC t NRC contractor personnel 
to facttltles to conduct appraisal of haalth pbtjsics 
program -Dnstte pKase Is schadoLec} for approi 2 uks 
btginnlnp B006I9 List of authorlisd NRC personnel end 
KEPPLERiJO Region 3. Chicago. Office of the Director 00/06/05 
4pp 


8006240316 Foruards. ''Dteaden Nuclear Power Station B00619 Emergency 
Response Plan Exercise.*' to verify Comm Ed emergencv plan 
PEOPLES. D L Commonwealth Edison Co BO/06/iS 2pp 


-'6006240310 “DresdeTi Nuclear Power Station 800619 Enrergencg Response 
Plan Eisrclse " 

* Commonwealth Edison Co 00/06/19 63pp 


8006240490 Responds to NRC 800425.30.0501.09 & 20 Itrs requesting addl 
info re guard training U qualification plans Requests that 
response submittal date be eitended bo 800604 
PEOPLES. D t. Comnonuiaa I fch Edison Co 80/06/18 Ip 


P Operating license stage documents it correspondence 


800609016S Forwards addl TMI-2 related requirements to Operating 
reactors Licensees requirements for TMI Action Plan include 
shift menn ingi 1 i censing exams L licensee dissemination 
of operating experiences Response requested within 30 days 
EI&ENHOT. D Q Division of Licensing 00/05/07 ISOpp 


8006030514 Summary of 600422-23 meeting u/Mark I ouners group in San 
Jose.CA re confirmatory analysis L testing programs 
concerning hark I containment long-term program 

GRIMESfC I Assistant Director for Plant Systems 60/05/09 Bpp 


8006130122 Requests comments on NUREG-0S77. "Potential for Low Fracture 
Toughness L Lamellar Tearing on PHR Steam Oenerator fe 
Reactor Coolant Pump Supports " Proposed review procedure L 
implementation schedule end 

EISENHUT. D 0 Division Of Licensing 00/05/19 72pp 


8006030062 Application to amend Licenses DPR-2. DPR-19. DPR-*23r OPR-29 L 
DPR-30* c lar Ify Ing term "operable." submitted as Tech Spec 
•change request, in response to NRC 600410 Itr 
NAUOHTON. N F Commonwealth Edison Co 60/05/30 2pp 


—8006030072 Tech Spec change request for Tech Specs Sections I 0-1 2.2 1 
6 2 2.3 0< 5 0 6 6 0-6 6 re def ini tiansr adaiinis trative 
control s. safety 1 imits. I iml ting safety sys setting 6 
limiting conditio-ns for operation 
« Camnonureal th Edison Co QO/OS/20 42pp 


6006300604 Ltr to all BUR licensees forwarding "For •Commetit*' edition 
of NUREO-0619. "BWR Feedwater Noiile 6 Control Rod Drive 
Return Line Noiile Crec&lng ' Conments will be evaluated by 
NRC prior to fine! implementation w/o end 
EtBENNUT. D 0 Division of Licensing 80/06/05 22pp 


8006190456 Forwards verification of analysis program used for 
determining voltages for facility electric distribution sy% 
per 79-0808 request 

JANECEKiH F Commonwealth Edison Co 80/06/ it 3p p 


0006190307 Forwards commitments to comply w/raquirements & schedules In 
NRC B00507 ltr re addl TMI"'2 related requirements Dresden 
Unit 1 it currently undergoing extensive mod L 
decontamlnatl on. therefore no response is provided 
PEOPLED. D L Commonwealth Edison Co 00/06/12 lOpp 


8006190419 Cpnfirnis availability of EGC8 equipment fol lowing dc power 
supply failure. per 800425 request hods to ensure 
availability of HPCI following dc power failure completed 
at Dresden L in progress at Quad Cities 
.JANECEK. ft F Commonwealth Edison Co 80/06/12 2pp 


6006230196 Forwards draft NEDC-24256. “Evaluation of Jet Pump Hold-Down 
B-eam Failure at Dresden Unit 3 " Rapt withheld 
Iref 10CFR2 790) 

JAHECEK. ft F Common wealth Edison Go 80/06/19 tp 


6006250277 Forwards response to NRC 800516 ltr requesting info re 
turbine disc cracking Stress corrosion cracis not observed 
to date. 

JANSCEK.H F Commonwealth Edison Co 80/06/23 I6pp 


B006270306 Forwards revised Revisions li Zi 12 consisting of Pag© I**/ of 
CE-l-A. “Comm Ed QA Program for Nuclear Generating 
Stations " Revised Rsvlsiun 11 includes basis on which 
equivalent educabion requirements will be established 
PEOPLES. 0 L Commonwealth Edison Co 80/06/23 Ip 


Q Inspection reports. IE Bulletins 6 correspondence 


8006200110 Forwards IE Circular 80-08. "BWR Tech Spec Inconsistency • 
Reactor Protection Syi Response Time “ No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/18 
IP 


8006170309 Forwards IE Insp Ropts 5O-O1O/0O'O7. 50-237/80-07 6 
50-249/00-10 on 800303-0404 6 notice of violation 

HEISHMAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 60/04/24 2pp 


— 8006170312 Notice of violation from insp on 000303-0404 

» Region 3, Chicago. Office of the Director 80/04/22 Ip 


—8006170320 IE Insp ftepts 50-010/80-07.50-237/80-07 & 50-249/00-10 on 
600303-0404 Noncomp 1 lance noted failure to follow radiation 
protection procedures 

BARKER. J L . TONGUE. T M . SPESSARD, R L Region 3. Chicago. Office 
of the Director 60/04/22 5pp 


8006020070 Forwards IE Insp Rept 50-249/80-09 on 800410-11 No 
noncompliance noted 

FIORELLI.G Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 90/04/26 2pp 


— 8006020077 IE Insp Rept 50-249/00-09 on 000410-11 No noncomp 1 lance 
noted Major areas inspected leactor water cleanup sys.pipe 
damage from water hammer fy control rod drive sys seismic 
restraints 

DANIELSON. D H Region 3. Chicago. Reactor Construction 6 
Enginee-rlng Support Branch YIM. I T Region 3. Chicago. Office of 
the Director 80/04/23 4pp 


6006020008 Responds to IE Bulletin 79-26 Dresden Unit 8 is only 
facility requiring shutdo-wn margin penalty for postulated 
B4C leaching Control blade exposures will be monitored 
during cycles to verify projected end-oP-cycle exposure 
PEOPLES. D L Commonwealth Edison Co 60/05/19 2pp 


8006300558 Forwards response to IE Bulletin 80-06. "Engineered Safety 
Feature <ESF) Reset Controls ■’ Proposed mods identified only 
if present sys design may compromise protective action of 
equipment 

PEOPLES.DL Commonwealth Edison Co 00/06/10 9pp 


R Periodic operating reports V related correspondence 


6006110100 Forwards monthly operating ropts for Apr 1980 
STEPHENSON. B B Commonwealth Edison Co 80/05/18 Ip 


—8006110102 Monthly operating rspts for Apr 19B0 

CIESZKIEM1C7. 8 Commonwealth Edison Co 80/05/05 20pp 


6006170448 Forwards monthly operating repts for May 1980 
STEPHENSON. 0 B Commonwealth Edison Co 80/06/09 Ip 


— 8006170461 Monthly operating rept for May 1980 

CIESZKIENICZ. 5 Commonwealth Edison Co 60/06/08 8pp 


8 Reportable occurrences. LERs 6 related correspondence 


8006040203 Forwards LER ao-022/03L-0 

STEP HENSON. B B Commonwealth Edison Co 80/05/27 Ip 


—0006040208 LER 0O-O22/O3L-O on 600429. during normal shutdown 
conditions* intermediate range monitor 12 downscale rod block 
was found to trip below Tech Specs Caused by electronic 
drift Trip point immediately readjusted 
HOLLAND, P Commonwealth Edison Co 60/05/28 ip 


8006160121 Forwards updated LER ao-002/03X-l 

STEPHENSON. B B Commonwealth Edison Co, 80/06/03 Ip 


—8006160125 Updated LeR 80-002/03X-t on 800122. dur Ing normal operation, 
while performing LPCI monthly survei 1 lance. MO-3-1501-1 IB 
valve would not close Caused by stripped screw on one of 
main line terminals Screw replaced t* breaker overhauled 
ZI0NAS. K R Commonwealth Edison Co 60/06/03 Ip 
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aOOi»2JOGai Forojards LER aO-025/OGL-0 

STEPWENSOtl, 0 D Cgcnmonuta I th CdjsotiCo 00/06/10 Ip 


— 0006230387 LER S0-025/03L-0 on 0OOS21 « dur ing main steam line high lloui 
isolation 5 urve 1 1 lane Oi f 1 ou suitch DP1& 3-261-2A uas out of 
Tech Spec limits Mo apparent cause Suiitch successfully 
retested Tests uill continue on monthly basts 
SPEROFF.R Commonujeal th Edison Co 80/06/i I Ip 


BOO6230559 Forwards LER aO-024/03L-0 

STEPHENSON, 0 Q Commonwea Uh Edison Co 00/06/13 tp 


*"'0006230565 LER 0O-O24/O3L**O on 0OOS17r during normal operation w/reactor 
level instrument surveillance in progress^ levs 1 switch 
LIS 3"263-'5QR tripped below Tech Spec limit Cause unknown 
Instrument immediately retested w/sa t Isfactory results 
HOLLAND. P Commonwealth Edison Co 80/06/16 tp 


Q006230570 Forwards LER 80-023/03L-0 

STEPHENSON. 0 B Commonwealth Edison Co 80/06/13 ip 


— 8006230577 LER aO"023/03L-0 on 800519. during normal operation ui/reactor 
level instrument surveillance In progress, level switch 
LIS 3-263-58A tripped below Tech Spec limit Caused by 
misaligned Yarway switch assemb lyi Model 4418C. Series 441BO 
HOLLAND. P Commonwealth Edison Go SO/06/12 Ip 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F Security, medical, emergency it fire protection plans 


QOO6O9O407 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 6 App R to 10CFR50 ti is expected 
to be published in FR by end of May 

ElSENHUTrD Q Division of Licensing 80/05/19 46pp 


G006130063 Forwards revised Pages 1-14 new Page 14a for proposed 
rule 10CFR5O "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page 14a not end 

EIBENHUT. n 0 Division of Licensing 80/05/22 73pp 


8006110217 Notifies that levised emergency plan will be submitted by 
800615. in response to NRC 800418 Itr 
UHUrO. R E Florida Power «< Light Co 00/06/06 Ip 


Q006130254 Forwards safe shutdown evaluations for auxiliary bldg 
hallway & cable spreading room in response to NRC 771029 
req,uest for fire protection info Reactivity control sgs 
assures safe subcriti&al core conditions after reactor trip 
UNRIG. R E Florida Pouiei 6 Light Co 80/06/09 8lpp 


8006260056 Notiflcaiton of 800619 meeting w/util in Bethesda.MD to 
discuss fire protection program t Implementation of App R 
GROTENHUISr « Operating Reactors Branch l 80/06/09 2pp 


8006240192 Forwards proposed revision to emergency plan Apps to be 
submitted under separate cover Implementation to begin by 
G 10101. depend ing on resource availability t> final resolution 
of open issues Plan withheld (ref Privacy Act) 

UHRIG, R E Florida Power it. Light Co 80/06/19 Ip 


8006240196 Advises that util has re-evaluated Section 3 1 12 of NRC 
790321 fire protection 8ER, Bpnnk ler heads on outside wall 
of diesel generator bldg offer better means to reduce 
potential diesel generator sys damage 
UHRIO. R E Florida Power ^ Light Co 80/06/20 Ip 


G Adjudicatory correspondence 


8006260202 Requests that NRG advise Board members of projected dates 
for issuance of draft L final Eia. to enable parties to 
discuss scheduling of proceedings re issuance of QL, amends 
Certificate of 8vc end 

REISiHF Uowenste in. Newman. Re is, Axelrad ^ Toll 80/06/23 4pp 


H General correspondence 


8006300696 Responds to 800410 Itr re facility EIG EI8 prepared for all 
CP & OL applications EIS preparation process discussed 
OQLDBERO. 8 C Hearing Branch 2 80/05/05 2pp 


0006090068 Ack receipt of -800402 S' 0827 Itrs Discusses criteria used 
in granting or denying a^end requests NUREO-0651, 

"Evaluation of Steam Generator Tube Rupture Events." encl 
W/d encl 

VAROA. S A Operating Reactors Branch I 80/05/20 2pp 


M Antitrust correspondence 


8006240137 Notice by Orlando Utils Commission to withdraw Intervention 
tf request to institute proceeding re Commission 780727 
order City of Or lando. pe 1 1 1 1 oner & util 800606 settlement 
resolved issues U/affidavit t' Certificate of 6vc 
WISE.VJ C Orlando. FU W15E.W C Wise, W C 80/06/20 4pp 


P Operating license stage documents 6 correspondence 


0006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning. 1 icensl ng eiams 4 licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT. D G Division of Licensing 00/03/07 ISOpp 


0006130122 Requests comments on NUREG-0577, "Potential for Low Fracture 
Toughness t Lamellar Tearing on PWR Steam Generator b 
Reactor Coolant Pump Suppotts " Proposed review procedure h 
implementation schedule encl 

EISENHUT. D 0 Division of Licensing 80/05/19 72pp 


8006030053 Corrects b supplements 800318 ttr re steam genarator repair 
Monitoring repts will bo submitted annually by 800331 
Improvements designed to enhance secondary water chemistry 
control being implemented 

UHRIO. R E Florida Power b Light Co BD/05/27 2pp 


8006260076 Forwards evaluation of 791220 response to NRC 791016 
requirements for auxiliary feedwater sys Requests response 
to comments on 08-4 l< OL-3 6 confirmation of conformance w/ 
revision to Recommendation 2 within 45 days 
VAROA. S A Operating Reactors Branch 1 80/03/30 9pp 


8006200047 "Proposed Amend to Facility OLs DPR-31 t 0PR-41ii Del ta T 
vs Reactor Power Shift Check, Turkey Point Units 3 6 4." 
informal rept 

UDY.A C EGbOi Inc FIN A-6256 B006200Q47 80/05/31 7pp 


0006060341 Forwards info supplementing response to NRC 790G23 Itr re 
containment purge valves Provisions are adequate to preclude 
failure of valves to close due to entrained debris in fluid 
stream 

UHRIO. R E Florida Power 6 Light Lo 80/06/03 6pp 


G006060342 Advises of intention to begin repair of Unit 4 eteam 
generators in Oct 1901 b' Unit 3 in Oct 1902 Requests that 
NRC begin preparation of EIS so that ASLO proceedings re 
amend to OL can be completed 

UHRlOiR E Florida Power b. Light Co 00/06/03 Ip 


8006090390 Application to amend App A of Licenses DFR-31 It DPR-41. 
changing Tech Specs.Pages 3 2-2 b 3 2-4. to reflect results 
of revised GCCS analysis of power distribution limits for 
23/( steam generator tube plugging Revised Tech Specs end. 

UHRIO. R E Florida Power Light Co 80/06/03 2pp 


— 8006090393 Revised Tech Specs. Pages 3 2-3 b 3 2-4 for amend to App A of 
Licenses DPR-31 b DPn-4t Reflects results of revised ECCS 
analysis on power distribution limits for 25X stean 
generator tube plugging 

a Florida Pnwer b Light Go 80/06/05 3pp 


— 8006090397 "ECC8 Analysis, SSX Steam Generator Tube Plugging *' 
SCHMIDT. A D Florida Power &. Light Co 00/06/05. Sipp 


8006110093 Forwards util B00327 Itr to NRC re proposed amends to OL 
permitting steam generator repairs, Correc ts b supplements 
000310 Itr to NRC 

COLL.N A Steel, Hector b Davis 80/06/03 4pp 


— 8006110099 Corrects b supplements 800318 Itr to NRC re iiroposed amends 
to QL permitting steam genavator repairs Util has approved 
various plant impro vements, inc lud Ing installation of 
condensate polishing detnlnera 1 1 lers 
UHRIO, R G Florida Power b Light Co 80/03/27 2pp 


8006200479 Forwards info re addl TMI-related requirements per 
800507 Itr. Includes shift manning, revi sing scope b criteria 
of licensing exams, procedures for feedback of operating 
experience ta plant staff & PUR vendor rept 
UMRIO. R. E Florida Power S Light Co 80/06/13 3pp 
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^00-£^240^■61 Requests ^utenaioa until B00801 to incorporate NRC proposed 
changes Into Tech Specs as discussed in L-SO"!?? Itr Effect 
of shared si^s uill need to be investigated h specs uiill need 
to be reviewed to determine app 1 icabi of STS 3 0 3 & 5 

UHRiQiR E Florida Power U Light Co 80/'0£i/ie Ip 


0006300229 Requests that any info re plants or animals In site 
V ic i nlty I H sted or proposed to be listed as endangered 
speciesfbe provided for preparation of EIB per amend review 
VAROAr 5 A Operating Reactors Draoch 1 SD/06/19 2pp 


O InspectiQri reports* IE Qulletins correspondence 


B006090470 Forward* IE Insp flepts ^O-SSO^BO^iA fc 50-251 /ao-ia on 
800410 11 Ho noncompliance noted 

KORPHYiC E Region ?■ Atlanta. Reactor Construction t< Engineering 
Support Branch 80705/01 2pp 


— 0006090473 IE Insp Repts 50-250/60-14 & 50-251/60-12 on 000410 & 1 1 No 
noncomp lianc e noted Major areas inspected const status I* 
action on previous insp findings 

RAUSCH. J K Region 2i Atlanta. Reactor Construction & Engineering 
Support Branch WILCOX. J D . MCFARLAND, C R Region 2* Atlanta, 
Office of the Director 80/04/30 3pp 


6006060569 Forwards [E Bulletin 60-11. "Masonry Wall Design " Requires 
action 6 written response IE Info Notice 79-20. 

"Over 1 oadirig of Structural Elements Due to Pipe Support 
Loads" end 

□'RE!LLY*J P Region 2. Atlanta. Qffice of the Oirectar 80/05/00 

2pp 


0006050366 Forwards IE Bulletin 30-12. "Decay Heat Removal Sys 
Gperabtlit^ " Requires action i- response within 30 days 
IE Info Notice 80-20. 'Loss cf Decay Heat Removal Capability 
at Davis-Bcsse Unit l While in Refueling Mode" end 
O'REILLY. J P RegioT, 2. Atlanta. Office of the Director 80/05/09 

2pp 


6006300107 Forwards lE Circular 60-tl. "Emergency Diesel Generator Lube 
□ 11 Cooler Failures *’ No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 60/05/13 

2pp 


S006D40013 Act receipt ef 800118.0321 t< 0501 Itrs informing NRC of 
steps tatin to correct violations noted in IE Insp Repts 
30-250/79-35.50-231/79-35.50-335/79-33 6 50-389/79-22 
hURPHV.C E Region 2* Atlanta. Reactor Construction St Engineering 
Support Branch 80/05/19 Ip 


--Q006040021 Responds to NRC 791219 Itr re violations noted In IE Insp 
Repts 30-250/79-35.50-251/79-35.50-335/79-33 & 50-369/79-22 
Corrective actions OA procedures will be revised w/full 
compliance achieved by 600-731 

DHRIO.R E Florida Power it Light Co 00/05/01 ip 


—6006040025 Responds to NRC 791219 U 600220 Itrs re violations noted in 
IE Insp Repts 50-250/79-35. S0-251/79-3S. 50-335/79-33 
6 50-369/79-22 Corrictive actl-ons OA procedures ultl be 
revised re implementation of 10CFR21 

UHRJO.R E Florida Power i Light Co 80/03/21 3pp 


6006170163 Act receipt of 800519 Itr informing NRC of steps taten to 
correct violations noted in lE Insp Repts S0-2SD/80-06 St 
30-251/00-00 

STOHRiJ P Region 2. Atlanta. Fuel Facility 6 Materials Safety 
Branch. 80/05/29 ip 


—0006170171 Responds to NRC 800424 Itr re violations noted in IE Insp 
Repts 50-250/80-08 50-251/80-00 Corrective actions 

personnel counseled in correct procedural compliance 
Notation made an calibr tickler card 

UHRiGrR E Florida Power i Light Co 80/G3/I9 2pp 


— &00617G176 Forwards IE Insp Repts 30-250/80-00 fic 50-251/80-06 on 
600325-28 t notice of violation 

STOHRi 0 P Reginn 2. Atlanta. Fuel Facility 1« Materials Safety 
Branch SO/04/24 3pp 


— 8006170160 Notice of violation from insp on 000325-23 

» Region 2, Atlanta. Office of the Director 60/04/23 tp 


*—3006170165 IE Imp Repts 50-250/00-00 3? 50-251/80-00 on B00325-2B 
Noncampl ianc e noted failure to have it fallow urittsn 
procedures for rad iochemi s try counting equipment 
MQNTOOMERYjD « Region 2. Atlanta, Qffice of the Director 
TRO-UP . 0 Reglan 2. Atlanta, Fuel Facility <{ Materials Safety 
Branch 00/04/23 9pp 


6006100017 Ack receipt ef 800507 Itr informing NRC of steps taksn to 
correct violations noted in IE Insp Repts 50-250/00-10 & 
50-251/60-10 

LEUISjR C Region 2. Atlanta. Reactor Construction U Engineering 
Supoort Branch 80/05/30 Ip 


— 6006180021 Responds to NRC 800414 Itr re violations noted in IE Insp 
Repts SO-250/80-10 5 50-251/90-10 Corrective actions 
preventative maint to bo performed on critical portions of 
plant communications sgs 

(JHRIO, R E Florida Power 5 Light Co 80/05/09 4pp 


— 6006160024 Conf irois, per conversation ui/R Vog t-Lowe 1 1 , that response to 
IE Insp Repts 50-250/80-10 r. 50-251/80-10 will be submitted 
by B00509 

UKRIOrR C Florida Power It Light Co 80/05/07 Ip 


—8006180028 Forwards IE Insp Repts 50-250/90-10 U 50-251/80-10 on 
800201-29 V notices of violation 8. deviation 

LENIS.R C Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch 00/04/14 Ip 


’8006100032 Notice of violation from insp on 800201-29 

a Region 2. Atlanta. Office of the Director BO/04/02 Ip 


— 0006160033 Notice of deviation from insp on 000201-29 

« Region 2. Atlanta. Office of ^he Director 00/04/02 Ip 


—0006180036 IE Insp Repts 50-250/80-10 6 50-251/90-10 on 000201-29 
Nancompl lance noted failure to generate final approved maint 
procedures for auxiliary feedwater 

VOGT-LOWELL. R Region 2, Atlanta. Office of the Director 
MARTIN. R D Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/02 6pp 


8006260129 Submits supplemental response to IE Bulletin 79-35. 
"Failures of Uestinghouse BFD Relays in Saf ety-Re lated Sys " 
Relays are tested monthly by licensed operations personnel 
Relay fai lures, maint & testing arc documented 
UKRIO. R E Florida Power 6 Light Co BO/03/30 Ip 


9006190646 Forwards response to IE Bulletin 79-OlD. "Environ 
Oual If Ication of Class IE Equipment " N/o end 
UHRIO. R E Florida Power 6 Light Co 00/06/02 ip 


8006200212 Atk receipt of 800521 Itr informing NRC Of steps taken to 
correct deviation noted in IE Insp Repts 30-'230/80-15 8t 
50-251/80-13 

LENIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/06/04 Ip 


—8006200216 Responds to NRC 800425 Ifcr re deviation noted in IE Insp 
Repts 50-250/00-15 if 50-251/80-13 Corrective actions mod 
Initiated to Install audible it visual alarm for loss of 
voltage to fire pump 

UHRiO, R E Florida Power 6 Light Co 00/05/21 2pp 


— 9006200219 Forwards lE Insp Repts 50-250/90-15 6 50-251/00-13 on 
800301-31 4- notice of deviation 

LEWIS. R € Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/04/25 2pp 


■0006200222 Notice of deviation from insp on 800301-31 

« Region 2. Atlanta. Office of the Director 00/04/23 Ip 


—6006200227 IE Insp Repts 50-250/80-15 t- SO-251/00-13 on 800301-31 
Noncomp I lance noted fire pumps inoperable for 17 days due 
to breaker left open following maint 

MARTIN. *3 D Region i. Philadelphia. Reactor Operations Nuclear 

Support Branch VOOT-LQWELL. R J Region 2. Atlanta. Office of the 
Director 00/04/23 4pp 


B006300021 Forwards response to IE Bulletin 79-27. "Loss of Non-Clas* 
IE Instrumentation t Control Power Sys Dus During 
Operation " Power restoration to vital ac or dc buses Is 
accomplished per established plant operating procedures 
UHRIO, R E Florida Power Light Co 60/06/05 2pp 


8006230184 Forwards supplemental response to IE Bulletin 79-27, "Loss 
of Non-Class IE Instrumentation it Control Power Bys Dus 
During Operation " Each alarm associated w/loss of power to 
buses is addressed in appropriate annunciator list 
UHRIO. R E Florida Power Light Co 00/06/06 2pp 


8006250304 Responds to IE Bulletin 80—12 Sufficient hardware, 
redundancy, diversity, reliability it control eiist to handle 
loss of decay beat removal occurrence 
UMRIOjR E Florida Power Light Co 80/06/11 2pp 
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9006300579 Responds to IB Qulletin 00-05 Adequato measures to protect 
refueling uiatei storage tank against vacuum conditions have 
been taken No mods required 

UHRIO. R E Florida Poujer h Light Co 00/06/13 3pp 


R Periodic operating reports h related correspondence 


80061704^,7 Foruards monthlg operating repts for May 1900 
SCHMIDT# A D Florida Power 6 Light Co 00/06/07 Ip 


— 0006170471 Monthly operating rept for May 1980 

CHILSaN.V T Florida Power i Light Co 00/06/07 5pp 


--0OO617O474 Monthly operating T opt for May 1980 

CHILSQNp V T Floridti Power 6 Light Co 80/06/07 4pp 


— 0006170479 Monthly operating rept for May 1980 

CHILSGN, V T Florida Power 6 Light Co 00/06/07 6pp 


S Reportable occurrences, LERs i related correspondence 


B006030479 PNS-* I I-GO-01 3 on 800510, bomb threat was received by Central 
Di spatchf Mctr opol itan Dads County Public Safety Dept 
Licensee conducted search, no bomb was found 

KQNELU, J C I OILLESPIE, F Region S« Atlanta, Office of the Director 
NRC 00/05/19 Ip 


8006110025 Forwards LER 00-007/03L~0 

SCHMIDT, A D Florida Power t Light Co 00/05/26 Ip 


— 8006110033 LER 0O*’OO7/O3L-O on 0004?4< during planning 4< implementation 
of surveillance per Tech Spec 4 IS 4 a l.six electrical 
penetration fire barriers found nonfunctional Caused by 
incomplete installation Darners repaired 
SCHOPPMAN, M A Florida Power 6 Light Co 80/05/26 2pp 


0006250028 PNO-n-GO-096 qn 800527, 1 1 c ens ec was informed by 
Uestinghouse that nonconservati ve error was found in 
computer inputs used Feb 1979 to calculate heat flux hot 
channel factor for fuel assemblies 

ELROD, 0 , QUICK, D Region S, Atlanta, Office of the Director 
80/05/20 Ip 


8006230555 Forwards LER QO-Oll/OlT-0 

SCHKIDTrA D Florida Power t Light Co 00/06/10 Ip 


~»0OO623O564 LER 0O-O11/OIT-O on 000527(Utll was notified by NB93 vendor 
that nonconservative error had been discovered in computer 
inputs used in Feb 1979 10CFR50 46 App K LQCA analysis 
Caused by personnel error 

SCHQPPMAN, M A Florida Power t Light Co 00/06/10 2pp 


8006230801 Forwards LER 0O-OO9/O3L~O 

SCHMIDT. A D Florida Power i Light Co 00/06/10 Ip 


—8006230589 LER 80-009/03L-0 on 800511, while performing QP 14004 1, steam 
generator protection channels periodic test, trip setpoints 
of bistable DS’*3-475 ( 4B5A found nonconservatl ve Caused by 
instrument drift DiStables reset 

eCHDPPMANiM A Florida Power 6 Light Co 80/06/10 Ip 


8006230579 Forwards LCR aO“010/03L~0 

BCHMIDTiA D Florida Power 6 Light Co 80/06/13 Ip 


■8006230586 LER B0~010/03L-0 on 800514, during normal dperation, process 
radiation monitors R-ll fy R-12 were out of sve for approx 
16’'h Caused by faituie of air sampling blower due to normal 
wear Dlower replaced ^ monitor returned to sve 
8CK0PPMAN,M A Florida Power 4- Light Co. 00/06/13 Ip, 
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F Security, medical, emergency 4 fire protection plans 


9006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds hew Section 50 4B 4# App R to lOCFRSO is expected 
to be published in FR by end of May 

EISENHUTrD 0 Division of Licensing 80/05/19, 46pp 


0006130063 Forwards revised Pages 1-14 4 new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page t4a not encl 

EIBENHUT, D Q Division of Licensing 00/05/22 73pp 


8006110217 Notifies that revised emorgency plan will be submitted by 
000615, in response to NRC 800410 Itr 
UKRI0,R E Florida Poiucr & Light Co 80/06/06 ip 


6006130254 Forwards safe shutdown evaluations for auxiliary bldg 
hallway 4 cable spreading room in response to NRC 791029 
request for fire protection info Reactivity control ays 
assures safe subcritical core conditions after reactor trip 
UHRIO. R E Florida Power 4# Light Co 00/06/09 21pp 


0006260056 Notification of 800619 meeting w/util in Betheiila,MD to 
discuss fire protection program 4( Implementation of App R 
0R0TENHU18, M Operating Reactors Branch 1 80/06/09 2pp 


8006240192 Forwards proposed revision to emergency plan Apps to be 
submitted under separate cover Implementation to begin by 
010101 > depend ing on resource availability 6 final resolution 
of open issues Plan withhold (ref Privacy Act) 

UHRIG.R E Florida Power & Light Co 80/06/19 Ip 


0006240196 Advises that util has re-evaluated Section 31 12 of NRC 
790321 fire protection SER Sprinkler heads on outside wall 
□f diesel generator bldg offer better means to reduce 
potential diesel generator sys damage 
UHRIO, R E Florida Pouer 5< Light Co 00/06/20 Ip. 


0 Adjudicatory correspondence 


0006260202 Requests that NRC advise Board members of projected dates 
for issuance of draft 6 final EIS, to enable parties to 
discuss scheduling of proceedings re issuance of OL amends 
Certificate of Sve encl 

REIS.H F Lowenste in, Newman, Reis, Axelrad 6 Toll 80/06/23 4pp 


H General correspondence 


0006300696 Responds to 000410 Itr re facility ElS EtS prepared for all 
CP 4 OL applications EIS preparation process discussed 
GOLDBERG, B C Hearing Branch 2 80/05/05 2pp 


8006090068 Ac k receipt of 600402 6 0229 Itrs Discusses criteria used 
in granting or denying amend requests NURE0-063i, 

"Evaluation of Steam Generator Tubo Rupture Events," encl 
U/D encl 

VARGA, 8 A Operating Reactors Branch 1 BO/05/20 2pp 


M Antitrust correspondence 


0006240137 Notice by Orlando Utils Commission to withdraw Intervention 
4 request to Institute proceeding rc Commission 760727 
order City of Or lando, p eti tioner 8; util 600606 settlement 
resolved issues N/affidavlt 4 Certificate of Sve 
NI8E.N C Orlando, FL U1S£,NC Uise, HC 00/06/20 4pp 


P Operating license stage documents 6 correspondence 


0006090165 Forwards addl TMI-fi related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 icensing exams St licensee dissemination 
of operating experiences Response requested within 30 days 
EI0ENHUT. D 0 Division of Licensing 80/05/07 ISOpp 


8006130122 Requests comments on NUREO-0577, "Potential for Low Fracture 
Toughness 4 Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure It 
implementation schedule end 

EISENHUT, D 0 Division of Licensing 80/03/19 72pp 


8006030053 Corrects 4' supplements 000310 Itr re steam generator repair 
Monitoring repts will be submitted annually by 000331 
Improvements designed to enhance secondary water chemistry 
control being implemented 

UHRIO, R E Florida Power 4 Light Co 80/05/27. 2pp 


0006260076 Forwards evaluation of 791220 response to NRC 791016 
requirements for auxiliary feedwater sys Requests response 
to comments on G8-4 4 OL-3 4 confirmation of conformence w/ 
revision to Recommendation 2 within 45 days 
VARGA. 8. A Operating Reactors Branch 1 00/05/30 9pp 


0006200047 "Proposed Amend to Facility OLs DPR-Sl 4 DPR-41, Delta T 
vs Reactor Power Shift CheckrTurkey Point Units 3 4 4r " 

Informal rept 

UDY, A C EG40, Inc FIN A-6236 8006200047 80/05/31 7pp 
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Q00606i03Al FoTwardi info supplementing response to MRC 790B2B Itr pb 
contBincn^nt purge valves Pro>^itiohs are adtq.uate to ppeclunJe 
^jiLgre of v4lv«« to close due to entrained debris In fluid 
stream 

UHRlOiR E Florida Poujer ^ Light Co 60/06^03 6pp 


B0060&0342 Advises of intention to begin repair o# Unit 4 steam 
generators in Oct 1931 h Unit 3 in Oct 1982 Rea^esti that 
KRC begin preparation of ElS so that ASLQ proceedings re 
amend to OL can be completed 

UHRIO. R E Florida Pouier II Light Co 80/06/03 Ip 


S006090390 Application to amend App A of Llce-nies DPR-31 t» DPR-41* 
changing Tech EpecsiPages 3 2-2 it 3 2-4« to reflect results 
of revised ECCB analysis of power distribution limits for 
2y^ steam generator tube plugging Revised Tech Specs end 
UKRlOiR E Florida Fouer k Light Co 80/06/05 2pp 


' — 8006090393 Re'^ised Tech Specsj Pages 3 2-3 6 3 2-4 for amend tu App A of 
Licenses !)PR~3l b DPR-4i Reflects results of revised ECCS 
analgiis on poujer distribution limits for 25% steam 
generator tube plugging 

a Florida Power b Light Co 80/06/05 3pp 


— 8004090397 ‘'^ECCB Analgs iSi 25'/! Steam Generator Tube Plugging " 
SCHMlDTrA D Florida Power 6 Light Co 80/06/05 3lpp 


0004110093 Forwards util 800527 1 tr to NRC re proposed amends to OL 
permitting steam generator repairs Corrects lU supplements 
BOOSia Itr to riRC 

CQLLiN A Stteh Hector t Davis 80/06/05 4pp 


— 8006110099 Corrects k supplements BOO3I0 Itr to NRC re proposed amends 
to OL permitting steam generator repairs Util has approved 
various plant improvements^' inc ludl ng Installation of 
condinsite polishing deminera 1 I i ers 

UHRIOiR E Florida Power b Light Co 80/05/27 2pp 


8004200479 Forwards info re addl TMl-related requirements per 
900507 Itr fncludas shift ntann i ng. revls ing scope 6 criteria 
of licensing aiamsr procedures for feedback of operating 
experience to plant staff & FijR vandor rept 
UHRIO. R E Florida Power 6 Light Co 60/06/13 3pp 


8006240261 Requests extension until B00801 to incorporate NRC proposed 
changes into Tech Specs as discussed in L-BO-157 Itr Effect 
of shared s<|s will need to be investigated k specs will need 
to be reviewed to determine applicability of STB 3 0 3 L 5 
UHRIO'R E Florida Power 6 Light Co 80/06/10 Ip 


60D43OO229 Requests that anv info re plants or animals in site 
vie tnlty j 1 istad or proposed to be listed as endangered 
specietibe provided for preparation of ElS per amend review 
VaR0A«8 a Cperating Reactors Branch 1 00/06/19 2pp 


Q Inspection reportsi IE Bulletins 4 correspondence 


9006090470 Forwards IE Insp ftapts 50-250/80-14 4 50-251/80-12 on 
000410 6 1 1 No nencomp 1 iance noted 

NURPHTi C E Region 2r Atlanta* Reactor Construction 4 Engineering 
Qupport Branch 00/05/01 2pp 


—9004090473 IE Insp Repts 50-250/00-14 6 50-251/00-12 an 000410 It 11 No 
no nc omp 1 lance noted Hajor areas i nspected' const status it 
action -on previous insp findings 

RAU3CM*W K Region 2> Atlanta* Reactor Construction Si Engineering 
Support Branch WILCOX* J D . MCFARLAND. C R Region S, Atlanta. 
Office of the Director 60/04/3D 3pp 


8004060569 Forwards l£ Bulletin 60-11. "hasonrg Nall Design “ Requires 
act! an tt written response IE Info Notice 79-28. 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

a'RElLLY. J P Region 2. Atlanta, Office of the Director 80/03/00 
2pp 


8006050286 Forwards lE Bulletin 80-12. "Decay Heat Removal Sys 
Operability Requirei action 6 response within 30 days 
IE Info Notice aO-SO. "Loss of Decay Heat Ramoyal Capability 
at Davis-Besse IJnit 1 While in Refueling Mode*' enc 1 
O'REILLY, JP Region 2. Atlanta, Office of the Director 80/05/09 
2pp. 


B006300I07 Forwards IE Circular 00-1 1. "Emergency Diesel Oenerator Lube 
Oil 'Cooler Failures ” Me w-rltten response required 
O^RElLLYrv^ P Region 2. Atlanta. Office of the Director 80/05/13 
2PP 


8006040013 Ack receipt of 800110*0321 U 0501 Itrs informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-230/79-33.50-231/79-35,30-335/79-33 t 50-389/79-22 
HURPHY, C E Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/05/19 Ip 


— 8006040021 Responds to NRC 791217 Itr re violations noted in IE Insp 
Repts 30-250/79-33.50-251/79-33,50-335/79-33 k 50-3B9/79-22 
Corrective actions OA procedures will be revised w/full 
compliance achieved by 000731 

UHRIQ.R E Florida Power 6 Light Co BO/05/01 Ip 


— 8006040025 Responds to NRC 791219 6 800220 Itrs re violations noted in 
IE tfisp Repts 50-230/79-35,90-251/79-35,50-335/79-33 
k 50-339/79-22 Corrective actions QA procedures uitll be 
revised re implementation of 10CFR21 
UHRIG.R E Florida Power k Light Co 90/03/21 3pp 


8006170165 Act receipt of 900519 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/80-08 6 
50-251/00-08 

8TQKR. J P Region 2. Atlanta. Fuel Facility S Materials Safety 
Branch 00/05/29 Ip 


— 8006170171 Responds to NRC 000424 Itr re violations noted in IE Insp 
Repts 50-250/00-08 t SO-251/0O-OB Corrective actions 
personnel counseled in correct procedural compliance 
Notation made on calibr tickler card 

UHRIO.R E Florida Power 6 Light Co 80/05/19 2pp 


— 8006170176 Forwards IE Insp Rept a 50-250/00-08 6 50-231/90-03 on 
000325-28 6 notice of violation 

8TQHR.J P Region 2< Atlanta. Fuel Facility U Materials Safety 
Branch 80/04/24 3pp 


— 6006170100 Notice of violation from insp on 900325-20 

» Region 2. Atlanta. Office of the Director 80/04/23 Ip 


—8006170185 IE Insp Repts 50-250/00-08 I 50-251/80-00 on 000323-20 
Noncompliance noted failure to have V follow written 
procedures for radiochemistry counting equipment 
MDNTGQMERY. D M Region 2. Atlanta. Office of the Director 
TROUP. 0 Region 2. Atlanta. Fuel Facility k Materials Safety 
Branch 80/04/23 9pp 


6006180017 Ack receipt of 800507 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/00-10 6 
30-251/80-10 

LENISiR C Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch 90/05/30 ip 


— 8006180021 Responds to NRC 800414 Itr re violations noted in IE Insp 
Repts 50-250/00-10 k 50-231/80-10 Corrective actions 
preventative malnt to be performed on critical portions of 
plant communications sys 

UHRIO, R E Florida Power b Light Co 00/05/09 4pp 


—8006100024 Confirms, per conversation u/R Yogt-Lowel 1 . that response to 
IE Insp Repts 50-250/00-10 6 50-251/80-10 will be submitted 
by 800509 

UHRIO.R E Florida Power 4 Light Co 80/05/07 Ip 


— 0OO610OO28 Forwards IE Insp Repts 50-250/00-10 U 30-251/80-10 on 
000201-29 k notices of violation 6 deviation 

LEWIS. R C Region 2. Atlanta* Reactor Construction 6 Engineering 
Support Branch 80/04/ 14 Ip 


— 8006100032 Notice of violation from insp on 000201-29 

e Region 2. Atlanta. Office of the Director 80/04/02 Ip 


—8006180033 Notice of deviation from insp on 000201-29 

e Region 2, Atlanta, Office of the Director 00/04/02 ip 


—8006190036 IE Insp Repts 50-250/80-10 6 50-251/80-10 on 000201-29 
Noncompl iance noted failure to generate Final approved malnt 
procedures for auxiliary feedwater 

VGOT-LQNELL, R Region 2» Atlanta. Office of the Director 
MARTIN. R D Region 2, Atlanta. Reactor Operations Nuclear Bupport 
Br,anch 0D/O4/O2 6pp 


0006260129 Submits supplemental response to IE Bulletin 79-25. 
"Failures, of Ucstlnghouse DFD Relays in Safety-Related Sys " 
Relays are tested monthly by licensed operations personnel 
Relay fai lur es, malnt 4 testing are documented 
UHRIO.R E Florida Power 6 Light Co 00/05/30 Ip 


8006190646 Forwards response to IC Bulletin 79-018. "Environ 
Qualification of Class IE Equipment N/o end 
UHRIO.R E Florida Power k Light Co 80/06/02 Ip 
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0OO&3OO212 Ack receipt ot B00521 1 tr informing NRC of steps taken to 
correct deviation noted in IF Insp Repts SO-aSO/BO-l 5 & 
50-231/130-13 

LEUiSiR C Region 2, r^tlanta Reactot Operations Nuclear Support 
Branch QO/OA/O'I Ip 


--8006200216 Responds to URC 800425 Itr re deviation noted in IE Insp 
Repts SO-250/80-15 50-251/60-13 Corrective actions mod 

initiated to install audible b visual alarm for loss of 
voltage to rire pump 

UHRlGtR E Florida Poiuct t Light Co 80/03/21 2pp 


— 8006200219 Forwards IE Insp Repts 50-230/60-15 50-231/60-13 on 

000301-31 t notice oi deviation 

LENISrR C Region 2i Atlanta< Reactor Operations Nuclear Support 
Branch 60/04/25 2pp 


--S006200222 Notice of deviation from jnsp on 600301-31 

e Region 2* Atlanta- Office of the Director DO/04/23 Jp 


— 6006200227 IE Insp Repts 50-150/00-15 *< 50-251/80-13 on 000301-31 
Noncomp 1 lanc e noted firo pumps inoperable for 17 dags due 
to breaker left open following maint 

MARTIN-R 1) Region t- Ph i lade 1 ph la- Reactor Operations Nuclear 
Support Branch VDGT-LOWELL. R J Region 2- Atlanta, Office of the 
Director 80/04/23 Ipp 


B006090340 Forwai ds results of steam generator insps showing approx 
22 47. lube plugging Retiucsts permission to resume operation 
on 800612 

UHRIO- R E Florida Power ** Light Co 80/06/05 2pp 


— 6006090342 Bteam generator insp program conducted in Hag 1900 
Summaiiies i n s p s . re su 1 1 s of insps & preventl\e plugging 
programs ac c omp 1 1 shed during current outage 
m Florida Power *« light Co 80/06/03 32pp 


8006300021 Forwards response to 1C Bulletin 79-27i "Loss of Non-Class 
IE Instrumentation i Control Power 5ys Bus During 
Operation " Power restoration to vital ac or dc buses Is 
accomplished per established plant operating procedures 
UHRIG.R E Florida Powci %> Light Co 60/06/OS 2pp 


0006230104 Forwards supplemental response to IE Dulletln 79-27, "Loss 
of Non-Class lE ] nsiruntentation 6 Control Power Bys Bus 
During Operation " Each alarm associated w/loss of power to 
buses is addressed in appropriate annunc iator list 
UHRIO.R E riot Ida Power t Light Co 60/06/06 2pp 


8006250304 Responds to IF Bulletin 60-1? Sufficient hardware, 
redundancy, d i vers i ty, T el lab i 1 1 ty 4 control exist to handle 
loss of decay heat removal occurrence 
UHRIO,R E Florida Power ^ Light Co 60/06/11 2pp 


8006300579 Responds to IF Bulletin 0O*>O5 Adequate measures to protect 
refueling watci storage tank against vacuum conditions have 
been taken No mods required 

UhtRlO, R E Florida Power Light Co 60/06/12 3pp 


R Periodic opeiallng reports 6 related correspondence 


0006170467 Forwards monthly operating repts for May 1980 
SCHMIDT. A D Florida Power K Light Co GO/06/07 Ip 


“8006170474 Monthly opeiating ropt for May 1980 

CHILSON. V T Florida Power 6 Light Co 80/06/07 4pp 


8 Reportable occurrences, LERs 6 related correspondence 


8006050479 PNS- 1 1 -80-01 3 an 800518, bomb threat was received by Central 
Dk spatchi Metropo I t tan Dade County Public Safety Dept 
Licensee conducted searchino bomb was found 

HOWELL, J C , GILLEBPIEiF Region 2, Atlanta, Office of the Director 
MRC 00/05/19 Ip 


8006030454 Forwards LFR 00-OO7/0iT-O 

SCHMIDT, A D Florida Power h Light Co 00/05/21 Ip 


— SOO6O30456 LCR 0O~OO7/O1T-O on B005Q7, while performing planned malnt 
as result of problem on Unit 3 iLER 250-79-31 >, d isc stud nut 
was dlscoveied missing from 4A main steam check valve Caused 
by failure of associated locking device 

SCKOPPMAN. M A Florida Power t Light Co 00/05/21 2pp 


8006130376 PND- II -BO-094 licensee identified 5-lncb track in 4C eteam 
generator feedwater noi i 1 e-to-p i pe reducer Licensee 
evaluating corrective action Unit shut down for turbine 
rotor replacement 6 steam generator insp 

ELnOD,S , QUICK-D Region 2, Atlanta, Office of the Director 
60/03/23 ip 


QOO62SOO20 PNO-1 1-80-096 on 000527, 1 ic ensee was informed by 
Westinghoufte that nontonseryati ve error was found in 
computer inputs used Feb 1979 to calculate heat flux hot 
channel factor for fuel assemblies 

LLRODi 8 , QUICK, D Region 2, Atlanta, Office of the Director 
60/05/28 ip 


8006190258 Forwards updated LER ao-003/03L-0 

SCHMIDT, A D Florida Power I tight Co 80/05/30 Ip 


•8006190285 Updated LER 80-003/03L-0 on 80021 5, while testing 4C steam 
generator feedwater control valve, change in steam generator 
level lifted low setpoint valve Valve did not fully reseat 
Caused by binding between lifting gear release nut 
SCHOPPMAN, M A Florida Power 6 Light Co 80/05/30 Ip 


8006230567 Forwards LCR 80-008/0 1 T-0 

SCHMIDT, A D Florida Power Light Co 00/06/09 ip 


— 0006230571 LER BO-OOD/OlT-0 on 000523, revt ew of radiographs per IE 
Dulletln 79-13 revealed indications of cracking in feedwater 
nozile to pipe weld on steam generator 4 C reducers Causa 
not stated Fittings containing defects are being replaced 
SCHOPPMAN, M A Florida Power U Light Co 80/06/09 2pp 


DOCKET 50-254 OUAO-CITIES STATION. UNIT I 


F Security, medical, emergency U fire protection plant 


8006020240 Notifies that new telephone sys called Health Physics 
Network <HPN) has been installed at site Sys intended for 
use during emergencies to link all power plants 6 NRC 
Emergency Notification Sys hotline will alio be used 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/10 

2pp 


8006070487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 40 6 App R to 10CFR50 6 is expected 
to be published in FR by end of May 

EISENHUT, D G Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 6 new Page I4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Cperating Prior to 790101," transmitted by NRC 800519 
Itr Page 14a not end 

EISENHUT, D 0 Division of Licensing 80/05/22 73pp 


8006070016 Forwards request for addl info heeded for review oP 
safeguards contingency plan Requests addl info be submitted 
within 30 days of receipt of Itr End withheld (ref 
lOCFRa 790) 

tPPOLlTO. T A Operating Reactors Branch 2 80/05/27 2pp 


8006180293 Forwards Revision 1 to draft emergency plan Emergency plan 
station annexes also end 

PEOPLES, D U Commonwealth Edison Co 80/06/04 2pp 


—8006100319 Draft emergency plan annex 

^ Commonwealth Edison Co 80/07/31 4Dpp 


— 6006160347 Revision I to draft emergency plan 
n Commonwealth Edison Co 60/07/31 I39pp 


8006170559 Forwards drawings responses to questions re fire 
protection safe shutdown analys is, requested in NRC 791022 
I tr 

JANECEKtR F Commonwealth Edison Co 80/06/06 5pp 


— 8006170564 "Single Line Diagram Emergency Power Sys 
* Sargent 6 Lundy, Inc 76/06/30 Ip 


— 6006170586 "Bchematie Diagram Engine Control 6 OeneVator Excitation, 
Standby Diesel Generator 1 " 

9 Sargent 4, Lundy. Inc 76/06/30 Ip 


--8006170591 "achematic Conti d Diagram Engine Control Generator 
Exc i tatlon, Standby Diesel Generator 162" 

■e Bargent 6 Lundy, Inc 79/10/01 Ip 
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— 8006170597 '“Schematic Control Diagram Engine Control & Generator 
Ekc ita 1 1 oni Standhij Di.e&el Generator 2 
e Sargent ^ Lundv> [nc 76707/07 Ip 


--'8006170602 ''Sc h-etnat i c Diagram Reactor Core Isolation Coolins^Part 4 
« Sargent fy Lundg< tnc GO/02/27 Ip 


*■-0006170607 "Relaijing t Hstering Diagram Residual Auiiliarg Transformer 
12 U <1160 i/olt Suiltchgears 13 It 14 
♦ Sargent U Lundg^ !nc 76/06/30 Ip 


— 8006170613 "Relating 6 Hetenng Diagram 4160 Volt Siui tch gear c Buses 
13-1 I 14-1 ■“ 

■* Sargent 6 Lun4y< I nt 76/06/30 Ip 


— 6006170616 "Schematic Contr&l Diagram 4160 Volt Buses 13-1 5* 14-1 Main 
Feed Dreaken " 

* Sargent 6 Lundyi Inc 76/06/30 tp 

— 8Q06170622 “Schematic Control Diagram 4160 Volt Dus 13-1 Standby Diesel 
1/2 Feed Breakers “ 

a Sargant 6 Lundy, Inc 79/10/01 Ip 


—8006170628 “Schenatic Control Diagram 4160 Volt Bus 14-1 Standby Diesel 
1 Feed t« 24-1 Tic Breaker “ 

* Sargent 6 Lundy, Inc 79/10/01 Ip 


— 8006170632 "Schematic Control Diagram 480 Volt Transformer 18 19 ti 

Buses IB 4, 19 Main Breakers " 

* Sargent Lundyr Inc 76/06/30 Ip 


8006240490 Responds to NRC 800425.30,0901.09 6 20 Itrs requesting addl 
info re guard training 4. qualification plans Requests that 
response submittal date ba eitended to 600804 
PEOPLESjD L Commonuealth E-dison Co 60/06/16 Ip 


H Qsneral correspondence 


80061200B2 Responds to 600419 Itr requesting response to J Smith 
concerns re raduaste dumping at Facility Raduaste produced 
as result of plant operation shipped offsite for burial at 
licensed burial site 

DlRCKBit^ >1 Office qf the Eiecutive Director for Operations 
80/0S/28 ip 


—8006120066 Requests response to encl ^ Smith Itr re raduaste dumping at 
facility 

RAILSBACK. T House of Rep 60/04/19 2pp 


P Operating license stage documents 4. correspondence 


8006090165 Forwards adijl ThI-2 related requirements to operating 
reactors Licensees requirements far TMI Action Plan include 
shift manning, 1 1 tens ing eiams licensee dissemination 
of operating eiperiences Response requested uithln 30 days 
EISENHUT. DO Dl/iston of Licensing BD/09/07 iSOpp 


S006030914 Summary of 800422-23 fneeting w/MarV I ouineri group in San 
-JaseiCA re confirmatory analysi-s It testing programs 
concerning Hark I containment long-term program 

ORIMESiC 1 Assistant Director for Plant Systems BO/05/09 8pp 


8006130122 Requests commBnts on NUR.EO-0577, “Potential For Low Fracture 
Toughness & Lamellar Tearing on PUR Steam Generator i, 

Reactor Coolant Pump Supports “ Proposed review procedure 
implementation schedule enc t 

EISEhJHUT, D 0 Division of Licensing 60/09/19 7app 


8006030062 Application to amend Licenses DPR-2, DPR**!?. DPR-25. DPR-29 
DPR-30r clar I f y ing term “operable," submitted as Tech Spec 
change request, in response to MRC 800410 itr 
NAUGMTON. H F CommonuJsal th Edison Co 80/09/30 2pp 


— 8006030079 Tech Spec change request for Tech Specs Sections 1 0-1 2, a I 
& 2 2,3 O, 9 0 8< 6 0-6 6 re def initions. admini strative 
controls. safety 1 imi ts, 1 imit ing safety sys setting & 
limiting conditions for operation 
e Commoriwea t th Edison €0 80/09/30 42pp 


9006300604 Utr to all BWR licensees forwarding ‘"For 'Cq-mmemt" edition 
of NVRE0'-06l9r "aWR Feedwater iVetrle 4< Control Rod Drive 
Return Line Morile Cracking Comments will be evaluated by 
NRC prior to final implementation (4/o encl 
ElSEN>fUT, D 0 Division of Licensing 93/06/05 22pp 


6006090356 Forwards proposed amend to DU to extend end-of-cycle 
coastdoun operation Class HI fee encl 
JANECEK.R F Commonwealth Edison Co BO/06/06 4pp 

—6006090363 Proposed amend to CL. extending licensed coastdoun limit from 
707 to 40/, reactor power Forwards supporting documentat ion 
-* Commonwealth Edison Co 80/06/06 IBpp 

0006190456 Forwards verification of analysis program used for 
determining voltages for facility electric distribution sys 
per 790008 request 

JARECEK, R F Commonuea I th Edison Co 80/06/11 3pp 

B006190307 Forwards commitments to comply w/roqu ir ements if schedules iti 
NRC 800307 Itr re addl TKl-2 related requirements Dresden 
Unit 1 IS currently undergoing extensive mod h 
decantaminat lovi, therefore no response is provided 
PEOPLES. 0 L Commonwealth Edison Co BO/06/12 lOpp 


0006190419 Confirms availability of ECCS equipment following dc power 
supply Failure, per 600425 request Mods to ensure 
availability of HFCI following dc power failure completed 
at Dresden in progress at Quad Cities 
JAhJECEK, R r Commonwealth Edison Co QO/06/12 2pp 


6006250277 Forwards response to NRC 800516 Itr requesting info re 
turbine disc ctacking Stress coirosion cracks not observed 
to date 

JAMECEK, R F Comrroniueal th Edison Co 60/06/23 I6pp 


8006270306 Forwards revised Revisions 11 & 12 consisting of Pago 1-7 of 
CE-I-A, ’“Comm Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requirements will be established 
PEOPLES' D L Commonwealth Edison Co QO/06/23 Ip 


0 Inspection reports, IE Bulletins t correspondence 


e'005230330 Fo-rwards waste packaging insp rept on 600313-14 
No noncoffipl lance noted 

STOHRiJ P Region 2, Atlanta, Fuel Facility Materials Safety 
Branch 80/04/07 2pp 


— B009230341 Waste packaging insp rept on BD03i3-14 No none omp I i anc e 
noted Ma^or areas inspected licensee-shipper vehicles 
inspected for compliance w/DDT 6 NRC regulations including 
shipping paper DDT placarding requirement 

POTTER, J P Region 2. Atlanta, Fuel Facility 6 Materials Gafety 
Branch 80/03/20 4pp 


6006200110 Forwards IE Circular 0O~OB, "BWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
requ ired 

KEPPLER, J G Region 3, Chicago, Office of the Director 60/04/16 
Ip 


8006020185 Forwards IE Insp Repbs 30-254/60-07 50-265/80-10 on 

000325-27 Mo noncompliance noted 

DAVIS, A B Region 3, Chicago. Fuel Facility & Materials Safety 
Branch 60/04/23 2pp 


—0006020192 IE Insp Repts 50-254/80-07 I 50-265/80-10 on 600325-27 No 
noncompliance noted Major areas Inspected environ protection 
program, envl T on monitoring program i confirmatory 
measurenenbs of radiological effluents 

ESSIO. T H . GRANT, W B , LOVENOALE. P C Region 3. Chicago, Office 
of the Director BO/04/17 6pp 


8006170268 Forwards IE Insp Repts 50'-254/ao-09 «, 50-265/60-12 on 
000401-02 No noncomp L lance noted 

HEfShMAN' R F Region 3. Chicago, Reactor Operations Nuclear Qupport 
Branch BD/05/01 2pp 


— 8006170276 IE Insp Repts 50-254/80-09 I 50-265/60-12 on 000401-02 No 
noncomp 1 1 ante noted Major areas inspected Initial training I 
retraining of licensed V nonlicensed personnel S, licensed 
operator t equal i ficat i on training 

SWANSON, E R Region 3, Chicago, Office of the Director 

JACK I W, I N Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 00/04/29 Jpp 


8006230075 Forwards IE I nip Repts 50-254/00-10 4 50-269/80-13 on 
800327-0307 No none omp 1 1 anc e noted 

KEISHMAM, R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 00/05/16 3pp 


I 
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— e00623007a IE Insp Rgpts 5O-254/Q0-1O 8< 50-265/80-13 on 800337-0507 Np 
noncomp 1 isnce notpd Major ai pas inspoctod operational 
saf <1 tgi 1 ong- term ahirtdoufn# ma in t ^ surveillance 

BPesbARU.n L . CHRISSOTIMOS.M Region 3, Chicago, Office of the 
Director 80/05/15 Bpp 


0006020008 Responds to IE Rulletm 79-36 Dresden Unit 2 is onlg 
facility requiring shutdown margin penalty for postulated 
D4C leaching Control blade exposures will be monitored 
during cycles to verify projected end-of-cyc 1 e exposure 
PEOPLCSf [> L Commonwealth Edison Co 60/05/19 2pp 


800630055B Forwards response to IE Dulletin B0-06» "Engineered Safety 
Feature (ESn Reset Controls " Proposed mods identified only 
If present sys design may compiomise protective action of 
equipment 

PEOPLES. D L Commonwealth Edison Co 80/06/10 9pp 


R Periodic operating reports V related correspondence 


8006110070 Forwards monthly operating repts for May 19B0 
KALI VIAKAHIS. N Commonwealth Edison Co BO/05/30 Ip 


—8006110004 Monthly operating repts for May 1900 
* Commonwealth Edison Co QO/05/30 35pp 


8006110034 foTwaids list of mads, tests experiments completed during 
May 1980 t summaiy of safety evaluations 
KALIVIANAKIS. N Cammonwoalth Edison Co 80/06/02 2pp 


S Reportable occurrences. LERs V related correspondence 


8006060192 PNO- 1 1 1 -00-090 on Q00519. approx 13 Cl noble gases uef e 
released from offgas charcoal adsorber sys directly to 
main chimney when operator acc idental ly opened bypass valve 
Matter being followed by resident inspector 

HUETCR.L vl . FISHER. W T , DAVIS. A R Region 3. Chicago. Off ice of 
the Director 80/05/20 Ip 


BO06UO141 Forwards LER 80~012/03L-0 

KALIVIAN'AKIS. N Commonwealth Edison Co 80/09/23 Ip 


--0OO61 10151 I ER 80-'012/03L-0 on 800429. reac tor recirculation motor 
generator set 1A tripped due to low oil presurc from lube 
oil pump lAl trip Possibly caused by contractor personnel 
dropping matl on generator set control cabinet 
BWALEB. J Commonwealth Edison Co 80/09/23 2pp 


8006110304 Forwards LER 80-0U/03L-0 

KALIViANAKiS. M Commonwealth Edison Co GO/09/27 Ip 


--8006110312 LER G0~0ll/03L-0 on 800429. main feed breaker to MCC 19-1 
tripped Caused by excessive current trip time which allowed 
p h as e-to-p ha s e short internal to be carried back to MCC 
19-1 Motor ^ circuit breaker replaced 
HQELLGRi J Commonwealth Edison Co 00/09/27 2pp 


B006230391 Forwards LER Q0-015/03L-0 

KALIVIANAKI9. N Commonwealth Edison Co 00/06/09 Ip 


--0006330392 LER 80-019/03L-0 on BOOSl I . during manual operation of relief 
valves, valve 1-P03-3Q failed to open HPCI S' other valves 
operable Caused by dirty contact on valve operator hold-in 
coil switch Switch replaced S valve returned to sve 000312 
CAGLE. J Commonwealth Edison Go 00/06/09 2pp 


8006300330 EN-G0-2S notice of violation notice of proposed imposition 
of civil penalty will be issued on or about 000620 Action 
based on none omp 1 i anc e re external radiation levels on 
vehicle exceeding limits Hill issue press release 
BROCKETT. T W . THQMPaQNr D Office of Inspection t' Enforcement. 

Office of the Director 80/06/18 Ip 


DOCKET 60-295 PALISADES NUCLEAR PLANT 


F Security, medical, emergency 6 fire protection plans 


8006020334 Notifies that new telephone sys called Health Physics 
Network (HPN) has been installed at site Sys Intended far 
use during emergencies to link all power plants NRG 
Emergency Notification Sys hotline will also be used 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/18 
3pp 


B006090497 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 *' Rule 
adds new Section 50 40 4, App R tn 10CFR90 t is expected 
to be published m FR by end or May 

EISENHUT. DG Division of Licensing 00/05/19 46pp 


8006030580 Notifies that review of safeguards contingency plan 
Revision I dated 790601 ^ 000219. respcc tlvely. comp lete 
Requests revised plan pages within 30 days w/approp r iate 
revision number *< date End withheld {ref 10CFR2 790) 
CRUTCHFIELD. 0 M Operating Reactors Branch 5 BD/05/20 2pp 


8006130063 Forwards revised Pages 1-14 8t new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000519 
Itr Page I4a not end 

EISENHUT. D G Division of Licensing 00/05/22 73pp 


8006240570 Requests response to end comments for NRC review of 790023 
guard training S qual i f i cat ion plan Enel withheld Iref 
10CFR2 790) 

CRUTCHFIELD. D Operating Reactors Branch 5 80/06/06 2pp 


Q Adjudicatoiy correspondence 


8006060465 Discovery rept per ASLB 600229 order Gerved Interrogatories 
S' request to produce documents an NRC Initiated 800319 FOIA 
request Ui 11 file motion to compel NRC responses to certain 
Interrogatot ics 6 documents Related correspondence 
MURPHY, P M Consumers Power Co MURPHY. P M Isham. Lincoln 8c 
Beale 80/04/25 3pp 


8006120263 Motion to compel NRC to produce documents requested In util 
Interrogator ies 2. 3. 4. 5. 12. 13. 14, tS 8c 17 Util will review 
NRC objections re other mails Certificate of 8vc end 
Related correspondence 

MILLER. M 1 . MURPHY, P M , QIELAWSKI.A P Consumera Power Co 
00/05/14 2lpp 


8006060579 Memorandum 8. order granting extension until G0D613 for 
parties to file joint or individual statements re agreement 
8* rulings areas Status rept due 000601 not required 
Certificate of 5vc end 

SMITH. I N Atomic Safety and Licensing Board Panel 80/06/02 2pp 


8006170232 Memorandum 8c order granting CPC 8t NRC 800530 telcon request 
to suspend discovery pending possible settlement or 
limitation of issues Parties must file joint statement re 
areas of agreement 8i areas needing rulings, by 800613 
SMiTHtI U Atomic Safety and Licensing Board Panel BO/06/02 Ip 


6006160123 Forwards draft agreed order on discovery re licensee 
physical tests Requests that A6L0 enter order approving 
schedule Related correspondence 

MURPHYiP (1 Isham. Lincoln 8c Deale 60/06/05 4pp 


8006120346 Order amending discovery schedule Licensee granted until 
600613 to file suppl to 600514 motion to compel Licensee 
shall respond to discovery initiated by NRC on 800623 
SMITH. 1 U Atomic Safety and Licensing Board Panel 00/06/09 2pp 


8006190924 Supplemental motion to compel NRC response to 800225 
Interrogatories 2 through 5.13 through 15 8c 17 Matl not 
pr Ivl leged. relevant or necessary to decision Certificate of 
8vc enc 1 

MILLER. M I . MURPHY, P « . DIELAWSKI.A P Consumers Power Co 
00/06/13 lOpp 


0006300513 Response to NRC 600410 interrogatories re civil penalty 
proceeding Includes info re Sept 1979 discovery of two 
locked-open manual containmont isolation valves 8c associated 
radiation releases Certificate of Sve St documants end 
MURPHY, P II , MILLER, M I Consumers Power Co MU/lPHV. P H Isham. 
Lincoln & Beale 00/06/23 36pp 


— 0006300517 "tnplace Hepa h Charcoal Filter Testing." health physics 
procedure 

SHOCKLEY. V E Carolina Power 8. Light Co LEUII3. J 0 Consumers 
Power Co 76/12/29 3pp 


— 0006300530 "In Place Testing of Hepa Filters U Iodine Adsorbers#'* 
effective 750321 

* Consumers Power Co 7S/03/1I 12pp 
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H Ocneral correspondence 


QOOfr2701Ql Responds Q00^2? ret^uest for info r< H LeHisre tnqulrij 
abou^ amount o-F nuclear iifaste disposed in State of hi Spent 
fuel frotn four operating 111 reactors stored onsite NRC 
evaluated status of waste mgt in 1977 M/related FR excerpts 
DlflCKS.W J Office of the Ececufeive Director for Operations 
SO/OA/09 lOpp 


P Operating license stage documents U correspondence 


800A130016 Forwards corrected Pages S'-SSa tc 4-39 to Tech Specs issued 
w/Amend &1 to I)PR-20 Spec 4 I 1 a t on Page 4~J should not 
be misinterpreted tn prohibit performance of channel 
functional tests which Include valve operation 
CRUTCHFIELD, D Dperatlng Reactors Sranch 5 Ba/05/0& 2pp 


‘—9006130019 Corrected Pages 3-25a (( 4-39 to Tech Specs issued u/Aihend 
51 to DPR-20 

a Operating Reactors Branch 5 79/09/10 2pp 


3006090165 Forwards addl ThI-2 related requirements to operating 
reactors Lltensaes requirements for TMI Action Plan include 
shift mann Ing, 1 ic ensing exams ^ licensee diss eninat i on 
of operating experiences Response requested within 33 dags 
ElSEMHUTiD 5 Division of Licensing 80/05/07 iSQpp 


6006250002 Requests info re environ qualification of electrical 
equipment Response to fire categories of SEP qualification 
should be submitted uitthin 60 dags Guidance reflecting 
reviews performed at ilte enci 

CRUTCHFIELD, D Operating Reactors Branch 5 30/OS/td^ lOpp 


6006250141 Forwards HUREO-0654, Vo 1 s 1 II 6 NURCO-0626 W/o end 
CRUTCHFIELD, 0 Operating Reactors Branch & 30/05/16 2pp 


SQ06130122 Requests comments on NUREQ-0577, "Potential for Lou Fracture 
Toughness 6 Lamellar Tearing on PUR Steacn Generator tc 
Reactor Coolant Pomp Supports " Proposed review procedure 
imp 1 CfTventati on schedule end 

E18EHKUT. 0 G Division of Licensing 30/05/19 7Spp 


9006090303 Confirms telcon between util 5i R Skelton concerning R 
Thornes 800527-30 visit to facility iiRC personnel will 
require access to plant info %t vital areas 

CRUTCHFIELD, D H Operating Reactoirs Branch 5 SO/05/21 2pp 


S006D20272 Advises that mods will be made to separatelg annunciated 
control switch not in automatic* overspeed, overcrank 6 loss 
of iTc control Annunciator window signs will clearlg state 
that emergency diesel generator automatic start is blocked 
HDFFHAN, D p Consumers Power Co 80/05/20 2pp 


8006040311 Forwards emergeneg implementation procedures EIB-3,Ef8-4, 
Eia-5*ElB-6. £18-7. eiB-a 6 E18-9 t Card B for plant health 
phgsle i st 

HOFFHANiD P Consumers Power Co 80/05/29 Ip 


— 0006040313 Emergencg p rocedure* Card 0, f or plant health phgslclst 
« Consumers Power Co 80/05/14 3pp 


— 8006040315 "De term Inat ton of Extent of Core Damage 
a Consumers Power Co 00/04/29 8pp 


8006040316 "Emergency High Range Effluents Monitor " 
* Consumers Power Co 80/04/26 7pp 


— 8006040318 "In-plant Airborne Iodine Monitoring t Thyroid Blocking 
Agent Administration Under Accident Conditions ” 
e Consumers Power Co 00/04/29 9pp 


— 8006040320 "Sampling & Analysis of High Activity Reactor Coolant 
a Consumers Power Co 80/04/24 3pp 


— 8006040320 "Sampling t Analysis of High Activity Containment 
Atoioiphera 

* Consunars Power Co 60/04/30 7pp 


— 8006040325 "Offsite Accident TLD Procedure '* 
« Consumers Power Co 80/04/21 5pp 


— 8006040330 "Off site Airborne Iodine Monitoring Under Accident 
Conditions 

a Consumers Power Co 80/04/30 5pp 


8006170049 Notifies that Project Manager T Wambach is coordinating 
licensing ac t ivl ti es, as result of re organ! i a t ion within 
Ofc Of Nuclear Reactor Regulation Description of new 
organiiatlon end 

CRUTCHFIELD, D M Operating Reactors Branch 5 00/06/02 33pp 

0006090300 Responds to NRC 800410 request that term "operable" be 
appropriately applied to facility Plant review committee 
has approved Tech Spec changes to fulfill NRC request 
HOFFMAN, D P Consumers Power Co 80/06/04 Ip 

0006110153 Forwards reactor internals noise monitoring test results 
Reactor core barrel tightly Clamped w/no other anomalous 
vibrations during testing 

HOFFMAN. D P Consumers Power Co 80/06/04 Ip 


— 8006110157 "Reactor Internals Noise Monitoring Tests Nov 1970-NoV 
1979 ' 

» Consumers Power Co 79/11/30 34pg 


0006090291 Justifies use of honte Carlo calculation (XMC) as ref 
ca 1 Culationa 1 method XMC applicable to facility XMC local 
power distribution calculatiorx due to similarity between 
util lattice tr SWR assemblies measured 
HOFFMAN. D P Consumers Power Co 80/06/06 2pp 


8006110165 Forwards summary of Cycle 4 [)N9 analysis per 800605 meeting 
u/H Balukjidn t L Philips 

HOFFMAN, D P Consumers Power Co 80/06/06 5pp 


0006120384 Requests approval of min frequency response of d-c to 100 
hertt plus or minus 5'4 for eddy current test equipment 
HUSTON, R U Consumers Power Co BO/06/09 Ip 


BOO619O703 Outlines Core Performance Branch responsibilities re util 
800514 request for changes in nuclear peaking factor for 
Cycle 4 Branch should review radial vs axial peaking factor 
trade-off, Type H fuel parameters V rupture model 
SPEIS.T P Reactor Systems Branch 80/06/09 2pp 


0006160051 Notifies that util will meet requirements 6 schedules 
specified in NRC 800507 I tr w/five exceptions Item re shift 
manning 6 overtime procedures involves union 6 licensed 
personnel problems 

HUSTON. R N Consumers power Co 80/06/11 2pp 


6006240253 Provides response to Mooduard-C iyde Consultant questions re 
seismic adequacy of facility Diesel generator day tank 
drawing will be forthcoming End engineering specs, data it 
manual available m Central Files only 
MARU31CH>R K Consumers Power Co 00/06/20 2pp 


8006300377 Forwards info supplementing previous responses to NURE0-057fl 
re sys integrity review Info summarites sys tests, in i tial 
test resul ts. *1 gni f > cant repairs made it post-repair test 
results 

KOFFMAM, D P Consumers Power Co 00/06/25 2pp 


0 Inspection icports, IE Bulletins & correspondence 


8006040153 Refers to 800410 Hr to Region 3 describing actions taken In 
response to 791109 order modifying License DPR-20 Insp 
confirms accocnp I i xhment s Restart is no longer delayed by 
order 

STELLO, V Office of Inspection 4 Enforcement. Office of the 
Director 80/04/25 Ip 


80D61B0041 Forwards IE Insp Rept 50-255/00-05 on 000303-07, 10, 12-14. 
17-21 ii 24-28 No noncompliance noted 

HEI8HMAN. R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/04/25 2pp 


—8006100046 IE Insp Rept 50-255/00*05 on 000303-07,10,12-14,17-21 St 
24-20 No noncomp 1 lanc e noted Majoi areas inspected resident 
insp program ac t ivi 1 1 cs, inc lud ing operations, repor tab le 
events, tE bulletins V NUREO-0578 requirements 

BAKER, K R , JORGENSEN. D L , BOYD, D C Region 3, Chicago, Office of 
the Director 00/04/21 17pp 


0006190673 Forwards IE Insp Ropt 50-255/80-07 on 800453 No 
noncomp 11 a nee noted 

FIORELLI.O Region 3, Chicago. Reactor Construction b Engineering 
Support Branch 80/05/07 2pp 


• — 8006J90675 IE Ihsp Rept 50-255/00-07 on 800423 No noncompliance notid 
Major areas inspected allogation re poor weld quality of rod 
hangers on containment sptay ring 

DANIELSON, D H , HARD, K D Region 3. Chicago, Cffico of the 
Director 00/05/00 3pp 
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000-6050530 Ack receipt of 800508 Itr informing NRC of steps taken to 
correct violations noted m IE Insp Repk 50''255/79-ao 
HEISHMANfR F Region 3* Chicago- Reactor Operations Nuclear Support 
Hranch 00/05/M Ip 


— 0006050533 Responds to NRC B00320 Itr re violations noted In IE Insp 
Rept 50-255/79-20 Corrective actions personnel tifill be 
instructed on recently developed administrative controls 
re Tech Specs surveillance test program 
HOFFMAN. D P Consumers Power Co 00/03/08 2pp 


0006130076 Add I response to FOlA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTON. J M Division of Rules and Records QO/05/23 3pp 


— 3006130080 Discusses review or licensee 791129 response to IE 791109 
notice of violation t/ notice of proposed imposition of civil 
penalties Forwards draft response ?- order supporting 
position taken in notice proposing civil penalty 

KFPPLER- J 0 Region 3. Chicago. Office of the Director 79/12/07 

6pp 


— B006130062 Responds to N Moseley memo received 000313 Lists 
noncomp I lances which appca.* to meet criteria identified in 
util Interrogatories 12.13 14 

ENGELKEN, R H Region 3. San Fiancisco, Office of the Director 

ao/ 03 /is ?pp 


-'3006130086 Responds to request for assistance in answering util 
interrogatories Forwards examples of previous noncomp I lances 
involving Item 12 in memo No examples re Items 13 i. 14 were 
found 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
00/03/19 3pp 


— SOO613OO0B Forwards LERs in response to util Interrogatory 12 re 
violations of containtnertb integrity $ civil penalty No items 
of none omp i i ance found re uiil Interi ogator i es 13 or 14 
WESTERtlAN. T F Region 4. Dallas. Office of the Director 
00/03/19 ip 


—0006130099 Forwards response to updated memo received on B00313 re util 
interrogatoi i es re proposed imposition of civil penalty 
Cover sheet o'* IC insp rept enc I 

KEPPUCR. J G Region 3. Chicago. Office of the Director 00/03/21 

2pp 


--0OO6I3O124 Confirms 790913 verbal rept of RO re violation of 
containment integrity Tech Specs Requliements had not been 
met during Cycle 3 * 

DEWITT, R « Consumers Power Co 79/09/14 Ip 


--0006130136 Draft proposed AO on 790914. util reported that containment 
integrity had been breached for Indeterminate amount of 
time Caused by inadequate procedures Procedures have been 
updated 

^ Consumers Power Co 79/09/14 Gpp 


6006100161 Ack reteipi of 800316 Itr informing NRC of steps taken to 
correct violation noted in IC Insp Rept 30-255/80-04 
HIND.J A Region 3. Chicago. Safeguards Dranch 00/06/04 Ip 


--R0061B0166 Responds to NRC 800420 Itr re violations noted in IE Insp 
Rept 50-255/00-04 Corrective actions withheld (ref 
10CFR2 790) 

HOFFMAN. D P Consumers Power Co 00/05/16 Ip 


80061302B5 Notifies that schedule for instruction of testing personnel 
t, supervisois in revised Tech Specs surveillance program 
Identified in IE Rulletin 79-20 no longer applicable duo to 
delays in plant startup Revised rompletion dates 80613 30 

HUBTON, R W Consumers Power Co 00/06/09 Ip , 


8006130249 Forwards inseivicc insp program update following review in 
accordance w/codo requit emerits ^ Tech Specs Applicable code 
has been changed to A6ME Duller Pressure Code. Section XI 
1977 edition w/addenda through Bummer 1970 
HUSTDN, R W Consumers Power Co 83/06/10 2pp 


8006170593 Informs NRC that util response to IE OuUetin 00-12. "Decay 
Heat Removal Sys Operability." will be provided by 600630 
due bo extensive natui e Of bulletin requests 4. late receipt 
of consuitant rept 

HUSTON. R W Consumers Power Co 80/06/11 Ip 


8006200352 Responds to lE Dulletin 79-18 requiring survey to determine 
whether current alarms sys/evacuati on announcement sys 
clearly audible throughout plant Project will be completed 
results submitted to N«<J by 000731 
HOFFMAN. D P Consumers Power Co 80/06/17 Ip 


8006200499 Responds to IF Qulletin 00-09. "Hyd romo t or Actuator 
Deficiencies ‘ No subj actuators installed 
HOFFMAN, D P Consumers Power Co 80/06/17 Ip 


0006270209 Responds to IE Dulletin 80-06, "Engineered Safety Feature 
Reset Controls " U/list of sarety-re lated equipment not 
remaining in emergency mode upon engineered safety feature 
signals (, Hat of equipment that returns to normal 
HOFFMAN, D P Consumers Power Co 00/06/23 20pp 


R Periodic operating repot is i/ related correspondence 


8006110133 Forwards monthly operating t-ept for May 1900 
ADAMS. W e Carolina Power Light Co 80/06/03 Ip 


— 0006110136 Monthly operating rept for May i9B0 

BDDTKE.P J Carolina Power # Light Co 80/06/03 4pp 


S Reportable occurrences. LERs related correspondence 


8006110130 Forwards LER B0-013/01T-0 

HOFFMAN, D P Consumers Power Co 00/06/04 Ip 


—0006110132 LER B0-013/01T-0 on 000521, HP8I flow indication for loop 2A 
was inoperable Caused by ruptured bellows Transmitter was 
replaced to restore operability 
a Consumers Power Co 80/06/04 {p 


8006190414 Forwards LERs a0-0i4/03L-O, QO-Ol 5/03L-0. e0-Ol6/03L“0 & 
0O-O17/O3L-O 

HOFFMAN, D P Consumers Power Co 60/06/13 ip 


—8006190422 LER BO-0 1 4/03U-0 on 800512, during routine testing of 
hydraulic snubbers. oil level in snubber 5 found to be leas 
than lero Caused by rust combined w/vihrator. accelerating 
seal failure Rust found inside accumalator 
a Consumers Power Co 80/06/13 Ip 


—0006190426 LER 0O-Oia/O3L-O on 800512, dur i ng routine testing of 
hydraulic snubber. oil level in snubber 9 found to be lest 
than lero Cause of seal damage unktiowni normal wear 
suspected Accumulator plunger seal found to be damaged 
a Consumers Power Co 00/06/13 ip 


—8006190428 LER 0O-O16/O3L-O on 80051 5, dur i ng testing of hydraulic 
snubber. oil level in snubber 7 found to be lest than lero 
Caused by seal degradation Snubber will be disatscfflbled to 
confirm cause 

•* Consumers Power Co 80/06/13 Ip 


—8006190431 LCR 00-017/031-0 on QOOStOr review of PS testing procedures 
revealed setpoint PB-l.BOl through 1,004 to be lower than 
permitted Caused by procedure author not recognlting 
different setpoint requirements of Tech Specs 3 3 3 16 

a Consumers Power Co 90/06/13 Ip 


8006200445 Forwards NPDES noncompliance notification 
HOFFMAN, D P Consumers Power Co 80/06/16 Ip 


— 8006200448 NPDES noncomp 1 lance notification on 000527. week ly grab 
sample for oil L gi ease measured 04 0 mg/1 Caused by excess 
oil entering turbine sump 6 possible plugging of filter in 
oil separator unit Filter t sys will bo inspected 
rORSES. R I Consumers Power Co 00/06/06 Gpp 


0006240503 Forwards LER ao-018/03U-0 

HUSTON. R W Consumers Power Co 80/06/19 ip 


— 8006240513 LER 80-010/03L-0 on 600522, during routine testing of 
hydraulic snubbers. oil level in snubber 2 was found to be 
less than lero t was declared inoperable Apparently caused 
by teal degradation 

a Consumers Power Co 80/06/19 Ip 


DOCKET 50 259 DROWNS FERRY NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emei gency 6 fire protection plant 


8006040147 Requests 0OOS2O-21 meeting to visit technical support ctr, 
operational support ctr emergency operations farlllty re 
compliance w/NUREO-0654 Public comments will be received at 
800521 evening meeting Meeting notice ^ agenda encl 
tPPOLITQ. T A Operating Reactors Drsneh 2 00/05/14 2pp 
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SOOfiO^O^B? Forurards praposed rule entitled, "Fire Protection Program 
for Nuclear PoLrer Plants Opeiatsng Prior to 790101 " Rule 
adds neiij Section SO 48 C, R to IDCFRSO t- is expected 

ta b* put>lls^ed in FR bij end or Kay 

EISENHOTjD G Division of Licensing 60/05/19 ^App 


90061300^3 Forwards revised Pages 1-14 i new Page 14a for proposed 
rule lOCFRSO Fire Protection Program for Nuclear Pouer 
Plants aperatina Prior to 790t01»'" transmitted bij NRC 000519 
Itr Page 14a not end 

EiSENKOTiO G Division oF Licensing 00/05/22 73pp 


6006060322 Submits apposition *-o KRC clarification of emergency 
planning r e q.ij ir enents Locating energencg operations facility 
uithin emergency planning lone adds to number of people to 
be evacuated 6 creates weakness inside rone 
CODWIN.A V Alabama. State of 00/05/29 2pp 


Q006060235 Forwards 000521 revisions to training 6 qua 1 1 f i ca 1 1 on plan t« 
responses to NRC 600430 tonments Encls withheld 
Iref 10CFR2 7901 

KlLLSiL H Tennessee Valley Authority 00/06/02 Ip 


0006060313 Forwards revisions *o safeguards contingency plan Plan 
withheld Cref 1QCFR2 790) 

KILLS. L M Tennessee Valley Authority 00/06/02 Ip 


800617080'3 Requests p ar t ic i p a 1 1 on in IJRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces fj p rac f ic es, i nc lod i ng visit to 
facility to interview security mgt personnel 
rPPOLITO.T A Operating Reactors Branch 2 80/06/0'3 2pp 


P Operating license stage documents I correspondence 


8006090165 Forwards addl TI1I'-2 related requirements to operating 
reactors Licensees requirements for TKl Action Plan include 
shift nanni ng I 1 ic easing etams L licensee dissemination 
of operating experiences Response requested uifhin 30 days 
EISENHJti D G Division of Licensing 80/05/07 190pp 


8006030514 Summary of 800422-23 meeting u/Mark I owners group in San 
JQS*( CA Fe confirmatory analysis 6 testing programs 
concerning Mark I containment long-tern program 

ORIhESi C I Assistant Director for Plant Systems 80/05/09 Bpp 


0006130122 Requests comments an NUREG-0577. ''Potential for Lou Fracture 
Toughness t Lamellar Tearing on Pk^R Steam Generator 8« 

Rnctor Coolant Pump Supports ” Proposed review procedure U. 
imp ) ejTienta 1 1 on schedule enc 1 

EISENKUTiD G Division of Licensing 80/05/19 72pp 


0006090372 Forwards request for addl info re next round of study for 
Interim Reliability Evaluation Program Requests 000604 
meeting w/ u t i 1 in Oethesda.HD to discuss program 6 
poteatiai in-pact on facility 

EISEMHUT. D O Division of Licensing 60/05/23 Sp p 


3006030177 No fc i f i ca 1 1 on of 00052? meeting w/util in BethesdaiKD for 
util presentation of propnaed schedule for implementation 
of major mods required by NRC 

CLARK. R J Operating Reactors Branch S 80/D5/27 Ip 


6006050394 Notification of 800529 meeting w/util tn RethesdaiMD to 
discuss util proposed design ot post-accident sampling 
f ac i 1 ities 

CLARK. R J Operating Rieactors Branch S 00/05/27 Ip 


60061 102B6 Ack receipt of 600425 Itr to HG Parris re effect of dc pourer 
supply failure on ECC8 performance Response will be provided 
before 800725 as glvSii verbally to RJ Clark on 800530 
MILLS, L M Tennessee Valley Authority 60/06/03 Ip 


8006300604 Ltr to all DVIR licensees forwarding "For Comment" edition 
of llUREG-0619, "BWR Feedwater Noiile i Control Rod Drive 
Return Lino Noiile Clacking " Comments will be evaluated fay 
NRC prior to final implementation tl/o *»nc I 
EISENHJTi D G Division of Licensing 80/06/05 22pp 


8006240I6S Notification of 600612 meeting w/utils in Bethesda.MD to 
discuss interim reliability evaluation program 
OLSNaN. L W Operating Reactors Branch 1 80/06/09 2pp 


0006230514 Forwards proposed changes to facility Tech Specs per 
DO Eisenhut 800410 ltr t 1OCFR50 59 provisions. 

MlLLSiL M Tennessee Valley Authority 80/06/13 2pp 


--8006230520 Proposed Tech '^pec revisions for safety-related sys Change 
JUS 1 1 f 1 c a 1 1 ons ent 1 

* Tennessee Valley Authority 00/06/13 22pp 

S00623043B Forwards infg Loncerning turbine discs pet 000516 reques-t 
Continued operation of facility ts justified OLs should 
not be mod 1 F 1 ed . suspend e d or revoked. based on responses 
DVR all. J R Tennessee Valley Authority 80/06/19 lOpp 

6006270269 Forwaids response to NRC 800507 ltr re implementation of 
five addl TMl-2 Lessons Learned requiiements concerning 
shift xnann 1 ng . 1 1 c ens 1 ng eiams. I i censee dissemination h 
small break UOCA general review matters 

MILLS. L M Tennessee Valley Authority 80/06/23 9pp 


Q Inspection i eports. IF Bulletins I correspondence 


0006200098 ForwaHs IE Circular 30-03. 'BUR Tech Spec Inconsistency - 
Reactor Protection 5ys Response Tine " No written response 
1 aquired 

O'RElLL/iJ P Region P, Atlanta. Office of the Director 00/04/19 

2pp 


0006090050 Forwards IF Bulletin SO-11 “flasonry Nall Design " Required 
action V written response IC Inro Notice 79-2Q. "Dver 1 aad i ng 
of Structural Elements Duu to Pipe Support" enc I 

O'REILLV.J P Region P Office of the Dlrectoi BO/Ob^Ofl 

2pp 


8006040267 Forwards If Bulletin 00-12. 'Decay Heat Removal Sys 
Operability ■ No written response lequired IE Info flotice 
00-20. "Loss Of Decay Hoaf Rf’mov'al Capability at Davis-Besse 
Unit I Nhile m Refueling Node" encl 

O'REILLV.J P Region 2, Atlanta, Office of the Director 80/05/09 
3pp 


0006120034 Forwards IE Circular 80-11. "Emergency Diesel Generatoi Lubo 
Oil Cooler Failures " No written response required 

O'REILLV.J P Region 2, Atlanta. Office of the Duector 00/05/13 
3pp 


0006240160 Ack leceipt of B00520 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/80-19. 

50-260/80-14 L 50-296/80-15 

LENIS. R C Region 2, Atlanta Reactor Operations Nuclear Suppoi t 
Branch 50/06/02 ip 


--0OO624O164 Responds to NRC 000424 ltr re violations noted in IE Insp 
Repts 50-259/80-19,50-260/80-14 • 50-296/80-15 Corrective 
actions personnel reminded thaf procedures must be followed 
when working on any critical piping sys oi equipment 
MllLS.L N Tennessee Valley authority 00/05/20 3pp 


—0006240167 Forwards IE Insp Repts 50-259/80-19.50-260/00-14 ♦/ 
50-296/00-15 on 80030*' 0404 ’ notice of violation 
LEWIS. R C Region 2. AtlanN. Reactor Operations Nuclear Support 
Branch 80/04/24 2pc 


-0006240169 Notice of violation from insp on 800307-0404 

* Region 2. Atlanta Reactor Operations Nuclear Support Di anch 
00/04/24 Ip 


— 8006240174 IE Insp Hepts 50-259/80- 1 9, 50-260/80- 1 4 V 50-296/80-15 on 
800307-0404 None amp 1 1 a nc e noted failuie to follow procedures 
in heat-treatment of Unit I HPCI steam piping 

DANCE. H C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch SULLIVAN. R r , CHASE, j iJ Region 2. Atlanta. Office of 
fhe Director 80/04/24 Bpp 


80062402SI Ack receipt Of 800520 ltr informing NRC af steps taken tq 
correct violations noted in lE Insp Repts 50-259/80-13. 

50-260/80-11 6 50-296/30-12 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Suppoi b 
Branch 80/06/02 Ip 


0006240258 Responds to NRC 000423 ltr re violations noted In IE Insp 
Repts 50-259/80-13.50-260/00*11 6 50-296/00-12 Corrective 
actions personnel instructed to keep shift engineer infoimed 
of work status sys status procedure revised 
HILLS, L M Tennessee Valley Authority 00/05/20 3pp 


— 8006240264 For.wards IE Insp Repts 50-259/60-13.50-260/00-11 V 
50-296/00-12 on 800204— 0307 f notice of violation 
LEWIB. R C Region 2. Atlanta, Reactni Operations Nuclear Support 
Branch 80/0.1/23 2pp 


— 8006240267 Notice of ./iolation from insp on 000204-0307 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Suppoi t 
Branch SULLIVAN, J Region 3. Atlanta, Off icq gf the Director* 
00/04/23 ip 
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— Q0062*>0273 IE Insp Reptf. 50-259/80-13- 50-260/80-' 1 1 ^ 50-396/00-12 on 
800204-0307 tioncomp 1 I e noted failure to den^onstrate HPC I 
operable when RCIu uia^ inoperable tor maint 

l>AK*CEi H C Region 2, Atlarita. Reactor CporalionB Nuclear Support 
0 ranch fjUl LlVAN, R r - CHASE. J W Region 2, Atlanta. Office of 
the Director a0''04'c?3 6pp 


8Q06350135 Ac h receipt of B0052 1 Itr tntarmng NRC of steps taken to 
correct violations noted in IE Insp Repts SO-259/QO- 16, 
50-260/00-13 •' 50-296/60-14 

ST0HF^^ J P Region 2. Atlanta. Fuel Facility Matetials Safety 
□ranch 90/06/03 ip 


— 0006550144 Responds to kPC 000420 Iti re violations noted in IE Insp 
ReptS 50-259/00-16,50 260^00-13 /, 50-296/80-14 
Corrective actions ppisoiiriel trained on 800416 for emergency 
director duties h training records corrected 
MILLS, U ri Tennessee Valley Authority 00/05/21 5pp 


--Q006250150 Forwards IE Insp Pepls 50-259/00-16,50-260/80-13 
50-296/00-14 on 000324 -28 4 0331 0404 4 notice of 
V 1 o 1 a 1 1 0 n 

BTDHR.J P Region 2. AtlarHa. Fuel Facility 6 Materials Safety 
Dranch 00/04/25 2pp 


-8006350155 Notice of vioMtion trom insp on 000324-20 V 0329-0404 
n Region 2. Atlanta, ilttice of the Director 80/04/34 Ip 


-0006350165 It Insp Roptc 50- ?59/B0-16< 50-260/00-13 50-296/80-14 on 

800324-28 ♦, 0329-0404 None omp 1 1 aiic B noted Failure to train 
designated sucrcssoi^ to cmpigency director 4 to keep 
training records in order ’ prepare tiaining procedures 
JJ£NKIN5.G R Region 2. Atlanta, Fool Facility 4 Materials Safety 
□ ranch ANDREWS. D L , PERROTTI.D J Region ?, Atlanta. Office of 
the Director 80'04'24 I3pp 


8006300328 Forwatds investigation results in response to IC Dulietin 
00-06 Sys mods. design changos ^ other possible actions mill 
be pro/ided in monthly progress repts beginning 300710 
Re vie 'll will be completed by BOllOl 

CROS8. J U Tennessee Valley Authority 80/06/12 3pp 


P Periodic npeiating rcpoi hs 4 i elated coi rcspondcnco 


6006170501 Forwards monthly opeialing repts for May 1980 
ADERCROMD IE, H Tennessee Valley Authority 80/06/10 Ip 


““0006170507 Monthly operjting repts for May i960 
« Tennessee Valley Aulhotity 00/06/01 3Spp 


S Reportable occurrcncos. tt'Ps * related con ospondenco 


000603044? Formal ds LER 80 038/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/05/29 Ip 


-“0006030452 LER 8O-O30/OJL -0 on 600430, dur i ng normal operat ion. p en for 
halogen channol on RR-90-250 found downscale Caused by 
moistuie collected in halogen detector Moisture drained 
Detector dried out No tocurrence control planned 
* Tennessee Valley Authority 90/05/?9 2pp 


000611038/ Forwards I ER 60~040/03L-0 

CALHOUN. J R Tennessee Valley Authority 00/06/04 ip 


--600611029? ICR 80 040/03L-0 on 000506. dur mg routine startup. va Ive 
1-FCV-90-2S7 'A would hot fully open after closing Caused by 
short circuit due to failure of micro switches in valve 
actuator Switches failed due tn condensation in actuator 
» Tennessee Valley Authority 80/06/04 2pp 


Q006U0369 Forwards I FR 80-041/031-0 

CALHOUN, J R Tennessee V'llley Authority 80/06/05 Ip 


— 0006110290 I ER 80-041/031-0 on 800500, during normal operafci on. smoke 
detector in reactor bldg alarmed f would not clear Caused 
by increased detector sensitivity Detector replaced & fire 
watch established until repairs .made 
# Tennessee Valley Authority 80/06/05 3pp 


8006200024 Final Part 21 rept re mixed heat of steel supplied by tIS 
Steel from which 4-inch elbows 6 2-lnCh tees were mfg to 
A234WPD requirement Investigations conducted 4, closed at 
46 listed facilities 

SEAY. J L Chemtron Corp . Tube Turns Div 80/06/06 3pp 


8006170566 Forwards supp ] to LFR DO-Oll/OlT-2 

CALHOUN, J R Tennessee Valley Authority 00/06/09 Ip 


■8006170575 Euppl to LER Qu-On/OlT-2 on 800201 , ana ly s is of containment 
purge 4 vent sys indicated potential loss of secondary 
containment Caused by t-ailure ot- initial plant design to 
consider L8CA duiing primary con^alnmGnt purge 
■» Tennessee Valley Authority 00/06/09 2pp 


8006170635 Forwards LEW 80-01 5/01 T -1 . supp I ementing 800319 Itr 
CAi HQUN, J R Tcnriessee Valley Authority 80/06/09 Ip 


- 8006170639 LER 80 OlS/OlT-l on 000206, d ur i ng ref uel mg. found two spare 
unwelded 1 'inch lines on penetration X-49 w/only one manual 
isolation valve per line erternal to containment Caused by 
installation error X-W line capped 6 similar lines welded 
* Tennessee Valley Authority 80/06/09 2pp 


8006170497 Formal ds LER 80-042/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/06/10 Ip 


— 0006170502 LER 80-042/031-0 on 800512, w/uni t at 96/ power, core spray 
sys 1 room cooler failed Caused by apparent malfunction of 
check valves in header Chocl /al/es removed, inspec ted U 
rainstal I ed 

^ Tennessee Valley Authority 00/06/10 2pp 


0006190460 Forwards LER 80-044 /OlT-0 

CALHOUN. J R lennessee Valley Authority 80/06/13 Ip 


— 0006190470 LER 00-044/01 T-0 on 80060?. while reviewint} instrument buses 
per IE Bulletin 79-2/, fai lure of 250 volt dc battery board 
determined to cause feedwater rlow to increase to full flow 
f* disable feed pump ti ips Caused by power nonseparation 
e Tennessee Valley Authority 00/06/13 2PP 


QOO63OO6S0 EN-ao-0?2 on oi about 000610. not ice of violation 8, notice of 
proposed imposition of civil penalties to be Issued to 
otil Action based on alleged item of noncomp 1 lance re 
radiation in excess of limit on transport vehicle 
DROCKETT, T W , TliOMPSOH, D Office of Inspection & Enforcemont, 

Office of the Director 00/06/16 Ip 


DOCKET 50-260 DROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emeigoncy 6 fire protection plans 


0006040147 Requests 800520-31 moeting to visit technical support ctr, 
operational suppoi t cti f smcrgency operdtions facility re 
compliance w/NURCO-0654 Public comments will be received at 
000521 evening meeting Meetiiig notice agenda end 
IPPOLITQiT A Operating Reactors Branch 2 80/05/14 2pp 


0006090487 Foiwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Opel aling Prior to 790101 " Rule 
adds new Section 50 40 f/ App R to 10CFR50 ^ is expected 
to be published in FR by end of May 

EISENHUT, D G Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 new Page 14a fpr proposed 
rule 10CFR50 ^'Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page 14a not end 

EISENHUT, DG Div i s ion of Li cens mg 80/05/22 73pp 


0006060322 Submits opposition to NRC clarification of emergency 
planning requli ements locating emergency operations facility 
within emergency planning tone adds to number of people to 
be evacuated 6 ci eates weakness inside xone 
GODWIN, A V Alabama, State of 00/05/29 2pp 


8006060235 Forwards 0OO5?1 revisions to training U qualification plan 8i 
1 esponses to NRC 800430 comments Ends withhold 
(raf I0CFR2 790) 

MILLS. L M Tennessee Valley Authority 80/06/02 Ip 


Q006060313 Forwards revisions to safeguards contingency plan Plan 
withheld (ref lOCFfl? 7901 

MILLS, L M Tennessee Valloy Authority 80/06/02 Ip 


8006170003 Requests participation in NRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces b prac t ices, Inc lud ing visit to 
facility to Inteiview security mgt personnel 
IPPqLITO, T A Operating Reactors Branch 2 00/06/03 2pp 
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DOCKETED ITEMS 


P Oparating Itcohaa «taQ« dc>curvent« ic. cprres pern dance 


80060^0165 ParuerdK addl ThI-2 related re<iukrc<nents to operatltig 
reactor* l_tcan*«e* re<iij» retnents fop THI Action Plan include 
«hlFt manningi 1 i ceh* ing eidiuK 6. I Lcen*ee d i t^efflinatton 
of operating experience* Response requested uithin 30 days 
ElSENHOT, D 0 Division of Licensing QO/05/07 ISOpp 


6006030514 8iuflv<nary of 800423-23 meeting ui/Merk 1 ayners group in Ban 
Jo«e>CA ra canPiroiatory analysis ti testing programs 
cnnce-rntng Mark I conta intnen t long-term program 

0RIKE3<C 1 Assistant Director -for Plant Systems aO/OS/O*?- 0pp 


0006130122 Requests comments on NURE0-0577i ^‘Potential for Loy Fracture 
Toughnass 6 Lamellar Tearing on Pi>iR Steam O'entrator %/ 

Reactor Cqolani Pump Supports *' Proposed review procedure It 
imp lamintati on schedule end 

ElBENHUTi D O Divtsloh of Licensing 00/^05/19' 72pp 


8006050177 Notification of 000529 meetlns w^util in Bethesda.HD for 
Util presentation of proposed schedule for implementation 
of major nods required hg NRC 

CLARK) R 0 Operating Reactors Branch 2 6O/05/S7 Ip 


G006050394 Notification of 608529 meeting w/vitil in Qethesda.HD to 
dlicuii Util proposed design of post-accident sampling 
faci I it 1 »s 

CLARK) R J Operating Reactors Branch 2 BO/05/’27 Ip 


0006110206 Ack receipt Of B00425 Itr to Parris re effect of dc power 
lupplg failure on ECC6 performance Response uill be provided 
btforf B00725 as given verbally to RJ Clark on 000530 
MtLLSiL h Tennessee Valley Authority 00/06/03 Ip 


0006300604 Ltr to all DMR licensees forwarding “For Comment’* edition 
of NUREO-0619. DWR Feedwater Noiile V Control Rod Drive 
Return Line Noicle Cracling ’ Comments will be evaluated by 
NRC prior to final Impleinentat ion il/o one 1 
EIGENHVTiO 0 Division -of Licensing 00/06/05 22pp 


0006530514 Foruiards proposed change* to facility Tech Specs per 
DO Eisenhui 800410 ltr t tOCFRSO 59 provisions 
MILL9)L M Tennessee Valley Authority 80/06/13 2pp 


— 8006230530 Proposed Tech Spec revisions for safety-related ays Change 
justifications enci 

» Tennessee Valley Authority 00/06/13 S5pp 


0OO623O43B Forwards info concerning turbine discs per B00516 request 
Continued operation of facility is justified 6 OLs should 
not t c mod i f 1 edo SUSP ended or re /oked ■ based on responses 
DURALL) J R Tennessee Valley Authority BO/06/19 lOpp 


8006270269 Forwards tesponse to NRC 880507 ltr re implementation of 
five addl TMI-2 Lessons Learned requirements concerning 
shift mannirigj- 1 1 censing eiamS) I ic ensee dissemination 6 
small break LOCA general review matters 
MILLS) L n Tennessee Valley Authority 00/06/23 9pp 


0 Inspection report*) lE D>ul|etins ht c oi respondence 


6006200090 Forwards lE Circular SO-DB. *'0NR Tech Spec Inconsistency - 
Reactor Froteefcion Sys Response Tine '■ No written response 
requ Ir ed 

O'REILLY. JP Region 2. Atlanta, Office of the Director eo/04/tB 

2pp 


G0D609O058 Foriuards IE Bulletin 00- U, ' Masonry Nall Design " Requires 
action h written response IE Info Notice 79-20, “Over load ing 
of Structural Elements Due to Pipe Support*' enc 1 

0'REILLV,J P Region 2. Atlanta, Office of the Director 60/05/08 
2pp 


8CO604O267 Forwards IE Bulletin B0-I2i Decay Heat Removal S<js 
□peratlllty No written response required IF Info Notice 
08-20, ''Loss of Decay Heat Renoval Capability at Davis-Desse 
Unit 1 Nhile in Refueling Node** end 

O'REILLY, J P Region S* Atlanta, Office of ^he Director 00/03/09 
3PP 


B0061S8034 Forwards IE Circulai 80~M, “Emergency Diesel Oenerator Luba 
Oil Coaler Failures “ No written response required 
O'RElLLVtJ P Region ?, Atlanta. Office of the Directoi BO/OS/13 
3pp 


0006240160 Ack receipt ot 800520 Ur informing NRC of steps taken co 
correct vtelailons noted in IE Insp Repts 30-259/00-19, 
30-960/00-14 6 50-296/00-15 

LEWIS,R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/06/02 ip 


— 0006240164 Responds to NRC 600424 ltr re violations noted m IE Insp 
Repts 50-259/80-19, 50~260 /SO- 1 4 • 30-296/80-15 Corrective 
actions personnel reminded that ptoceduies must be followed 
when luorking on any ciitical piping sys or equipment 
MILLS, L M Tennessee Valley Authority 60/05/20 3pp 


—8006240167 Forwaids IE Insp Repts 50-259/80-19,50-260/80-14 
5O-296/0O-15 on 000307-0404 f notice of violation 
LEUIS.R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/04/24 2pp 


•”-8006240169 Notice of violation fron msp on 800307-0404 

• Rrgion 2, Atlanta, ReacUt Operations Nuclear Support Branch 
00/04/24 Ip 


—8006240174 lE Insp Repts 50'-259/80-l9, 50-260/80-1 4 V 50-296/80-15 on 
000307-0404 Noncomp I lance noted reilure to follow procedures 
in heat-tT eatmert of Unit 1 HPCI steam piping 

DANCE, H C Region 2, Atlantd, Reactor Operations Nuclear Support 
Branch SULLIVAN, R F , CHASE, V U Region 2. Atlanta, Office of 
the Director 80/0*W24 5pp 


0006240251 Acfc receipt o+ 000520 Mr informing NRC of steps taken to 
correct violations noted in IE Insp Rt,pts 50-259/00-13, 

50-260/80-11 f/ 50-296/00-12 

LEUIS R C Heglon ?, Atlanta. Reac*- 0 T Operations Nuclear Support 
Branch BO/06/02 Ip 


—3006240250 Responds to NRC a0C423 Ur re violations noted m IE Insp 
Repts 50-299/80-13. 50-260/Q0-U 6 50-296/00-12 Corrective 
actions personnel insttucted to keep shift engineer informed 
of work status % sys status procedure revised 
MILLS,L M Tennessee Valley Authority 80/05/20 3pp 


—0006240264 Forwards lE Insp Repts 50-259/80-13.50-260/00-11 L 
50-296/80-12 on 800204-0307 A notice of violation 
LE141S,R C Region £!, Atlanta, Reactor Operations Nuclear Support 
Branch 30/04/23 2pp 


—8006240267 Notice Of violation from insp on 000204-0307 

LENtS,R C Region 2, Atlanta. Reactor Qpeiations Nuclear Support 
Branch SULLlVAfl. J Region ?.• Atlanta. Dffice of the Director 
00/04/23 Ip 


—0006240273 IE Insp Repts 50-259/80-13,50-260/00-11 b 50-296/80-12 on 
600204-030? Noncomp I lonce noted failure to demonstrate HPCI 
operable when RCIC was inoperable for maint 

DANCE, H C Region 2, Atlani-a, Reactor Operations Nuclear Support 
Branch SULLIVAN, R F , CHASE, J W Region 2, Allontd, Office of 
the Director 80/04/23 6pp 


8006250135 Ac k receipt of 800521 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/00-16, 
50-260/BO-13 L 50-296/00-14 

STOHR, J P Region 2. Atlanta. Fuel Paciiity b Materials Safety 
Dranch 80/06/03 Ip 


-B006250I44 Responds fee NRC 000425 ltr re violations noted in IE Imp 
Repts 50-259/80-16.50-260/80-13 L 50-296/00-14 
Corrective actions peisonnel trained on 000416 for amorgoncy 
director duties b training recoids corrected 
HILLS. L M Tennessee Valley Authority 80/05/21 5pp 


'-B006250150 forwards IE Insp Repts 50-259/00-16, 50'-260/80- 13 h 
50-296/BO- 14 on 000324-20 b 0311-0404 b notice of 
violation 

STOHR, J P Region 2. Atlanta. Fuel Faciiitg K Materials Safety 
Branch QO/04/25 2pp 


— 0006250155 Notice of violation from msp on 800324-26 It 0329-0404 
Region 2, Atlanta, Office of the Director 80/04/24 Ip 


--0006250165 IE Insp Repts 50-259/80-16.50-260/00-13 b 50-296/60-14 oA 
600324-20 I 0329-0404 Noncamp I lanc e noted failure to train 
designated successors to emergency director It to keep 
training records in Older b piepare training procedures 
JENKINB.C R Region Atlanta, Fyol facility & Materials Safitg 
Branch ANDREWS, D L , PERPUni,D J Region 2, Atlanta. Office of 
the Director B0/04/J’4 J3pp 


0006300220 FoTwards investigation fesults in response to IE Bulletin 
00-06 Sys mods, design changes / other possible actions will 
he provided in monthly progress repts beginning 000710 
Review will be completod by 001101 

CROER, U L Tennessee Valley Authority 00/06/12 3pp 
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R Periodic operating t epoi 1 / lelated c oi r espondence 


0006170501 rot(*>aid5 monthly opeiatmg i e-p fot Kag 1900 
ABERCROMBIE. H Tennessee Valley Aufchfitily 80/06/10 Ip 


— 8006170507 Monthly opeiating TPpts tor May 1980 
■* Tennessee Valley At.ptho^l^y 80/06/01 32pp 


S Reportable occurrences. LERs / relati-d c t>i « espandenc e 


8006110143 Poruiards LER ftO-OSl /03L -0 

CALHOUN, J R Tennessee Villey Authority 00/06/04 Ip 


—8006110156 LEH 00-021 /OJL-0 on 800506. dui j ng routine shutdounii 
particulate channel 2-RR-90-249 was erratic !< declared 
Inoperable Caused by failuir of lecoidei amplifier Amplifier 
replaced Failure attiibuicd fp nornal aging 
# Tennessee Valley Authority 80/06/0*1 2pp 


3006200024 Final Part 21 rept ie miJied heat of steel supplied by US 
Steel from uihich 4-inch elbouis Jt 2-‘inch tees uiere mfg to 
A234UPB requirement Investigations conducted ^ closed at 
46 listed facilities 

SEAY/J L Chemtion Corp . Tube Turns Div 00/06/06 3pp 


DOCKET 50-261 M B ROBINSON PLANT, UNIT 2 


F Security, medical, emeigency i fire protection plans 


0006090487 Forwards pi oposed rule entitled, "Fire Protection Program 
for Nuclear Power Plan»s Operating Prior to 790101 " Role 
adds new Section GO 40 ♦ App R to 10CFR5O *, is expected 
to be published in FR by end of May 

ei5ENHUT,D 0 Division of Licensing 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 h neu Page lAa for proposed 
rule lOCrRSO "Fite Protection Pi ogi'am for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800S19 
I br Page 14a not end 

EISENHUTiD C Division of Licensing 00/05/22 T3pp 


6006200507 Forwards request foi addl info re fire protection program 
Licensee has yet to meet all administrative control 
requirements outlined in NRC 000221 Iti Fire brigade drills 
must be performed in plant to promote teamwork 
VAROA, S A Operating Reactors Dianch 1 00/06/04 5pp 


6006180493 FoTUiaids addl info to util G0031Q Itr re facility fire 
protection Addl info includes Insulation of pipes, 
containment general arca,ieactoi coolant pump bay area, 
electrical cable penetrations t fire water pipo rupture 
UTLEY, E E Caroline) Power % light Co 00/06/12 37pp 


8006240312 Folwards descriptions of plant emoigency ctrs to meet end- 
of-yr requirements K commitments Util not planning to 
construct new faeiJitiies Existing structures will serve 
functions 

UTLEY, E F Carolina Pouei t« Light Co 00/06/18 9pp 


0 Adjudicatory correspondence 


8006110209 Notice of withdrawal from proceeding effective 800602 
Certificate of Sve end 

LEWIS. a M Hearing Branch 2 80/06/10 Spp 


1 Financial information 


8006120011 Responds to R00S08 request for Comment on util 8-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial Info 
filed w/NRC 

CHRISTENSURY, E Heai i ngs Dl vi s i on 00/05/29 Ip 


P Operating license stage documents 6 correspondence 


8006090165 Forwards addl TMI-2 related I equirementi to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning, 1 1 cens ing eiams 4 licensee dissemination 
of operating expeiiencvs Response requested within 30 days 
eiSENHUTiD 0 Division of Licensing 90/05/07 ISOpp 


0006130122 Requests comments on NUREG-0-57/, "Potential for Low Fracture 
Toughness ir Lamellar Tearing on PWR Steam Generator t* 

Reactor Coolant Pump 0uppoi ts " Proposed review procedure 4< 
implementation schedule end 

EI0ENKUT, D 0 Division of Licensing 80/05/19 72pp 


0006190126 Responds to 000310 ] tr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concui w/util approach Procurement of 
spare or replacement parts sub j <"0 QA controls 
HAA65, VI P Quality Assurance Branch 00/05/23 2pp 


6006260000 Recommends that util establish common baseline for future 
surveillance tests Util 770909 Itr h 790314 suppi providing 
test results showed lack of continuity among individual 
tests Past concerns re structural integrity satisfied 
VAROA, S A Operating Reactors Branch 1 80/05/30 2pp 

9006090310 Forwards util responses to NRC 000207 questions re dedicated 
shutdown sys Graphs fy fire protection drawings enc 1 
UTLEY. E E Carolina Power K Light Co 00/06/02 34pp 

B006200523 Forwards comments re proposed amend to Tech Specs re 
radiological effluent environ monitoring sys Changes are 
to be incorporated into proposed Tech Specs Requests process 
control program for solidification of radioactive wastes 
VAROA. 9 A Operating Reactors Branch 1 00/06/02 a6pp 


B00623000B Discusses NRC generic review of secondary sys fluid flow 
instabilities at nuclear plants ^ associated util 750723, 

700102 V 790919 Itrs Forwards safety evaluation re steam 
generator water hammer 

VAROA, 8 A Operating Reactors Branch I BO/06/02 2pp 


—8006230012 Safety evaluation re steam generator water hammer Potential 
for steam generator water hammer is sufficiently low to 
permit continued operation Auxiliary feedwater flow should 
be limited to 400 gpm 

e Office of Nuclear Reactor Regulation. Director 00/03/31 4p p 


6006230017 Forwards request for addl info re adequacy of station 
electric distribution sys vo I tages, based on KRC review of 
util 791003 tf 05 Itrs Requests response within 45 days 
VAROA, 8 A Operating Reactors Branch 1 90/06/02 5pp 


6006160058 Responds to NRC 900506 Itr re loss of offsite power survey 
Bixty-day extension requested to review historic files 
associated w/transmiss 1 on sys Total response to survey 
should be completed by 800300 

UTLEY, E E Caroline Power 4* Light Co 00/06/09 8pp 


6006160491 Responds to NRC 900507 generic Itr re second set of TMI- 
related requirements for operating reactors Licensee can 
meet all requirements except Item 1 A 1 3. shift manning. for 
which 30-day extension is requested 

UTLEY. E E Carolina Power ty Light Co 60/06/11 3pp, 


B0061G0361 Forwards evaluation of postulated tornado plus single 
active failure to capacity of auxiliary feedwater sys 
Overslie drawing available in Central Files only 
UTLEY, E E Carolina Power V Light Co 60/06/12 6pp 


0006230396 Application for amend to License DPR-23, revising containment 
purge 6 vent valve closing time Class III fee end 
UTLEY. E E Carolina Power U Light Co 80/06/20 2pp 


—8006230390 Revised Tech Specs re containment purge L vent valve 
isolation time 

a Carolina Power 4 Light Co 90/06/20 9pp 


Q Inspection reports. IE Bulletins h correspondence 


0006020002 Forwards licensee response to deviation noted in IE Insp 
Rapt 50-261/79-29 Arrangement of control ty sectional control 
valves does not meet applicable sections of NEPA Stds fc 
Code 

MURPHY, C E Region 2. Atlanta, Reactor Construction 5. Engineering 
Support Branch 00/03/11 Ip 


8006130309 Forwards IE Insp Ropt 50-261/00-07 on 800331-0403 No 
noncompliance noted 

LEM I 01 R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 00/04/29 2pp 


— 0006130391 IE Insp Rept 50-261/00-07 on 000331-0403 No none omp 1 ianc e 
noted Major areas inspected operations, LERs t IE Bulletin 
79-010 

KELLQOO.P J Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch SAUER, R C Region 2, Atlanta, Office of the Director 
80/04/20 5pp 
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3006060593 Forurards IE Bulletin 80-11, ‘Masonry Uall Design “ Requires 
action S< UiTitben retponse £E Info Tlatice 77-2Q, 

'’Overloading of Structural Elements Due to Pipe Support 
Uoadi" end 

O'REILLY, J P Region 2. Atlanta, Otfice of llie Director B0/^05/0B 
9pp 


8006050289 Foruards IE Bulletin 00-12, “Decay Heat Removal Sy s 
OperabiltbY " Requires action fc response urithin 30 days 
IE Info llotice 00-20^ Loss of Decay Heat Removal Capability 
at Davls-Bosse Unit 1 tniPile in Refueling Mode” encl 

O'REILLVf J P Region 2< Atlanta. Office of the Director 80/05/09 

2 pp 


8006300129 Foruiartfs IE Circular 0O~l I, “Emergency Diesel Ceneratar Lube 
Oil Cooler Failures “ f4o written response required 

O'REIit.YfJ P Region 2, Atlanta. Office of the Director 60/05/13 

3pp 


8006190672 Responds to IE Sulletin 80-12. "Decay Heat Removal Sys 
Operability “ Operator traLnirg ui 11 include revieui of loss 
of decay heat removal incident Hardware, admuu s trative 
control* i- safeguards are adequate 

FURR, 3 J Carolina Power 4 Light Co 80 / 06/03 2pp 


8006250301 Responds to IE Dulletin 00-05 re vacuum condition resulting 
In damage to chemical ^q 1 control sys holdup tanks Revieui t. 
actions taken satisfy concerns of bulletin 
FURRiB J Carolina Power & Light Co BO/06/10 Spp 


&OO62-40't38 Notifies of new target dates for completion of Open Item 
79-19-09 of IE Insp Rept 50-261/79-19 Revision to both 
calibr programs will be completed by 000730 Revisions to 
implementing procedures uill be completed by B01231 
STARKEY, R B Carolina Power L Light Co 80/06/24 Ip 


R Periodic operating reports 6 related correspondence 


8006160025 Forwards monthly operating rept for Hay 1980 
STARKEY, R B Carolina Power Light Co 80/06/10 Ip 


— 8006160026 Monthly operating rept for May 1900 

MA.TFORDjrt Carolina Power 4 Light Co 80/06/03 4pp 


5 Reportable occurrences, LER s h related correspondence 


9006050374 RO on 8D0517, while operating at 407 reactor power level, 
power range high flui setpoint was not properly reset during 
quadrant power tilt greater than Sy, Cause under 
investigation Setpoint reset l> unit returned to operation 
GTARKEVi R B Carolina Power 4 Light Co 60/05/19 Ip 


6006050328 forwards LER 60-013/03L-0 

STARKEY, R B Carolina Power t Light Co 80/05/30 Ip 


—8006050332 LER S0-013/03L-0 on 800517, while operating at 4051 reactor 
p ower, rad ia 1 tilt greater than Tech Spec limit was 
calculated w/o resetting power range high flue setpoint 
Caused by misinterpretation of Tech Specs Setpoints reset 
STARKEY, R B Carolina Power t Light Co 80/05/30 3pp 


8006060362 Forwards replacement to Attachment 3 to steam generator insp 
f( safety evaluation rept submitted on 600429 Addl tube added 
to list h three errors corrected 

DTLEYr E E Carolina Power t Light Co 80/06/02 12pp 


8006110347 Forwards LER ao-012/03L-0 

STARKEY, fi B Carolina Power L Light Co BO/06/O5 Ip 


--8006110358 LER BO-012/03L-0 on 800506, while operating- at 93X power, 
nuclear instrumenta 1 1 on runbaeV occurred Control fuses blew 
on NI6 power range detector N-42 Caused by faulty MIS 
circuit from detectar N-42 Failed detector replaced 
STARKEY, R D Carolina Power 4 Light Co 80/06/05 2pp 


8006230572 Forwards updated LER 90-013/OlT-l 

6TARKEY»fl B Carolina Power % Light Co 80/06/18 Ip 


— B00623059'l Updated LER 0O-Ol3/OlT~l on B00517,uhlle operating at 40X 
power, radial tilt calculated greater than Tech Spec limit 
Caused by personnel incorrectly interpreting requirements 
Personnel will be made aware of correct interpretation 
STARKEY, R B Carolina Power t Light Co 00/06/18 3pp 


DOCKET 50-263 MONT 1 CELLO NUCLEAR GENERATING PLANT 


F Security, medical, emei gency V fire protection plans 


0006020231 Koiifies that new telephone sys called Health Physics 
Network (HPN) has been installed at site Sy s intended for 
use during emergencies to linV all power plants 4 NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/04/10 

2pp 


0006090437 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclenr Power Plants Opeiating Priox to 790101 " Rule 
adds new Section SO 40 » App R to lOCFRSO 4 is expected 
to be published ifi FR bg end of May 

ElSENH'JT, D 0 Division of Licensing 90/05/19 46pp 


8006130063 Forwards revised Pages 1-14 4 new Page I4a for proposed 
rule lOCFRSO "Fire Proiection Progiam tor Nuclear Power 
Plants Operating Prior to 790101,' transmitted by MRC 000519 
1 tr Page 14a not enc 1 

EISENHUT, D G Division of Licensing 80/05/22 73pp 


8006020334 Requests addl time for conpleiion of fire protection mod 
CompletiOTi date cf 8009 |o has hecfl established for fire 
detector-related insta 1 lat ion ' testing 
MAYER L 0 Northern St^t‘>s Power Co 00/05/23 Ip 


000-6190176 Fiovldas info re access of ^'PC 4 NflC contractoi personnel to 
facility for appraisal of health physics program Personnel 
list end 

KEPPLER.J G Region 3, Chicago. Office of the Director 00/05/27 

2pp 


8006120433 Forwards status summary of open issues fi om 790029 fire 
protection sateiy evaluation Subject to implementation 
of enc 1 requirements, u t 1 ] proposed resolutions are 
acceptable Suppl to safety evaluation hiill be issued 
iPPOLlTOiT A Operating Reactors Branch ? 0O/O5/2B 5pp 


6006190108 Forwards ONL evaluations or submittals re open issues 
associated u/fire protection SER 

IPPOLITO T A Gperating Reactors Branch 2 80/06/04 3pp 


0006230221 Forwards comments on safeguards contingency plan Indicating 
heed for revisions 4 addl mi-o Response must be provided 
within 60 days Comments withheld (ref 10CFR2 790) 

IPPOLITO. T A Operating Peactois Branch 2 80/06/04 3pp 


0006230374 Forwards draft input to facility fire protection safety 
evaluation re Items 3 1 10A3, control of combustibles 4 
3 12 {3>> automat 1 c water suppression sys Recommends 
accepting sys controls if control valves supeisised 
MALL, R E Brookhaven National Laboratory 60/06/13 3pp 


0006230337 Discusses submittal of final upgraded omeigency plans 
Extension may be necessar y. depend ing on content of pending 
NRC rules on emergency plans Schedule for emergency plan 
revisions targeted to meet 800801 submittal date 
MAYER. L 0 Northern States Power Co 00/06/17 ip 


8006240266 Advises of intention to leave hoses connected to hydrants in 
hose houses effective 800801 Proposed change will reduce 
time requiied to set up station in pfeparation for fire 
fighting 

MAYER. L 0 Northern Spates Power Co 00/06/10 Ip 


0 Ad jud Icatory correspondence 


B0061 10023 Not 1 ce of withdrawal from proceeding effective 000602 
Certificate of Sve enc 1 

LEWIS, S H Hearing Branch 2 BO/06/03 3pp 


P Operating license stage documents K correspondence 


8006180101 Decommissioning study of Prairie Island Nuclear Generating 
Plant, Revi 3 ion 1 

JAL’ORSKY, M J Nuclear Energy Service. Inc BtA0623 Rl 79/09/26 
67pp 


— 8006180108 Decommissioning study of Monticcllo Nuclear Generating 
P lant, Revi s ion 1 

* Nuclear Fnergy Service, Inc eiA0622 Rl 79/09/20 48pp 
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800^090165 Foruiarli jddl Tni-2 (Dliited requirements to operating 
re-actois Licorisoe^ i equ 1 1 oments for TKJ Action Plan include 
shift marningrli'onsing crams ^ licensee dissemination 
of operating erp*'>iL>Tn’n«. Response requested uiithin 30 dags 
ETSENHUT,n G lM<.isiOn nf Licensing 00/05/07 ISOpp 


&0060305t'l Summat t; of 80U‘12«^23 meeting w/HarV I ouiners gi oup in San 
JoseiCA TO conn 1 ma torg analysis 4 testing programs 
concerning Mai [ c onln i nment long-teim program 

GRIIIEShC I Assistant Diietfoi for Plant Systems 80/05/07 Qpp 


8006130122 Requests comments on Nl;REG-0S77, "Potential for Lou Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator U 
Reactor Coolant Pump Supports " Proposed ler/ieu procedure f/ 
Implementation schedule one) 

EISEfJHUT I) G Dwision ui Licensing 80/05/17 72pp 


8006020161 Summary of 800430 meeting u/ulil.OE f IdUTECH In Dethosda^MD 
re replacement of fecduatei nozile safe ends NRC concluded 
that proposed mod ni/othei measui os taVen by licensee should 
prevent excessive ciacL initiation V grouith 
KEVEPN. T A Operating Reactors Branch 2 80/05/20 I4pp 


6006050247 Foiwards e/aluation of effects of dc poioor supply failure 
on ECCS jn response to KRC 800425 i equest Evaluation is 
being expanded to consider loss of equipment due to uater 
spillage ECC6 equipment list (.till be submitted by 800830 
MAVEfl.L 0 Mot them States Power Co 80/05/30 2pp 


6006190186 Responds to 800319 Iti requesting info to facility to update 
MN Pollution Control Agency files Lists licensee amend 
requests disposition of each 

IPPDLlTOiT A Operating Reactors Branch 2 BO/06/03 2pp 


6006090298 Foiwards design info for high-range noble gas effluent & 
containment radiation monltorsi in response to MRC 771030 Itr 
V TMt Taslt Foice Shot t-Term Recommendation 2 I Q b 
MAYER. L □ Northern States Power Co BO/06/05 7pp 


6006300604 Ltr to all BNP licensees forwarding "For Comment" edition 
of NURCG'0617. ' nWR feedwater Noule fy Control Rod Drive 

Return Line Nozzle Ciaclting " Comments uii 1 ) be evaluated by 
NRC prior to final imp 1 emontat 1 on M/o enc 1 
EISENHUT. D 0 Division of Licensing 00/06/05 22pp 


60-06170489 ForiiJai ds response to four of five new TMl-2 requirements 
Idsntlfied In NRC B00S07 ltr Includes items re licensing 
e lainsi operat mg experience f cedbac t. Bui 1 etlns % Orders Task 
Force final i et oramenda t ions *' control loom habitability 
MAYER. L U Not them States Power Co SO/06/lf 12pp 


8006200373 Informs NRC that ulil intends to use REDV. trans 1 cn t 
licensing analysis code. for Cycle 9 analyses Requests that 
utll he notified by 800701 if course of action Is Incorrect 
HAYERjP C Not thorn States Power Co 80/06/16 Ip 


8006230437 Foruai ds response to NRC 800516 ltr requesting info re 
turbine disc ctackmg Response Includes site-specific 
technical data, insp inPo.w-iter chemistiy results ^ generic 
info No stress coi'rosion cracking observed at site 
MAYER. U □ Northern Slates Power Co 00/06/18 6pp 


Q Inspection reports. IE Bulletins U con espondence 


800620010B Forwaids 11 Circular 80-08. "BUR Tech Spec Inconsistency - 
Reactor Protection Eiys Response Time " No written response 
required 

KCPPLFR. J 0 Region 3. Chicago. Office of the Director 80/04/10 
Ip 


8006160070 Fori^aids IE Insp Rept 50-263/80-04 on 600221-22 6 0327-28 No 
noncomp 1 lanc e noted 

DAVIS.A D Region 3. Chicago. Fuel Facility l< Materials Safety 
Branch 80/04/29 2pp 


— B0061 00075 IE Insp Rept 50-263/80-04 on 800221-22 0327-28 No 

noncomp I iance noted Majot areas inspected eperational 
radiation protection program dui ing refueling tn maint. 

Including organization fy staffing C< exposure control 

HUETERi L J Region 3. Chicago. Office of the Director 

FISHER. U L Region 3. Chicago. Fuel Facility & Materials Safety 

Branch BO/04/22 Bpp 


6006090453 Forwards IE Insp Rept 50-263/80-07 on 800319-21 & 0407-11 
No tioncqmp 1 lance noted 

HEISHMANiR F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/05/05 2pp 


—8006090461 IE Insp Rept 50-263/80-07 on 800319-21 S. 0407-U No 
noncomp I i^ncc noted Major areas inspected plant operations 
small brook LOCA p roc edui e s. f i r c p r otec t i on. I E Bulletins 
80-03,79-28.70-10 f IE Circular 79-17 

UARNICl^.R F . llROtJN. C . CHQULES. N Region 3. Chicago. Office of 
the Director 80/05/02 7pp 


8006160245 FoTuards Nastn Packaging Insp Rept 60-OB on 800303 & notice 
of vinlatlon 

DAVIS, A B Region 3, Chicago. Fuel Facility 4 Materials Safety 
Branch 80/05/08 2pp 


— 8006160240 Notice of violation on 800303 

-<» Region 3, Chicago. Office or the Director 00/05/08 Ip 


— 8006160257 Was»o Packaging Insp Rept 80-09 on 800303 None omp 1 lant e 
noted failure to mark cask used to transport radii;aste 
FISHER, W L Region 3. Chicago, Fuel Facility ty Materials Safety 
Branch PECK. C C Region 3. Chicago. Office of tfie Director 
80/05/08 2pp 


R Periodic operating reports 5 related correspondence 


6006060396 Forwards Revision t to monthly opeiating rept for Apr 1900 
HAVER, L 0 Northern States Pouiev Co 80/06/02 Ip 


—8006060390 Monthly operating rept for Apr 1 900. Revi s i on 1 
MVRABO.A L Northern States Power Co BO/OS/27 Ip 


6006130265 Forwaids monthly operating rept for May 1900 
MAYER. L 0 Northern Btstes Power Co 00/06/09 Ip 


—8006130267 Monthly operating rept foi Hay 1960 

HYRABO. A U Northern States Power Co 00/06/03 4pp 


S Reportable occurrences, LERs 6 related correspondence 


8006050375 Forwards updated LER 79*01 S/03U-1 

MAYER. L 0 Northern States Power Co 80/06/02 Ip 


—8006050378 Updated 79-01 5/03L-1 on 79071 2. d ur I ng routine insp, steam 
leak from 13A intermediate pressure feedwater heater was 
detected Insulation removal revealed through-wall flaw in 
heater shell Caused by eras ion-corrosion 
HAMMCn.S J Northern States Power Co 80/06/02 Ip 


8006200466 Forwards LER 80-021 /03L-0 

MAYER. L Q Northern States Power Co 80/06/12 Ip 


—8006200472 LER a0-Oai/03L-0 on 60051 5, during normal startup, reac tor 
core isolation cooling control power fuse opened Caused by 
shorted lelay coll in circuit due to ac relay inadvertently 
installed by maint personnel Relay lepJaced 
□VERLIDi T U Northern States Power Co 60/06/12 Ip 


DOCKET 50-264 DOW CHEMICAL CQ 


r Security, medical, emorgency t> fire protection plans 


8006190582 Responds to NRC 600507 ltr re Dow Chemical Co TRIOA reactor 
facility nonpower reactor physical protection requirement 
Response not received re Dow TRIOA 701005 security plan 
Security plan meets 790724 800325 FR rules Sc regulations 

LANGNER.R R Dow Chemical Co . Dd(j Chemical USA Div 60/06/09 

Ip 


P Operating licensp stage documents 4( correspondence 


6006200539 Advises that DNB-R8S-001-P. "Topical Rept. Dow Bys for 
Solidification nf Low Level Radwaste from Nuclear Power 
Plants," t> Amend 1 to rept have been determined 
proprietary 4c will be withheld from public disclosuro 
MILLER. L R Standardl zatlon k Special Projects Branch 00/05/23 

2pp 


DOCKET 50-265 QUAD-CITIES STATION. UNIT 2 


F Security, medical, emergoncy k fire protection plans 


8006020240 Notifies that new telephone sys called Health Physics 
Net-work (HPN) has been installed at site Bys intended for 
use during emergencies to link all power plants & NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/04/18 

2pp 



BO 


DOCKETED ITEMS 


fl0060'904a7 Foruard* proposed rule entitled^ "Fire Proteclion Program 
for Nuclear Payer Plants Operating Prior to 790101 " Rule 
adds neu Section 50 4B h App R to 10CFR5O tt is erpected 
to be published in FR buj end of Kai/ 

EISEMHUTp D O Division of Licensing G0/05/1? 4-6pp 


000613^0063 Forwards revised Pages 1-14 8» new Page 14a for proposed 
rule lOCFRSO ‘■’Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101^” transmitted bij NRC 600519 
Itr Page 14a not end 

EISENHUTjD C DWieion. o# Licensing SO/OS/Ba 73pp 


8006090016 Forwards request for addl info needed for review of 
safeguards contlngencg plan Requests addl info be submitted 
tuLthin 30 dags of receipt of Itr Enel withheld (ref 
iQCFna 790> 

IPPQUmr A Operating Reactors Branch 2 80705/27 app 


6006180293 Forwards Revision I to draft emergeneg plan Emergencg plan 
station anneies also end 

PEDPLEBi D L Commonwealth Edison Co 80/06/04 2pp 


— 0OO61BO319 Draft emergeneg plan annei 

a Camnontusa 1 th Edison Co 60/07/31 48pp 


— S006180347 Revision t to draft emergeneg plan 
« Commonuealth Edison Co 00/07/31 139pp 


B006170559 Forwards drawings ^ responses to questions re fire 
protection safe shutdown ana 1 gsiSf reque s ted In NRC 79103S 
Itr 

JANECEKj R F Commonwealth Edison Co 80/06/06 5pp 


--0006170564 "Single Line Diagram Emergency Power Sgs 
» Sargent 6 Lundg< Inc 76/06/30 tp 


“-0OO6 1 70591 "Schematkc Control Diagram Engine Control St Generator 
£ I C 1 ta t i on I Stand b ij Diesel Generator 16 2" 

» Sargent 6 Lundy* Ine 79/10/0-1 ip 


0006170597 "Schematic Control Diagram Engine Control St Generator 
E I c 1 tat i 0 n I Stand b i| Diesel Oenerato-r 2 “ 
a Sargent Si Lundyi Inc 76/07/0-7 Ip 


8006240490 Responds to NRC e0042Si 30, 0501. 09 & 20 Itrs requesting add) 
Info re guard training & qualification plans Requests that 
response subnlttal date be e» tended to 8OD0O4 
PEOPLES, D L Commonwealth Edison Co 80/06/10 Ip 


H General correspondence 


8006120002 Responds to 600415 Hr requesting response to d Smlt^i 
concerns r« raduaste dumping at facilitg Radwaste produced 
as result of plant operabion shipped offsite for burial at 
licensed burial site 

DIRCKS, W J Office of the Eiecutive Director for Operations 
80/05/20 tp 


— 8006120086 Requests response to end -J Smith Hr re raduaste dumping at 
facilitg 

RAILSSACKjT House of Rep 00/04/15 2pp 


P Operating license stage documents L correspondence 


0006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for THI Action Plan include 
shift mann ing, ) Ic ensing eiams U licensee dissemination 
of operating experiences Response requested within 30 days 
EISEIIHUT.D 0 Division of Licensing 00/05/07 tSOpp 


8006030514 Eummarg of 800422-23 meeting w/Hark ] owners group in San 
JoseiCA re confirmatory analysis 1 testing programs 
concerning Mark I containment long-term progratn 

ORIKES, C I Assistant Director for Plant Systems BO/03/-09 8pp 


B00613Q122 Requests comments on MURE0-0577j "Potential for Lou Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports “ Proposed review procedure Ic 
implementation schedule end 

EISENHUT.D 0 Division of Licensing 80/05/19 72pp 


8006030062 Application to amend Licenses DPR-2* DPB-19, DPR-25. DPR-29 U 
DPR-30< e larlf y Ing term "operable*" sub-mitted as Tech Bp#c 
change request, in response to -NRC 800410 Hr 
NAWOHTGILW F Commonwealth r-<, 80/05/30 2pp 


— 0006030072 Tech Spec change request for Tech Specs Sections 1 0-*l 2' 2 I 
4- 2 2,3 0,5 0 ft- 6 0~6 6 re def m i t ions, admini s brative 
controls • safety H mi t«, 1 itni t ing safety sys setting & 
limiting conditions for operation 
« Commonweal th Ediso-n Co 00 / 05/30 42pp 


8006200162 Forwards corrected Tech Spec pages Inadvex tentlij omitted 
from substitute pages sent 

IPPOLITO,T A Operating Reactors Branch 2 00/05/30 Ip 


—0006200169 Tech Spec Pages 1 1/2 1-4.1 1/2 1-9,1 2/2 2-2 ^ 3 3/4 3-10 
re safety limit basis, scram insertion 6 reactor low water 
level scram, Inadvertently omitted from Amend 51 
* Comxonwea 1th Edison Co 80/05/30 4pp 


8006300604 Ltr to all 3VJR licensees forwarding "For Comment" edition 
of NUREO-0619, "BWR Feedwater Nouie 4, Control Rod Drive 
Return Line Hoxcle Cracking " Comments will be evaluated by 
NRC prior to final implementation W/o end 
EISENKOT, D 0 Division of Licensing 00/06/05 22pp 


8006190456 Forwards verification of analysis program used for 
determining voltages fot facility electric distribution sys 
per 790000 request 

JANCCEK, R F Commonwealth Edison Co 00/06/11 3pp 


6006190307 Forwards commitments to comply u/r equ i rements 6 schedules In 
NRC 000507 ltr re add] TKl-2 related requirements Dresden 
Unit i IS currently undergoing extensive mod t/ 
decontamination, therefore no response is provided 
PEOPLED, D L Commonwealth Edison Co 80/06/12 lOpp 


0006190419 Confirms availability of ECCS equipment following dc power 
supply failure, per 000425 request Hods to ensure 
availability of HPC I following dc power failure completed 
at Dresden % in progress at Guad Cities 
JAl-lECEK, R F Commonwealth Edison Co 00/06/12 2pp 


8006270273 Forwards "Cycle 5 Startup Test Results " 
JAMECEM.R F Commonwealth Edison Co 00/06/ 1? ip 


-000627-0277 ''Cycle 5 Startup Test Results " 

• Commonwealth Edison Co 00/06/19 lOpp 


8006250277 Forwards responcs to NRC 000516 ltr requesting info re 
turbine disc cracking Stress corrosion cracks not observed 
to date 

^AMECEHiR F CarnmonweaHh Edison Co 00/06/23 t6pp 


8006370306 Forwards revised Revisions 11 6 12 consisting of Page 1“7 of 
C£-i-A, "Comm Ed GA Program for Nuclear Generating 
Stations " Revised Revision 11 Includes basis on which 
equivalent education requirements will be established 
PEOPLES, D L Commonwealth Edison Co 80/06/23 Ip 


G Inspection reports, IE Bulletins I correspondence 


8006200110 Forwards IE Circular 80-00, 'BWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

KEPPLERp J 0 Region 3, Chicago, Office of the Director 00/04/18 

ip 


0OO6O2O1B5 Forwards IE Insp Repts 50-254/80-07 U 50-265/80-10 on 
800325-27 No noncompliance noted 

DA^^IS,A B Region 3, Chicago, Fuel Facility Materials Safety 
Branch 80/04/23 2pp 


-8006020192 IE Insp Repts 30-254/80-07 50-265/00-10 on 000325-27 No 

noncomp I iance noted Major areas Inspected environ protection 
program, environ monitoring program 6 confitmatoiy 
measurements pf radiological effluents 

ESS 10, T H , GRANT, W B , LOVENDALE, P C Region 3, Chicago, Office 
of the Director 80/04/17 6pp 


80060200B2 Forwards IE Insp Kept 50-265/80- II on 000312-13,26-28,0403- 
04 4- II No noncompHance noted 

FIORELLl,G Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/04/26 2pp 


— 8006020089 IE Insp Repfc 5O-26S/Q0-11 on 800312-13,26-20,0403-04 t It 
No noncompliance noted Major areas irispected core spray sys 
repair p toc edures, wel di ng I personnel L matl certifications 
DANlFLSDNi D H Region 3, Chicago, Reactor Construction (S' 
Engineering Support Branch KEY, W J Region 3, Chicago, Office of 
the Direr Jrar BO/00/33 6pp 
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GOO617O260 Foru/ardi IE Insp Rept? 50-294/00-09 it 50-265/80-12 on 
a0040l"02 Ko noncompMance noted 

HEISH;1AN R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/05/01 2pp 


— B006J7027A IE Insp Repts 50-254/80-09 50-265/00-12 on 000401-02 No 

ti-onc oenp 1 1 anc e noted Major areas inspected Initial training it 
retraining o/ licensed V nonlicensed personnel i/ licensed 
operator requa 1 1 f i cat ion training 

SWANSON. F R Region 3. Chicago. Office of the Director 

JACKIN I N Region 3. Chicago Reactor Operations Nuclear Support 

Branch 00/04/29 3pp 

0006230075 Foruiards IF Insp Rep Is 50-254/00-10 L 50-265/00-13 on 
800327-0507 No none onip li anc a noted 

HEISHMANrR F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/05/16 2pp 


— 0006230078 IE Insp Repts 50-254/00-10 i 50-269/80-13 on 000327-0907 No 
noncomp 1 lance noted Major areas inspected operational 
saf etg. 1 ong-term shutdoun. ma int U suiveillance 

SPESSARD. R L . CHR ISSOTI MQS. N Region 3. Chicago. Office of the 
Director 80/05/15 Opp 


80060S0008 Responds to IE Bulletin 79-26 Dresden Unit S is onlg 
facility requiring shutdown trargin penalty for postulated 
B4C leaching Contiol blade exposures milt be monitored 
during cycles to verify projected end-of-cycle exposure 
PEOPLES. D L Commonuieal th Edison Co 60/05/19 2pp 


8006300559 Formards response to IE Bulletin 00-06. ^‘Engineered Safety 
Feature <ESF) Reset Controls *' Proposed mods identified only 
if present sys design may compromise protective action of 
equipment 

PEOPLES. D L Commonwealth Edison Co 80/06/10 9pp 


R Periodic operating reports i related correspondence 


8006110070 Forwards monthly operating repts for May 1900 
KALIVIANAKIS. N Commonwealth Edison Co BO/Oii/30 Ip 


— 0006110084 Monthly operating repts for May 1980 
« Commomueal th Edison Co 80/05/30 25pp 


8006110034 Forwards list of mods. tests V experiments completed during 
May 1900 summary of safety evaluations 
KALIVJANAKiSi N Commonwealth Edison Co 80/06/02 2pp 


€ Reportable occurrences. LERs it related correspondence 


8006110320 Forwards LER 80-012/03L-0 

KALtOlANAKIBr N Commonwealth Edison Co 80/05/27 Ipp 


— 8006110330 LER e0-0l2/03L-0 on 800428, reactor uater conductivity 
exceeded 10 umhos/cm Tech Spec limit Caused by depleted 
deminera 1 1 1 er s Unit shutdown initiated Demlnera 1 1 1 ers 
regenerated i- low conductivity coolant added to reactor 
VAHRENWALD. J Commonwealth Edison Co 00/09/27 2pp, 


8006110363 Forwards I ER 0O-OJ3/O3L-O 

KALIVIANAKIS, N Conimenwos I th Edison Co 80/09/27 Ip 


— 8006110369 IFR 0O-O13/O3L-O on 800428, while performing LPCI motor 
operated valve operability test & RHR to suppression chamber 
test, coo 1 ifig valve MCJ 2-1001-36A failed to close Caused by 
binding of plunger arm on auxiliary interlock contacts 
MURRAY, R Commonwealth Edison Co 00/05/27 2pp 


B006270266 Forwards LER 0O-OiO/O3U*-O 

KALIVIANAKIS. N Commonwealth Edison Co 00/06/10 ip 


— 8006270272 LER 00-010/031-0 on 000517, while performing quartlerly M8IV 
closure timing surveillance procedure OQB 250-4. MS IV AD 
2-203-1C closed In 2 5-s it HBIV AO 2-203-2D closed in 9 1-s 
Caused by equipment Failure Speed control valves adjusted 
STEFFESrC Commonwealth Edison Co 00/06/10 2pp 


8006300330 EN-80-25 notice of violation notice of proposed Imposition 
of civil penalty will be issued on pr about S00620 Action 
basod on noncomp 1 ianc e re external radiation levels on 
vehicle exceeding limits Will issue press release 
BROCKETT. T W i THOMPBON. D Office of Inspection it Enforcement. 

Office of the Director 00/06/18 tp 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency i> fire protection plans 


8006030177 Naiifles that new telephone sys ceiled Health Physics 
Network <HPN) has been Installed at site Sys intended for 
use during emergencies to link all power plants NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER.J G Region 3, Chicago. Office of the Director 80/04/18 
2pp 


8006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 “ Rule 
adds new Section 50 48 & App R to 10CFR50 it Is expected 
to be published in FR by end of May 

EISENHUT, D G Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 & new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790)01." transmitted by NRC 600519 
Itr Page I4a not end 

EISENHUT. D 0 Division of Licensing 80/05/22 73pp 


0006300452 Forwards addl info re design of fixed water eupprtssian sys. 
fire hydrant Insps b control room light fixtures for fire 
protection safety evaluation Notification requested by 
0007101 if design mods are required 

FAY. C M Wisconsin Electric Power Co 00/06/23 IBpp 


0 Adjudicatory correspondence 


0006030269 Request for hearing on 800404 mod of 791130 order re 
resumption of operation despite continued existence of steam 
generator corrosion processes Asserts American Physical 
Society position re serious safety problem 

FALK.K M Uisconsin's Environmental Decade BO/05/2? 2pp 


6006170399 Response in opposition to UI Environ Decade, Inc 800529 
request for hearing re steam generator tube degradation 
Intervener repeated claims before ASLB b failed to establish 
interest re mod to confirmatory order N/Certif Icate of 8vc 
CHARNOFF.O , O'NEILL, J H Wisconsin Electric Power Co CHARNOFF, 0 
Shaw, Pittman, Potts it Trowbridge BO/06/12 7flp 


P Operating license stage documents 6 correspondence 


8006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 Icenslng exams i licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT, D G Division of Licensing 80/09/07 iSOpp 


0006040060 Notifies that facility will use Chem Nuclear, Inc Model CN8 
6-00-2 radioactive shipping cask for delivery of matli to 
carr ier 

FAY, 0 W Wisconsin Electric Power Co 80/05/14 Ip 


0006130122 Requests comments on NUREG-0577r "Potential for Law Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator 
Reactor Coolant Pump Supports " Proposed review procedure It 
implementation schedule end 

EISENHUT, D 0 Division of Licensing 80/05/19 72pp 


0006170244 Forwards Amends 45 it SO to Licenses DPR-24 U OPR-27, 
resp ectlve I y, safety evaluation it notice of issuance U 
aval lability 

CLARK* R A Operating Reactors Branch 3 80/05/20 3pp 


—8006170249 Amends 49 it 50 to Licenses DPR-24 L DPR“27r reipec tlvely, 
Incorporating Tech Specs contained in Apps A 6 B in license 
Amends add limiting conditions for operation U surveillance 
requirements for low temp mitigating sys 
CLARK, R A Operating Reactors Branch 3 00/05/20 a6pp 


— 8006170293 Safety evaluation supporting Amends 45 St SO to Licenses 
DPR-24 3t DPR-a7. respectively 

♦ Office of Nuclear Reactor Regulation, Director BO/05/20. 
I2pp 


—8006170256 Notice of issuance b availability of Amends 45 it 90 to 
Licenses DPR-24 8* DPR-27, rospec tivoly 

CLARK, R A Operating Reactors Branch 3 80/09/20. 2pp, 


0006130037 Forwards safety evaluation supporting design aspects of 
containment purge valve isolation override L other 
engineered safety feature actuation signals except radiation 
monitors which initiate containment purge Isolation 
CLARK. R A Operating Reactors Branch 3 60/05/22 2pp 
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DOCKETED ITEMS 


'^-B0061CJ0039 Safetij evaluation sujiporting d««ign aspftc^s of cantainment 
purge valve isolation overndo 4 other engineered 'safetg 
feature actuatipn signals except radiation monitors uhich 
initiate conta inmonit purge isolation 
* Operating Reactors Branch 3 001/05/53 Ip 


— QOOAiaOO'lO “Technical Evaluation of Electrical Instr umeiitati on h 
Control Design Aspects of Override Contaitiment Purge Valve 
Isolation f-> Other Engineered Safety Feature Signals for 
Point Beach Nuclear Podjoi Station* Uni ts i tr 2 " 

HACKETT. 0 B EO^G. Inc FIf4 A-0231 EG011B3-4139 79/09/30 

Ifipp 


8006-030344 Forwards description of proposed mods to instrument bus 
pouer supplies. in respensa to NUC 800421 Itr Hods will be 
completed btj 8t0l0l Diagram af proposed supplg sgS to white 
gellou instrument busses enc 1 
FAY.C W Wisconsin Electric Pouer Co BO/05/2? 4pp 


GQ06110579 Aci( receipt of 800516 itr requesting that samples nf steam 
generator tubes be provided to J Weeks at QNt Directed 
principle consul tan t* Ues 1 1 nghouse* to provide samples & deal 
u/J Weeks directs 

FAV.C W Wisconsin Electric Power Co BO/06/02 Ip 


8006110129 Advises that util is forward ing . und er separate cover. set 
of piping t/ instrumentation diagrams for plant Listing 
of diagrems also forwarded u/package 

FAY. C W Wisconsin Electric Power Co 0O/O'6/O4 Ip 


B006120307 Discusses NUREG/CR-t£0O re power plant staffing Util has 
neither unlimited funding nor unlimited supply of people to 
Implement sys uhich Navy has developed Lists Thl-relafced 
aspects uhlcb have been overlooked 
SUTTNERfT A Affiliation Unknoun 60/86/03 6pp 


80061805S5- Witb-draws 600514 request for NRC contractor to visit 
facility to perform intervieus 6 other activities associated 
w/NRC contract Util 8005S7 Itr requested postponement or 
canceUation of visit due to high level of plant activities 
HEISHMAN, fi F Region 3 j Chicago. Reactor Operations Nuclear Support 
Brahch BO/06/05 Ip 


--8006160558 Responds to 800514 request that NRC contractor be allowed 
to visit facility to meet u/training staff tc teat emergency 
procedures Requests p osbponernent or cancellation of visit 
due to high, level of activities at plant 
BURSTEIN.S Wisconsin Electric Power Co 00/05/27 Spp 


0006200460 Forwards response to NRC 000507 Itr re five addl TMl-2 
related r equiremants for operating reactors Assumes that 
Imp 1 emeci ta 1 1 on of addl requirements uas not meant to impede 
co-mpleti-on of previous commitments 

FAY, C W Wisconsin Electric Power Co 80/06/11 Bpp 


0 Inspection reports. TE Bulletins 6 correspondence 


0006180574 Forwards IE Insp Repts 50-366/80-07 V 50-301/00-06 on 
600408-10 No noncomp 1 iance noted 

DA'/ISiA 3 Region 3. Chicago. Fuel Facility S> Katerials Safety 
Branch GO/OS/03 2pp 


— 0006180581 IE Insp Repts 50-266/80-07 * 50-301/60-06 on 0OO4OS-IO No 
noncompl iance noted Major areas inspected radiation 
protection program associated u/refueling outage, inc ludl-ng 
radiation protection procedures 6 training exposure control 
HILLER. D E • LQVEMDALE. P C Region 3. Chicago. Office of the 
Director FISHER. W L Region 3« Chicago. Fuel Facility &( 
Materials Safety Branch 60/04/56 7pp 


8006200272 Forwards IE Insp Repts 50-266/00-09 8. 90-301/80-06 on 
aOOaiO-14 tt 0408 f?o noncomp nance noted 

HElSliflANpR F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/05/16 2p p 


— B0062002BO IE Insp Repts 50-266/80-09 t 50-301 /BO-08 on 600310-14 6 
0408 Np noncomp 1 lancfl noted Major areas inspected plant 
procedures Sc operator training On 800400 meeting was held 
to review plant performance 

WARNICK.R F . SMITH. J D , REIMANN.F W Region 3. Chicago. Office 
of the Director 80/05/16 5pp 


8006050034 Forwards proprietary response to IE Insp Rapts 50-266/60-06 
8t 50-301/00—09 Revision to modified amended security plan 
withheld (ref 10CFR2 790) 

BORSTEIN.S WiicQTtsin CUctric Power Cc 80/05/29 2pp 


80061906SO Responds to IE HulUtm 80-09. 'Hydram-otor Actuator 
Deficiencies ’* No safety-related sys ai component uses AH'-90 
or NH-9& series hydramofcor actuator 

FAYr C W Wisconsin Electric Power Co 60/05/29 Ip 


6006300262 Responds to IE Bulletin 90-12. “Decay He<it Removal Sys 
Operability “ Plant design does not pTovide for automatic 
actuation of ECCS recirculation or automatic positioning of 
containment re-c irculat lan sump valves 

FAY. C W Wisconsin Electric Power Co 00/06/05 2pp 


0006200541 Ack lecelpt of 000329 Itt informing NRC of steps taken to 
correct violations noted hi IE Insp Repts 50-266/00-06 St 
50-301/00-05 

HIND. J A Region 3. Chicago. Safeguards Branch 00/06/10 Ip 


— 8006200547 Responds to liPC 800502 Hr ie violations noted in IE Insp 
Repts 50-266/80-06 fy 50-301/80-05 Co*'iective actions 
withheld <T9f 10:FP2 790) 

DURSTtIN.S Wisconsin Electric Power Co 00/05/29 Ip 


8006230030 Forwards IE Insp Repts 50-266/80-09 8. 50-301/00-07 on 
8005 19— 23 No noncomp 1 lance no fed 

HIND. d A Region 3. Chicago. Safeguards Branch 80/06/10 2pP 


—8006230043 IE Insp Repts 50-266/80-08 % 50-301/00-07 on 800519-23 No 
noncomp I lance noted Major areas inspected matl control ^ 
accountab 1 1 1 ty , organ I lat 1 on. measurement 4 c ontro I . s torag e 
?< inventory Rept details withheld (lef 10C*FR2 7901 
JHIND. J A Region 3, Chicago. Safeguards Branch FINLEY. A G ■ 
PATTERSON. J P Region 3. Chicago Office of the Director 
60/06/10 Ip 


R Periodic opetating reports l- related correspondence 


8006170473 Forwards monthly operating lepts for Hay 1980 
FAV.C W Wisconsin Electric Power Co 00/06/10 Ip 


— 8006170477 Monthly opeiatmg repts tor May 1980 

FAV.C W Wisconsin Electric Power Co 80/06/05 9pp 


S Reportable occurrences. LERs ^ related correspondence 


9006110149 Forwards LEft eO-O0S/03L-O 

FAY.C W Wisconsin Electric Power Co BO/06/02 Ip 


— aa06U0t61 LER eo-005/03L"0 on 80041 7. dur ing normal operat i on. review o 
security logs revealed that designated fire brigade was 
below min supervision requirements on three occasions Caused 
by operations personnel designation error 
FAY.C W Wisconsin Electric Power Co 60/06/02 2pp 


V Operator Examinat ions 


0006110271 Requests concunenco that opeiatmg training program is 
equivalent to extra man concept or background studies to 
justify arbitrary requirement Reply requested by 800701 
FAV.C W Wisconsin Electric Powei Co 00/06/04 2pp 


DOCKET 90-267 FORT ST YRAIN NUCLEAR GENERATING STATION 


E NRC Safety Evaluation Report (8ER)r suppis fU correspondence 


9006200626 Forwards safety o/aluation of facility accident reanalytes 
in support of full power operation Reanoiyscs results are 
acceptable to justify full power operation provided that 
noted conditions are met 

DENISE. R P Assistant Director for Cote V Containment Systems 
00/04/30 1 p 


— 0OO62CO62? Safety evaluation of facility accident reanalyses In 
support of full pQwei operation Reanolyses results arc 
acceptable to justify full power operation provided that 
noted conditions ai e met 

* Assistant Dirocior for Core hr Containment Systems 80/04/30 
19pp 


F Security, medical, emergency t firo protection plans 


0006020541 Provides Info re NRC contractoi personnel who are likely to 
visit facility w/NRC peisonnel to appraise health physics 
program Onsite phase is scheduled for approx 2 wks 
beginning 000616 list of contractor personnel end W/o end 
8EYFRIT.K. V Region 4, Dallas. Office of tho Director 80/05/19 
Ip 


8006030455 Forwards security plan mods re tables of changes U contents 
Plan withheld (ref 10CFR2 790) 

WAREMBOURO.D W Public Service Co of Colorado BO/09/19 3pp 
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S006130063 Forwards revised Pages l-»!4 t new Page 14a for proposed 
rule 10CFR50 "Fiie Pistectioii Progi am for Nuclear Power 
Plants OperaMng Pixor to 79010I>' transmitted bg NRC Q00519 
Itr Page 1 4a not end 

EISENHUT-n 0 Division of Licensing 00/05/23 73pp 


P Operating license stage documents ^ correspondence 


9006090165 Forwai ds addl TKl''2 related icquirements to operating 
rcactois Licensees lequiremcnts for TMI Action Plan include 
sliift mann ingd i cens 1 ng eicams * licensee dissemination 
of operating expeiiences Response requested within 30 dags 
EISEf4HUT,D G Division of Licensing 00/05/07 I50pp 


0006130132 Requests comments on NUREG-0577, '’Potential for Low Fracture 
Toughness tj lamellar Tearing on PWR Steam Generator 4 
Reactor Coolant Pump Suppoi ts ” Proposed review pi ocedure t, 

' imp lemonta 1 1 on schedule enc 1 

EJSENHUTi 1) G Divtsian of Licensing 80/05/19 72pp 


Q006050301 Discusses status of fluctuation testing for nse-fco-power 
program Definite date for completion of tests below 70/ 
power cannot be established at present Region constraint 
devices do not represent adverse conditions up to 70*/. power 
HARENDQURO.D W Public Service Co of Colorado 80/05/37 2pp 


0006060266 Forwai ds addl info requested bg NRC supporting change to 
Tech Spec DF 6 I re fissile fuel thonum/U ratio 
Demons ti ales effects qf Icernel hurnup on TRI50 dicarblde 
fuel performance under simulated core heatup conditions 
S14ART,F F Public Ser./ice Co of Colorado H0/05/2Q 5pp 


80060602/3 Advises that licensee never received NRC 800307 Itr to all 
operating reactor licensees Licensee obtained copg from 
consultant but will lake no immediate action until Itr is 
forirallg transmitted from NRC 

SWART. f E Public Ser\ite Co of Colorado 00/05/30 ip 


0006160034 foiwards Startup Ropt 15> “Initial Approach to Power Testa 
<B-Seriea)," for 800223-0332 

WAREJIDGURQ. I) Public Service Co of Colorado 80/06/05 ip 


— 0006160033 Startup Rept 13. “Initial Approach to Power Tests 
(Q-Senes >. '• for 000223-0522 

* Public Service Co of Colorado QO/OS/2? 2pp 


0006170692 Requests relief fi om Tech Bpoc LCD 4 2 9 requirenionts until 
rnid 1981idue to excessive purified helium leakage in Loop 2 
steam generatoi penetiaiion sys Leakage paths represent 
penetration closure leakage different from LCD 429 
WAREMQOURO. 1) U Public Service Co of Colorado 80/06/03 Spp 


Q006180034 Discusses licensee 790022 request for i oote approval to 
cover shipments of spent fuel from facility chemical 
processing plant Review of route approval request is subj in 
NRC Pee schedule Requests payment of i cvlew fee 
MILLER. W 0 License Fee Management Branch 00/06/06 Ip 


0006240593 Advises that (ife of Controller has been notified to issue 
invoice re 790022 request for route appioval to cover 
shipments of spent fuel from facility to ID Chemical 
Processing Plant in Arco. ID 

MILLER. W 0 License Fee Management Dianch 00/06/06 Ip 


8OD610O419 Discusses previous commitment to conduct SR 5 3 7. secondary 
coolant acttvtty.at 7P-h intervals Proposes beta/gamma scan 
at 72-h intervals I!/ 8R 5 3 7 at 1 uk interva 1 s. due to 40-h 
duration of SR 5 3 7 

WAREMDQURG. D Public Service Co of Colorado 80/06/10 Ip 


8006240400 Advises that licensee cannot respond to NRC 000507 Itr re 
addl TMI-2 lequlrements w/o referenced NRC Itrs on shift 
manning 6 licensing examinations Licensee will respond upon 
receipt of appropriate correspondence 

UAREMBOURG. 0 W Public Service Co of Colorado 00/06/18 Ip 


B006270199 Responds to question re effect of fissile fuel Thonum/U 
ratio reduction Total core ratio remains unchanged 
SWART. F t Public Service Co of Colorado 00/06/20 Ip 


Q Inspection reports. IF Bulletins ^ correspondence 


8OO6O30253 Comments on IF Info Notice BO-06 NRC should provide more 
guidance V specific examples ror Subparagraph 6 Requests 
that NRC install speaker phones that will permit 
c oinirunicat ion between site 6 NRC operations ctr 

WAREMBOURG. D W Public Service Co of Colorado 80/03/10 3pp 


B006040041 Responds to IF Sulletin 80-03, “Loss of Charcoal from Bfcd 
Type 1 1 r Tug-Inch . Ti ay Adsorber Cells '' Lists filter cells 
used in reactor plant exhaust sya Insps of inservice 6 
stored cells round none of defects noted 
LEE. □ R Public Service Co or Coloiado BO/03/22 Ip 


0006040043 Responds to IE Bulletin 00-06. “Engineered Safety Feature 
(ESF) Reset Controls '' Util interprets bulletin as applying 
only to PWRs 1. BWRs K not to HTGRs Lti constitutes closing 
ref for 70-day leportlng requirement 

WAREMflOURO.K Public Service Co or Colorado 00/03/27 Ip 


8006040040 Submits supplemental leply to IE Bulletin '"Seismic 

Analysis for As-Suilt Safety-Related Piping Sys *’ To date. 

332 of 309 seismic Class 1 isometric packages have bean 
audited t< 479 Field audit crar* actions completed 
SWARl.r E Public Service Co of Colorado 00/04/23 4p p 


0006240178 Forwards IF Insp Rept 50-267/80-09 on B0D4i5-lQ flo 
noncomp 1 lance noted 

MADSEN. 0 L Region 4. Dallas. Reactoi Operations Nuclear Support 
Branch 00/01/30 2pp 


— 0006340102 IE Insp Rept 50-267/80-09 on 000415-10 No noncompl lance 
noted Major areas inspected proc edur es. surve 1 1 lance of pipe 
support 6 lestraint ^ys.matnt pi ogram 4 plant tour 
WE3TERMAN. T F . DEAN. S Region 4. Dallas. Reactai Operations 
Nuclear Support Branch 00/04/30 4pp 


0006340050 Forwards IF Insp Ropt 50-367/00-00 on 000401-30 h notice 
of violation 

MADSEN. G L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 00/05/06 2pp 


— 0006240053 Notice of violation from insp on B00401 -30 

e Region 4. Dallas. Reactor Qperatlons Nuclear Support Branch 
BO/05/05 ip 


—8006240055 IC Insp Rept 50-267/QO-00 on 000401-30 Noncompliance noted 
failure to meet Tech Spec for diesel generator day tank 
levels 

DICKERSON. M U . GQLlJNS.R E Reoion 4. Dallas. Office of the 
Director WCSTERMAN. T F Region 4. Dallas. Reactor Operations 
Nuclear Support Blanch 00/05/05 6pp 


0006060393 Forwards IE Bulletin 90-U. “Masonry UaU Design “ Requires 
action f, written response IE Info Notice 79-20. 

“Overloading of Strucluial Elements Due to Pipe Support 
Loads” end 

SEYFRIT.K V Region 4. Dallas. Office of the Director 00/05/00 
Ip 


BOO6O4O208 Forwards IE Bullotin 00-12. “Decay Heat Removal 8gs 
Operability ’ No written response required IE Info Notice 
00-20. “Loss of Decay Heat Removal Capability at Davls-Qesse 
Unit 1 While in Refueling Mode" end 

SEYFRIT.K V Region 4. Dallas. Office of the Director 00/05/09 

Ip 


0OO6O6GO53 Ack icceipt of 000506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-267/80-06 
MADSEN. 0 U Region 4, Dallas. Roactor Operations Nuclear Support 
Branch 80/05/22 Ip 


—8006060057 Responds to NRC 800410 Itr re violations noted In IE Insp 
Rept 30-267/00-06 Corective actions calibr test of moisture 
Sid will be perfotmed t request for change in Tech Spec 
wording will be submitted 

LEE. R E Public Service Co of Colorado 00/05/06 Spp 


B006240005 Notifies that IC Insp Rept 50-267/79-22. forward eij by 800319 
Itr. should be changed to 50-367/79-21 

BROWN. 0 D Region 4> Dallas. Fud Facility & Materials Safety 
Branch BO/05/23 ip 


—0006240007 Forwards IE Insp Rept 50-267/79-21 on 791206 No 
noncomp 1 iance noted 

BROWN.G D Region 4. Dallas. Fuel facility 6 Materials Safety 
Branch 00/05/19 2pp 


— 8006240008 IE Insp Rept 50-267/79-21 on 791206 Nq noncomp L ian c e noted 
Major areas inspected lequirements of waste burial flrnisp 
audit program, regulations. I na ti uctlons S' operating 
procedures 

BROWN.G D Region 4. Dallas. Fuel Facility L Materials Safety 
Branch HARRISON.H C Region 4. Dallas. Offtco of the Director 
60/05/ 15 3pp 
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R Periodic operating reports i related cor respondetice 


000^090375 Foruards monthltj operating r«pt for Apr t9B0 

WAREhSOUROiD Public Service Co of CoioratJo 80/09/29 Ip 


' — 0006090301 Monthly operating rept for Apr 1980 

• Public Service Co of Colorado 80/05/29 9pp 


0006160017 Foruards monthly aperating rept for May 1900 

WABEMBQURG.O Public Service Co of Colorado 90/06/06 Ip 


— 9006160036 Monthly operating rept for May 1990 

OAHM4 J M Public Service Co of Colorado 80/06/02 Spp 


8 flspDTtAble occurrences# LERt I related correspondehce 


0006160030 Foruardt LER 90-024 /O^L-O 

WAftEMffOl/ROi D P-Ublic Se«rylce Co of Colorado 60/06/06 5pp 


— SC06160031 LER 0 0-02-4 /OSL-O on B00512# at 47X tbervnal power, iC 
circulator se&l differential pressure decreased 
ilgni f i cant I y due to unknqun causes Equaliiing valve closed 
U tC circulator buffer helium pressure returned to normal 
s Public Service Co of Colarado 00/06/06 Ip 


9006160115 Forwards LER BO-023/03L-0 

HAREHDQUROi 0 Public Service Co of Colorado BO/06/O6 6pp 


--9006160118 LER 90-023/03L-0 from 600507-17^ p lant was operated 
w/emergency feedwater header supply to helium circulator 
water turbine drives of one loop isolated on four separate 
Qccaiions Caused by valve leatage & line leakage 
OAHMfJ U Public -Service Co of Colorado 00/06/06 Ip 


9006240335 RQ on 800501 t 0617* ml nute releases of radioactivity 
occurred in reactor bldg Caused by malfunction in helium 
circulator sys He radiation was released Into atmosphere 
Public St personnel health 6 safety were not ^eopardlied 
OASCHUER, JA Public Service Co of Colorado 90/06/19 Ip 


DOCKET 50-*269 OCONEE HUCLEAR STATlOlf, UNIT 1 


F Security* tnedical* emergency fire protection plans 


SD06090467 Forwards proposed rule entltledi “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 '* Rule 
edds new Section 50 40 It App R to lOCfRSO 6 is ttpecbed 
to be published in FR by end of May 

EIBENKWr. 0-0 Division of Licensing 90/03/19 46pp 


"9006130063 Forwards revised Pages 1-14 t new Page 14a for proposed 
rule 10CFR30 “Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101**^ transmitted by NRC 000519 
Itr Page 14a not end 

EIEEflHUTtO Q Otvision of Licensing 80/03/22 73pp 


6006050108 Forwards revision to safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

PARKER* N 0 Duke Power Co 00/05/30 Ip 


8006160074 Forwards revision to nuclear security training 6 
qualification plan Plan withheld <ref I0CFR2 7901 
PARKERiM Q Duke Power Co 90/06/09 Ig 


Q0063D0004 Forwards comments & requests for addl info re guard training 
Ic gualLf Uablon plan End withhold (ref 10CFR2 790) 

REtOiR W Operating Reactors Branch 4 00/06/12 2pp- 


8006240209 Forwards cover Itr to 800609 revision to nuclear security 
training L qualification plan, Ltr withheld (ref l0t.FR2 790) 

PARKER* U O Duke Power Co 00/06/19 Ip 


0 Adjudicatory carreipondenc e 


9006240594 Forwards Lincoln (bounty# KC Board of County Commissioners 
791001 L 800408 reso-l wtions affirming position that spent 
nuclear fuel should be transported rrom Oconee to McOulre 
on Interstate highways 

HOUSER, P ri North Carolina. State of 00/04/17 3pp 


0005230577 Advises that util is to submit proposed findings of fact by 
000319, non-NRC parties by 000529 ft- NRC by 900609 
NCOAftttV/J W Offbevoise i Liberman 80/04/30 Ig 


8006Q60269 Forwards applicant pi nposed findings of fact 6 conclusions 
of law In form of initial decision 
MCOARRY. J M Debevoise 5, Liberman 00/05/19 Ip 


— 8006060261 Submittal of pi oposed findings ot fact U conclusions of law- 
in forn of initial decision 

KCOARBY, J M Duke Power Co MCOARRY, J H Dehevoise 6 Liberman 
00/05/19 Ip 


— 8006060286 Proposed initial decision containing findings of fact ftn 
conclusions of law, approving amatid to authorise storage of 
Oconee spent fuel at licGulre Environ radiological monitoring 
program shall bo maintained U/Certi f icate of Sve 

MCGARRY, J M Duke Power Co MCOARRY-J h Debevoiso Liberman 
BO/05/19 S9pp 


0006190517 Response in opposition to Carolina Environ Study Group 
800529 proposed elements of fact L conclusions of law toward 
initial decision No good reason presented for not approving 
application re spent fuel shipment U/C»rti# icato of Sve 
HCOARRYrJ M Duke Power Co HCOARRY. J M Dehevolse ftt Liberman 
80/06/13 2lpp 


6006190593 Forwards piopoted findings of fact h conclusions of law in 
form of initial decision appro\ing license amend to 
authorize Oconee spent fuel transportation to 6 storage at 
WcOuire 

KETCHEN. E 0 Hearing Branch 4 80/06/17 Ip 


—000619060* Proposed findings or fact 6 conclusions of law in form of 
initial decision appiovmg license amend to authoriie Dcqnee 
Spent fuel transportation to I stoioge at McCuire 
Proposed transcript coirections i- Certificate of Sve enc 1 
KETCHEN, E 0 , HDEFLINO. R K Hearing Branch 4 80/06/17 ISSpp 


H General correspondence 


6006270203 Forwaids county board resolution requesting NRG to cnnsldar 
using onsite storage of radioactive matls rather than 
shipping through county Also forwards board resolution 
requesting public input re DOT regulations 
MARSHALL, H R Mecklenburg County, MC 80/06/23 3pp 


P Operating license stage documents ft correspondence 


6006240237 Responds to technical assistance request for proposed Tech 
Spec changes for SLN operating plants Forwards requirements 
for addl Info 

IBRAEL.S U TMl-a »y He tins ft Orders 79/09/29 13pp 


8006050539 Forwards schedules for util responses to NRC 791121 Itr r* 
C Michaelson concerns on small break UOCAs 
CAPRA,R TMl-2 Bulletins ft Qrdors 79/12/10' Ip 


8006060203 Forwards documents for Auiillary Bgs Branch review of 
auxiliary feodwatar reliability analysis for BLN operating 
plants U/o ends 

CAPRA, R A Light Hater Reactors Branch 3 90/01/17 3pp 


8006200562 Forwards revision to 800317 route approval request for 
shipment of spent f ue 1 . chang ing dates for shipment 
Revisiori withheld (ref I0CFR2 770) 

PARKER. W 0 Duke Power Co 80/04/17 Ip 


8006090165 Forwards add) TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 11 c ons ing exams ft licensee dissemination 
of operating experloncos Response requested within 30 days 
eiSENMUT.O 0 Division of Licensing 80/05/07 iSOpp 


0006130122 Requests comments on NURE0~0577, ''Potential for Lou Fracturi 
Toughness ft< Lamellar Tearing on PWR Steam Generator L 
Reactor Coolant Pump Supports ‘ Proposed review procedure L 
Implementation schedule one 1 

EI8ENHJT,D 0 Division of I icensing 00/05/19 7app 


80D6040217 Forwards NFS-lOOl, 'Reload Design ho thodolqgy 1 " Revision 1, 
replacing original entirely Includes design of unrodded fuel 
eye les. c lar i f icat ion of certoln areas L typographical error 
corrections Rept methods intendod for use by Aug J90i 
PARKER, WQ Duko Power Co 80/05/20 ip 


—0006040221 "Reload Design Ma khodology. " Revision 1 
s Duke Power Co NTS-lOOl 80/05/31 3D0pp 


3006130022 Requests submitta) of amend to license updating requir rninti I 
of Reg Guide I 16. Rovlsion 4 Response required within 60 
days oP receipt Of Itr j 

nClD.R M aperating Reactors branch »; 80/05/29 2pp 


I 
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8006300574 "E 1 ec tr ica 1 ■ 1 irumenta 1 1 on t Conti ol Aspects of Lou Temp 
□verpi essur e {litigating Bi^si ' infoimal rept 

tlEOERrD A EG^^O. Jnc TIN A~6256 8006300574 00/05/31 tSpp 


8006060364 Requests addl inifo to respond to NHC 900507 Itr re TMI-a 
Lessons Learned requ ire<r<enis Ini’o needed includes areas re 
shift marningp sa Fety t* relief valves 6 outage of CCCS 
Response should be submitted by 000612 
PARKER. W 0 Ouke Pou,er Co 80/06/02 2pp 


9006230134 Advises that 800328 request foi Tech Spec change wlH be 
included In overall review of App I submittals Mark-up of 
800523 ETS i epresents NRC review Radiological ETS should 
resufcmi ttcd . based on mar^'-up . wi th i n 90 days 
REID.R W Operating Reactors Branch 4 00/06/02 2pp 


6006110144 Forwards "Generic Startup Physics Test Program»May I9B0f " 
delineating tests to be included during startup folloulng 
future refueling operations 
PARKER* W o Duke Pooler Co 80/06/04 Ip 


— 8006110150 "Generic Startup Physics Test Program* May 1900 •' Modifies 
Unit i specific rep i* decreasing acceptance criteria for rod 
drop measui ements substitution or RMS criteria for location 
of highest peak requirement in power distribution testing 
o Duke Power Co 80/05/31 i2pp 


8006110351 Forwards summary of events involving partial or total loss 
at offsite power to facilities responses to NRC questions* 
per NRC 800505 1 ti 

PARKER. W 0 Duke Power Co 00/06/04 5pp 


9006130322 Forwards results of analysis required by Items 6 & 9 of NRC 
79OB0Q Itr on degraded grid voltage Undervoltage trip 
setpoint will be changed for startup transformers (i 
administrative controls will be established by 600701 
PARKER* W 0 Duke Power Co 00/06/04 I7pp 


6006240163 Responds to NRC 800602 Itr requesting guidance re THI-2 
related requirements Automatic trip schedule of reactor 
coolant pumps during LQCA should bo revised 
REID*R N Operating Reactors Branch 4 00/06/10 2pp 


8006170229 Forwai ds correefed /ersiori of "Oconee Nuclear Station 
Ocneric Startup Physics Test Piogram " 

PARKER* N Q Duke Power Co 00/06/1 i ip 

— 8006170234 Corrected version of "Oconee Nuclear Station Generic Startup 
Physics Test Program " 

•s Duke Power Co 80/06/11 14pp 


6006170468 Advises that losponses aro being pi epared re low pressure 
turbines per 000513 request Uork will be completed by 
B00626 

PARKER* W 0 Duke Power Co 00/06/11 Ip 


8006300351 Forwards draft NRC licensing position* "Safety 
Considerations for Temporary Qnsite Storage*" used In 
evaluating low level waste storage criteria Requests reviews 
for onsite storage additions in monthly operating repts 
REID*R W Operating Reactois Branch 4 80/06/12 lOpp 


8006180470 Forwards response to NRC 000507 Itr re addl requirements 
from TMl Action Plan Response contains implementation 
schedule ^ summary statirig util commitments re 
requirements 

PARKER* W 0 DuVe Power Co 00/06/13 3pp 


0006240465 Responds to NRC 000513 request for info concerning problem 
of low pressure turbine disc cracking Forwards detailed 
responses to site specific questions 
PARKER. W 0 Duke Power Co 00/06/16 0pp 


8006260233 Requests that NRC complete review approval of Category B 
Items 2 I 3D. 2 i 7A «< 2 I BD Review needed to facilitate 
installation of Category D mods prior to 010101 
PARKER* W a Duke Power Co 00/06/20 tp 


0006300362 Forwards proposed Tech Spec revision in response to NRC 
000410 Itr discussing term "operable" as applied to Tech 
Spec requirements No license fees provided since proposal 
submitted In response to NRC request 
PARKER* N 0 Duka Power Co 00/06/24 Spp 

— 0006300364 Proposed Tech Spec infcei preting term "operable" as applied 
to various Tech Spec lequirements 
Duke Power Co 00/06/24 ip 


6006300406 Advises that startup testing summary for Cycle 6 will be 
completed t transmitted by 800711 
PARKER. W 0 Duke Power Co 80/06/24 Ip 


0 Inspection reports* IC Bulletins 4 correspondence 


0003230330 Forwards waste packaging insp rept on 800313-14 
No noncompliance noted 

STQHR* J P Region 2* Atlanta. Fuel Facility ^ Materials Bafety 
Branch 00/04/07 2pp 


— B005230341 tlaste packaging insp rept on 800313-14 No noncompliance 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance w/DOT A NRC regulations including 
shipping paper ^ DOT placarding requirement 

POTTER, J P Region 2. Atlanta* Fuel Facility A Materials Safety 
Branch 80/03/20 4pp 


B006060146 Forwards IE Insp RepVa 50-269/00-13*50-270/00-08 & 
5O-267/0O-’OQ on 600303-31 No noncompliance noted 
LEWI8.R C Region 3, Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/23 2pp 


“0006060152 IE Insp Repts 50-269/80-13*50-270/80-00 it 30-287/90-08 on 
000303-31 No iioncomp 1 (ance noted Major areas inspected plant 
operations • outage act iviti es, f ol lowup on previous insp 
findings A review of LERs 

MARTIN) R O Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch QROERS. W T . JAPE. F Region 2, Atlanta* Office of the 
Director 00/04/23 5pp 


8006060510 Forwards IE Bulletin BO-ll* "Masonry Nall Design " Requires 
action 6 written response IE Info Notice 79-20* 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY* J P Region 2, Atlanta* Office of the Director B0/05/0B 
2pp 


8006030295 Forwards IE Bulletin 00-12, "Decay Heat Removal Sys 
Operability " Requires action A response within 30 days 
IE Info Notice 80-20. "Loss of Decay Heat Removal Capability 
at Davis-Besse Unit 1 Nhile in Refueling Mode" encl 
0'REILLY*J P Region 2. Atlanta* Office of the Director 00/03/09 

2pp 


8006170063 Forwards IE Info Notice 79-37 w/errata sheet Requests addl 
info re turbine discs Recommends that schedule be developed 
to perform full ultrasonic test of at least one low pressure 
turbine before next majoi outage 

REIDrR N Operating Reactors Branch 4 80/05/13 3pp 


8006300110 Forwards IE Circular 00-11* "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY, J p Region 2. Atlanta, Office of the Director 00/05/13 

2pp 


0006100234 Ack receipt of IE Insp Repts 50-269/80-13*50-270/00-08 
30-207/00-03 No proprietary Info 
PARKER, N Q Duke Power Co 80/03/20 Ip 


0006240109 Ack receipt of 800502 supplemental response, informing NRC 
of re-evaluation of none omp 1 lance A deviation noted In IE 
Insp Repts 30-269/79-37,30-270/79-34 A 50-207/79-37 Stated 
position stands due to repetitive nature of incident 
□'REILLY, J P Region 2* Atlanta. Office of the Director 00/03/30 
Ip 


--0006240117 Supplements response to NRC 800407 Itr re noncompliance A 
deviation noted in IF Insp Repts 50-269/79-37.50-270/79-34 A 
50-207/79-37 Disagrees ui/vi o latlon because event was not 
controllable by normal operating procedures 
PARKER* N 0 Duke Power Co 80/05/02 2pp 


0006240248 Forwards response to IE Bulletin B0-t2 re decay heat removal 
sys reliability Control room, has indication of each pump 
discharge pressure A each train flaw Annuniciators are 
initiated on low flow in either train or if pump is on 
PARKER. W D Duke Power Co 80/06/06 Spp 


0006300190 Ack receipt of IF Tnsp Repts 50-269/00-16,50-270/60-11 A 
50-207/00-10 on 800422-25 No proprietary info 
PARKER, W Q Duke Power Co 80/06/12 Ip 


—8006300199 Forwards IE Insp Repts 50-269/00-16,50-270/00-11 & 50-207/ 
00-10 on 800422-25 No noncompliance noted 

LEK'IS, R C Region 2. Atlanta* Reactor Operations Nuclear Support 
Branch 80/05/19 3pp 
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DOCKETED ITEMS 


— 300^30020'? IE Insp Repts !S0-2&9/g0- U. 50-270/80- 1 1 50-287/80-10 on 

900'322~25 No nonconip 1 lanc & noted Miajar ^reais Inspected 
containment integrated leakage rat* testing 
BHOOXBj F H Region 2* Atlaotai QfFice of the Director 
UPRIGHT, C H Region 2t Atlanta, Reactor Gperdtions Nuclear 'Support 
Branch 80/05/16 4pp 


8006300213 Adv'ises that response to lE Bulletin 80-06 uill be provided 
b 4 i 800714 due to need For detailed revieu oF engineered 
■jafeguarda components 

PARKER. N 0 Bukfr Power Co 80y0i»/l3 Ip 


5 Reportable occurrences, LERs I related correspondence 


8006050343 Forwards LER 80-01 0/03L-O 

PARKER. W 0 Duke Power Co 00/05/12 2pp 


— -8006050344 LER eo-OlO/OBL '0 on ao04l6< during entry of reactor bldg, 
personnel hatch inner door gasket was discovered leaking 
Caused by Failure oF gasket to seal properly Shin gasirets 
installed {• Ijtching brackets a-djusted 
LEWIS, S R Duka Poui«r Co SO/05/12 Ip 


6006040290 Forwards LER 0O-OI2/O3L-O 

PARKER. W 0 Duke Power Co 60/05/27 Ip 


--S006D4030S LER dD-Oi2/Q3L~0 on 800501 , wh 1 1 e at 7571 Full power, valve 
1FDI.’-310 inadvertently c Losed . isolating turbine driven EFW 
pump From one e-thraugh steam generator IB Caused by not 
identifying unit number to be closed Personnel cautioned 
LEWIS, 8 R Duke Power Co 0OrO5/29 3pp 


6006110101 Forwards LER 0O-O13/O3L-O 

FARKEft.W □ Duke Power Co 80/06/05 3pp 


— 5006110105 LER eO-OlS/OSL-O an B00509. d uring performance testing, 
turbine driven emergency Feedwater pu-np declared inoperable 
Caused by Failed inboard bearing resulting from water- 
contaminated oil due to shaft packing leakage 
PHlUPOTTrF T Duke Power Cp BO/06/05 Ip 


0006130203 Forwards LER B0-0l5/Oir-O 

PARKER, N 0 Duke Power Co 80/06/06 3pp 


— 8006130204 LtR BO-OlS/OlT-O on 000523, util discovered four Assemblies 
w/broken holddown springs Probably caused by high cycle 
fatigue D&ki continuing efforts to resolve concern Adeguate 
monitoring of loose parts monitoring sys verified 
WILSON, K R Duke Power Co GO/06/06 Ip 


8006170523 Forwards LER 00-01 6/01 T-0 

PARKER, H 0 Duke Pc^er Co QO/0-6/12 3 pp 


--8O0’61 70530 LER 8Q-016/01T-0 on GODSS?^ e va Jua ti on of steam generator 
tube failure in FSAR failed to consider release path for 
radioactive steam through main steam rejjef valves Offsite 
thyroid dose calculations performed per lOCFRlOO 
LEHIS. R C Duke Power Co 00/06/12 Ip 


8006260174 Forwards LER e0'Ol4/O-3L-O 

PARKER. W 0 Duke Power Co eO/06/19 2p p 


0006160074 Foruaids revisicn to nuclear security training 
gual 1 r i cat 1 on plan Plan withheld (ref 10CFR2 790) 
PARKER, M a Duke Powei Cu QO/06/09 Ip 


80063DC004 Forwards comment--* f i eq^uosts for addl info re guard training 
6 qual 1 ricati-on plan Enel withheld (leF 10CFR2 790) 

REIOiR W Operating Reactors Branch 4 00/06/12 2pp 


8006240209 Forwards cover Itr to 800609 revision to nuclear security 
trainin,g 5 qua 1 1 f i cati on plan Ltr withheld (ref 10CFR2 790) 

PARKER, II 0 Duke Pouei Co fiD''06/l9 Ip 


(* Adjudicatory c orrespandence 


0OO624OS9«1 Forwards Lincoln County, NC Board of County Commissioners 
791001 t 000408 resolutions affirming position fhat spent 
nuclear fuel should be transported trom Oconee to Mt-Ouire 
on interstate highways 

HOUSER, f t 1 North Carol ina, Sfate or 80/04/17 3pp 


5006060269 Forwaids applican** proposed findings of feet 6 conclusion's 
or law jn form of initial decision 

MCGARRV,-.' M Debevoise t LibOrman Q0/05/t9 Ip 


--S00606023I Submittal or proposed findings of Fact A conclusion^ of law 
in form of initial decision 

MCOARRi'. J M Duke Power Co /./(JARRY, J M DobevolSS 6 Liberman 
80/05/19 Ip 


— 8006(760266 Proposed inifial decision containing findings of fact !< 
conclusions of law, app ro , mg smend to authoriie storage of 
Ocbtiee spent fuel at f'lcQuirc Environ radiological monitoring 
program shall be maintained (J/Cert i r i cate of Sve 
KCOARRV. J (1 Duke Power Co MCGARRY, J H Debovoise U Liberman 
60/05/19 egpp 


6006160517 Response in opposition to Carolina Environ Study Group 
800529 proposed elements of ract conclusions of law toward 
initial decision Ho good reason presented for not approving 
application ie spent fuel shipment H/Cert i f icate of Sve 
MCGARRv. J N Duke Power Co MCOARRY. J Tl Ddbevoisc 6 Liberman 
00/06/13 2Jpp 


8006190593 Forwards piQposed findings of fact t conclusions of law in 
fprn of initial de-cision approving license amend to 
au'^horize Oconee spent fuel transportation to A storage at 
McOu ire 

KETCHEN. E (J He irjng Branch 4 00/06/17 Ip 


— 5006190£i 06 Proposed findings or fact t conclusions of law in form of 
initial decision appioving Itcenie amend to authorise Qconre 
spent fuel transportation to storage at McGuire 
Proposed transcript coirectians I Certificate of Svt enc 1 
KETCHEN.E G . H0EFL1NG,R K Hearing Branch 4 BO/06/17 155pp 


H General correspondence 


8006270203 Forwards county board resolution requestirig NRC to consider 
using onsite sf^orage o-f radioactive matls rather than 
shipping through county Also forwards board resolution 
requesting public input le DOT regulations 
marshall, H R Mecklenburg County. NC 00/06/23 3pp 


-^800626(Jl 75 LER B0-*0 1 4/03L-0 on 0OD52l,unit star terf, but would not load 
above appro; 30 MWe Caused by loos* wire in partial shutdown 
circuit Idi're secured unit \eriried operable Hpnfchiy maint 
procedure modified to include wire check 
FHILPOrr, F T Duke Power Co 80/06/19 Ip 


DOCKET SO-270 acOKEE NUCLEAR STATION, UNIT 2 
F Security, medical, emergency t fir^ protection plans 


P Operating license stage documents K correspondenc e 


8006240^(37 Responds to technical assistance request for proposed Tech 
Spec changes toi Q^W operating plants Forwards requirements 
for adrfl info 

ISRAEL. S L TMI-2 Bulletins i> Orders 79/08/29 13pp 


0006050539 Forwards schedules for util responses to NRC 791121 Hr re 
C riichaelson concerns on 4 ma 1 1 break LOCAs 
CAPRA, R TMI-2 Bulletins A Orders 79/12/10 Ip 


8006090407 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 Rule 
adds aaui Section 50 40 if App R tP lOCFRSO e* is expected 
to be publish-sd in FR by end of May 

EISENKUT, D G Division of Licensing 00/05/19 46pp 


8006060203 Forwards documents Fo-r Auxiliary Sys Branch review of 
auxiliary feedwater reliability analysis for B?«W operating 
plants H/o enc Is 

CAPRA r R A Light Water Reactors Sranch 3 80/01/17 3 pp 


d Pages 1-14 & rieui Page 14a for proposed 
ection Program for Nuclear Power 
• " transmitted by NRC 000519 

ensing 80/05/22 73pp 


B006200562 Forwards 
shipment of spent 
Revision wi thheld 
PARKER, M O Duke 


revision to 800317 route approval 
fuel, changing dates for shipment 
<ief I0CFR2 790) 

Power Co 00/04/17 Ip 


request for 


safeguards caiitingency plan Plan 



DOCKETED ITEMS 


9006090165 Fonuairfs adrfl lni-2 related ronuirements to operating 
reacboT^i Licensees rcguiiemoni< toi TMI Action Plan Include 
^fvlft mann tng ' 1 ) c ens I ng eirams / licensee dissemination 
cf opoiatmg GxpOTtences Response requested uiithih 30 days 
El5ErjHUT,[> G Oivision of Licensing 00/05/07 ISOpp 


80061301?2 Requests comment’s on WUREG-0577i "Potential for Lata Fracture 
Tougtiness I lamellar Tearing on Pt*'n Steam Generator V 
Poac + oT Coolant Pump Supports Proposed revieui procedure tt 
imp i cmer^tat 1 on schedule enc 1 

EISCNHUT D G Division of Licensing BO/OS/19 72op 


Q00604021 ' F-OTU>ards Nft> 1001, "Reload Design Methodology,*^ Revision I, 
repUicing oTiginal ofiliiely Includes design of unroddod fuel 
cycles c 1 OT i f 1 1 a 1 1 on of ccMtiin ai eas *•> ty pograph i ca 1 ei ror 
correction a Rept methods intended for use by Aug 19Q1 
PARKFR.U il Du'-e Po>i>ei Co 90^05/30 Ip 


-B0060<10c*ri "Reload Design Methodology," Revision 1 
a f>u<e Pouioi To Nf'^>-‘1001 00/05/31 300pp 


Q006050361 Notifies fhaf mod appioved by NRG on 771213 is complete 8, 
acceptable proceduies nnressary to teimmato exemption to 
lOCFR^O 46(i> have beyn imp 1 emonted 
parser, N 0 Dufy Po^iiei Co NRC flO/05/29 Ip 


d006l30022 Requests submittil of imend to license updating requirements 
of Reg Guide 1 l6*Revision 4 Response tequtred uithin iO 
days Of leceipt or Itr 

REID, R U tip era ting Rear tors Branch 4 80/05/29 2pp 


9006060364 Requests iddl info to respond to NRC 000507 Itr re TMI-2 
Lessons Learned requirements Info needed includes areas re 
shift marm I nq < so f ety % Teller valves outage of ECCS 
Response should be sub miffed by 600612 
PARKER, W 0 Duke Power (o nO/06/0? ?pp 


B0062301 M Advises that B00320 request foi Tech Spec change will be 
included in u/eiajl review of App 1 submittals Mark-up of 
e00SP3 tT& represents NRC lo/ieui Radiological ETS should 
1 esubmi 1 tod , based on mir k-up , wi ih in 90 dags 
RElDiR N Operating Reactors Dranch 4 90/06/02 2pp 


Q0C61 10144 roruraids *'Genatir Startup Physics Tost Program, May 1980," 
doHnerttirig tests to bo included during startup following 
future refueling operations 
PARKER, U 0 Duke Power Co 60/06/04 Ip 


8006110159 "Generic Slarfnp Physics Test Program, May 1980 " Modifies 
Uriit 1 specific t ep i> de*-! e is Irnj acceptance criteria for rod 
diT op measurements substitution of RMS criteria for location 
of highest peak requirement in power d i stributiofi testing 
4 DuVe Power Co ClO/05/ H 13pp 


8006110351 Forwards summary of events involving partial or total loss 
or offsite power to facilities f responses to NRC questions, 
per NRC Q00SO5 llr 

PARKER, W 0 Duke Power Lo ElO/06/04 Slip 


9006130322 Foi wards results of analysis required by Items 6 9 of NRC 

79090D Itr on degraded grid voltage Undoivoltage trip 
saipoliil will be changed for startup transformers ^ 
adml ni sti ati ve controls will bo established by 000701 
PARFCR.U 0 Duke Power Co 00/06/04 I7pp 


90061600 J2 Forwards ,iddl pages re 900312 proposed changes to Tech 
Specs in suppor't of Cycle 5 operation 
PARJ1LH,W 0 Duke Power Co 00/06/09 ip 


-“0006160033 Adtil pages ror proposed Tech Specs re Sections 3 5 2 6- 
3 5 2 B concerning reactor coolant sys pressure, coolant 
outlet temp 5 reactoi bldg pressure 
Duke Flower Co SO/06/09 7pp 


6006240163 Responds to NRC B0060? Itr requesting guidance rq TMl-2 
related requirements Automatic trip schedule of reactor 
coolant pomps duping LOCA should be revised 
REID,R W TIperatiiig Reactors Branch 4 00/06/10 2pp 


800617022? Forwards corrected vei sion of *'OcDnca Nuclear Station 
Generic Startup Physics Test Progiam " 

PARKEFi.W 0 Ouko Powai To 80/06/11 Ip 


—9006170234 Con acted version of "Oconee Nuclear Station Generic Startup 
Physics Tost Program " 

4 Duke Power Co 80/06/11 14pp 


800617045Q Advises that responses are being prepared re law pressure 
turbines per 000513 request Work will be completed by 
800626 

PARPER,W 0 Duke Powet Co 00/06/11 Ip 


0006300351 Formal d 5 draft NRC licensing position, "Safety 
Considerations for Temporary Onsite Storage," used in 
evaluatirrg Low level waste storage criteria Requests reviews 
for onsite storage additions in monthly operating repts 
REID.R W Opeiatnrg Reactors Branch 4 80/06/12 lOpp 


0006400470 Forwards response to NRC B00507 Itr re addl requirements 
from TNI Action Plan Response contains implementation 
schedule % summary staling util coiTimi tmenis rc 
r equ i r ements 

PARKER, W 0 Duke Power Co 00/06/13 3pp 


0006240465 Responds to NRC 000513 request for info concerning problem 
of low pressui e turbine disc cracking Forwards detailed 
responses to site specific questions 
PARKER,W a Duke Power Co 90/06/16 0pp 


0006260233 Requests that NRC complete review it approval of Category B 
Items 2 I 33 • ? 1 ‘^A f 2 1 GB Review needed to facilitate 
Instal lat 1 on of Category 8 mods prior to 010101 
PARKER, W o Duke Power Co 03/06/20 Ip 


0006300362 Forwards proposed Tech Spec tevision in response to NFlC 
800410 Itr discussing term "operable" as applied to Tech 
Spec requirements No license fees provided since proposal 
submitted in response to NRC request 
PARKER, W 0 Duke Power Co 60/06/24 2pp 


— 8006300364 Pi oposed Tech Spec interpreting term "operable" as applied 
to various Tech Spec requirements 
* DuJf^ Power Co 80/06/24 Ip 


0006300574 "EI ec tncal I Ins trumentation S Control Aspects of Low Temp 
Overpressure Mitigating Qys. " informal rept 

WEBER, D A C0)bG, Inc KIN A-6a56 G006300574 80/05/31 12pp 


Q Inspection report^,, IF BuUetins % correspondence 


8006060146 Forwards IE hisp Repts &0''269/B0- 1 3, 50-270/80-09 4* 
50-287/00-08 on 000303-31 No rioncomp 1 iance noted 
LEWIS, R C Region 2, Atlanta, Roaci-ai Operations Nuclear Support 
Branch 00/04/23 2pp 


— 8006C60152 It Insp Repts 50-269/00-13,50-270/00-08 U SO-207/00-00 on 
600303-31 No ncncomp 1 lance noted Major areas Inspected plant 
Operations, outage ac ti viti os, f ol lowup on previous insp 
findings ^ review of LERs 

MARTIN, R D Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch ORDERS, U T , JAPE, F Region 2, Atlanta, Office of the 
Director 00/04/23 5pp 


0006060510 Forwards IE Bulletin 80-11, "Masonry Wall Design " Requires 
action i written response IE Info Notice 79-20, 

**Over load ing of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/00 

2pp 


6006050295 Forwards iC Bulletin 00-12, "Docay Meat Removal 8ys 
Operability " Requires action ^ response within 30 days 
IE Info Notice 80-20, "loss of Decay ICoat Removal Capability 
ai Davls-Dcsse Unit 1 While in Refueling Mode" end 
O'REILLY, J P Region 2, Atlanta. Office of the Director 00/05/09 

2pp 


0006170065 Forwards IE Info Notice 79-37 w/ervata sheet Requests addl 
info re turbine discs Rocommends that schedule be developed 
to perform full ultrasonic test of at least one low pressure 
turbine before next major outage 

REID, R W Operating Reactors Branch 4 80/05/13 3pp 


B006300MO Forwards lE Circular 80-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/13 
2pp. 


0006180254 Ack receipt of IF Insp Repts SO -269/80- i3, 50-270/00-00 it 
SO-287/ao-OB No proprietary ini-o 
PARKER, M O Duke Powet Co 80/05/20 Ip 
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000624010? Ack reco-ipi; of 800502 supplemental reaponsci informing NPIC 
of r e~o va 1 uat 1 on of noncomp 1 lane q ^ deviation noted in IE 
Insp Ropts 50-*269/79*'3 7, 30-270/79-34 U 50-287/79-37 Stated 
position stands due to lepetltlve nature of incident 
Q'RElLLYi-/ P Region 2* Atlanta. Office of the Director 00/03/30 
Ip 


ii General correspondence 


8006030104 Ack receipt of 600420 Itr re opinion’s on faciiitij operation 
Ltr IS being foruarded *0 Ofc of Nuclear Reactor Regulation 
ABRAHAn.K Region 1. Philadelphia. Office of the Director 
60/05/12 Ip 


— 0006240117 Quppletnents response to NRC 800407 ltr re none omp 1 lance St 
dovlotion noted m IE Insp Repfca 50-269/79-37,50-270/79-34 & 
50-2B7/79-37 Disagrees u/violation because event uas not 
controllable bg normal operating procedures 
PARKER, WO Duke pouer Co 00/05/02 2pp 


—0006030165 Protests NRC ujaj./er under uihich facility is operating 
Facility should be closed 

HEARD, C Affiliation Unknouin 00/04/20 Ip 


B00624024Q Foruiards response to IE Dullctin 60-12 re decay heat removal 
sgs reliability Control room has indication of each pump 
discharge pressure 6 each train flou Annunic iatori are 
initiated on Iouj flow in either train or if pump Is on 
PARKER, W a Duke Power Co 80/06/06 Spp 


0006300190 Ack receipt of IE Insp Repts 50-269/80-16,30-270/00-11 
5O-207/QO-IO on 800422-25 Mo pro-pnetary info 
PARKER, W 0 Duke Power Co 80/06/12 Ip 


—0006300199 Forwards IE Insp Repts 50-269/80-16,50-270/80-11 50-267/ 

QO-IO on 0DO422''S5 No noncemp I lance noted 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Qranch 00/05/19 3pp 


—0006300209 fE Insp Hepts 50-269/00-16,50-2/0/80-11 8. SO-287/80-10 on 
8004S2-25 No noncomp I lanc e noted Major areas inspected 
containment integrated leakage rate testing 
D ROOKS, F H Region 2, Atlanta. Office of the Director 
UPRIGHT, C h Region 2, Atlanta, Reactor Operations Nuclear Support 
Dranth 00/05/16 4pp 


0006300213 Advises that response to IE Bulletin 00-06 will be provided 
by 000714 due to need for detailed review of engineered 
safeguards components 

PARKER. N 0 Duke Power Co 80/06/13 Ip 


8006160171 Responds to 800414 itr re reasons for decomnii ss i oning plant 
NRC will consider petitions 6 public views 
IPPQLITO, T A Operating Reac<-ors Rranch 2 BO/05/30 ip 


— 0006180178 Requests that NRC decommission plant People in Vernon are 
upset 6 get no response to appeals Author is coming to 
Wash ington, DC on 000426 

GRANT, J Affiliation Unknou-n 83/04/14 Ip 


8006300255 Responds to 800412 request to shut down facility Mods to 
increase safety implemented 

IPPDLITO, T A Operating Reactors Branch 2 00/06/13 Ip 

— B006300260 Demands facility be shutdown because torus still not 
repaired 

MORROW, G S Affiliation Unknown 00/04/12 Ip 


J Insurance t indemnity information 


B006200492 Forwards Endorsement 43 to MAELU Policy MF-56 it Endorsement 
53 to NELIA Policy NF-lfl? 

CAREYiWM Vermont Yankee Nuclear Power Corp 80/06/16 3pp 


P Operating license stage documents t correspondence 


0 Reportable occurrences, LERs i related correspondence 


8006050241 Advises that submittal of RO 270/00-3 re inadvertent 
debaration during cold shutdown willl be delayed Rept will be 
sent no later than 0-00605 

PARKER, W O Duke Po>wei Co 00/05/21 Ip 


8006110321 Forwards LFR 80-003/01T-0 

PARKER, W O Duke Power Co 80/06/05 3pp 


8006090165 Forwai ds addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning, i icens I ng exams t licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT, 0 0 Division of Licensing 80/05/07 iSOpp 


8006030514 Summaiy of 000422-23 meeting w/Mark I owners group in San 
JoseiCA re confirmatory analysis I testing programs 
concerning Mark I containment long-term program 

GRIMES. C I Assistant Director for fMant Systems 80/05/09 0pp 


—BC061 10326 LER aO-003/01T-0 on 800507, deborat ing deminera I i ler was 
placed in sve while plant in cold shutdown S< RC8 drained 
down RCS boron concentration reduced from 1,093 ppm to 1,537 
ppm Apparently caused by incorrect chemistry records 
LEMISiS R Duka Power Co 00/06/03 Ip 


0006240506 Forwards LCfl 60-004/01 T-0 

PARKER, U 0 Duke Power Co 60/06/17 3pp 


— 0OO624OS12 LER 00-004 /Oi T-0 on BOO603, w/unlt in refueling outage, 
reactor protection sys channel C failed to trip on high RB 
pressure Probably caused by switch being damaged during 
outage Pressure switch replaced 
PHILPQTT.F T Duke Power Co 00/06/1? Ip 


8006130122 Requests comments on NUREO-057/, “Potential for Low Fracture 
Toughness i> Lamellar Tearing on PNR Steam Ocncrator & 

Reactor Coolant Pump Supports ’ Proposed review procedure it 
implementation schedule one I 

EISENHUT, D 0 D wi sion of I icensing 00/05/19 72pp 


8006090029 Approves util Q0040i 6 29 submittals re hydrogen monitoring 
equipment as meeting intent of short-term Lessons Learned 
Task Force requirements 

1PP0LIT0,TA Licensing Branch 2 80/05/20 2pp 


0006020274 Forwards response to 800312 request for addl info re bypass 
4c reset of engineered safety features Drawings will be 
forwarded under separate covet due to security concerns 
BhITH, R L Vermont Yankee Nuclear Power Corp 80/05/29 12pp 


DOCKET 30-271 VERMONT YAN^^EE NUCLEAR POWER STATION 


F Oecurity, medical, emergency i fire protettion plans 


QOO6O9O407 Forij;ards proposed rule entitled, 'Tire Protection Program 
f-or Nuclear Power Plants Operating Prior to 790101 '* Rule 
adds new Section SO 48 t App R to 1QCFR50 6 it expected 
to be pubHshod tn rii by end of May 

EISENHUT, D 0 nivition of Licensing 00/05/19 46pp 


0006130063 Forward* revised Pages 1-14 it new Page i4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101, " transmitted by NRC 000519 
ltr Page i4a not enc 1 

EiaENHUTiDO DlvJelon of Licensing 00/05/22 73pp 


0006200170 Notifies that revised safeguards contingency plan submitted 
000310 found acceptable Plan withheld (ref 10CFR2 790) 

1PP0LIT0,T A Operating Reactor* Branch 2 00/05/30 2pp 


6006030314 Forwards drawings, in response to MRC 000312 request for addl 
info for bypass 6 reset of engineered safety features for 
facility Drawings withheld <ief iOCFR2 /90} 

SMITH, ft L Vermont Yankee Nucteai Power Carp 80/05/20 2pp 


8006030463 Advises that GC study re effect of power supply failure on 
ECC8 performance wilt be reviewed to detormine whether 
conclusions apply to facility Results of review will be 
submitted by 801001 

SMITH, R L Vermont Yankee Nuclear Power Carp 00/05/28 Ip 


0006110412 Notification of 000624 meeting w/wfcll in Bethesda.MD to 
discuss use of radwasbe incinerator 

ROONEY, V L Operating Reactoi s Branch 2 00/05/28 Ip 


8006300604 Ltr to all BHR licensees forwarding "For Comment" edition 
of NUnEG-0619. "BWR Feedwater Noiile f/ Cpntrol Rod Drive 
Return Line Nonle Cracking ' Comments will be evaluated by 
NRC prior to final implementation N/o one 1 
EISENHUT, D G Division of Licensing 80/06/05 22pp 


DOCKETED ITEMS 


59 


6006l705‘)Q Forwards tabulation of TMt-2 relatcid requiraments & plans 
for addressing »ach Mag want to modify some r equ irernants or 
schedules following comprohens i ve review Mods will offer 
eclual or greater safety impi ovemenis 

HEIOERi L H Vermont Yankee Nuclear Power -Corp 00/06/11 6pp 

0006270192 Responds to 800S16 request for Info on turbine discs Utjl 
plans to perform ultrasonic testing of discs on one low 
pressure unit during nert scheduled refueling outage No 
immediate actions required to minlniie water erosion 
TRIBDLE/J E Vermont Yankee Nuclear Power Corp 00/06/19 dpp 


Q Inspection reports* If Bulletins It correspondence 


0006200075 Forwards IE Circular 00-00* ' DWft Tech Spec Inconsistency 

Reactor Protection Sgs Response Tine ” No written response 
required 

GRIER. a H Region 1. Ph 1 lade 1 ph la. Office of the Director 
ao/0<}/ie Ip 


9006190303 Forwards IE Insp Rept 50-271/80-04 on 800313-14 ?* 17-19 No 
noncomp 1 lance noted 

□RUNNER. E J Region 1. Ph i lade I ph la. Reactor Operations Nuclear 
Support Branch 80/O4/2D 2pp 


—0006190300 IE Insp Rept 50-271/00-04 on 800313-14 tt 17-19 No 
noncomp 1 lance noted Major areas inspected small break LOCA 
operatoT gu ide 1 ines r me lud ing emergency procedure 
preparation 5 review for technical adequacy 

RAYMOND. W J . FOlLEYr T Region 1, Philadelphia, Office of the 
Director MARTIN, T T Region 1. Philadelphia, Reactor Operations 
Nuclear Support Branch 00/04/34 0pp 


8006060511 Responds to IE Bulletin 00-07 Hold-down beam assemblies & 
jot pump function can degrade during operation Surveillance 
program instituted to detoimine significant cracking of jet 
pump beam Procedures to determine jet pump failure revised 
HEIDER.L H Vermont Yankee Nuclear Power Corp 00/05/00 2pp 


0OO6D9O4SO Responds to IE Bulletin 79-OlD re evaluation of environ 
qua H f 1 ca t i ons of Class IE electrical equipment Due to 
eitenoive in-house reviews requ ired, unab 1 e to complete 
responses on time Completion fay 000530 
QRQCE. R H Yankee Atomic Electric Co 00/05/19 Ip 


8006DS0S93 Informs that util is in process of addressing IE 
Bulletin 79-03A Response has required diversion of 
engineering resources from identified safety Issues 
HEIDCR. U H Yankee Atomic EUcti ic Co 00/05/29 2pp 


0006060469 Discusses IE Bulletin 79-03A, ^’Long i tud inal Held Defects in 
ASME 0A-312, Type 304 Stainless Steel Pipe " Bulletin 
desci ibes minor design def Ic lenc i es, ra ther than generic 
p rofa 1 ems 

HEIDCR, L H Yankee Atomic Electric Co 80/05/29 2pp 


0006260370 Responds to NRC 800403 Itr re violation noted in IE Tnsp 
Ropt 50-271/79-14 Corrective actions job-specific reactor 
work permit issued U radiation surveys performed 
IfElDERiU H Vermont Yankee Nuclear Power Carp 80/04/S9 2pp 


0006110018 Forwards YAEC-1S16, "Environ Qual 1 f 1 catl on of Saf ety-'Re la ted 
Electrical Equipment at VT Yankee Nuclear Power Btation, " in 
response to IC Bulletin 79-013 Periodic revisions 
forthcoming as consultants I, manufac tur er s complete work 
HElDERrU H Vermont Yankee Nuclear Power Corp flO/06/02 2pp 


--0006110029 "Environ Qualification of Sa f eiy -Re lated Electrical 
Equipment at VT Yankee Nuclear Power Station '* 

URBANOWSKI.S F , TSOUDERDB, G , DAYTER.F D Yankee Atomic Electric 
Co YAEC-1216 00/06/02 104pp 


8006200501 Responds to IF Bulletin 79-OlD, "Environ Qualification of 
Class IE Equipment " Forwards YAEC-1Z16. "Environ 
Qual if 1 cat ion of Saf ety-Ro lated Electrical Equipment at 
Vermont Yankee Nuclear Power Station " W/o end 
HEIOER. L H Vermont Yankee Nuclear Power Corp 00/06/02 3pp 


II Periodic operating leports *< related correspondence 


0006170645 Forwards monthly operating rept for May 1900 

CCNWAYr W F Vermont Yankee Nuclear Power Corp 00/06/12 Ip 


-8006170649 Monthly operating rept for May 1900 

BEERS, F C Vermont Yankee Nuclear Power Corp 00/06/12 6pp 


S Reportable occurrences, LEtts i related correspondence 


6006030329 Forwards LER 00-019/01 T-0 

MLfRfHYiN P Vermont Yankee Nuclear Power Corp 60/05/30 Ip 


— 0006030333 LER aO-019/01T-0- on 000516, AECO rad monitors 17-150 A & 0 
made inoperative under controlled candlttons while 
evaluating augmented offgas sys (ADO) recombiner temps 
Caused by dihgdtogeti recombination before AQO recombiner 
HDRPHV. W P Vermont Yankee Nuclear Power Corp 00/05/30 Ip 


8006170589 Forwards LER GO-019/01P-0 

KURPWY. W P Vermont Yankee Nuclear Power Corp BO/06/12 Ip 


—0006170595 LER BO-Olfl/OlP-O on 60061 1. leakage developed in feedwater 
line Plant shutdown to cold condition initiated Caused by 
failure of feedwater check valve bonnet seal Beal will be 
repaired prior to resuming operation 

MVRPHV, kJ P Vermont rankee Nuclear Power Carp 60/06/12 2pp 


U Cofigr ess 1 ona I /Exec ut 1 ve Correspondence 


BO06t?O2QO Requests that Commission meet W/VT Yankee Decommissioning 
Alliance due to widespread concern re facility 
KENNEDYrE M Senate 00/04/20 Ip 


V Operator Examinations 


8006270421 Notifies that 800508 outline of proposed hot llcsnslng 
training program acceptable per NUREO-O094i App F t HR Denton 
800328 Itr requirements Formal approval may be granted after 
review of detailed defter tp t t on. due by 800001 
CQLUINB.P F Operator Licensing Branch 00/06/17 2pp 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION. UNIT I 


F Security, medical, cmeigoncy 4 fire protection plant 


6006020163 Forwards facility security plan ^ payment of civil penalties 
resulting from 000320 notice of vieUtion Plan withheld 
iratf lOCFRa 790) 

SCHNEIDER, r U Public Service Electric 6 Oas Ga of New Jariey, 
80/04/14 ip 


8006090407 Foi wards proposed rule entitled* "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 Rule 
adds new Section 50 40 ^ App R to I0CFR5O & is expected 
to be published in FR by end ef May 

EISENHUr.D 0 Division of Licensing 80/05/19 46pp 


0006130063 Forwards revised Pages i-14 L new Page i4a for proposed 
role 10Crn50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101*." transmitted by NRC 800519 
Itr Page 14a not enc I 

F15ENHDT, D G Division of Licensing 80/05/28 73pp 


6006170647 Informs NRC of decision lo delay activation of Quinton 
training facility as nearslte emergency operations facility 
until open issues have been addressed sati sfac tor i iy 
SCHNEIDER. F M Public Service Electric I- Oa# Co of New Jersey 
80/06/13 Ip 


O Adjudicatory correspondence 


8006060339 Cominents on ft Webb hearing testimony re roof of bldg housing 
spent fuel pool Uebb. relied in part, on erroneous info from 
W Russtproject onplneer for facility Transcript does not 
include this info Interve-nor 800505 Ur to util and 
COLEMAN, A C . COLEMAN. E 0 Aff i Uatlon Unknown 00/05/09 app 


Q006090069 Request for extension until 000528 to file transcript 
corrections States no ofajaction to NRC motion for similar 
extension Transcript not yet received in license# NewarkrNJ 
offc 

WETTERHAHNr M J Public Service Electric Jc Gas Co of New Jersey 
WETTERHAliN* M J Conner, Moore t- Corber 00/05/13 2pp 


— 0006090072 Proposed corrections to transcript of 000320-29 evidentiary 
hearings Certificate of Sve oncl 

WETTERHAHN, H J Public Service Electric 6 Oas Co of New Jersey 
NETTERHAHN, II J Conner, Moor# t Corbel 80/05/13 19pp 



60 


DOCKETED ITEMS 


0006230176 Foruiard* revised pages to Director's Decisian DD Q0-i9 
Decision issued 600429 denied petition requesting certain 
actions re storage of spent t-uel at site Corrections 
over looked 

DEMTOM/ H R Office of fJuclear Reactor Regulationi Director 
60/05/23 ip 


-‘*3006230180 Advises that version of OD-80-19 signed is not version 
concurred an Foruards cover Itr. errata sheet listing changes 
6 tuo revisions of Director's Decision Corrections should be 
issued bg 600512 

MJRRAYiJ P Office of the Executive Legal Director 80/05/07 

6pp 


6006180602 Notifies that Ofc of Nuclear Reactor Regulation Director's 
denial under tOCFRS 206 of request re spent fuel storage is 
final 

CHILK. S J Office of the Secretary of the Commission QO/05/29 
Ip 


8006200559 Responds to 600523 request for advance notice of activities 
re facility uhich involve NRC or State of MD Public Svc 
Coirmission NRC Is not involved in proceeding Notification 
request should be directed to MD Public Svc Commission 
SHAPARiH K Office of the Executive Legal Director 80/06/06 Ip 


-6006200567 Requests advance notice of meetings^ conferences* depositi ons« 
hearings or appearances re racility involving NHC or State 
of MO Public Svc Commission Also requests all relevant 
testimony V correspondence recei.ed by NRC 
NETTERHAHN.M J Conner* Moore i. Corber 80/05/23 2pp 


8006180509 Forwards licensee proposed findings of fact & conclusions of 
lau in form of initial decision Licensee reserves right to 
file reply brief after svc of proposed findings t 
conclusions of lau by other parties 

WETTERHAHNiM J Conner* Moore 6 Corber 60/06/13 Ip 


—6006180513 Proposed findings of fact It conclusions of iau in form of 
initial decision Board will not re-revieu decisions reached 
during Commission's OL revieu* from safety or environ 
standpoint Certificate of Svc end 

WETTERHAHNiM J Public Service Electric it Gas Co of Neu Jersey 
WETTERHAHNiM J Conner* Moore it Corber 60/06/13 79pp 


8006240505 Proposed findings of fact It conclusions of Uu in form of 
initial decision re amend to License OPR-70 No EIS required 
per NEPA Alternatives of storage at other sites need not be 
considered Amend should be issued*as in end draft order 
MOORE* J E Hearing Branch 3 PATCN* W D Hearing Branch 4 
00/06/23 6Spp 


8006270227 Forwards corrected Page 59 to NRC 800623 findings of fact tt 
conclusions of lau re OL amend proceeding 
MOORE* J E Hearing Branch 2 80/06/26 ip 


6QO6130122 Requests comments on NUREG-0577* “Potential for Loui Friicture 
Toughness I Lamellar Tearing on PWR Steam Generator V 
Reactor Coolant Pump Supports ' Proposed review procedure 6 
imp lemrntat I on schedule end 

ElSENHlfT-D C Division of Licensing 00/05/19 72pp 


0006020051 Notifies of partial refund of Class III fee remitted 
u/800i25 application for amend to Tech Specs re secondary 
uater chemistry Class H fee was applicable 
MILLER. W 0 License Fee Management Branch BO/05/22 Ip 


S006170450 Commits to implement NUREO-0660 re addl TMI-2 related 
requirements per S00507 Itr 

LIDRIZZIfF P Public Service Electric S- Gas Co of New Jersey 
80/06/09 Ip 


8006170651 Foruards auxiliary feedwater pump test results 

LIBRIZZI*F P Public Service Electric N Oas Co of Now Jersey 
80/06/10 Ip 


6006170620 Forwards response to NRC 790921 request for inPo re 
auxiliary Feedwater flow requirements Decay heat resulting 
from reactor trip is dissipated by evaporating water in 
steam generators 6 venting generated steam 

LIDRIZZI*F P Public Service Electric it Gas Co of New Jersey 
80/06/ t I 2lpp 


Q Inspection reports* IE Bulletins L cot respondcnc e 


6006120369 Ac k receipt of IF 600320 Itr forwarding notice of violation* 
notice of proposed imposition of civil penalties it order 
modifying license effective immediately Forwards penalty 
payment 6 response Enel withheld {ref 10CFR2 790) 

8CHNEI0ER.F U Public Service Electric it Oas Co of New Jersey 
00/04/14 ip 


0006060105 Forwards IF Insp Rept 50-272/80-00 on 60031 1-14 No 
noncompliance noted 

BRUNNER. E J Region 1* Ph i lade 1 ph idi Reactor Operations Nuclear 
Support Branch 80/04/17 2pp 


•0006060109 IE Insp Rept 50-272/80-08 on 000311-14 No none omp 1 1 anc o 
noted Ma^or areas Inspected refueling startup testing* 
control rod drive operation i position ind lead on. core powci 
distribution & in-core/excore detector calibr 

CAPHTONi D L Region i. Philadelphia* Reactor Operations Nucleai 
Support Branch DETTENHAUSEN* U Region I* Philadelphia. Office of 
the Director 60/04/15 7pp 


8006160053 Forwards IE Insp Repls 30-272/80-07 «. 50-311/80-03 on 
800302-29 No noncofflp 1 lance noted 

BRUNNER*C J Region 1. Philadelphia* Reactor Operations Nuclear 
Support Branch 80/04/29 2pp 


-8006270233 Corrected Page 59 to NRC 800623 findings of fact U 
conclusions of lau re DL amend proceeding 
HOORErJ E Hearing Branch 2 PATON* W D Hearing Branch 4 

80/06/26 Ip 


H Oeneral correspondence 


noncompliance noted Major areas inspected plant operations, 
logs i records. LERs. periodic ropts, small break LOCA 
guidelines 6 previous insp items 

REtMie.R R R.gion I, Ph I lado 1 p h i j, R,«ct„r appratlont Nuclear 
Support Brunch NQlIRHauK. L J Ruglon I, Ph. UdplphU, OPflc. of 
the Director 80/04/23 ISpp 


8006120089 Responds to Itr to DOE re constituent inquiry about 
relationship of Merrill Creek Project to facilities NHC has 
no Info re relationship Facilities use water from DE River 

QAftin 

80/05/30 Executive Director for Operations 


J Insurance i indemnity information 


8006110097 Forwards Endorsements 31,4 8. J to MAELU Policies MF-90, Xa-60 
« resp ec t ive 1 y 

D?r^''BS/04/04‘'"4pp ' » «■ M NucUur C.n.ultants, Inc 


B0061B0507 Forwards executed Amend 8 to Indemnil 
^ ^ substituting license numben 
Public Service Electric Gas Cc 

00/06/12 2pp 


Agreement B-74* 
of New Jersey 


GOO610O12I Forwards IC Insp Repts 50-272/00-07 
800302-29 No noncompliance noted 
BRUNNER, E J Region 1* Ph i ladelph ia. Reactor 
Support Branch 80/04/29 2pp 


& 50-3i 1/80-03 on 
Operations Nuclear 






Plant’operations 

including facility tours* log t record reviews* Uc enaee 
events review it review of periodic repts 

J'F?2TS'"n’B a Phnadelphia* Office of the Director 

“i%?,„cr’‘aS/M/M‘ {air"' Nuc.nn 


lupppH nrLh'’"8o;ol>3o'"'?J''^'”" «l>-Honc Nuc.our 


Operating license stage documents it corresponde 


related requirements to 

reactors Licensees requirements for TM| Action Plan 
of ^ licensee dissemination 

ElSENHUT^i ? d^Pjrierices Response requested within 30 days 
EISENHUT.O C Division of Licensing 80/05/07 ISOpp 


operating 
include 

ssemination 


BRuIiNER noted in IF Tnsp Rept 50-272/80-05*^®'"" 


— 0006120190 
^ Region 
Branch 


violation from insp on 800203-0301 
00 / 03/19 Ip'** Operations Nuclear 


Support 



DOCKETED ITEMS 
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0OOA2OOO29 Forwards IE Circular QO-13/ "Grid Strap OamagB in 
1 1 ng h au s e Fuel Assemblies No written responae ret^uired 
GRIEfipQ H Region 1* Ph i tade 1 ph lap Office of the Director 
00/05/30 Ip 


8006110231 Responds to violations no^ed in IE Insp Repts 5O-'272/0O-O4 & 
30-31 1/eO-Ol on G00128-31, 0201 p 04-07 « il-13 Corrective 
actions master equipment list ti/t 1 1 expand existing methods 
of compliance ui/requ i r ementa of QA program sgs tt components 
SCHNElDERiF W Public Service Electric t/ Gas Co of New Jerteu 
80/06/03 Qpp 


8006300233 Forwards partial response to IE Oulletin 79-OlD/ "Environ 
Qua 1 1 f 1 cat 1 on of Class IE Equipment " Master list is approx 
957, complete in identifying components Qual 1 f Icatlon data 
sheets approx 40/. complete 

SCHNEIDER- F W Public Service Eloctric Gas Co of New Jersey 
80/06/04 26pp 


8006300282 Responds to IE Sulletin BO-05* "Vacuum Condition Roaulting 
in Damage to Chemical Vol Control Sys Holdup Tantia " 

Facilities have had vacuum breakers installed on holdup 
tanks to prevent collapse in event vacuum is generated 
SCHNEIDER/ F W Public Service Electric Gas Co of Now Jersey 
80/06/06 tp 


8006300490 Responds to IE tlulletin 00-19/ "Decay Heat Removal Sys 
Operability " Sequence of events at Davis'~Desse which 
resulted in automatic transfer of suction to empty 
containment sump will not occur at facilities 

SCHNEIOEn/F W Public Service Electric t* Gas Co of New Jersey 
00/06/09 4pp 


0006240395 Submits supplemental rept revising 790919 response to IE 
Insp Rept 50-272/79-10 Implementation of revisions to AP-13 
t AP-9 has shown that revisions are sufficient to prevent 
recurrence of problem identified In insp 

SCHNElDERiF N F^ublic Service Electric t Gas Co of New Jersey 
00/06/12 ip < 


8006240371 Responds to NRC 800S27 Itr re item of nencomp 1 iance noted In 
IE Insp Rept 50-272/80-10 Corrective actions responsibility 
tor Type A. R i C containment leak rate tests assigned to one 
group Review S approval piocedure streamlined 

BCHNEIDERi r N Public Service Eloctric 6 Gas Co of New Jersey 
80/06/17 2pp 


R Periodic operating reports I related correspondence 


8006160107 Forwards NPDES discharge monitoring repts for Apr 1980* 
operating rept of industrial waste treatment plant it 
wastewater treatment rept W/o operating 4 wastewater 
treatment repts 

MIDURArH J Public Service Electric t Gas Co of New Jersey 
00/06/03 2pp 


— 6006160136 NPDES discharge monitoring rept for Apr 1900 

SCHNEIDER' F W Public Service Electric Gas Co of New Jersey 
00/06/03 I2pp 


8006160009 Forwards monthly operating rept for May 1980 

MlDURA/H J Public Service Electric it Gas Co of New Jersey 
00/06/10 Ip 


— 8006160012 Monthly operating rept for May 1900 

MILLER. U K Public Service Electric V oas Co of New Jersey 
00/06/10 I7pp 


S Reportable occurrences/ lERs if related correspondents 


0006230454 RO 79-50/OlP on 790710/ West! nghouse informed that reactor 
trip if auxiliary feedwater inillation could be delayed in 
event of main feedline rupture inside containment Caused by 
possible heatup of steam generator level ref log 
MiDVRAiH J Public Service Electric it Gas Co of New Jersey 
79/07/10 IP 


0006060212 Responds to NRC 000211 Itr re violations resulting from 
LER 79-71 Corrective actions counselled individuals Involved 
m incident S' will revise AP-15 safety tagging rules to 
insure only shift supervisors auihorited to approve tags 
SCHNEIDER/ F W Public Service Electric i Gas Co of New Jersey 
00/03/06 3pp 

« 

8006160231 PNO'I-aO-003 on 800523. woman security guard passed out while 
resting in guard house during break Ambulance colled 
immediate 1 y to transport patient to offsite hosp for 
observation 

DRUNNER/E / HILL, W M , N0RRHDU1/ U J Region i, Philadelphia, Office 
of the Director 80/05/23 Ip 


0006050364 Forwards supplemental LER 79-053/01X-2 

LIBRIZZI/F P Public Service Electric L Gas CO of Now Jersey 
80/05/30 Ip 


— 8006050371 Supplemental LER 79-O53/01X-2 on 790810, during review of 
supports within sample stress ca Iculat lonsi unacceptab le 
rejection rate found Caused by use of computer cade which 
calculated piping response w/algebraic summation method 
KAPPUE/ A W Public Service Electric 6 Oas Co of New Jersey 
00/05/30 3pp 


G0061 70573 Forwards LER 80-026/03L-0 

LIDRIZZI/F P Public Service Electric it Oas Co of New Jersey 
80/06/12 Ip 


— 0006170578 LER aO-026/03L-0 on 800516- while performing routine 
survci 1 lance. I eve 1 transmitter for steam generator level 
channel 19 for low level trip setpoint was found out of 
spec Caused by failed capacitors within circuitry 
MURPHY/ M J Public Service Electric i Gas Co of New Jersey 
00/06/12 2pp 


8006170664 Forwards LER GO-02S/03L-0 

LlBRIZZIiF P Public Service Electric >4 Gas Co of New Jersey 
00/06/12 3pp 


—8006170671 LER 0O~O25/O3L-O on 600516/ during containment entry, steam 
noticed coming from area where reactor coolant sample lines 
pass through containment wall Caused by failure of sample 
line $ seal weld on penetration Penetration weld repaired 
MURPHY, M J Public Service Electric i Oas Co of New Jersey 
80/06/12 ip 


0006230527 Forwards LER 0O-O28/O3L-O 

LIQRlZZIfF P Public Service Electric St Oas Co of New Jersey 
00/06/ 17 2pp 


— 0006230535 LER B0-028/03L'-0 on B005l9i while reviewing records, 
discovered that surveillance requirement 43362 was not 
completed during required interval Caused by lack of timely 
review Surveillance completed 

MURPHY, M J Public Service Electric i Oas Co of New Jersey 
00/06/17 Ip 


0006240486 Forwards LER 0O-O27/O3L-O 

LIDRlZZIfF P Public Service Electric It Oas Co of New Jersey 

80/06/10 2pp 


— 8006240492 LER 0O-O27/O3L-O on 000521, evaluation of need to perform 
insp of fire pump diesel engine was not made as required 
every 10 months by Tech Specs Caused by faulty tracking sys 
Sys corrected to ensure timely reviei*^ 

MURPHY, M J Public Service Electric it Gas Co of New Jersey 
00/06/10 Ip 


0006300370 Forwards supplemental LER 79-049/OlX-l 

LIDRfZZIiF P Public Service Electric it Oas Co of New Jersey 
00/06/23 3pp 


—0006300373 Supplemental LER 79-049/OlX-l on 790710, during refueling 
outage, exam of concrete anchors for safety-related pipe 
supports revealed deficiencies Corrective action performed 
per Design Change Package lEC-593 

KAPPUE, A H Public Sorvice Electric St Gas Co of New Jersey 
00/06/23 Ip 


0006300421 Forwards supplemental LER 79-013/04X-1 

L1DRIZZI,F P Public Service Electric 6 Oas Co of Mew Jersey 
00/06/23 2pp 


—8006300424' Supplemental LER 79-013/04X-1 on 790102, during preparation 
of annual nonrad loac tlve environ operating rept. average 1970 
suspended solids concentrate in discharge exceeded limit 
Caused by abnoimally high demineraliier regenerations, 

KAPPUE, A W Public Sorvice Electric it Gas Co of New Jersey 
80/06/23 Ip 


0006300459 Forwards supplemental LER 70-070/01 X-1 

UIDRiZZliF P public Service Electric 6 Gas Co of N«u Jersey 
00/06/23 3pp 


—8006300465 Supplemental LER 7e-070/0lX-l on 701021, during Mode 4 
operation, wh i le heating up to enter Mode 3, high flow through 
RCP seals 4 other alarms indicating RC8 leakage were 
observed Cause undetermined Instructions have been revised 
KAPPLE, A W public Sorvice Electric 6 Gas Co of New Jersey 
00/06/23 Ip 
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docketed items 


T Hearing transcripts on non-ant i trus t matters 


B00606002B Corrections of transcr i pt* ignor mg phonet i cs, p kiirali & 
other minor errors, Pp l5S5-i605 Certificate of Svc end 
flACARTORiJ D Delawarsr State of BO/05/02 3pp 


8006130024 Proposed corrections tor 800430 cvirfentiarg hearing 
transcript Certificate of Svc end 

WETTEftHAHN, M J Puftlic Service Electric Zt Oas Co o# New Jersey 
WETTERHAHN, M J Conner, Hoore 4= Corber 00/05/23 9pp 


DOCKET 50-275 DIASLQ CANVQN NUCLEAR POWER PLANT, UNIT 1 


A App I i cat 1 on/ c ons true 1 1 on stage documents 4« correspondence 


80060a01<?5 Forwards Hatls Engineering Branch input re water chemistry 
programs U/o end 

KNIGHT, J P Assistant Director for Engineering 80/04/07 Ip 

8006230110 Advises DWR «< PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUfiEG-0577 re 
adet^uacy of applicable support structures General operating 
reactor reviewi procedure tc acceptance criteria end 
EISENHUTrO 0 Division of Licensing 80/05/20 I3pp 


8006020343 Advises that installation of insp ports & plugging of first 
row tubes are not prudent U should not be required Control 
rod guide tube support pin replacement has been completed 
for Unit 1 t will be done for Unit 2 

CRANE, P A Pacific Gas 8< Electric Co 00/05/22 2pp 


8006090150 Discusses underdad cracking in reactor vessel noiiUs 
Requests addl info re noirle base metal matl spec type 6 
grade, dad process type, eiec trode siie t< number of dad 
layers & heat input for each dad 
SCHWENCER, A Licensing Branch 2 80/05/23 Spp 


8006020160 Forwards "Description of Sys Interaction Program for 
8e lsmically-1 nduced Events,” as suppl to 800507 rept 
CRANE, P A Pacific Gas i Electric Co 00/03/27 Ip 

—6006020171 "Description of Sys Interaction Program for Seismically- 
I nduced Events " 

* Pacific Gas 4c Electric Co 80/05/27 76pp 


6006030330 Requests meeting u/NRC to discuss 800307 request for addl 
info re automatic switchover of ECCS Info not sufficient to 
conclude that switchover la either necessary or desirable 
CRANE, P A Pacific Oas 4 Electric Co 00/05/20 2pp 


8006130119 Notification of 000604 meeting w/util in Bethesda.MO to 
discuss mgt organiiation shift staffing requirements & low 
power test program 

BUCKLEY, 0 C Licensing Branch 3 00/06/02 4pp 


8006190403 Comments on facility licensing NRC should expedite licensing 
of nuclear power plants that meet NRC stds to meet future 
173 energy needs 

HENDERSON, R Affiliation Unknown 60/06/02 ip 


8006160040 Forwards Amend 83 to application for OL re Chapters 4Ai 5 & B 
of hfosgri rept Certificate of Svc end 
CRANErP A Pacific Gas t Electric Co 00/06/06 2pp 


--B006160044 Amend B3 to application for DL, re Chapters 4A, 5 6 6 of 
Hasgri rept 

LANGLEY. E. Br r CRANE, P A Pacific Gas Electric Co 80/06/06 
47pp 


8006180627 Notification of 0OO617''19 meating w/utll in Ban Luis Obispo, 
CA to audit seismic sys interaction program 
BUCKLEY, a C Licensing Branch 2 80/06/06 4pp 


8006240102 Forwards request for additional info re shielding design 
re vl flw, contai nment monitors t iodine sampling 6 analysis 
sys Addl Info required to continue review of response to 
NUflEO-057a 

SCHUENCERfA Licensing Branch 3 00/06/06 Opp 


8006190480 Advises that 12-tnch containment pressure/vacuum relief 
valves will be 1 imited, prior to fuel loading, to prohibit 
opening more than 50 degrees Limit effective until valve can 
be closed from more open position following postulated LOCA 
CRANEiP A Pacific Gas 4 Electric Co 00/06/13 ip 


8006300295 Discusses reorganl lat ion of Qfc of Nuclear Reactor 
Regulation 4. advises that mgt licensing matters w/respect to 
facilities have been assigned to D Buckley Rcorgan i i a 1 1 on 

charts end . 

TEDESCQ, R L Assistant Director for Licensing 00/06/13 


0006240416 Advises NftC that 800229 rept, "Response to NUREO-0570 Bhort 
Term Lessons Learned Reqwii aments, ” 1® util comprohons I vo 
response to TMI-2 incident 4< supersedes Jul 1979 voluntary 

CRANE,P A Pacific Oas S< Electric Co 00/06/10 ip 


90062S0228 Responds to NRC 000123 Itr requesting consultation per 
Section 7 of Endangered Species Act of 1973 ro offecto of 
facility operation on five endangered spodos Operation not 
likely to jaopardiie species Recommends monllnring 

MARTINSON, n K Inter lor. Pop t of, Tish 4* Wildlife Service 00/06x19 

10pp 


F Security, medical, emergency 6 fire protection plans 


0006120828 Requests that FEMA review of state & local emergency plan 
be provided consistent w/ont I schedule to avoid potential 
delays in licensing decisions 
AHEARNE, J F Commission 80/03/13 2pp 


0006250067 Advises that safeguards contingency plan submitted on 
800512 is acceptable & approved Plan withhold 
(ref iOCFR2 790) 

SCHWENCER.A Licensing Branch 3 00/06/06 4pp 


0006160039 Discusses location of principal nearslte omergancy 
operations facility Distance factor is not critical 
parameter in selection of location Approval of location at 
San Luis Qbispo County sheriff ofc i equostod 
CRANE, P A Pacific Gas «, Electric Co 00/06/07 2pp 


0 Adjudicatory correspondence 


8006040194 Motion for stay of proceedings pending reviewi of affidavit 
of nondisclosure petitioned per present motion Affidavit 
Implied per ASLAB 800411 second prehearing conference order 
Is unconstitutional , violating guarantees of free speech 
JDNESrY I , BALDWIN, W A San Luis Obispo Mothers for Peace 
BALDWIN, W A Baldwin, W A 80/04/23 5pp 


— 0006040196 Executed affidavit of nondisclosure re documunts 4< info 
obtained from P04iE Certificate of Svc end 

JQNES,Y I San Luis Obispo Mothers for Peace 00/04/04 Spp 


B006040199 Response In opposition to Hendrip 000421 memorandum ro 
participation in proceeding HRC regulations prevent 
participation of employee who had Investigatory role on some 
or related case W/notice of appearance & Certificate of Hve 
FLEISCHAKER. D , JOHNSTON, M P San Luis Dbispo Mothers for Peace 
JOHNSTON, M P Center for Law in the Public Interest 00/05/08 
lOpp 


0006110417 Response in opposition to intervener San Luis Obispo huthers 
for Peace motion to stay proceedings 6 petition for review 
of nondisclosure affidavit Petitioner failed to satisfy 
burden of proof Certificate of Svc one I 

NORTON, Q., OtHR.A C , FURS0SH. M H Pacific Oas U Electric Co 
00/05/05 8pp 


8006020522 Advises that ASUAP no longer i squires executed ilaidwin 
affidavit since original notarlted affidavit uf 
nondisclosure has been received 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 00/05/06 

Ip 


BD06060031 Corrects MP Johnston 000503 notice of oppearartce, Imprapor ly 
listing Ctr for Law in Public Interest as client Oan Luis 
Obispo Mothers for Peace, Scenic Shoreline Preservation, 

Ecology Action Club et al are actual clients 
FLEISCHAKER, D Fleischaker, D B 00/05/21 Ip 


8006240313 Opposes, on behalf of San Uuis Obispo Mothers for Peace, 
000519 notice of intent to permit Nnrdtinger participation 
in OL proceeding Potential conflict of interest may araee 
due to prior involvement vj/ACRS consultant witnesses 
JONES, Y I Jones, Brown V Clifford 00/05/23 2pp 


0006110210 Motion to revise NRC 800305 response bo joint Intervanors' 
motions to reopen 800320 record Presents RL Rothman 4, PT 
Kuo 600519 joint affidavit as revision to B00509 joint 
affidavit Change involved does not invalidate design 
KETCHEN, E 0 Hearing Branch 4 80/06/06 3pp 
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— 800^110228 Afi-idavit painting out error in previous affidavit filed u/ 
NftC response to intervcnors* joint motion to roopen Imperial 
Valley earthquaSre data does not invalidate MemarV design 
response spectra for facility Certificate of 8vc end 
KUO, P T / ROTHMAN, R Office of Nuclear Reactor Regulation* 

Director 00/03/19 7pp 


80061B0S19 Advises A&LAQ that recent as-built audit demonstrates 
significant breakdoun in util OA program Qreakdoun is 
magnified because pipe supports I* anchors were supposedly 
too'/, reinspected in response to NRC i97i *< 70 audits 
FLEISCHAKER, D FlelsChakor, D S 00/06/10 3pp 


— 8006100522 Responds to I terns 2*3 ^ 4 of IE Dulletln 79-14* *’Soismic 
Analysis for As-Qullt Safety-Related Piping 6ys •' Plant 
procedures for as-built documentation will assure strict 
conformity between sys configuration it design documents 
LOC!<E*R F Pacific Gas Electric Co 80/04/17 3pp 


0006120332 Notifies ASLAD that CA Governor EG Drown intends to 
participate in hearing re security plan issue Drown was 
admitted to proceeding as participant by ASLD 79ill6 order 
DROWN, H H Hill Christopher it Phillips KLINE, J A * OEDR010U*D 9 
California, State of 00/06/11 3pp 


'0006120334 Submits names of attys appearing on behalf of CA Governor 
EG Brown for security plan hearing Brown was admitted to 
proceeding es participant by ASLD 791116 order Certificate 
of Sve enc 1 

QRQWN,H H Hill Christopher it Phillips QO/06/11 6pp 


9006130271 Memorandum it order CLl-00-24 re intervener San Luis Obispo 
Mothers for Peace access to util physical security plan 
Endorses ALAB-410 guidelines for making plans avallable*w/ 
one exception AddI views of Commissioner Bradford end 
CHILK.S J Office of the Secretary of the Commission 80/06/H 
app 


0006190609 Memorandum directed to parties, ad vis log that author 
part ic ipat ion In proceeding does not violate Commission 
regulations or due process requirements Author will continue 
to take part in seismic issues 
HENOnie,JM Commission 00/06/16 5pp 


0006190539 Agrees to intervenor objection to M NordHnger assignment as 
counsel re security plan proceed i ng, par M Nardllnger 
commitment to intervenor 

B1CKW1T,L Office of the General Counsel 00/06/17 Ip 


8006230474 Discusses forwarding of public comments re operation of 
facilities Messages tend to be repetitive Falls to see need 
to serve on all parties Ltrs not already in public record 
should be placed in PDR Ss local PDR in San Luis QblspoiCA 
DOWERS, E 8 Atomic Safety and Licensing Board Panel 80/06/17 Ip 


0006230337 Memorandum advising parties that author did not participate 
in Commissioner Kennedy decision re recusancy & Commissioner 
Hendrie decision to take part in proceeding Author will take 
part in other license application matters 
DICKWIT, L Office of the General Counsel 00/06/19 Ip 


0OO626O15B Forwards Director's decision per S 206 it FR notice in 
response to Friends of the Earth 791024 petition to require 
preparation of supplemental environ statements on Class 9 
accidents at Diablo Cany on, Rancho Seen S- Palo Verde 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/06/19 app 


— 0006260159 Responds to 791024 petition requesting preparation of 
supplemental EI8 re impact of Class 9 accidents at 
facilities No special circumstances exist which would 
warrant reopening proceedings Request denied 
DENTON, H n Office of Nuclear Reactor Regulation, Director 
00/06/19 2pp 


— 0006260161 Director's decision per 2 206 denying Friends of the Earth 
791024 petition to require preparation of supplemental EIB 
on Class 9 accidents No special circumstances exist which 
would u^arrant reopening environ proceedings 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/06/19 17pp 


— 0006260163 Notice of issuance of Director's dsciilon per 2.206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental EI8 re Class 9 accidents 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/06/19 2pp 


0006260269 Decision ALAB-59B, granting intervenors' motion to reopen 
record to admit Imperial Valley earthquake data Holds 
decision on remaining appeal In abeyance until data Is 
evaluated New data may effect key seismic findings 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/06/24 
29pp 


80D6270305 Response stating no objection to Governor EG Brown of State 
of CA participation in security plan hearing before A9LAB re 
QL proceeding Certificate of Sve end 
TOURTELLOTTE, J Hearing Branch 4 00/06/25 4pp 


0006300432 Order directing parties to inform ABLAB, by 800707, of option 
that should be selected from Commission 000611 ruling, 

CLl-00-24, remand Ing protected info issue to ASLAD Requests 
State of CA vl bus, a 1 though not yet partic-ipant In QL Issue 
BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/06/25 

2pp 


H General correspondence 


8006060504 Advises that 000512 Itr is being forwarded to Uashington, 
DC headquarters for inclusion in appropriate public docket 
file 

HANCHETTrJ 0 Region 5, San Francisco, Office of the Director 
00/09/ IS ip 


— 8006060907 Suggests that facility OL be granted as expeditiously as 
possible Further delay will cause rotating outages 
Inconveniences Unused facility burns abundant nuclear fuel 
6 wastes precious oil 

DACCI,R R Affiliation Vnknown 0D/O5/12 2pp 


—0006060513 Suggests further seismic research before consideration of 
OL for facility Possibility exists for major earthquake in 
0an Luis Obispo area Opposes opening of plant 
LING, D Affiliation Unknown 00/05/09 Ip 


—9006060516 Requests specific info on granting of DL for facility per 
U Schoenfelder inquiry Constituent believes unused plant 
wastes millions of barrels of oil every month Se should be 
opened w/o further delay 

LAOQMARBINO.R House of Rep 80/05/00 Ip 


—6006060519 Forwards 000402 transcript of in camera hearing on security 
plan in San Luis Obispo, CA Applicant concerned that no 
special handling or identification made for security info 
Requests that NflC inform court reporters W/o end 
NORTON, D Affiliation Unknown 00/04/20 ip 


—6006060922 Requests that facility OL not be granted Too many unanswered 
questions still remain No analysis of effects of Class 9 
accident has been made 
a Affiliation Unknown 00/04/22 ip 


— 0006060520 Urges early licensing of facility to save rate paying 
cltliens of CA added cost for imported oil it to save US 
undesirable consequences of importing approx 20 million 
barrels of oil per yr 

BA6HFQRD,A L Affiliation Unknown 00/04/29 Ip 


—8006060530 Advises that 000402 Itr Is being forwarded to Uashington, OC 
headquarters for Inclusion in appropriate public docket 
file 

HANCHETTiJ G Region 5, San Francisco, Offlca of the Director 
80/04/20 Ip 


—8006060537 Requests that NRC consider feasibility of converting 
facility to natural or methane gas Inherent risk exists for 
nearby population if nuclear accident triggers major 
earthquake or vice versa 

CLANCY, P Affiliation Unknown 00/04/02 Ip 


0DO63DO663 FQIA request for documents re JM Hendrla participation in 
facility licensing proceed ing, Hosgri fault or offshore 
faulting 6 U80S studies 

JDHN8TQN, M P Center for Law in the Public Interest, 80/09/15 

app 


8006190579 Opposes licensing of facility due to Hasgri fault it 80052B 
earthquake proving that fault Is active Facility! licensing 
would be criminally irresponsible 
RAML8,N Affiliation Unknown 80/09/29. Ip 


8006190519 Opposes licensing of facility due to location near Kosgri 
fault Earthquake In CA is very real danger 
KLOPFINO, J Affiliation Unknown 80/06/02, Ip 
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8006190599 Requests that KRC reopan ttisnic hearings before gtanttng 
fariUtg CL due to recent Hosgri fault earthquake Plant 6 ;a 5 
not designed to bear force of earthquake Fault might be 
capable 

ALLlMAiA A Affiliation Unknown 80/06/02 Ip 


8006200540 Responds to end B00418 Itr to President Carter erpresslng 
concern re licensing dela^^s Delays caused by post-TMl 
efforts & subsequent application of "lessons learned " 

Facility IS one of four high priority plants 

DEUTON.H R Office of fiuclear Reactor Regulation! Director 

80/06/02 2 pp 


8006190592 Requests that DL be denied due to earthquake along Hosgrl 
fault 

BENNETT* g . DENNETT* H Affiliation Unknown 80/06/03 Ip 


8006190597 Urges that DL be denied due to 80052B earthquake on 
Hosgri fault 

JOHNSON*! Affiliation Unknown 80/06/04 ip 


0006300347 Forwards constituent Anson 800507 comirients r» wind speed 
assumptions used in development of nuclear emergency 
regulations NRC plans for public evacuation based on 
absolute fantasy 

CRANSTON. A Senate 80/06/04 6 pp 


8006190460 Opposes issuance of OL due to prevalence of seismic activity 
in area 

8AN0ER0N. J L Affiliation Unknown 80/06/05 tp 


8006060002 Forwards IE Insp Rep* 50-275/80-11 on 000401-25 No 
noncomp 1 lance noted 

CREU8* j L Region 5* San Francisco. Reactor Operations Nuclear 
Support Branch 00/05/07 2pp 


— 00060*0084 IE Jnsp Rept 50-275/60-11 on 800401-25 No none ofip 1 1 one o 
noted Major areas liispoctad pr eoperat 1 ona 1 tostlngiflre 
projection & oprratoi training 

STERNBERG. D M * YOUNG, T Rrglon 9, San Francisco, Office of the 
Director 00/05/02 3pp 


8006250100 Forwards IE Jnsp Rept 5O-275/S0-04 on 000211-15 No 
noncomp 1 lance noted 

BOOK. H E Region 5, San Francisco. Fuel Facilitg Materials Safety 
Branch 80/05/16 2 pp 


— 8006250112 IE Insp Rept 50-279/80-04 on 800211-15 No none omp 1 1 anc e 
noted Major areas inspected radiation protection S« Emergency 
response organi lati on* staff ing 6 training U radiation 
protection equipment 

DQQK*K E Region 5. San Francisco* Fuel Facility & Materials 
Safety Branch NORTH, H S . WENoLAWSKI.r Region 5* Ban Francisco. 
Office of the Director BO/05/16 7pp 


8006180377 Forwaids IE Insp Rept 50-275/80-12 on 600312-15 No 
noncomp Hance noted End withhold (ref 10CFR2 790) 
NORDERHAUO* L R Region 5. San Francisco* Safeguards Branch 
00/06/04 2pp 


8 Reportable occurrences* LERs 6 related correspondence 


BD06190465 Forwards RH Leddy 60050B Itr expressing concern for plant 
safety due to proximity to earthquake fault Requests 
reiponse directed to constituent 
LAGOMARSINQ.R J House of Rep 80/06/05 3 pp 


0006190450 Opposes issuance of OL due to proximity of active fault 
STEELE* F , STEELE* M Affiliation Unknown 00/06/07 Ip 


8006tB0424 Forwards updated description of util corporate structure* 
reflecting establishment of nuclear power generation dept 
of onsite safety review group b mgt oversight group for 
incorporation into FBAR 

crane* P A Pacific C^s 6 Electric Co 00/06/09 I 6 pp 


8006190514 Opposes licensing of facility due to location near Hosgn 
fault NRC criteria recomnend that nuclear reactors should 
not be sited nearer than 12 1/2 miles to earthquake fault 
Facility is located practically on fault 
CATTOIRih Affiliation Unknown 80/06/10 ip 


8006230463 Responds to Itr re position on low power testing permit for 
facilities Proposed study to consider alternative approaches 
to energy problems will not result in deloy in 1 icensing* but 
will give better info on which to base decisions 
PANETTAjL E House of Rep 80/06/12 Spp 


8006190441 Opposes granting of QL due to proximity to Hosgri fault 
!! converted to non-nuclear fuel immediately 
MORATEZiP Affiliation Unknown 00/06/16 Ip 

8006300662 Responds to FQIA request for documents re JM Hendrit 
partlc ipation m facility licensing proceed Ing.Hosprl fault 
or offshore faulting 6 USOS studies Forwards documents 
listed in App A b NUREo-75/oa7 W/o ends 

FELTON* J M Division of Rules and Records BO/06/24 3 pp 


I"!!!!*!.!'' '•sports, lE Bulletins b correspondence 


=o-2«/80-0, on 8004, S-.7 No 

sS™";;; t.nc:’‘'So/is%8 noc,„o 


50-a«/a0-04 on S00415-17 No noncompl i.nco 
sJppoJfBranch ’’bAOAGUID h'j ^''*'''1““' Oper.tloh, NuC. 

' ao/w?oa 3pp o,AU. o 


ini incident Operating procedures have been rtu-ittat ^ 
Westlnghouse owners group guidelines 
CRANE, P A P.cif.o 0 „ 4 El.ctric cS App 


8006250068 PNS-V-80-005 on 800602* contrac to) recoived bomb throat for 
facility from unknown callor Liconsoo advised b search 
conducted 

SCHUSTER, M D . NORDERHAUG. L R Region 5* San Fiancisco* Offlco nf 
the Director 80/06/02 IP 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F Security, rncdical, emergency b flru protection plant 


0006090407 Forwards proposed rule entitled* "Fire Protection Program 
for Nuclear Power Plants Opeiating Prior to 790101 *' Rule 
adds new Section 90 40 4* App R to lOCFRSO U is expected 
to be published in FR by end of May 

EISENhUT, D 0 Division of Licensing 60/09/19 46pp 


8006130063 Forwards revised Pages 1-14 b now Page 14a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101. ■' trans.rlttod by NRC 800919 
Itr Page 14a not end 

EI 8 ENHUT*D 0 Division of Licensing 60/05/22 /3pp 


eouac'uuivi confirms 8 OO 6 O 3 corporate mgt meeting w/util tn 
King of Prussia/PA to discuss proposols for facllihij health 
physics staffing 

S?**!?'** “ Region 1 , Philadelphia* Office of the Direclor 
00/05/29 Ip 


8006130324 Submits schedule for completion of mods to five nrotoctlori 
program, in response to MRC 790813 Hr All mods will be 
completed in accordance w/schsdule specified in Tablo 3 1 
af 7905S3 ftvo protection SER 

DAUTROFF, 3 1 . Philadelphia Electric Co EJO/06/04 Qpp 


0006110094 Forwards plant security persflnnol training b qualification 
plan 5L Dalti of f affidavit end Plan withheld 
(ref 10CFR2 790) 

BRADLEY, E J Phllodolphia Electric Co 00/06/09 3pp 


0OO63OODO2 Forwards comments b requests for addl info 
contingency plan End uilhheH (lef lOCFRfl 790) 
REID.R U Operating Reactors Branch 4 00/06/12 


re safeguards 
app 


0 Adjudlcatoiy correspondence 


^*Unsion until 000618 for part les* except NRC. tn 
submit post-hearing memoranda re radon issuo Record Ungtbu ^ 

c".rH?Ua"ro. Bvr P"!- l‘?0O 

KEPF0RD,C Citiiens for Safe Environment 00/05/20 4pp 


8IL0ERO.JE Metropolitan Edison Co RADER* R M Ph 1 lario Inh 1 *1 
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B 0061707 D 2 Forw^aprfs Wa»to Pacicagjn .9 Insp Rept 80-13 on 800313-14 No 
none Ofnpl lance noted 

StIlTH.O H Region I, PhiUdelphia. Fuel Facility & Materials Safety 
Qranth 90/04/24 2pp 


■-a00At707ea waste Packaging Insp Rapt 80-13 on 800313-14 No 
noncoffip I lanee noted Major areas Inspected compliance u/DOT 
« NRC regulations re shipping paper tc placarding 
requlTements 

POTTER, J P . DROWN, R A Region 2, Atlanta, Fuel Facility & 
Material* Safety Dranch 80/03/28 6pp 


a006l?024a Foruiards Watte Packaging fnsp Rept 80-09 on 800121-25 
No none oeip 1 lance noted 

SMITH, 0 K Region 1, Philadelphia, Fuel Facility t Materials Safety 
Branch 80/04/24 2pp 


— B00dil90249 Waste Packaging tnap Rept 00-09 on 800121-23 
He none gmp I lance noted Major areas inspected vehicle 
p 1 acar d i ng , pa c tag in 5 conditions 8t packaging marking 
DQQI^r H E Region 5, San Franciacoj Fuel Facility Materials 
Safety Branch FONO, F T , THGMAS, R D Region 3, San Francisco, 
Office of the Uirector 90/03/25 Spp 


0006190361 Forwards Waste Packaging Insp Rept 00-03 on 000227-29 
No nancomp 1 lane e noted 

SMITH, 0 H Region 1, Phi lade Iph ia, Fuel Facility ?< Materials Safety 
Sranch 80/04/24 2pp 


—8006190371 Waste Packaging Insp Rept 60-03 on 000227-29 

No noncompliance noted Major areas inspected shipping paper 
reitifiraments, DOT placarding requirements, rad (ation levels, 
removable contamlna t i on 6 PQT marking labeling 
PdTTER. ^ P I PEERY,W W Region 1. Philadelphia, Fuel Facility tc 
Materials Safety Branch ao/03/J7 7pp 


8006030121 Forwards response to portion of IE Bulletin 80-07 dealing u/ 
plants now in scheduled refueling outage Visual Insp 
performed w/underuiater TV camera Results of Insp were 
acceptable ti no reportable cracks were found 
DALTnOFF.e L Philadelphia Electric Co 00/05/02 3pp 


8006020001 Responds to IE Dulletin 80-07, Item B I, re BWR jet pump 
assembly failures Procedures far daily surveillance of jet 
pump parameters imptemonted ITnil 3 jet pump beams to be 
Inspected during neit outage 

DALTflOFF, 8 L Philadelphia Electric Co 00/03/07 3pp 


8006060037 Aek receipt of 900429 Hr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts S0-277/B0-04 It 
30-270/00-04 

ORIER.D H Region 1, Philadelphia, Office of the Director 
00/03/12 Ip 


— 9006060039 Responds to NRC 000403 1 tr re violations noted in IE Insp 
Repts 50-S77/P0-04 «t 50-278/80-04 Corrective actions 
cautionary tags applied to valves lx long-term mods to valves 
being developed 

0ALTR0FF,8 L Philadelphia Electric Co 80/04/28 6pp 


-»• 8006060042 Forwards IE Imp Rept* 50-277/00-04 It 50-278/00-04 on 
000222-23 Ic 25-29 It notice of violation 

CRIER, D H Region 1, Ph i lad elph ia. Office of the Director 
90/04/03. 2pp 


—8006060044 Notice of violation from insp on 800222-23 l< 25-29 

» Region 1, Philadelphia, Office of the Director 80/03/27 2pp 


—8006060047 IE Imp Rept* 90-277/00-04 «< 30-878/90-04 on 800222-23 & 29- 
29 Noncomp 1 lance noted inadequate approved procedures for 
Isolation valves l( failure to follaw procedures re mods Sc 
blocking & permit sys 

liCCABEi E. C Region f» Philadelphia, Reactor Operations Nuclear 
Support Branch OREENMAN, E 9 , CdWOlLUC J Region 1. 

PhiladelpMer Office of the Director 00/03/27, lOpp 


R Periodic opeiating repoT ts f related cori espondenc e 


0006170445 Forwards monthly operating ropfcs for May 1900 
COONEY, M J Philadelphia Electric Co 80/06/10 ip 


— 0006170446 Monthly operating lepts tor May 1900 

ALDEN/ti M Philadelphia Electric Co 00/06/10 9pp 


0006190339 Forwards "Annual Plant Mod Rept 1979 " 

ALDEN.W M Philadelphia Electric Co 80/06/13 Ip 


—8006190345 "Annual Plant Mod Rept 1979 " 

ULLRICH, W T Ph i ladaiph la Electric Co 80/06/13 SSpp 


5 Reportable occurrences, LCRs I related correspondence 


0006110002 RO 2-80-10/ IP on 000330-0407 l« 1 7-22, rad i oac 1 1 ve water was 
released to ciTCulating water sys Caused by flooding of 
normal condensoi steam space permitting radioactive water to 
leak through defective condenser tube to water sijs 
ULLRICH, W T Philadelphia Electric Co 00/06/04 2pp 


0006300223 PNO-r-00-090 on 000610, licensee reported possible whole body 
radiation exposure of 3 110 rem of contractor employee 
during 2nd qua? ter of 1900 Dosimeter found offscale it worker 
actually received addl 1 324 rem on B00607 

NEELY, D R , KNAPP, P J , SMITH, C H Region J, Philadelphia, Office of 
the Director 00/06/10 Ip 


8006250240 Forwards LER 00-010/011-0 

COONEY, H J Philadelphia Cloctric Co BO/06/17 Spp 


— 0006250241 LED 0O-O1O/O1T-O on 600603, w/un 1 1 at power, leak developed in 
Al section of condenser Caused by lack of proper procedure 
during shutdown condition allowing hotwell level to rise 
Condenser tubes to be decontaminated 
COONEY, H J Philadelphia Electric Co 00/06/17 IP 


U Congrossional/Executi ve Correspondence 


6006270141 Responds to 600424 Itr re arrangements made for recent 
meeting at facility Public announcement for meeting was 
issued 000331 Public announcement U mailing list for meeting 
end 

OIRCKSiW J Office of the Executive Director for Opeiatlon* 
00/06/02 16pp 


— 0006270146 Expresses concern re arrangements for 000424 meeting at 
facility Adequate notice of meeting was not provided 
SARBANES, r 8 Senate 80/04/24 Ip 


8006270147 Responds to 800506 Hi re arrangements made for recent 
meeting at facility Public announcement was issued well in 
advance of meeting Public announcement l< mailing list end 
DIRCK8,U J Office of the Executive Director for Operations 
00/06/02 17pp 


—8006270150 Comments on arrangements mode for recent meeting at 
facility NRC should schedule another meeting to obtain 
further public comments I, analytes on emergency response 
plan 

LONOiC 0 House of Rep , Appropriations 00/05/06 3pp 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER GTATIDN, UNIT 3 


F Security, medical, emergency It fire protection plans 


6006090407 Forwards proposed rule entitled, "Fire Protection Program 
far Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 40 V App R to 10CFR30 !< is expected 
to be published in TR by end of May 

E10ENHUT,OO Division of Licensing 80/03/19 46pp 


8006130063 Forwards revised Pages 1-14 li new Page t4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC Q00S19 
Itr Page 14a not end 

EI8ENICUT, DO Dlvl s Ion of LI cens 1 ng 80/05/22 73pp 


0006230191 Confirms 000603 corporate mgt meeting w/utll In 
King of Prussia, PA to discuss proposals for facility health 
physics staffing 

ORIER, 0 H Region I, Ph 1 ladel ph la, Office of the Director 
90/05/29 Ip 
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G006130G24 Submits scht^dule foi completion of mods to fire protection 
progromtih t csponse to NRC 7?0813 Itr All mods ui 1 1 be 
completed in accordance lu/schedule specified in Table 3 1 
of 790523 fire protection SER 

DALTROFFfS L Philadelphia Electric Co 80/06/04 Spp 


0006110094 Forwards plant secuiitij personnel training qualification 
plan SL Oaltroff affidavit enc 1 Plan withheld 
(ref lOCFRa 790) 

nRADLEY.E J Philadelphia Electric Co 80/06/09 3pp 


8006300002 Forwards comments 4* requests for addl info re safeguards 
contingencg plan Enel withheld ircf 10CFft2 790) 

RElDiR W Operating Reactors tJianch 4 80/06/12 2pp 


G Ad jud 1 catorij cot respondenc e 


0006060245 Request for eilension until B0061B for part i esi except NRC* to 
submit post-hoanng memoranda re radon i^sue Record I eng thq 
Intervenors have othei commitments made prior to Feb 1980 
Certificate of Sve oriel 

KEPFORD.C Citwens for Safe Environment 00/05/20 4pp 


8006060262 Correction to licensees' 800428 brief on disposition of 
alleged Deficieneg 1 Ceitificatc of Sve cncl 

SILQERO. J E Metropolitan Edison Co RADER. R M Philadelphia 
Electric Co RADER. R K Public Service Electric U Oas Co of New 
Jerseg 00/05/20 5pp 


8006060547 Response to i ntervonoi s. Vor Ir Commitiee for Safe Environ it 
Citliens for Safe Environ request for extension until 
60061B to Pile proposed findings of fact in generic radon 
proceeding Mang delags in proceeding are rauso for concern 
CONNER.! D Philadelphia Electric Co CONNER. T D Conner. Nooro & 
Corber TRAV lESO-D! A7 Metropol i tan Edison Co 00/05/23 llpp 


8006020550 Order granting extension until 000610 for York Committee for 
Safe Environ I Citiiens for 8afe Environ to file proposed 
findings of fact f/ conclusions of low NRC fitidings due on 
B00703 i intervenors' f applicants' responses on 000710 
BISHOPfC J Atomic Safetg and Licensing Appeal Panel 80/05/28 
2PP 


8006260209 hamorandum I older advising that Gterlitig issue is no longer 
germane to consolidated proceedings whei e radon issue is 
being determined Ecologg Action cause for late intervention 
must be filed bg 800702 

QI&HQP.C J Atomic Safetg and Licensing Appeal Panel 80/06/23 
3pp 


K Oenoiai con espondonce 


8006170802 Discusses 000430 Itr to NRC expressing concern re 
arrangements for recent meeting at plant Meetings between 
NRC licensees arc open to public in most eases Public 
announcement was issued on B0033l.weli before meeting date 
DEWraN.H R Office of Nuclear* Reactor Regulation. Director 
80/05/30 16pp 


0006270134 Responds to 000501 i 00 Itrs re R Schlelf it H (falters 
concerns about arrangements made for recent meeting at 
facilitg Public announcement was issued well In advance of 
meeting W/public announcement 5. mailing list 
DIRCKS. W 0 Office of the Executive Director for Operations 
80/06/02 19pp 


8006270152 Responds to 800506 Itr re arrangements made for recent 
meeting at facilitg Public announcement was issued woll in 
advance of meeting Public announcement It mailing list end 
DIRCKS. W J Office of the Executive Dlmctor for Oparations 
00/06/03 16pp 


— 0006270155 Requests info re constituonl inquirg about NRC notification 
of 600424 public meeting 
MATHIAS. C M Senate 80/05/0? Ip 


P Operating license stage documents I correspondence 


0006090165 Forwards add) TM1^2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning. 1 1 (ens Ing exams i licensee dissemination 
of Operating experiences Response requested within 30 dags 
ElSENHUr. D 0 Division of Licensing 80/05/07 ISOpp 


8006030514 Summarg of 900422‘'23 meeting w/Mari( I owners group in San 
Jose.CA re conf i rmatarg analgsis ^ testing programs 
concerning Mark I containment long“term program 

ORIMESjC I Assistant Director for Plant Sgstemi 00/05/09 Bpp 


8006130122 Requests comments on NUREO-0577, "Potential for Lou Fracture 
Toughness <. Lamellar Tearing on PWR Steam Generator ?< 

Reactor Coolant Pump Supports ” Proposed review procedure U 
implementation schedule encl 

E18ENHOT. D G Division of Licensing 00/05/19 72pp 

8006050379 Forwards application for amend to Licenses DPR -44 8c DPR— 56 Ci 
related Tech Spec pages Application requests changes to Tech 
Specs re organization for plant operations U composition of 
plant operation review committee Fee encl 
BRADLEY.E J Philadelphia Electric Co 00/06/03 Ip 


— 8006050303 Application for amend to Licenses DPR-44 St DPR-56i chang 1 ng 
Tech Specs re organitation for conduct of plant operations S< 
composition of plant operation review committee Certificate 
of Sve end 

QAUER.E Q . BRADLEY.E J . DOVER, 0 S Philadelphia Electric Co 
00/06/03 6pp 


— 0006050306 Revised Tech Spec Pages 245 246 re 600603 application for 

amend to Licenses DPR~44 t D=’R"56 
« Philadelphia Electric Co 00/06/03 2pp 


8006130279 Advises that high range effluent noble gas monitor sgs meets 
criteria of Lessons Learned Task Force short'^term 
requirements w/excoplion of ANSI N3ab-1979 which requires 
sgs presently unavailable 

DALTROFF. 6 L Philadelphia Electric Co 80/06/04 3pp 


0006300604 Ltr to all D0R licensees forwarding "For Comment" edition 
of NUREO-0619. *’O0R Feedwater Notile ^ Control Rod Drive 

Return Lino Nozile Cracking " Comments will be evaluated bg 
NRC prior to final implementation N/o end 
EISENHUT.D 0 Division of Licensing aO/06/05 22pp 


0006300526 Requests that rept detailing major add! tlons/changei to 
onsite waste storage be Included in monthly operating rept 
until applicable App I Tech Specs are incorporated into OLs 
Requests comments on end draft licensing position 
RElDiR U Operating Reactors Oranch 4 60/06/12 llpp 


0006200407 Responds to NRC 000513 Ur requesting info re low pressure 
turbine disc cracking Info includes background technical 8( 
historical data.lnsp on turbine rotors, steam chemistry 
safety related Impact No cracking revealed 
DALTROFF, 8 L Philadelphia EUctrle Co 00/06/13 I4pp 


0006260176 Forwards util positions re five addl TMI-2 related 
requirements discussed in NRC 000507 Itr Mod requirements 
will be reviewpd by OWR owners group Util evaluation of OE 
0OD221 response to Michelson concerns encl 
DALTROFF, 8 L Philadelphia Electric Co 00/06/80 0p p 


8006260101 Forwards revised schedule for imp lemon tat Ion of containment 
suppression chamber mods to conform w/Mark I long-term 
program acceptance criteria 

KEMPER. J 8 Philadelphia Electric Co 00/06/20 Spp 


0 Inspection reports. IE Bulletins ^ correspondence 


0006200079 Forwards IE Circular BO-OB. "DWR Tech Spec Inconsistency - 
Reactor Protection Sys Rosponse Time ** No written response 
required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
00/04/ IB Ip 


B006170393 Forwards Waste Packaging Insp Rept 80-20 on 800128-0201 No 
noncompUance noted 

3MITH.0 H Region 1. Philadelphia. Fuel Facility I. Materials Safety 

oranch 80/04/24 2pp 


8006170398 Waste Packaging Insp Rept 80-02 on 000128-0201 No 
noncompliance noted Major areas inspected waste shipments fc 
packages* vehicle p lacarding. packag Ing conditions & labels 
HOOK. H E. Region 5. San Francisco. Fuel Facility it Materials 
Safety Branch THOMAS.R D Region 5. San Francisco, Office of the 
Director RROWNE.W G Advanced Fuel it Spent Fuel Licensing 
Branch 80/03/31 lOpp 


0006190243 Forwards Waste Packaging Insp Rept 00-09 on 000121-25 
No nuncomp I lane e noted 

SMITH. 0 H Region 1. Phi ladelphia, Fuel Facility U Materials Safety 
Branch 00/04/24 2pp 


— 8006190249 Waste Packaging Insp Rept 80-09 on 000121-25 
No noncompUance noted Major areas Inspected vehicle 
placarding, packaging conditions 6 packaging marking 
BQOK.H E Region 5, San Francisco. Fuel Facility t* Materials 
Safety Branch FONG, F T , THOMAS.R D Region 5. Ban Francisco, 
Office of the Director 80/03/25 Spp 
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Q0Q6030121 Foruards r*jpor>se ta portion of IE Qulletin flO-07 dealing w/ 
plants nou in scheduled refueling outage Visual insp 
purforflied w/urderuakcr TV camera Results ef insp uer» 
acteptable t no reportable cracks uere found 
DALTnOFF.SL Philadelphia Electric Co 80/05/02 3pp 


B00i02000l Responds to IE Bulletin 00-07. Iten B 1. re nWR jet pump 
estemblv failures Procedures for daily surveillance of jet 
purnp parameters implemented Unit 3 jet punp beams to be 
inspected during nett outage 

OALTfiQrF. S L Philadelphia Electric Co 00/05/07 3pp 


0OO6O&OO37 Act receipt of 800423 Itr informing «RC of steps taken to 
correct violations noted in IE Insp Repts 50-277/00-04 i 
50-270/00-04 

CRiERrE H Region i Philadelphia Office or the Director 
00/05/12 Ip 


'800A060039 Responds to tRC 000403 Itr re violations noted in IE Insp 
Repts 50-277/00-04 U 50-270/00-04 Corrective actions 
cautionary tags applied to valves t. long-term mods to valves 
being developed 

OALTRDFFj S L Philadelphia Electric Co 00/04/28 App 


-B004060042 Forwards IE Insp Repts 50-277/00-04 h 50-270/00-04 on 
800222-23 U 25-29 h notice of violation 

CRIER. B H Region 1. Ph i ladelphia. Office of the Director 
80/04/03 2pp 


8006370147 Responds to 800506 Itr re arnangomonts made for recent 
meeting at facility Public announcement was issued woll in 
advance of meeting Public announcement h mailing list encl 
DIRCKS.W J Office of the Eirecutiv© Director for Operations 
00/06/02 I7pp 

— 0OO627O1SO Comments on ariangements made for recent meoting at 
facility NRC should schedule another meeting to obtain 
further public comments V analyses On emergency responoo 
P Ian 

LOK'OiC D House of Rep . Appropriations 80/05/06 3pp 


DOCKET SO-230 SURRY POWER STATIOW. UNIT I 


F Security* medical) emeigency A fire protection plans 


B0060904B7 Forwards proposed rule cntitlcdi "Fire Protection Progi am 
for Nuclear Power Plants Operating Prior to 790lOi " Rule 
adds new Section 30 40 V App R to 10CFR50 is expected 
to be published in FR by end of May 

E1SENHUT*D G Division of Licensing QO/OS/19 46pp 


B006130063 Forwards revised Pages 1-14 t noui Page I4a for proposed 
role lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000519 
Itr Page 14a not encl 

EIBENHUTi D 0 Division of Licensing 60/05/23 73pp 


’-0006060044 Notice of violation from insp on 000222-23 & 25-29 

* Region 1. Philadelphia Office of the Director BO/03/27 2pp 


— 0006060047 IE Insp Repts 50-277/00-04 A 30-27B/80-04 on 800222-23 ic 25- 
29 None ocip 1 lane e noted inadequate approved procedures for 
isolaticn Valves 6 failure to follow procedures re mods & 
blocking t pernt sys 

MCCABE* E C Region 1* Philadelphia. Reactor Dperatiohs Nuclear 
Support Branch GREENmN. E Q . COWOlLL. C J Region 1, 

Philadelphia- Office of the Director 60/03/27 iOpp 


0006060257 Advljes that response to IB Qulletm 79-OlB will be 
submitted by 800617 Environ profiles for LOCA t high energy 
line break requires further refinement by Bechtel 
OALLAQHER* J M Philadelphia Electric Co 60/05/12 Ip 


8006040174 Responds to NRC Q00515 request for util review of guai d 
training 6 qualification plan Anticipates forwarding 
response by 000714 

SYLVIA. D R Virginia Electric V Power Co 80/05/39 Ip 


8006260167 Forwards review of addl info provided in /90809, 1113 6 
000114 Hrs re fire protection program Status of review also 
end Util should attempt to improve schedule to complete 
mods by 801101 

VAROA. S A Operating Reactors Dranch l 00/05/29 6pp 

8006050323 Forwards amended security plan Plan withheld <iof 
10CFR2 790) 

SYLVIA* D R Virginia Electric « Power Co 80/06/03 Ip 


6006120423 Forwards request for addl info re cracking in low pressure 
turbinv difci R^ccff'tTifinds development of ultrdsonic insp for 
next fuel outage IE Info Notice 79-37 6 sumnaru of 000109 
netting w/CE mtl 

REID*R U Operating Reactors Branch 4 80/05/13 3pp 


?_ operating reports t related correspondence 


P Operating license stage documents ?< correspondence 


0006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for THI Action Plan include 
shift manning. I icensing exams f, licensee dissemination 

experiences Response requested within 30 days 
EISENHUT.DO Division of Licensing 00/05/07 tSOpp 


8006170445 Forwards monthly operating repts for Mau 19S0 
CODNEY*M 0 Philadelphia Electric Co 00/06/10 ip 

8006170446 Monthly operating repts for May 1900 

ALOEN.H M Philadelphia Electric Co 90/06/10 9pp 

8006190339 Forwards "Annual Plant Mod Rept 1979 “ 

ALDENrHM Philadelphia Electric Co 80/06/ 1 3 Ip 

8006190345 "Annual Plant Mod Rapt 1979 " 

VLLRICH*W T Philadelphia Electric Co 00/06/13 2Bpp 

^ reUted correspondence 

anchor ln,p progr.r. 

^ »«Pport associated u/loop B core sprau 

Caused by improper installation of anchor^ 

»» iti progress 

W-LRICH*M T Philadelphia Electric Co 79/IQ/03 2pp 
correspondence 

encl ^ announcement U mailing list for meeting 

'■ u?;'"' for Op.r*t,.„s 

-aOOMJOlJt r, B0M2-. at 

SARSAHEB.P s' s.nat. aO/o"/Z4 ’,p ’ "®‘ pooo.d.j 


^ H nppiicacion to amend Licenses DPR-32 DPR-37* c lar i f g ing 
term operable* submitted as proposed Tech Spec Change fJ6, 

000410 Itr Certificate of Sve end 
FEROUSON* J H Virginia Electric Power Co 00/05/16 3pp 

—0006130297 Tech Spec Change Request 86 for Tech Specs I 0-2, 3.0-1- 
3 0~4,3 7-2*3 9-1, 3* 9-2, 3 l0i-3* 3 10-4/ 3 J J -3, 3 JI-5 
t ^ 21-1-3 21-5. revising term "operable" «* 
clarifying applicability 

* Virginia Electric 1. Power Co 00/05/16 3pp 

NUREO-0977. "Potential for Low Fracturu 
Toughness ?< Lamellar Tearing on PWR Steam Generator 

Supports ■' Proposed review procedure t, 
Implementation schedule end wvuw. x 

EISENHUT, D G Division of Licensing 00/09/19 72pp 

^^post-accident^eJntS?^' stated in 000428 1 tr, temporary 
contbinmont atmospheric sys will be intiailn.i ^ ^ 

iAstaiud‘;; 

9YLV1A. D R Virginia Electric I Power Co 00/09/20 4pp 

VARGA* S A Operating Reactors Branch I 00/06/04 45pp 
0006110063 Provides commitment to meet addJ TMI-2 retatarf T^a*. i i 
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69 


B00A130334 P( oposes multiphase plan to address NRC concerns re 
fnultistiucburc ampliFied response spectra being used to 
analtiie piping st/s in lour head high head safety injection 
lines List of mu 1 1 1 struc ture problems h sample problem end 
SYLVIA. K R Virginia Electric Poujor Co 00/06/06 IBpp 


Q006I70699 Discusses Q005P2 moetlng w/fJRC re test results of 
containment spray sgs mods Data cuives re post-LOCA sump pH 
vs time K pioposcd 7ech Spec changes foimardcd 800605i per 
NRC request Pinal rept u«i It be sent 000610 

SYLVIA* R R Virginia Plectrlc 6 Power Co BO/06/11 2pp 


00061905*15 Ffli wards “Caustic Feed Design Anal gs 1 s. Des ign Change 77-9 
Containment Spray Sy s Hod. “ t “Refueling Water Storage Tank 
** Chemical Addition Tank Drawdown lest. 800430 “ Repts 
available in Central Files only 

SYLVIA. H R Virginia Lleclric / Power Co 00/06/18 Ip 


8006190562 Forwards “Low Head Safety Injection Pump Performance Rept 
Mark Number 2-8l-P-in. “ 4- “Vibration Test of Low Head 
Safety Injection Pump. Mark Numbei 2-5I-P-1I1, “ available in 
Central Files only 

SYLVIA. B R Virginia Flectnc // Power Co 80/06/16 Ip 


0006230507 Forwards "6-lnch Cavitating Venturi Performance Tests*'' 
Hydraulics Program Rept 24 Completes response to NRC 700101 
request foi addl info re NPSH mods 

SYLVIA* B R Virginia Electric % Power Co 80/06/19 2pp 


8006300308 Confirms agreement re review criteria for control rod bank 
reactivity worth tests Modified Table A 2 of VEP-FnD-36i 
“Control Rod Reactivity Worth Dete? mino b ion by Rod Swap 
Technique" enc I 

THOMAS. W N Virginia Electric ^ Power Co BO/06/26 6pp 


0006300*156 Forwai ds histoiy of eitperionced total t> partial power 
outages at fac i 1 t t i es* per NRC 000509 request 
SYLVIA. [) fi Virginia Electric Power Co 80/06/26 4pp 


0 Inspection reports. IE Bulletins L correspondence 


0005230330 Foiwards waste packaging insp rept on 000313-14 
No noncompliance noted 

STDHR. v/ P Region 2* Atlanta. Fuel Facility Materials Safety 
Branch 00/04/07 2pp 


— 8005230341 Waste packaging insp rept on 000313-14 No none omp 1 lance 
noted Major areas inspected I ic ensco-sh ipper vehicles 
inspected for compliance w/DOT it NRC regulations Including 
shipping papei S( DOT placaiding requirement 

POTTER* J P Region 2* Atlanta. Fuel Facility tt Materials Safety 
Branch 00/03/80 4pp 


0006160190 Forwards IE Insp Repts 50-880/80-09 It 50-201/00-10 on 
000407-09 No noncompliance noted 

MURPHY* C E Region 2* Atlanta. Reactor Construction tt Engineering 
Support Branch 00/04/30 2pp 


—0006160196 IE Insp Repts 90-280/00-09 t 90-281/00-10 on 000407-09 No 
noncompliance noted Major areas inspected const status* 
action on previous insp findings 6 quality records 
RAUSCH. J K Region 2. Atlanta* Reactor Construction tt Engineering 
Support Branch WILCOX. J D * MCFARLAND* C F Region 2* Atlanta* 
Office of the Director 00/04/89 3pp 


0006060901 Forwards IE Insp Repts SO-200/80-15 h 50-201/80-16 on 
800415-10 No noncomp 1 lance noted 

LEWIS. R C Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch 80/05/01 2pp 


— 0OO6O6O5B5 IE Insp Kepct. 50-280/80-15 U 50-281/80-16 on 800415-10 No 
noncomp 1 lance noted Ktijov areas inspected records mgt 
program V inservice pump ft* valve testing program 

UPRIGHT* C M Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch MESSITT* D R Region 2. Atlanta* Office of the Director 
80/03/01 4pp 


0006090066 Forwards IE Insp Repts 30-280/80-14 ?< 50-281/80-15 on 
800416-18 No noncompliance noted 

MURPHY. C E Region 2* Atlanta. Reactor Construction h Engineering 
Support Branch 00/09/02 2pp 


—0006090074 IF Insp Repts 50-280/00-14 U 50-201/60-15 on 800416-10 No 
noncomp 1 ianc e noted Kajoi areas inspected installed 
equipment review per IE Bulletin 79-010 response 

CONLONrT E Region 2. Atlanta. Reactor Construction i- Engineering 
Support Branch HARDWICK* R J Region 2* Atlanta* Office of the 
Director 00/05/01 4pp 


6006060515 Forwards IE Bulletin 80-11* “Masonry Nall Design " Requires 
action t written i espnnse IE Info Notice 79-20. 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2. Atlanta* Office of the Director 80/05/08 

2pp 


0006040246 Forwards IE Bulletin 80-12* "Decay Heat Removal Sys 
Operability “ Requires action t response within 30 days 
IE Info Notice 00-20* "Loss of Decay Heat Removal Capability 
at Davis-Besso Unit I While in Refueling Mode" end 
O'REILLY, J P Region 2, Atlanta* Office of the Director 00/05/09 

2pp 


8006200514 Forwards IE Insp Repts 50-280/00-11 t 30-201/00-12 on 
000415-17 No noncompliance noted 

STGHR.J P Region 2* Atlanta* Fuel Facility ft* Materials Safety 
Branch 00/05/09 2pp 


—0006200516 IE Insp Repts 50-280/80-11 t 50-201/80-12 on 000419-17 No 
noncomp 1 ianco noted Major areas inspected steam generator 
shipment ^ action on previous insp findings 

GinSari.A F Region 2, Atlanta* Fuel Fadlitg & Materials Safety 
Branch EWALO* 8 C Region 2. Atlanta* Office of the Director 
80/05/09 Spp 


6006300)37 Forwards IE Circular 00-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures “ No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 00/03/13 

2pp 


8006300237 Forwards IE Insp Repts 50-200/00-10 ft* 50-201/00-10 on 
000427-0502 No noncompliance noted 

MURPHY.C E Region 2, Atlanta, Reactor Construe tion ft* Engineering 
Support Branch 00/05/20 2pp 


—8006300243 IE Insp Repts 50-280/00-18 ft* 50-201/60-18 on 800429-0502 No 
noncompliance noted Major areas inspected IE Bulletins 79-02 
ft* 79-14 4 llconseo actions on previous insp Items 
COMPTON.R M Region ?* Atlanta* Office of the Director 
HERDT.A R Region 2* Atlanta. Reactor Construction 6 Engineering 
Support Branch 00/05/20 Spp 


8006130199 Forwards notlco of violation ftt notice of proposed 
imposition of civil penalties re failure of surveys to 
detect package on 000414 exhibiting high radiation levels 
STELLQ.V Office of Inspection ft. Enforcement* Office of the 
Director 00/05/20 2pp 


>0006130199 Notice of violation from insp on 800423-29 Noncompliance 
noted failure of surveys to detect package for transport on 
B0D414 exlhiblting high radiation levels 

# Office of Inspection ft* Enforcement* Office of the Director 
00/09/20 Ip 


— 0OD613G2O4 Notice of proposed imposition of civil penalties in amount 
of 40*000 re failure of surveys to detect package for 
transport on 600414 exhibiting high radiation levels 
* Office of Inspection ft Enforcement, Office of the Director 
00/09/20 ip 


0006290292 Advises that responses to IE Bulletins 79-06 ft* 79-06A* 
Revision Jtwerc found acceptable Branch evaluation end 
VARGAfS A Operating Reactors Branch 1 00/09/20 I6pp 


8006240068 Ac k receipt of 000909 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-200/00-01 ft* 
50-201/00-03 

LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/05/29 Ip 


0006200604 Responds to IE Bulletin 79-27* “Loss of Non-Clatf IE 
Instrumentation ft Control Power Bys Bus During Operation “ 

No equipment on other instrument ft control power buses is 

needed to maintain hot or cold shutdown condition 

SYLVIA, B R Virginia Electric ft Power Co 80/03/30 54pp 


0006090308 Responds to IE Bulletin 79-13* "Cracking in Feedwater Sys 
Piping '■ Forwards WCAP-6938* “Metallurgical Investigation of 
Cracks in Steam Generator Feedwater Lines of Surry Station 
t “ 

SYLVIA* D R Virginia Electric ft Power Co 80/06/03 Ip 


— 8006090396 "Meta 1 lurgical Investigation of Cracks in Steam Generator 
Feedwater Lines of Surry Station i “ 

ALBERTIN.L . RAO.O V * ENRIETTQ.J Westinghause Electric Corp * 
Nuclear Energy Systems WCAP-963a 79/12/31 47pp 
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600^2300*76 Aclc receipt of 600522 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts SO~2BO/80-Oa & 
50-261/80-0*7 

MURPHVi C E Region 2« Atlanta Reactor Construction U Engineering 
Support Oranch 00/06/04 ip 


—6006230114 Foruards IE Insp Repts 50-280/60-00 50-281/60-09 on 

600415- 19 & notice of violation 

MUHPHYpC E Region 2. Atlanta# Reactor Construction & Engineering 
Support Branch 60/05/01 2pp 


— 8006230118 Moticc of violation from insp on 800415-10 

e Region 2i Atlantai Office of the Director 60/04/30 Ip 


—8006230126 IE Insp Repts 50-260/60-06 «. 50-281/80-09 on 800415-10 
Noncomp 1 lance noted nonfunctional fire door betueen 
tmergeneg switchgear room t sve bldg cable vault failure 
to implement fire protection procedures 

CONLONpT E Region 2, Atiantoi Reactor Construction & Engineering 
Support Branch 60/04/30 iTpp 


8006230163 Acl receipt of 000513 Itr informing NRC of steps taken U 
correct violation noted in IE Insp Repts 50-260/00-04 8* 
50-281/60-06 

STOHRi J P Region 2. Atlanta# Fuel Facility «• Haterials Safety 
Branch 80/06/05 Ip 


— 80062301B9 Responds to NRC 800410 Itr re violation noted in IE Insp 
Repts 50-280/80-04 t 50-281/80-06 Corrective actions 
designated emergency directors were retrained per emergency 
plan 

SYLVIApB R Virginia Electric 4 Power Co 80/05/13 2pp 


—8006230195 Forwards IE fnsp Repts 50-280/00-04 4 50-281/80-06 on 
B003iC-t4 & notice of violation 

STOHR#J P Region 2# Atlanta# Fuel Facility U Materials Safety 
Branch 00/04/18 2pp 


—0006230198 Notice of violation from insp on 000310-14 

e Region 2# Atlanta# Office of the Director 60/04/11 tp 


—8006230202 IE Imp Repts 50-260/00-04 4 50-201/60-06 on 600310-14 
Noncomp 1 lance noted failure to conduct retraining for 
designated omergency directors per emergency plans 
JEMKINSpO R Region 2# Atlanta. Fuel Facility 4 Materials Safety 
Branch PBRROTTl»D J . ANDREWS. D L Region 2. Atlanta. Office of 
the Director 00/04/11 12pp 


6006250094 Ack receipt of 800522 Itr informing NRC of steps taken to 
correct vloistion noted in IE Insp Repts 50-280/80-13 4 
50-201/80-14 

LEU IS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 60/06/06 Jp 


— B006250099 Forwards response to NRC 800428 Itr re violation noted in 
IE Insp Repts 50-280/60-13 6 90-261/80-14 End withheld 
(ref 10CFR2 790) 

SYLVIA. D R Virginia Electric & Power Co 80/05/22 Ip. 


— B0062SOI03 Forwards IE Insp Repts 50-280/80-13 t. 90-201/80-14 on 
0OO22S-O3O4 4 0310-0403 4 notice of deviation Notice 
of violation withheld Cref lOCfR2 790) 

LEUlSiR C Region 2# Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/26 2pp 


—8006250104 Notice of deviation from insp on 000229-0304 4 0310-0403 
a Region 2. Atlanta. Office of the Director 80/04/23 Ip 


—8006250107 IE Insp Repts 50-280/80-13 U 60-281/80-14 on 800225-0304 It 
0310-0403 Noncompliance noted facility not built as 
described in FEAR 8t one apparent item of noncomp 1 lance in 
plant security Portions withhold (ref I0CFR2 790) 

KELLDOOi P J Region 3. Chicago. Reactor Operations Nuclear Support 
Branch BURKE. D J Region 3. Chicago. Office of the Oiractor 
NRC 80/04/23 4pp 


6006240238 Forwards response to IE Bulletin 00-05 re vacuum conditions 
resulting in damage to holdup tanks Two potential problem 
areas Involving boron evaporator bottoms tank 4 boric acid 
storage tanks identified 

aVLVlA, B R. Virginia Electric & Power Cp 80/06/09 3pp 


6006300253 Forwards response to IE Bulletin 80-09 Hydramotor actuator 
Models AH-90 4 NH-90 are not used at facility 
SYLVIA. 0 R Virginia Electric & Power Co 00/06/10 3pp 


8006300235 Forwards response to IF Sulletiii 80-12 re decay heat removal 
sys operability Current procedui es provide adequate 
safeguards for redundancy or diversity requirements but will 
be changed if subsystem is operable 

SYLVIA. B R Virginia Electric 4 Powei Co 80/06/11 4pp 


8006300349 Responds to IE Bulletin 80-06 requesting review of drawings 
for all sys serving safety-related functions at schematic 
level . ver i fi cat ion of controls 6 proposed design mods 
Actions it schedules delineated in Item 3 

SYLVIA. B R Virginia Flee trie Power Co 00/06/13 lOpp 


8006240484 Responds to NRC 800579 Itr re violations noted in IE Insp 
Rept EA-00-20 Corrective actions raduiaste section completely 
rastaffed w/personnel having formal radwasto training 
SYLVIA. 0 R Virginia Electric « Power Co 80/06/20 5pp 


8006300673 Forwards payment foT civil penalty proposed in BOO520 notice 
arising from IE Insp Repts 50-200/80-16 50-281/80-17 

Response to repts will be foiwarded separately 
8YLVIA. B fl Virginia Electric it Power Co 80/06/20 3pp 


8006240356 Responds to NRC 000527 Itr re violations noted in IE Insp 
Repts SO-20O/BO-19 h 90-261/00-19 on 800407-0502 Corrective 
actions increased emphasis uri 11 be applied to senior reactor 
operator ^ reactor operator retraining sessions 
SYLVIA. 0 R Virginia Electric S' Power Co 60/06/23 4pp 


R Periodic operating reports t* related correspondence 


0006170913 Forwards monthly operating repts for May 1980 
SYLVIA. B R Virginia Electric it Power Co 00/06/12 IP 


— 0006170517 Monthly operating repts for May 1900 

SAVNOERS.n . COSTELLO. 0 J Virginia Electric U Power Co 
80/06/05 49pp 


8 Reportable occurrences. LERs it related correspondence 


6006090545 EN-a0-0l9 notice of violation notice of proposed 
Imposition of civil penalties will be issued on or about 
000526 Action based on two alleged items of none amp 1 lane c 
relating to Improper radiation surveys of waste drums 
BROCKETT.T , THOMPSON. D Office of Inspection it Enforcement. Office 
of the Director 00/05/23 Ip 


8006030336 Forwards LFRs e0-025/03L-0 & 00-030/01 T-0 

NILSON.J L Virginia Electric S Power Co 80/05/30 Ip 


— 6006030348 LER B0-025/03L-0 on 000509. dur i ng performance of penotrant 
test 16 4 w/unlt at cold shutdown. leakage determined to 
exceed allowable rate Caused by normal wear from operational 
use All valves w/leakage repaired or replaced 
UIL50N. J L Virginia Electric t. Power Co 80/05/30 3pp 


—8006030356 LER B0-030/0iT-0 on 800520. dur i ng routine chemistry sampling 
of boric acid storage tank A it injection tank, boric acid 
concentration found above limit Caused by addition of 
excessive amount of boric acid prior to sampling 
WILSON. J T Virginia Electric It Power Co 80/09/30 2pp 


6006120319 Forwards LERs e0-027/O3L-0 t- 0O-O2B/O3L-O 

WILSON, J L Virginia Electric t Power Co 80/06/05 Ip 


— 8006120333 LER 80-028/03L~0 on 000516. while releasing waste gas decay 
tank i-CW-TK-lH# operator observed that tank was still lined 
up to receive gaseous wasto Caused by Inlet valve to tank 
inadvertently left opened Release terminated 
UILSQN.J L Virginia Electric tc Power Co 00/06/09 2pp 


—8006120328 LER a0-027/O3L-0 on 600512# d i sc harge valve for 1-LW-P-SA 
was inadvertenly left open# causing unsampled release from 
l-LM-TK-llA thru gravity flow Caused by discharge valve 
l-LM-247 tnadver tently left opened Release terminated 
UILSON, J L Virginia Electric & Power Co 80/06/05 Spp 


0006110324 RO several lines In low head 4- high safety Injection ays 
were not analyied for effects of fluid temp below 70 F 
Review of new notile loads showed load on pump exceeded 
vendor allowable load Multiphase program proposed 
SYLVIA. B R Virginia Electric it Power Co 00/06/06 18pp 


B006230499 Proposes multi-phase plan to address NRC concerns re 
amplified response spectra curves used as basts for analyses 
when piping sys is subjected to more than one spectra 
SYLVIA. B R Virginia Electric ir Power Co 00/06/06 ilpp 
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~”fl006170662 LER 0O-*O31 /03L-0 on 800533i dur ing pouer oporatioiii 1 oui temp 
heat tracing alarm revealod tatlure of heat tracing circuit 
2 on panel 0 Alarm caused bg defective circuit breaker 
Rreakcr replaced U heat tracing opcrabtlitg verified 
UIL5DN< J L tfir^inia Electric Pouter Co 60/06/ 12 2pp 


90061B0470 Fouards LER BO-033/01T-0 

UILECNiJ L Virginia Electric h Pouer Co 60/06/12 tp 


— 6006100476 LER GO-033/01T-O on B00530i assumed value for sprag noille 
thermal effectiveness fot outside rec ire ulatl on sprag sgs 
was less conservative than assumed in NP5H mod analgsis 
Caused bg error in NP5H calculations 

UllLSONt J L Virginia Electric & Power Co BO/06/12 2pp 


Q006240437 Forwards LER 00-036/01 T~0 

WIUBCN>J L Virginia Electric i Power Co 80/06/20 ip 


—0006240434 LER GO -036/01 T-0 on 60061 1 » West 1 nghouse determined that 
following secondarg side high energg line rupturci potent tal 
eslBts for damaging of one or more charging pumps Damage 
could result if RCS pressuio approaches 2,400 psig 
WIL5DN,J L Virginia Electric 6 Power Co GO/06/20 3pp 


8006270279 Forwards LERs 80-034/03L-0 U Q0-035/03L~0 

WILSQNi J L Virginia Electric i. Power Co 00/06/23 2pp 


—0006270207 LER 0O-O34/O3L-O on 800603. w/un i t critical at OX power, amp 
readings for circuit 24DrPariol 2 found below acceptance 
criteria Caused bg excessive boat Initiated design mod to 
change manner bg which boralod lines are heat traced 
WILSON, J L Virginia Electric t- Power Co 80/06/23 2pp 


—8006270294 LER G0-035/03L-0 on 000603. w/un 1 1 critical at 0'/. power, amp 
readings for Ctricuib 22A,PeneI 2 found below acceptance 
crit.cria Cause not stated Heat tracing tape completolg 
replaced Mo addl action required 

NILbQN.'J I Virginia Electric U Power Co 00/06/23 Ip 


DOCKET 50-281 BURRY POWER STATION, UNIT 2 


F Socuritg. medical, emoi goneg i fire protection plans 


0006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790J01 " Rule 
adds new Becilon 50 48 tt App R to tOCFRSO is expected 
to be published In FR bg end of Mag 

EI8ENHUT.D G Division of Licensing 00/05/19 46pp, 


0006130063 Forwards revised Pages 1-14 & now Page 14a for proposed 
rule 10CFR50 'Tire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted bg NRC 000519 
Itr Page 14a not enc 1 

EISENHUT,D 0 Division of Licensing DO/05/22 73pp 


6006040174 Responds to NRC 000515 request for util review of guard 
training I- qua 1 i f icat I on plan Anticipates forwarding 
response bg 000714 

SYLVIA. □ R Virginia Electric t Power Co 80/03/29 ip 


0006260167 Forwards review of addl info provided in 790609, 1113 U 
Q001I4 Itrs re file protection program Status of review also 
encl,Uti] should attempt to improve schedule to complete 
mods bg 801 101 

VAROAi 9 A Operating Reactors Rranch 1 80/05/29 6pp 


0006050323 Forwards amended securitg plan Plan withhold (ref 
10CFR2 7901 

SYLVIA, n R Virginia Electric t- Power Co 80/06/03 Ip 


P Operating license stage documents 6 correspondence 


B006090I6S Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 icons ing oxams I licensee d 1 ssominatlan <9 

of operating experiences Response requested within 30 days 
ElSENHUT, D G Division of Licensing 80/05/07 150pp 


0006020435 Forwards Amend 58 to License DPR-37i safetg evaluation J. 
notice of issuance ^ availability 
SCHWEKCER, A Licensing Branch 1 80/05/16 2pp 


— 8006020440 Amend SS to License DPR-37, chang ing heat flux hot channel 
factor to 2 19 based on LDCA-ECCQ analgsls w/SX steam 
generator tube plugging limit 

SCHWENCER.A Licensing Branch 1 80/05/16 10pp 


— 8006020443 Safety evaluation supporting Amend 30 to License DPR-37 

Office of Nuclear Reactor Regulation, Director BO/05/16 5pp 


— 6006020445 Notice of issuance I availability of Amend 50 to License 
DPR-37 

5CHNENCER, A Licensing Branch 1 80/05/16 2pp 


8006130297 Application to amend Licenses DPR-32 & DPR-37, clarify ing 
term "operable." submitted as proposed Tech Spec Change 06, 
in response to NRC 600410 Itr Certificate of Sve end 
FERGUSON, J H Virginia Electric t Power Co 80/05/16 3pp 


— 6006130S99 Tech Spec Change Request 06 for Tech Specs 1 0-2. 3.0-1- 
3 0-4.3 7-2.3 9-1.3, 9-2. 3 10-3.3 iO-4. 3 11-3,3 11-5 
3 IB-l 3 21-1-3 21-5, revls ing term "operable" i, 
clarifying app 1 1 cabi 1 1 tg 

a Virginia Electric L Power Co 00/03/16 3pp 


6006130122 Requests comments on NURE0~0577 p "Potential for Low Fracture 
Toughness & Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure & 
Impiomentatlon schedule end 

EI6ENHUT. D 0 Division of Licensing 00/05/19 72pp 


0006020173 Advises that, contrary to date stated In 000428 Itr, temporary 
post-accident containment atmospheric sgs will be installed 
by 800630, per KUREO-0570 Permanent sgs will be installed bg 
eiOiOl Sketches end 

SYLVIA. B R Virginia Electric i- Power Co 00/05/28 4pp 


0006200521 Forwards comments on proposed amend to Tech Specs Ubil must 
forward response to comments on offsite dose calculation 
manual S process control program re solidification of 
radwastes within 45 dags 

VAROA. 8 A Operating Reactors Branch I 80/06/04 4flpp 


6006110063 Provides commitment to meet addl TMt-2 related requirements, 
identified in NRC 000507 I tr, provid ing equipment procurement 
schedules do not impact implementation of hardware changes 
SYLVIA. B R Virginia Electric Power Co 80/06/06 Ip 


6006130334 Proposes multiphase plan to address NRC concerns re 
multistructure amplified response spectra being used to 
analyse piping sgs In low head t> high head safety injection 
linos List of mul tistruc turc problems 8< sample problem end 
8YLV1A, 0 R Vtrglnio Electric fc Power Co 00/06/06 18pp 


6006170699 Discusses 000522 meeting w/NRC re test results of 
containment sprag sgs mods Data curves re post-LOCA sump pH 
vs time ^ proposed Tech Spec changes forwarded 000605, per 
NRC request Final rept will be sent B00618 
SYLVIA. B R Virginia Electric 6 Power Co 00/06/11 2pp 


6006160247 Rosubmltts "Rept on Reanalysls of Saf otg-Related Sgs, Burry 
power Station. Unit 2." Revision i Original submittal 
contained errors 

NELSON, H N Ebasco 5ei vices, Inc Isubs of Enserch Corp ) 
60/06/12 3pp 


— 8006180253 "Ropt on Reanalysls of Saf rty-Reiated 8 gs. Surry Power 
Station, Uni t 2." Revision 1, r esubmi tted due to errors in 
original submittal 

s Ebasco Services, Inc (subs of Enserch Corp ) flO/04/U 
lOOpp 


8006190545 Forwards "Caustic Feed Design Ana Igsis. Design Change 77-9 
Containment Spray Sgs hod. " U. "Refueling Ifater Storage Tank 
- Chemical Addition Tank Drawdown Test. 000430 " Repts 
available in Central Files only 

SYLVIA. B R Virginia Electric t' Power Co 00/06/10 Ip 


8006190562 Forwards "Low Head Safety Injection Pump Performance Rapt 
Mark Number 2-8I-P-tB. " «. "Vibration Test of Low Head 
Safety Injection Pump, Mark Number 2-Bl-P-lB." available In 
Central Files only 

SYLVIA. B R Virginia Electric 6 Power Co 00/06/10 Ip 


6006230507 Forwards " 6 -Inch Cavllating Venturi Performance Tests," 
Hydraulics Program Rept 24 Completes response to NRC 7B0101 
request for addl Info rp NP5H mods 

8 YLVIA 1 B R Virginia Electric Power €0 80/06/19 2pp 
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f]00630038B Confirms agre«nent re reviein criteria for contral rod bank 
reactivity worth tests Modified Table A 2 of VEP-FRD-36< 

"Control Rod Reactivitij Worth Oeterminati on by Rod Swap 
Technique*' end 

THOHASiW N Virginia Electric Power Co B0/06/2A 6pp 


600^30045£i Forwards history of experienced total fc partial power 
□ utajes at f ac i 1 1 1 i esr p er NRC aoOQO'? request 
SVLVrA.B R Virginia Electric Zt Power Co 80/06/26 4pp 


Q Inapectmn roportsi IE Bulletins i correspondence 


8006160190 Forwards IE Insp Repts 50-280/80-09 tt 5O-20t/aO‘'lO on 
000407-09 No none otnpl lane 0 noted 

MURPH'i'jC E Region 2i Atlanta. Reactor Construction tt Engineering 
Support Dranrh 30/04/30 2pp 


8006130195 Forwards notice of violation i notice of proposed 
imposition of civil penalties re faiJuie of surveys to 
detect package on G00414 exhibiting high radiation levels 
STELLO. V Office of Inspection t' Enforcomentf Office of the 
Director 00/09/28 2pp 


— 8006130199 Notice of violation from insp on 900423-25 None omp 1 i anc e 
noted failure of sur/eys to detect package for transpoi t on 
B00414 exlhihiting high ladiation levels 

■» Office of Inspection Enfoi cament. Office of the Diicctor 
00/05/29 Ip 


— 0006130204 Notice of proposed imposition of civil penalties in amount 
□f f 000 re failure of surveys to detect package for 
transport on 800414 exhibiting high radiation levels 

Office of Inspection EnfoTcementt Dffice of the Director 
80/05/20 Ip 


—8006160196 IC Insp Repts 50-260/00-09 t 30-281/80-10 on 800407-09 No 
none o/np 1 iahce noted Major aireas Inspected const status, 
action on previous Insp findings 6 quality records 
RAUSCHj J K Region 2, Ati4nta< Reactor Construction 8« Engineering 
Support Branch WIUCQX.J 0 . MCFARLAND, C F Region 3, Atlanta, 
Office of the Director 80/04/29 3pp 


0OO6O6’O531 Forwards IE Insp Repts 50-280/00-15 i: 50-201/80-16 on 
600415-16 No noncampl lance noted 

LEWIS, R C Region 2, Atlanta Reactor Gperotions Nuclear Support 
Dvanch 60/05/01 2p p 


— 8006060505 IG Insp Repts 50-380/80-15 ?< 50-281/00-16 on 000415-10 No 
noncotnp 1 iance noted Major areas inspected records mgt 
program & Inservice pump h valve testing program 

UPHIOHT.C N Region S, Atlanta, Reactor Operations Nuclear Support 
Branch MESSITT.D R Region 2, Atlanta. Office of the Director 
80/05/01 4pp 


8006090066 Forwards IE Insp Repts SD-2B0/B0-14 50-281/80-15 on 

B004 16-10 No none omp 1 i ante noted 

MtlRFHT, C E Region 2, Atlanta, Reactor Construction ^ Engineering 
Support Branch 80/05/02 2pp 


—8006090074 IE Insp Repts 50-280/80-14 90-281/80-15 on 000416-10 No 

noncomp 1 iahce noted Major areas inspected installed 
equipment review per IE Bulletin 79-OlB response 
CONLON, T E Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch HARDwiCK.fl J Region 2, Atlanta, Office of the 
Director 80/05/01 4pp 


8006060515 Forwards |E Bulletin 80-11, "Masonry Wall Design Requires 
action tt written response IE Info Notice 79-28, 

"Qvtrloading of Btructural Elements Due to Pip# Support 
Loads" errcl 

□ *REILLY,J P Region 2. Atlanta, Office of the Director 80/09/00 
Spp 


GD06250292 Advises that i esponses to IE Bulletins 79-06 i, 79-06A, 
Revision liwere found acceptable Qranch evaluation and 
VAROA. S A Operating Reactors Branch 1 80/05/28 I6pp 


BD06340066 Act receipt of 800509 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-2QO/0O-O1 6 
90-281/00-03 

LEWIS/R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/05/29 Ip 


0006200604 Responds to IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation ft Control Power Sy s Bus During Operation '• 

No equipment on other Instrument 6 rontrol power buses is 

needed to maintain hot or cold shutdown condition 

SYLVIA, D R Virginia Electric ft Power Co 00/05/30 94pp 


8006230090 Ack receipt of 600522 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-200/80-08 ft< 
50-201/80-09 

MURPHY, C E Region 2, Atlanta, Reactoi Construction ft, Engineering 
Support Branch 00/06/04 ip 


—0006230114 Forwards IE Insp Repts 50-280/00-00 ft, 50-281/80-09 on 
800415-10 ft notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction ft. Engineering 
Support Branch 60/05/01 Spp 


—0006230118 Notice of violation from insp on 000415-18 

* Region 2, Atlanta, Office of the Director 80/04/30 Ip 


— 8006230126 IE Insp Repts 50-280/80-08 ft 50-281 /QO-09 on 000415-18 
Ndncompl iance noted nonfunctional fire doui between 
emergency switchgear room ft, sve bldg cable vault ft, failure 
tQ implement fire protection procedures 

CONLON, T C Region 2, Atlanta, Reactor Construction ft. Engineering 
Support Branch 80/04/30 I7pp 


9006040240 Forwards |E Dullotln 00-12, -Decay Heat Removal Sys 
Operability Requires action response within 30 days 
IE Info Notice 80-20, "Loss of Decay Heat Removal Capability 
^ Refueling Mode" end 

Q REILLY, J P Region 2, Atlanta, Office of the Director 80/05/09 
app. 


0006230103 Ack receipt of 800513 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Hepts 50-280/00-04 ft, 
50-201/00-06 

8TQHR, J P Region 8, Atlanta, Fuel facility ft, Materials Safety 
Branch 80/06/09 Ip 


S006200514 Forwards IE Insp Repts 50-280/80-11 t 50-281/00-12 on 
000415-17 No noncotnp 1 i ance noted 

pOHR, J p Region 2, Atlanta, Fuel Facility ft. Materials Safety 
Branch 60/05/09 2pp ^ 


— 8006230189 Responds to NRC 000418 Ur re violation noted in IE Insp 
Repts 60-280/00-04 6 50-201/00-06 Coirective actions 
designated emergency directors were retiained per emorgericy 
plan 

8VLVrA,D R Virginia Electric ft, Power Co 80/05/13 2 pp 


'0006200516 IE Insp Repts 90-280/80-11 ft, 50-281/80-12 on 800415-17 No 
noncompllance noted Major areas Inspected steam generator 
shipment ft, action on previous insp findings 

OIBSOii, A F Region S, Atlanta, Fuel Facility ft Materials Safety 
EWALDi S C Region 2. Atlanta. Office of the Director 
00/05/09 Spp 


8006300137 Forwards IE Circular BO-ll, "Emergency Diesel Oenerator Lube 
□11 Cooler Failure* " No written response required 
Q'REILLYr J P Region 2. Atlanta, Office of the Director 80/05/13 

2pp 


50-200/80-10 ft, 50-281/80-18 on 
000429-0902 No noncompllance noted 

MLiRPNViC E Region 2. Atlanta, Reactor Construction ft Engineering 
Support Branch 00/05/20 2pp 


—8006300243 lE Insp Repts 50-280/80-18 ft 50-281/80-10 on 800429-0502 > 
noncomp iiance noted Major areas Inspected IE Bulletins 77-02 
« ycensee actions on previous Insp items 

„ Region 3r Atlanta, Office of the Director 
HERDTfA R Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch 00/05/20 5pp ^ neering 


— 8006230195 Forwards IE Insp Repts 50-2B0/00-04 ft, 50-201/60-06 on 
000310-14 ft, notice of violation 

BTOHRiJP Region 2, Atlanta, Fuel Facility ft. Materials Safety 
Drancb 00/04/JB 2pp 


— 0006230190 Notice of violation from insp on 000310-14 

a Region 2, Atlanta. Office of the Director 80/04/11 Ip 


—8006230202 IE Insp Repts 50-280/00-04 ft 50-201/00-06 on Q003t0-14 
Noncomp 1 lance noted failure to conduct retraining for 
desiyiated emergency directors per emergency plans 
JENKiNS, 0 R Region 2, Atlanta, Pud Facility ft Materials Safety 
Branch PERROTTl,D J , ANDREWS, D L Region 2, Atlanta, Office of 
the Director 00/04/U 12pp 


0006250094 Ack receipt of 000522 Itr informing NRC of steps taken to 
correct violation noted in It Insp Repts 50-200/80-13 ft 
90-201/00-14 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/06/06 Ip 
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— 0OO6b: 5OO99 Foriijards r eipon-sc to NHC 0004^0 Itr re /lolatior noted in 
IE In^p Hepfcs 5D -^’00^80- 1 J f 50-201 /BO- I 4 Enel wlth^eld 
(ref 10CrR2 790) 

SVLVIA, S R Virginia Electric b Power Co QO/05/22 Ip 


— S006250103 Tor u/, lid 5 IE In^p Repts 50-200/80-13 ^ 50-201/80-14 on 
800225-0304 • 0310-0403 h npUce ot deviation Notice 
of violdiion withheld (ref 10CFR2 790) 

LEIs'lSiR C Region 2> Atlanta. Reactor npcrations Nuclear Support; 
Branch 80/04/28 2pp 


— 8006250104 Notice or deviation ti om in?p on 000225-0304 & 0310-0403 
< Region 2, Atlanta, Office of the nirectni 80/04/?? lo 


— 80062 50107 IF Insp Repts 50-280/80-13 ♦/ 50-201/80-14 on 800225-0304 <. 
0310-0403 None Dfnp 1 lane e noted faciliti; not built aa 
deacribP'd in FRAR f OTi«» appatent item of noncompl lance in 
plant se^curity Portions withheld (ref 10CFR2 790) 

KELLOGG. H J Region 3. Chicago. Reactor Operations Nuclear Support 
Branch RURKE. [) J Region 3, Chicago. Office of the Director 
NRC 80/04/23 4pp 


0006240230 Foi wards response to IE Bulletin 00-05 re vacuum conditions 
resulting in damage to holdup tanks Two potential problem 
areas Involving boion evaporator bottoms tank t/ boric acid 
storage tanks identified 

SVLVIA.B R Virginia Electric fy PoweT Co 00/06/09 3pp 


8006300353 Forwards response to IF Rullelin 80-09 Hgdramoboi actuator 
Models AM-90 6 NH-90 ai e nob used at facility 
SVLVIA.B R Viiginio Electric Zi Power Co 00/06/10 3pp 


8006300S35 Forwards lesponse to IE Bulletin 80-tS re decay heat removal 
sys operability Current procedures provide adequate 
safeguards for redundancy or diversity requ irenients but will 
be changed if subsystem is operable 

SVLVIA.B R Virginia FlectDC 6 Power Co 80/06/11 4pp 


8006300349 Responds to IE QuMotin 0U-U6 requesting review of dreuflngs 
for all sye serving safety-related functions at schematic 
levs 1 . ver 1 f icat ion of controls t pt oposed design mods 
Actions It schedules delineated in Item 3 

SVLVIA.B R Virginia Electric fy Poiuei Co 80/06/12 lOpp 


8006240484 Responds to NRC 800528 Itr re violatians noted In IE fnsp 
Repi EA-8D^28 Corrective actions radwastc section complcielg 
restaffed w/persnnnel having formal radwaste training 
SVLVIA.B R Virginia Electric 6 Power Co 80/06/20 5pp 


8006300673 Farwai ds paynpnt for cisil penalty proposed in B0052B notice 
arising from IE Insp Ropts 50-280/00-16 t 50-201/80-17 
Response to repts will be forwarded separately 
SYLVIA. D R Virginia Eioctric 6 Power Co 80/06/20 3pp 


8006240203 Responds to NRC 800530 Itr re violations noted in IE Insp 
Rept 50-281/80-20 on 800503-08 Corrective actions operators 
ty engineers involved have bean reinstructed on importance 
of procedural ^ admini strai i ve compliance 

SVLVIA.B R Virginia Electric fy Power Co 80/06/23 4pp 


8006240356 Responds to NRC 800527 Itr re violations noted in IE Insp 
Ropts 50-280/80-19 f. 50-201/80-19 on 800407-0502 Corrective 
actions increased emphasis will be applied to senior reactor 
operator I reactor operator retraining sessions 
SVUVIA. B R Virginia Flcctric t Powei Co 00/06/23 4pp 


R Periodic operating reports i related correspondence 


0006170513 Forwards monthly operating repts for May J9BO 
8VUVIA. B R Virginia Electric 5 Powei Co 00/06/12 IP 


— 0006170517 Monthly opeiattng repts for May 1900 

SAUNDERS. R . COSTELLO. 0 J Virginia Electric U Power Co 
00/06/05 49pp 


S Reportable occurrences. LERs i related correspondence 


8006040391 PNCJ-II-BO-OS? on 800516. contrac tor employees were struck bg 
door falling off trunnion while being lemoved Caused by 
loose set st-reu Injuries were tioated Accident involved no 
radiation No press releases planned 

HARDIN. A K , KELLOGG. P v) Region 2. Atlanta. Office of the Director 
NRC 80/09/16 Ip 


8006090545 EN-BO-019 notice of violation t notice of proposed 
Impefiitiun of civil penalties will be issued on or about 
900528 Action based on two alleged items of noncompliance 
relating to impioper ladiation surveys of waste drums 
BROCKET!. T , THOMPSON. D Office of Inspection b Enforcement, OfPIco 
of the Director 80/05/23 Ip 


8006110206 Forwards LER a0-004/0lT-0 

NTLSON. J L Virginia Electric t Power Co 80/06/04 Ip 


— 0006110265 LER 0O-OO4/OIT on 800521. during cold ihutdown. p ressure 
transmitter 458 inoperable due to wiring problem b isolation 
valve foT pressure transmitter 403 found c losed. negating 
overpressure mitigating sys Caused by cable problem 
UtLSONr J U Virginia Electric b power Co 80/06/04 2pp 


8006110324 RO several lines in low head b high safety injection sys 
were not analyied for effects of fluid temp being 70 F 
Review af new noiile loads showed load on pump exceeded 
vendoi allowable load Multiphase program proposed 
SVLVIA.B R Virginia Electric b Power Co 80/06/06 I0pp 


0OO612O336 Forwards LERs aO-003/03L-0 b 90-005/01T-0 

(JIL80N.J L ViTglmia Electric b Power Co 80/06/06 2pp 


—8006120339 LER eO-{)O3/O3L-0 on 800514. w/uni t in cold shutdown. 
MOV-CW-200e failed to close on safeguard signal Caused by 
electrical malfunction due to repairs in progress Redundant 
inlet valve shut Valve will be repaired b tested 
UlLSatl. J L Virginia Electric b Power Co 80/06/06 2pp 


-9006120341 LER B0-OO5/01T-0 on 800306. during preparation for type A 
test ing / leakage found through RSHX diaphragm plate seal 
welds Caused by lack of fusion b slag inclusion Defects to 
be repaired K inspected by nondestructive test methods 
WILSON, J L Virginia Electric b Power Co 80/06/06 Ip 


8006230499 Proposes multi-phase plan to address NRC concerns re 
ahipllfiod response spectra curves used as basis for analyses 
when piping sgs Is subjected to more than one spectra 
SVLVIA. D R Virginia Electric t Power Co 60/06/06 Upp 


0006270292 Forwards LER 00-006/03L-0 

WILSON. J U Virginia Electric b Power Co 80/06/23 Ip 


—800627030^ LER BO-006/03L-0 on 800527. contrary to Tech Spec 3 10 2b 
1 1 ). Containment 2 pressurlier level exceeded 33X w/o 
mitigation protection Caused by addiiloti of water to primary 
sys to inaintaln level indication RCS drained 
WILSON, J L Virginia Electric b Power Co 80/06/23 2pp 


docket 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT I 


F Securitg, medical, emergency b fire protection plans 


8006020231 Notifies that new telephone sys called Health Physics 
Natwork (HPN) has been installed at site Sys intended for 
uee during emergencies to link all power plants b NRC 
Emergency Notification Sys hotline will also be used 
KKFPLER.J 0 Region 3, Chicago. Office of the Director 00/04/18 
3pp 


8006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuc 1 oar Power Plants Operating Prior to 790101 " Rule 
adds new Suction 50 4B K App R to 10CFR50 b is expected 
to be published in FR by end or May 

ElBENHUT. D C Division of Licensing 80/05/19 46pp 


0006130063 Forwards revised Pages 1-14 b new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 800519 
Itr Page 14a not and 

EI8ENHUT, D G Division of Licensing 80/05/22 7app 


B00602025B Forwards revised Page I omitted from 0OD51O Revision I id 
security force training b qualification plan End withheld 
(ref 10CFR2 77<» 

MAVFR. L D Northern States Power Co 80/05/27 Ip 


BOO617OO90 Notifies of proposed IE contractor review of emergency 
operating procedures on 600609-13 Data will be used lo 
provide composite picture of emergency procedures b will not 
result 111 items of none omp ) iance 

HEISHMAN, R F Region 3. Chicago, Realtor Operations Nuclear Support 
Branch 80/06/03 2pp 
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DOCKETED ITEMS 


S0t>^2^03l3l7 DiicuS9e4 of findl upgraded «margencg plans 

Citftnsion mafj be naces^arij, depending on content of pending 
t4RC rules on etuergenctj pl^na Scbedule for emergency plan 
revisions targeted to meet 800301 submittal date 
MAVGRpL a Northern States Power Co 80/06/17 Ip 


0 Adjudicatarg correspondence 


BOOA^SOSiA Advises that State of KN 600*124 contentions are being sent 
for docieting NRC uill be prepared to discuss hearing 
schedule state contentions during Jul 1979 prehearing 
conference in St Paul<MN 

BARTH.C a Hearing Branch 3 SO/06/19 Ip 


600660D-419 Notice & Order for Q00B06 prehearing conference m US 
Cour thousB^ St Paul.KN re State of MN 600424 petltan to 
intervane In OL amend proceeding Licensee Cc NRC shall file 
responses to intarvent i on petition by 000715 

LAZ0i6 M Atomic Safety and Licensing Doard Panel BO/Ob/^5 2pp 


P Optrating license stage documents Ir correapoTid-ence 


8006190101 Decommissioning study of Prairie Island Nuclear Oeneratitig 
P lent. Revision t 

JAWPRBKY, M U Nuclear Energy Service, t nc aiA0623 RJ 79/09/3B 
67pp 


~-8QO&l60l08 Decommissioning study of Honticello Nuclear Oenerating 
plant j Revi s I on t 

* Nuclear Energy Service, Inc GiA0623 R1 79/09/29 40pp 


9003280327 Submits update to 791213 I tr re status of investigations, 
into Framotome reactor vessel noiile cracking Results 
indicate reactor vessel nozzles are not susceptible to 
crac ting 

ANDERSON. TM Nestlnghouse Electric Corp BO/01/31 Spp 


600609016b Foruards add 1 TMI-’2 related ret^uirements to operating 
reactors Licensees rsq.utremeTits for THI Action Plan include 
shift itiannlns I M cens ing eiams t licensee dissemination 
of operating eiperlonces Response requested uithin 30 dags 
El&ENHUr.D 0 Division of Licensing 80/03/07 iSOpp 


8006130122 Requests commonts on NUREG''D377i "Potential for Lou Fracture 
Toughness ti Lamellar Tearing on PHR Steam Oenerator 8( 

Reactor Coolant Pump Supports " Proposed revieu procedure h 
implementation schedule end 

E18ENHUT.-D 0 Division of Licensing 80/09/19 72pp 


0006230044 ForuJerds safety evaluation re -degraded grid voltage 
protection for Class IE ac power sys & LLU rept. supporting 
mods Design mods & Tech Spec changes acceptable 
ROSA, F Power Systems Oranch 80-/O9/22 tp 


-*'8006350048 Safety evaluation supporting proposed mods it Tech Spec 
changes re pro-tection of Class IE equipment & sys from 
sustained degraded voltage 
* Power Systems branch 60/05/22 2pp 


--0006250052 “Technical Evaluation of Proposed Design Mods & Tech Spec 
Changes on Grid Vo-ltage Degradation for Prarie Island 
Nuclear Generating Plants Units 1 tt 2 " 

WHITEiR L Lawrence i ivormore Laboratory FIN A-023i 
UCID-1B654 eo/D3/3l |5pp 


0006070400 Forwards info re implementation of 10CFR50, App conta Inment- 
panetratlon testing requirements- per 800'4ll request 
MAYER) L 0 Northern States Power Co 60/0S/30 Opp 


8006170486 Forwards addl info in support of 8iO-Ol31 license amen-d 
request in response to MRC questions Analyses cover makeup 
water sys, structure 1. themis try /rad loch emisti y. rad loLoglcal- 
iTiatls/processes & rack disposal 

HAVER I L Q Northern States Power Co 00/06/10 2Qpp 


Q006530142 Responds to 800603 memo by submitting list of docutnentat ion 
Ia applicable corrments on facilities purge ^ vent valves 
long-term mechanical operability FaclUtles meet interim 
position 

MARTIN. R Operating Reactors Branch 3 60/06/10 2pp 


8006240059 Forwards listed- dialings to enable continuation of rovloiii 
of fleneric issue, "Primary Coolant 3ys Pressure Isolation 
Valves (Event 51 *' W/o ends 

MARTIN, R E Operating Reactors Branch 3 60/06/10 3pf 


9006170377 Foruards rosponse to NRC 000507 Itr on add I TMl-2 
requirements re shift mann mg • 1 icens ing exams, operating 
experience f eedboc V , Uul 1 rt vns f Orders Task Force 
recommendations 4 control room habitability 
haver. L O Moithern States Power Co 80/06/11 lApp 


Q Inspection reports. IT Bulletins A. cot respondent e 


0006170316 Forwards IE Insp ttepts SO-SB^/BO-OS L 50-306/00-06 on 
B00301-31 No noncomp I mnee noted 

HEISHIlANiR r Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/04/24 2pp 


—8006170321 IE Insp Rept« 50-262/80-05 K 50-306/90-06 on 800301-31 No 
noncQtnp I lance noted Major areas inspected plant operation, 
ma int^ f ol louup of lERs. t review of licensee small break 
LOCA procedures 

FEIERADENO.C D , SUANSON. E P Region 3, Chicago, Office of the 
Director OOVD. D C Region 3, Chicago, Reactor Operations Nuclear 
Support Drancbi 80/04/18 7pp 


0006030203 Responds to It Bullotin 79-17, Revi sion I, Item 6 Visual insp 
satisfactorily completed on Unit i in Apr 19B0 No corrective 
actions necessaiy 

GILBERTS, D E Northern States Power Co 80/05/06 Ip 


6006110436 Forwards nonpropi i e tary version of IE Insp Rep fcs 
90-202/00-07 t 30-a06/80-'07 on 000428-0502 Notire of 
violation withheld <rcf iOCFR3 790) 

KINDpJ a Region 3. Chicago. Safeguards Branch NRC 60/05/22 

2pp 


--8006110444 Nonproprietary /ersion of lE Insp fiepts 90-282/00-07 It 
50-306/90-07 on 800428-0502 None omp I lanc e noted soma vital 
area physical barriers not maintained V alarm devices 
not tampcr-lnd icating Details withheld (ref lOCFRS 790) 

HIND, J A Region 3, Chicago. Safeguards Branch CREED. J R , 
PIRTLE.O L Region 3, Chicago. Office of the Director 00/05/21 
2pp 


B006130076 Addl response to FDIA request foi Six categories of 
documents re CPC Foiuards documents listed in app 
FELTON. J K Division of Rules and Records 60/05/23 3pp 


--8006130099 Forwards responso to updated memo received on 600313 ro uti 
interrogatories ie proposed imposition of ci\il penalty 
Cover sheet of IE insp ropt end 

KCPPLKR.J 0 Region 3. Chicago, Office of the Director 00/03/21 
Spp 


— 6006130120 Excerpt of IE Insp Repts 90-202/79-01 it 50-306/75-01 
conducted on 750204-06 12-15 Noncompl iance noted design 

change packages were not prepared V/or Implemented in 
accordance u/licetisce administrative control directives 
CHQULE&.N C . HUNTER, [> R Region 3. Chicago, Office of the 
Director ^iORDAK. E J Region 3, Chicago, Reactor Operations 
Nuclear Support Branch 79/03/25 5pp 


0006230253 Revises response to lE Bulletin 79-OlB, "Environ 
dual 1 f i cat ion of Class IE Equipment " Foruards sys componont 
evaluation worksheet on Kerito Cab le, Revis ion 2, replacing 
worksheet sent in 000912 response 

GILBERTS. D E Northern States Power Co 00/05/23 3pp 


9006240590 Responds to IE Bulletin 80-12, "Decay Heat Removal 8ys 
Operability " Dporating procedure for reactor refueling 
(cavity flooded) will require one train of RHR available w/ 
accessible source of borated water to replenish any loss 
OlLBErtTa, D E Northein States Power Co 00/06/06 2pp 


B Periodic operating reports u related correspondence 


6006160449 Forwards monthly operating repts for May 1V80 corrected 
page to Apr 1900 monthly oporating vepts 
KAYERi L 0 Northern States Power Co 90/06/13 Ip 


-^9006180451 Monthly operating repts for May 19S0 

HUN3TA0,A A Northern States Powtr Co B0/06/0J, 0pp 


— 0006100493 Monthly operating repts Apr 1900, Corrected pages 
HUH3TAD,A A Northern States Power Co 00/06/13 ip 


8 Reportable occurrences, LCHs i related correspondence 


6006030479 Environ Event Rapt 00-01 on 000501, dally average discharge 
temp exceeded ambient river water temp by 5, 7 F while two 
cooling towers were undergoing insp, cleaning St repair One 
tower returned to sve tf electrical load reduced 
MARDfE C Northern States Power Co 00/09/30 Ip 



DOCKETED ITEMS 


7S 


80060?02B9 Environ Event Rept 80-02 on B005J3-14, ret laiming ion 
exchanger out of svc when steam generator blowdown water 
discharged into river Sample of outfall revealed pK value 
greater than 8 5 Caused by seasonal change of river 
WARDi E C Northei n States Pouer Co B0/0&/0A 2pp 


8006200024 Final Part 21 rept re mixed heat of Steel supplied by US 
Steel from which 4-inch elbows fy 2-inch tecs were oifg to 
A234WPQ requirement Investigations conducted & closed at 
46 listed facilities 

SEAY I J L Chomtror Corp / Tube Turns Oiv 80/06/06 3pp 


fi0063004*?3 Forwards updated LER 0O-OQ9/O3U-1 

MAYER j L 0 Northern States Power Co 00/06/57 2pp 


— 8006300499 Updated LER SO-009/03L-1 on B00310. during normal operation^ 
nuclear power range channel IN44 was inoperable for few 
minutes High voltage supply for detector latched up due to 
spike on yellow instiument bus 

HUNSTAD, A A Northern States Power Co 80/06/27 Ip 


DOCKET 50-205 FORT CALHOUN STATION, UNIT 1 


F Security, medicali emergency ft fire protection plans 


90060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 ” Rule 
adds new Section 50 40 t* App R to 10CFR50 ts eipocted 
to be published in FR by end of hay 

EISENKUT,D 0 Division of Licensing 80/05/19 46pp 


B006040299 Forwards supporting info re fire protection sysiper NRC 
Q00416 request Overslie drawings available in Central Fllas 
only 

JONES, W C Omaha public Power District 80/09/20 42pp 


6006130063 Forwards revised Pages 1''14 1 new Page 14a for proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790101, transmitted by NRC S009J7 
Itr Page 14a not end 

EISENKUT.D 0 Division of Licensing BO/09/22 73pp 


8006270422 Forward request for addl info to complete review of 790619 
revised safeguards contingency plan Response due within 30 
days End withheld (ref iOCFn2 7901 

CLARK, R A Operating Reactors Branch 3 00/06/10 2pp 


H General correspondence 


B006020095 Responds to 800313 Itrs re importance of public hearings for 
NRC licensing action NRC exporience in Omaha 000116 public 
meeting supports more frequent meetings Automatic key to 
shut down reactor would bypass judgment of operator 
REIDfR N Operating Reactors Branch 4 60/05/23 Spp, 


8006110086 Requests that liA Tobor be substituted for hR Paradis 
on SVC list In future, all info should be sent to MA Tebor 
TEBDRrh A LeSoeuf, Lamb, Leiby t hacRae 80/09/20 Ip 


J Insurance ^ indemnity information 


8006230396 Forwards revised cash flow projection in response to NRC 
800529 Itr painting out deficit Fuel S, production cost 
adjustment lags 6 months behind cash flow Costs for 
unanticipated extended fuel outage recoverable in late 1900 
PETER80N, H L Omaha Public Power District BO/06/iB 4pp 


P Operating license stage documents U correspondence 


8006090169 Forwards add! ThI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift mann mg, I Icons ing exams t licensee dissemination 
of operating experiences Response requested within 30 days 
EI5ENHUT, D Q Division of licensing 80/05/07 190pp 


B006090493 Notification of 800603 meeting w/util in BethesdathD to 
discuss filtered vented containment sys it core retention 
devices 

MEYER, J F Reactor Systems Branch 00/09/27 3pp 


0006130152 Requests comments on NUREO-0577, '‘Potential for Low Fracture 
Toughness lamellar Tearing on PWR Steam Generator 
Reactor Coolant Pump Supports Proposed review procedure tt 
implementation schedule end 

EISENHUT, D 0 Division of Licensing 80/05/19 72pp 


B006t200t7 Forwards Amend 46 to License DPR-40 p safety evaluation 
notice of issuance & availability 

CLARK, R A Operating Reactors Branch 3 00/05/27 Spp 


— 8006120023 Amends 40 to License DPR'40, adding license condition re 
secondary water chemistry 6 changing Tech Specs to allow 
limited besting of shock suppressors during operation 
CLARK, R A Operating Reactors Branch 3 80/05/27 6pp 


— 8006120026 Safety evaluation supporting Amend 48 to License DPR-40 
a Office of Nuclear Reactor Regulation. Director 00/05/27 3pp 


■8006120020 Notice of issuance J. availability of Amend 48 to License 
DPft-40 

CLARKtR A Operating Roactors Branch 3 80/05/27 2pp 


8006090400 Notification of Q006I0 meeting w/utll in BethesdaiMD to 
discuss crack propagation studies 1/ asymmetric loads 
evaluation 

NAONER, P C Operating Reactors Branch 3 00/06/02 Ip 


0006230422 Forwards response to NRC 000515 request for Info re turbine 
disc integrity 

JONES, N C Omaha Public Power District 00/06/13 6pp 


8006240324 Forwards implementation schedules for meeting addl TMI 
requirements submitted in NRC 000507 Itr 
JONES, W C Omaha Public Power District 00/06/17 3pp 


8006300372 Foi wards responses to NRC questions re rept, “Fort Calhoun 
Cycle 6 Email Break ECC8 Performance Evaluation at 1,900 
MWt, “ submitted in support of 790717 application for amend 
of OL 

JONES, W C Omaha Public Power District 80/06/26 0pp 


0 Inspection reports, t£ Bulletins 6 correspondence 


0006040024 Forwards repts re status of responses to IE Bulletin 79-14, 
“Seismic Analysis for As-Built Safety-Re lated Piping 8gs," 

<» IE Bulletin 79-02, "Attempted Extortion - Low Enriched U " 

JONES, W C Omaha Public Power District BO/04/^1 42pp 


8006060125 Forwards IE Insp Rept 90-285/BO-oa on 000414-17 No 
noncomp 1 iance noted 

MADSEN, 0 L Region 4, Dallas, Reactor □peratlons Nuclear Support 
Branch 00/04/25 2pp 


—8006060129 IE Insp Rept 50-285/80-00 on 000414-17 No noncomp I lance 
noted Major areas Inspected implementation of NUREO-0970, 
fire protection commitments L progress on IE BuHetins 79-02 
A- 79-14 

HESTERMAN.T F , KCLLBY. D U , YANDELL, L A Region 4, Dallas, Office 
of the Director 80/04/24 4pp 


8006060567 Forwards IF DuUetln BO-ll, "Masonry Nall Design ” Requires 
action A( written response IE Info Notice 79-20, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

8EYFRIT, K V Region 4, Dallas, Office of the Director 80/05/00 

Ip 


0006050300 Forwards IE Bulletin 00-12, "Decay Heat Removal 8ys 
Operability " Requires action A response within 30 days 
IE Info Notice 00-20, "Less of Decay Heat Removal Capability 
at Davls-Besse Unit 1 Nhlle in Refueling Mode" end 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/09 
Ip 


8006300543 Forwards response to IE Bulletin 00-04, "Analysis of PWR 
Main Steam Line Break w/Continued Feedwater Addition " 

Affected steam generator blows dry at 69 1 seconds At thus 
terminates initial RGB cooldown 

JDNE8, W C Omaha Public Power District 80/05/15 27pp 


0006230068 Forwards IE Insp Rept 50-285/79-18 nn 791205 No 
none ompl iance noted 

BROUN, 0. D Region 4, Dallas, Fuel Facility A Matcrlali Safety 
Branch 00/05/19 2pp 


—8006230071 IE Insp Rept 50-285/79-18 on 791205 No nencompl lance noted 
Major areas inspected programs, procedures & activities 
associated w/handllng of radwaste 

BROUN, 0 D Region 4, Dallas, Fuel Facility U Materials Safety 
Branch HARRISON, H C Region 4, Dallas, Office of the Director 
80/05/15 3pp 


8006130076 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTDM, J M Division of Rules and Records. 80/05/23 3pp 
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DOCKETED ITEMS 


DOCKET 50-296 INDIAN POINT STATION. UNIT □ 

F Security, medical, emergency S fire protection plane 


— 0OO613OO8Q Foruarde LERs in peeponse to util 1 nterrogatary 12 re 
violations of containment Integrity civil penalty No items 
of nancompl lance found re ulil Interrogatories 13 or 14 
WESTERMAN.T F Region A. Dallas. Office of the Director 
aO/'03/19 Ip 


— B0061G009D Forwards AD S0-2B5i'74-l4 

JONES, N C Omaha Public Poujer District 74/09/17 Ip 


-~aOQiil30092 AO 50-205/74-14 on 740905. d ur ing routine insp.air was 
discovered issuing from vent side of containment pressure 
indicating manopneter Caused by errors in preparation fc 
review of procedure for establishing containment integrity 
■* Omaha Public Power District 74/09/16 4pp 


600623007B Forurards corrected Page 0 to IE Investigation Rept 
50-285/80-10 

DRQRN.O D Regioii 4, Dallas. Fuel Facility & Materials Safety 
Branch 80/06/05 ip 


—8006250091 Replacement Page 8 to IE Investigation Rept 50-285/80-10 
BRDlfNrO D Region 4# Dallas, Fuel Facility & Materials Safety 
Branch H£RR,R K Region 4, Dallas, Office of the Director 
KELLEY, D L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 00/05/22 ip 


—0006250002 Forwards lE Investigation Rept 50-285/00-10 on 800514-16 & 
notice of violation 

BRQIIN. G D Region 4, Dallas. Fuel Facility U Materials Safety 
Branch 80/05/23 2pp 


—8006250084 Notice of violation from Investigation on 800514-16 
* Region 4, Dallas, Office of the Director 80/05/22 Ip 


—8006250005 IE Investigation Rept 50-285/00-10 on 800514-16 
Noncomp 1 iance noted Failure to perform required radiation 
survey 

BROWN. 0 D Region 4, Dallas, Fuel Facility 6 Materials Safety 
Branch KERR. R K Region 4, Dallas. Office of the Director 
KELLEY, D L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 80/05/22 lOpp 


R Periodic operating reports 6 related correspondence 


8006170442 Forwards monthly operating rept for May 1980 
JONES* W C Omaha Public Power District 80/06/09 Ip 


—8006170443 Monthly operating rept For May 1900 

HICKLE, 0 J Omaha Public Power District 00/06/09 iSpp 


S Reportable occurrences, LEfls i. related correspondence 


8006230414 RO on 800515* during primary sys leakage insp, leakage 
detected from reactor coolant pump RC-3C Caused by corrosion 
damage to closure studs Studs w/s Igni f leant corrosion will 
be replaced i' metallurgical exams performed 
STEVENS, S C Omaha Public Power District 80/05/22 3pp 


B0061 10012 Forwards UER 80-008 /03U-0 

STEVENS, 8 C Omaha Public Power District 80/05/31 Ip 


— B006110DI5 LER BO-OO0/O3L-O on 900515, during check of power supply trip 
Indicating UghtsrAB-1 matrix relay of reactor protective 
sys failed to trip clutch power supplies Caused by failure 
of mercury wetted relay In matrix circuit 

COREill j CONNOLLEV, J Omaha Public Rower District 80/05/19 

4pp 


B0061 10026 Forwards LER a0-0O9/99T-0 
STEVENB, s C Omaha Public Power District 00/06/05 ip 


— 0006110030 LER BO-009/99T-0 on Q00522, during malnt on stack iodine 
process monitor, new sensitivity calibr was required Caused 
by use of wrong calibr procedure Training will be conducted 
to ensure familiarity w/procedures 

NICHOLAS, J,H , FRANCO. F F Omaha Publ<c Power District 00/05/29 
4pp 


8006300468 Forwards LER BO-OlO/OlT-0 

STEVENS, 6 C Omaha Public Power District 00/06/23 ip 


8006300475 L.ER BO-OlO/OlT-0: on 800516, during cold pressure test, leakage 
discovered at gaeket joint between pump casing 6 pump cover 
on reactor coolant pumps RC-3A,3D t* 3C Closure studs 
corroded fay boric acid Leaks caused by deteriorated gaskets 
FLEUKR. J, Omaha Public Power District 00/06/17 6pp 


80D6090487 Forwards proposed rule entitled. “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 % App R to iOCFRSO is expected 
to be published m FR by end of May 

ElGENVIUTiD G Division of Licensing 80/05/ 19 46 pp 


8006040139 Forwards comments re 800430 submittal of revised safeguards 
contingency plan Response requested within 30 days Comments 
withheld (ref 10CrR2 790> 

VAROA. a A Operating Reactors Branch I 00/05/20 2pp 


0006130063 Forwards revised Pages 1-14 4. new Page I4a for proposed 
rule IOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page I4a not end 

EI9ENHUT.U G Division of Licensing 80/05/22 73pp 


8006060280 Advises NRC of recent developments re emergency preparedness 
at facilities Utils are revising emergency plans in 
accordance w/NURE0-06S4. retain ing EDS Nuclear, Inc to assist 
State of NY 6 Westchester County in revising plans 

CAHILL, W J Consolidated Edison Co of New York EARLY,? J Power 
Authority of the State of New York 00/06/03 5PP 


0 Adjudicatoiy correspondence 


0006060523 Order stating foUT-prongod approach to resolve UC8 petition 
for Unit 1 decommissioning A Units 2-3 shutdown adjudication 
before A8L0, informal proceoding to determine issues, generic 
consideration i establishment of mtra-agoncy task force 
CHlLKi 8 J Office of the Secretary of the Commission 00/05/30 
Bpp 


3006190310 Responds to 800505 objection to scheduling meetings outside 
Wash ing ton. DC area Meetings are occasionally held outside 
of Washington. DC vicinity to allow persons living near 
plants opportunity to attend 

EtSENHJTiD 0 Division of Licensing 60/06/02 2pp 


0006110113 Notice of withdrawal from proceeding effective 800608 Notice 
of JE Moore appearance f* Certificate of Sve end 
LEWIS, 8 H Hearing Branch 2 00/06/06 4pp 


0006160003 Forwaids response to NRC 000211 confirmatory order, 180-(iay 
action items 

EARLY, P J Power Authority of the State of Now York 90/06/11 
I5pp 


3006190547 Order granting extension until 800707 For Commission to 
elect whether to review AUAB-436 6 portions of ALAB-561 
CHIUK,8 J Office of the Secretary of the Commission 00/06/16 
Ip 


8006240433 Comments on Commission 000530 order re safe operation 6 
criteria of operation CP 6 OL established criteria should 
apply 6 burden of proof must remain on licensee Specific 
design changes must be feasible 

WE198.E R . JORDAN, W 8 Union of Concerned Scientists WEISS, E R 
Sheldon, Harmon 6 Vlelss 00/06/20 9pp 


0006260212 Memorandum in respunse to Cammlsslbn 000530 order initiating 
informal proceeding Urges development of industry-wide 
policy. guidance U stds prior to consideration of units 
separately in adjudicatory hearings 

DRANDENDURG, B Consolidated Edison Co of Now York PRATT, C M 

Power Authority of the Slate of New York 00/06/20 23pp 


B0D62601B6 Forwards UC8 800623 motion to disqualify Commissioner 
Hendr ie 

WEISS. E R , JORDAN. W S Sheldon, Harmon t Weiss SO/Q6/23 Ip 


—3006260189 Motion tft disqualify Commissioner Hendrie from further 
participation in NRC deliberations re DCS petition for 
suspension of opetatlons Request is based on Hendrie 
involvement w/facillty as member of ACRS 

WEISS, E R . JORDAN, W 5 Union of Concerned Scientists WCISS, E R 
Sheldon. Harmon t- Weiss 00/06/23 lOpp 


— 8006260192 Responds to 730717 Itr re util siting criteria Indian Point 
sites meet NRC regulations 6 criteria Considerable energy 
has been expended to assure public health t- safety 
HENDRIE, J M Atomic Energy Commission. Directorate df Licensing 
73/09/iO 3pp 



DOCKETED ITEMS 


77 


H General c orra a p ond enc a 


300602001^1 Requests public debate ra evacuating large populations near 
pouier plants Opposes plants located in densely populated 
areas 

HAKK. K Affiliation Unknown 00/03/19 tp 


Q006190436 Cofnments on 800530 order ro shutdown of plants pending 
adequate etrergency plans No plant can operate unless 
acceptable emergency plans eiist Energy l> economic factors 
should have minimal influence on decision to s|ut down 
tJQLFi D Affiliation Unknown 80/06/11 3pp 

8006260178 Requests that following names be included on correspondence 
distribution list GT Berry, JP Bayne, GN Wi 1 verd ing, CM Pratt & 

RJ Pasternak 

BAYNEj J P Power Authoiity of the State of New York 80/06/S0 

2pp 


P Operating license stage documents V correspondence 


8006090165 Forwards addl TMl-2 related lequiremonts to operating 
reactors Licensees requirements for TMI Action Plan include 
shift mann ing, 1 Icensing eitams t licensee d i ssemination 
of operating ejrporlences Response requested within 30 days 
EtSENHUT, D Q Division of Licensing 80/05/07 ISOpp 


0006040002 Notification of 000520 mooting w/uti Is, confcrac tors U 
consultants in Bethesda, MD to exchange technology re 
accident sequence ^ related phenomena per A Schwencor 
800410 Itr to L Peoples 

LDNOi J K Reactor Systems Branch 00/05/15 Spp 


0006130122 Requests comments on NUREG-0577> "Potential for Low Fracture 
Toughness V Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure fce 
imp lementat i on schedule end 

E1SENKUT,D Q Division of Licensing 80/05/19 TSpp 


0006020172 Notification of 800930 meeting w/utils in Dethesda.MD re 
severe accident mitigation features for facilities 
QLSHAN, L , REEVES, E Operating Reactors Branch 1 00/09/23 Ip 


0006190180 Forwards request for addl Info re QA program Response 
should be submitted within 30 days 

VAROA, S A aperattng Reactors Branch 1 00/09/23 Spp 


0OD6O3O304 Responds to NRG 000425 lir re confirmatory order requirement 
of attaining AFNS reliability improvements by 000011 
Confirms schedule commitments Provides detailed description 
of proposed improvements Sys will be operative by BOO011 
EARLY, P J Power Authority of the State of New York 00/05/28 
2pp 


8006040274 Forwards responses to 000408 Itr re OA program review 
Responses do not constitute proper format for formal OA 
commi tmen t 

BERRY, 0 T Power Authority of the State of New York 80/05/27 

eopp 


0006030315 forwards supplemental info re degraded grid voltage 
adequacy of station electric distribution sys voltages 
EARLY. P J Power Authority of the State of New York 80/05/30 
19pp 


8006060373 Forwards addl Ihfo le electrical ovorr i de/bypass aspects of 
containment purge sys. per 800411 request Oversize drawings 
available in Central Files only 

EARLY. P J Power Authority of the State of Ntw York 00/06/02 
i3pp 


8006120404 Forwards slides used by utils during 000603 meeting re 
technology exchange in area of mitigation feature for 
severe accidents at facilities 

00E8ER.D Nestlnghouse Electric Corp 80/06/05 Ip 


8006170451 Forwards "Mitigation of Severe Accident Study Rept '• Rept 
Includes presentations made to NRC & ACRS on 800220 0305. 

respectively consists of s tate-of "the^'or t analyses 
conducted within 60-day period 

CAHILL. W J Consolidated Edison Co of New York EARLY. P J Power 
Authority of the State of Now York 00/06/05, 2pp 


— 0006170454 Informs that Section 6 of rapt submitted on B00605 was 
inadvertently stamped proprietary Class 8 Rept Is 
nonproprietary 

CAHILL, W J Consolidated Edison Co of Now York, EARLY, P J 
Power Authority of the State of New York 00/06/06 Ip 


— 0006170459 Responds to 800528 Itr transmitting rept covering work 
performed by various consultants Entire Nes t Ingh ou se rept 
nonproprietary 

PEOPLES. D L Commonwealth Edison Co 80/06/09 3pp 


— 8006170466 "Mltigatinn of Severe Accident Study Rept," consisting of 
repts re evaluation of residual risk, steam explosions, 
containment response for Class 9 accidents U post-accident 
containment vent sys conceptual designs 
* Nestlnghouse Electric Corp 80/03/31 400pp 


8006160108 Forwards Con Ed 600505 t Power Authority of State of NY 
800507 Itrs to DDE re economic effects of extended shutdown 
for consideration by NRC task force 

CAHILL, W J Consolidated Edison Co of New York EARLY. P J Power 
Authority of the State of New York 80/06/10 15pp 


6006270047 Summary of 800520 Technology Exchange Meeting 3 u/utlls In 
Oethesda,MD re accident mitigation features for facilities 
LONG I J K Reactor Systems Branch 00/06/12 27pp 


8006230435 Forwards response to THI-2 related requirements per B00BO7 
request 

BAYNE, J P Power Authority of the State of New York BO/06/16 
I5pp 


60062902BO Notification of BD0618 meeting w/utl Is. c ontractors S, 
consultants In BethesdarMD for presentation in area of 
core-melt accident sequences for facilities Agenda end 
MEYER. J F Reactor Systems Branch 60/06/16 2pp 


0006200553 Notification of 800617 meeting w/utlls V consultants in 
Dethesda.MD to discuss technology exchange re containment 
structural response. fai lure pressures & failure modes 
HEY€R,J r Reactor Systems Branch 80/06/17 2pp 


8006250364 Notification of Q00625 meeting w/util in Gethes da, MD to 
discuss re-evaluation of operational OA program 
BELKEi N L Duality Assurance Branch 80/06/17 Spp 


QD0626016B Advises that 800611 responses to NRC BDOSli confirmatory 
order contained typographical error In Items 7 t< 8 Schedule 
date of 010101 Is incorrect Items 7 tn B feaslbilltiy study 6 
schedule for installation to be completed by Dec 1901 
BAYNE, J P Power Authority of the State of New York 00/06/20 

2pp 


8006270175 Forwards response to NRC 800523 request for info on facility 
QA program Responses not considered part of present NRC- 
approved QA program commitments 

BOSTON, J W Power Authority of the State of New York BO/06/23 
23pp 


0 Inspection reports, IE Bulletins correspondence 


6006060553 Forwards response to IE Bulletin 80-04 Analysis results show 
that steamline break w/failure of auxiliary feedwater runout 
protection sys would not result in containment 
overpressuri zatlon 

SCHMIEDERiJ R Power Authority of the State of New York, 80/05/08 

app 


8006120119 Ack receipt of 000407 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-286/79-23 
BRUNNER, e J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/05/09 Ip 


— 8006120123 Responds to NRC 800314 Itr re vlolatio-ns noted in IE Insp 
Rept 50-2B6/79-23 Corrective actions' licensed operations 
personnel have been instructed in procedures Gotnbustlbles 
have been removed from diesel generator room. 

BAYNE, J p Power Authority of the State of New York 00/04/07 
3pp 


—0006120132 Forwards IE Insp Rept 50-206/79-23 on 790930-1027 & notices 
of violation 

BRUNNER. E U Region I, Philadelphia. Reactor Operations Nuclear 
Support Branch 60/03/14 2pp 


— 8006120138 Notice of vio Ution, App A, from insp on 790930-1027 Portion 
withheld (ref 10CFR2 790) 

a Region 1, Philadelphia, Office of the Director 80/02/27 Ip 


— 8006120140 Notice of violation. App B. from insp on 790930-1027 

# Region 1, Philadelphia, Office of the Director, BO/02/27, Ip 
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— 8006l20t^7 IE Ir\«p Rept 50-20-^/79-23 on 790930-1027 Noncomp 1 iance 
tinted failure to adhere ta procedures & failure to remove 
identified combustibles Poi tiohs uithKeid (ref 10CFR2 7901 
REBELONSKIi. J > JOHNSON. J Region i, Philadelphia. Office of the 
Director KISTER. H Region 1. Ph i ludelph la. Reactor Operatione 
Nuclear Support Branch 00/02/27 Iflpp 


500b^20004S Foruards IE Circular 80't3. "Crid Strap Damage in 
Wesfcinghouse Fufel Assemblies “ No uritten response required 
GRtER.D H Region i. Ph i lade Iph la. Office of the Director 
0D/O5/2a Ip 


BOOA11O083 Forwards interim status rept re IE Qulletin 79-14. "Seismic 
Anaiijsia for AS'Duilt Safety-Related Piping 8ys " Line walks 
of all 194 static span tables analyzed lines & 117 
dynaeil c a 1 Ig analgied lines in accessible areas completed 
EARLY. P J PoLJfep Authority of the State of New York BO/06/04 
3pp 


BD0£i2OO3Q9 Responds to Item 7 of IE Bulletin 80-12i "Decay Heat Removal 
Sys Operability " Procedures ^ equipment capabilities have 
been reviewed! & analyted it found adequate during various 
modes of operation 

ZULLAi S S Power Authority of the State of New York 00/06/09 
3pp 


R Periodic operating reports I related correspondence 


0006170431 Forwards data specified in Section 401 Certification for 
May 1900 to NY State Dept of Environ Conservation 
MONTI. U A Consolidated Edison Co of New York 80/06/10 Ip 


— 8006170434 Circulating water temp, gross electrical output 6 river water 
discharge Info for Mag 1900 

* Consol idated Edison Co of New York 80/06/10 I6pp 


B0061B0529 Forwards "Quarterly Rept on Seismic Monitoring Network 
In Vicinity of Indian Polnt.NY Consolidated Edison Project. 

Sec 1979-Feb 1900 " 

CAHILL, H J Consolidated Edison Co of New York 00/06/13 Ip 


--8006100536 "^'Quarterly Rept on Seismic Monitoring Network in Vicinity 
of Indian Polnt.NY Consolidated Edieon Project. Dec t979-Feb 
1980 '• 

* Noodward-C 1 yde Consultants. Inc 00/05/12 46pp 


8006190551 Forwards monthly operating rept for May 1900 St amended pages 
for operating repts for Mar St Apr 1980 

2ULLA»S S Power Authority of the State of New York 00/06/13 Ip 


— B006190561 Monthly operating rept for May 1900 

CONNELL. C Power Authority of the State of New York 00/06/02 

6pp 


6006160426 Forwards dally fish counts from Intake screens for May 1980 
CAHILL. W J Consolidated Edison Co of New York 80/06/15 Ip 


— 8006160427 Daily fish counts from intake screens for May 1900 
» Consolidated Edison Co of New York 00/06/15 4pp 


8 Reportable occurrences. LERs t- related correspondence 


6006050474 PMS-I^SO-Ol 1 on 800519. four separate telcon bomb threate 
were received Cwo calls received bg Peeksklll Evthing Star 
V two by Bupervisor's Qfc. Town of Peekskill.NY Bomb search 
procedures initiated at both plants 

DEVLIN. J . MARTIN. W Region 1. Philadelph ia. Office of the Director 
90/05/20 Ip 


6006240217 PN3-1-60-014 on 000603. Evening Star of Ouchanon, NY received 
phone call from unidentified male, stating that Statue of 
Liberty bombed 6 facility would be next Search of facilities 
reported no evidence of bomb 

JONES. E W . martin. W Region t. Philadelphia. Office of the 
Director 00/06/04 tp 


0006240222 PNS-I-BO-015 on 0OD6O4. Daily News. NY City newspaper, received 
phone call From unidentified male admitting membership in 
FALN who said facility would be bombed next Bomb learchps 
Initiated tu/negatWe results 

JONES, e W . MARTIN.W Region 1. Ph i Udelph ia. Office of the 
Director 00/06/04 Ip 


G006300464 Forwards LER GO-007/03L-0 

7ULLA. S S Power Authority of the State of New York 80706/26 tp 


— 0006300467 LER BO-007/03L-0 on 800531. while operating at 707. power, 
performance of electileal tunnel water sprinkler ays test 
3PT-A13 indicated inoperability or south side deluge valve 
Caused by dirty contacts on associated relay 

GUMBUE. r M power Authority of the State of New York 80/06/26 

ip 


T Hearing transcripts on non-ant i trust matters 


0006100125 Transcript of 000530 Affirmation Session BO-06 in 
Nash mg ton. DC Pp 1-2 
* Commission, SO/05/30 3pp 


—0006100132 Recommends approval of end revised draft order Enel PA 
Bradford separate statement to be appended to order 
BICKWIT.L Office of the General Counsel SECY-80-i82E 
00/09/29 9pp 


—8006100138 Responds to 000324 Itr to J Ahearne re problems of 
evacuating large populations in Short period of time Program 
of upgrading emergency planning is being carried out by NRC 
teams who visit each site of operating nuclear plant 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
00/04/29 2pp 


— 000610014? Elaborates on concerns expressed in 800102 Itr re need for 
practical evacuation plans around nuclear power sites 
Problems of evacuating large populations in short time have 
been underestimated Requests open hearings on issues 
WOLF, 0 Affiliation Unknown 00/03/24 2pp 
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F Security, medical, emorgeneg fire protection plans 


8006090407 Forwards proposed rule entitled. 'Tire Protection Program 
for Nuclear Power Plants OpoTating Prior to 790101 " Role 
adds now Section 50 40 ti App R to 1CCFR50 6 is expected 
to be published in FR by end of May 

EI9ENHUT, D 0 Division of Licensing 00/05/19 46pp 


0006130063 Fojwards revised Pages 1-14 U new Page I4a for proposed 
rule 10CPR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior ta 790101." transmitted by NRC 800519 
Itr Page 14a not encl 

EISENHUT. D 0 Division of Licensing fiO/05/22 73pp 


8006050108 Forwards revision to safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

PARKER, W 0 Duke Power Co 00/05/30 ip 


0006160074 Forwards revision to nuclear security training U 
qualification plan Plan withheld (ref 10CFR2 790) 

PARKER, H 0 Duke Power Co 00/06/09 Ip 


BQ0630Q004 Forwards comments requests for addl info re guard training 
it qualification plan Encl withhold iroP 10CFR2 790) 

REID.R W Operating Reactors Branch 4 00/06/12 2pp 


0006240209 Forwards cover Itr to 000609 revision to nuclear security 
training 6 qualification plan Ltr withheld (ref 10CFn2 790) 

PARKER. W 0 Duke Power Co 80/06/19 Ip 


Q Adjudicatory correspondence 


8006240594 Forwards Lincoln County. NC Board of County Gommissloner s 
791001 t 000400 resolutions affirming position that spent 
nuclear fuel should be transported from Oconee to McGuire 
on Interstate highways 

HQUBER.F M North Carolina, State of 00/04/17 3pp 


8006060269 Forwards applicant proposed findings of fact U conclusions 
of law In form of initial decision 
MCOARRY, J M Dobovoxse h Liberman 80/05/19 Ip 


— B0060602B1 Submittal of proposed findings of fact it conclusions of law 
in form of initial decision 

MCOARRY, J M Duke Power Co MCGARRY, J M Debeyoise 4. Liberman 
00/05/19 Ip 


8006200380 RQ on 800614. while sys was In incident mode, testing was 
performed in control room air filtration sya Test indicated 
total air filter flow was greater than extrapolate max flow 
rate allowed Upgrading control room air filtration charcoal 
2ULUA.6 0 Power Authority of the State of New York 80/06/16 Ip 
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— 8006060206 Pi opospd initial dociston containing findings of fact 4< 
canclusians of 1 aui. a p p ro v i ng am^nd to authoriie storage of 
Oconee spent fuel at HcOuire Onvii on radiological monitoring 
program shall be maintained W/Certi f i cate of Svc 

MCGARRVi J H DuVe Pamer Co M( gAROYi J M Dobevoiis (c Liberman 
aO/05/19 Q8pp 


0006180^17 Response in opposition to Caiolina Envlran Btgdf^ Group 
8005^9 proposed elements of fact t cunclusions Of lata totiiard 
Initial decision No good feason presettted for not approving 
application re spent fuel shipment W/Cert i f ic ate of Sve 
MCOARRYf J M Duke Power Co MCGARRViJ h Debevoiso ^ Liberman 
BO/06/13 2lpp 


8006190593 Forwards pi oposed findings of fact U conclusions of law in 
form of initial decision approving license amend to 
authoriie Qconee spent fuel transportation to St storage at 
McOui re 

KETCHCN> C G Hearing Rranch 4 00/0-6/17 Ip 


— 8006190606 Proposed findings of fact t conclusions of lau in form of 
initial decision approving license amend to authorise Oconos 
spent fuel transportation to & storage at McGuire 
Proposed tianscript corrections £< Ceitificato of 8vc oncl 
KFTCHEN.E 0 , HDEFLING.R K Hearing Dranch 4 00/06/17 I55pp 


H General correspondence 


8006270203 Forwards countg board losolution rei^uesting NRC to consider 
using onsite storage of radioactive mails rather than 
shipping through counti/ Also forwards board resolution 
re^^uestlng public input ro DOT regulations 
MARSHALLfH R MecUenburg County, KC 00/06/23 3pp 


P Operating license stage documents & correspondence 


0006240237 Responds bo technical assistance request for proposod Tech 
Spec changes for DlU operating plants Foruards requirements 
for addl Info 

ISRAELIS L iril 2 Dulletins Orders 79/08/29 13pp 


0OO6O3OS39 Forwards schedules for util responses to NRC 791121 Itr re 
C Michaelson concerns on small break LOCAs 
CAPRA* R TMl-2 Bulletins Orders 77/12/10 Ip 


8006060263 Forwards documents for Auxiliary Sy s Branch review of 
auxiliary feedwater reliability analysis for DttU operating 
plants N/o ends 

CAPRA, R A Light Water Reactors Branch 3 80/01/17 3pp 


8006200562 Forwards revision to 000317 route approval request for 
shipment of spent f uel < chang mg dates for shipment 
Revision withheld (ref 10CFR2 790) 

PARKER. W 0 Duke Power Co 00/04/17 Ip 


8006090165 Forwards addl ThI-2 related requirements to operating 
reactors Licensees i equirements for TNI Action Plan Include 
shift mann ing, 1 ic ensing exams U licensee dissemination 
of operating experiences Response requested within 30 days 
EISEigHUT.D 0 Division of Licensing 80/05/07 ISOpp 


0006130122 Requests comments on NUREO-OS??, “Potential for Low Fracture 
Toughness 8* Lamellar Tearing on PWR Steam Generator 8i 
Reactor Coolant Pump Supports “ Proposed review procedure 
implementation schedule encl 

EI5ENHWT. D 0 Division of Licensing 80/09/17 72pp 


8006040217 Forwards NFS-iOOl. * Reload Design hethodol ugy , Revision 1# 
replacing original entirely Includes design of unrodded fuel 
ege les, c lar i f ica t ion of certain areas typographical error 
corrections Rept methods intended for use by Aug 1701 
PARKER* W 0 Duke Power Co 00/05/20 Ip 


— 8006040221 “Reload Design Methodology**' Revision 1 
^ Duke Power Co NFS-lOOl BO/05/31 GOOpp 


8006130022 Requests submittal of amend to license updating requirements 
of Reg Guide 1 16rRevlsiQn 4 Response required within 60 
days of receipt of Itr 

RElDrR W Operating Reactors Branch 4 80/05/29 Spp 


0006300574 "El ec iri ca 1 * Instrumentation 6 Control Aspects of Low Temp 
Overpressure Mitigating SJys* ‘ informal rept 

WEBER, DA EOSO. Inc FIN A-6256 8006300574 00/05/31 I2pp 


0006060364 Requests addl info to respond to NRC 600507 itr re TI1t-2 
Lessons Learned requirements Info needed includes areas re 
shift mann ing. safety 6 relief valves 6 outage of ECCS 
Response should be submitted by 600612 
PARKER, kf 0 Duke Power Co 80/06/02 Spp 


8006230134 Advises that 600328 request for Tech Spec change will be 
included in overall review of App 1 submittals Ilark"‘up of 
000523 ETS represents NRC review Radiological ET8 should 
resubmi tted , based on mar k'vgp < wi th In 90 days 
REID, R U Operating Reactors Branch 4 80/06/02 2pp 


B006110144 Forwards "Generic Startup Physics Test ProgramrMay 1900. 
delineating tests to be included during startup following 
future refueling operations 
PARKER, W 0 Duke Power Co 80/06/04 Ip 


— 8006110158 "Generic Startup Physics Test Program, May 1960 " Modifies 
Unit 1 specific rep t. decreas ing acceptance criteria for rod 
drop measurements substitution of RMS criteria far location 
of highest peak requirement in power distribution testing 
e Duke Power Co 00/05/31 I2pp 


0006110331 Forwards summary of events involving partial or total loss 
of Offsite power to facilities I responses to NRC questions, 
per NRC 8O0SO5 Itr 

PARKER,!) 0 Duke Power Co 00/06/04 Sp p 


8006130322 Forwards results of analysis required by Items 6 I* 9 of NRC 
790000 Itr on degraded grid voltage Undervoltage trip 
setpoint will be changed for startup transformers 8* 
administrative controls will be established by 600701 
PARKER. □ Duke Power Co 80/06/04 |7pp 


8006240163 Responds to NRC 800602 Ur requesting guidance re TMI-2 
related requirements Aulomalic trip schedule of reactor 
coolant pumps during LOCA should be revised 
RElDiR II Operating Reactors Branch 4 80/06/10 2pp 


0006170229 Forwards corrected version of *'0conee Nuclear Station 
Generic Startup Physics Test Program “ 

PARKER, U 0 Duke Power Co 80/06/11 Ip 


— 0006170234 Corroded version of "Oconee Nuclear Station Generic Startup 
Physics Test Program " 

» Duke Power Co 00/06/11 14pp 


8006170498 Advises that responses are being prepared re low pressure 
turbines per 600513 request Hork will be completed by 
800626 

PARKER* 14 O Duke Power Co 80/06/ li Ip 


8006300391 Forwards draft NRC licensing position* "Safety 
Cons Idera t 1 pns for Temporary Qnsite Storage.” used in 
evaluating low level waste storage criteria Requests reviews 
for onsite storage additions in monthly operating repts 
REID*R U Operating Reactors Branch 4 QO/06/I2, iOpp 


8006180478 Forwards response to NRC 800507 Itr re addl requirements 
from THI Action Plan Response contains implementation 
schedule tt summary stating util com.mi tments re 
requirements 

PARKER* 14 Q Duke Power Co 80/06/13 3pp 


8006240465 Responds to NRC 800513 request for info concerning problem 
of low pressure turbine disc cracking Forwards detailed 
responses to site specific questions 
PARKER* W a Duke power Co 80/06/16 0pp 


8006260233 Requests that NRC complete review U, approval of Category B 
Items 2 t 3Dt2 1 7A & 2 1 0n Review needed to facilitate 
Installation of Category B mods prior to 810101 
PARKER, « Q Duke Power Co 80/06/20 ip 


8006300363 Forwards proposed Tech Spec revision In rtiponst to NRC 
800410 Itr discussing term "operable" as applied to Tech 
Spec requirements No license fees provided since proposal 
submitted in response to NRC request 
PARKER, WO Duke Power Co 00/06/24 2pp 


— 8006300364 Proposed Tech Opec interpreting term "operable" as applied 
to various Tech Spec requirements 
■s Puke Power Co 80/06/24 Ip 
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Q Intpectiori r^poi'tsi 1£ Bulletins t correspondence 


a0060i0l46 Foruards IE Insp Repts 50-269/80-13,50-270/00-00 fc 
30-2Q7/BO-08 On G00303-31 No noncotrip 1 i^nce noted 

LEyiS>R C Region 2< Atlanta, Reactor Operations Nuclear Support 
Branch B0/D4/23 2pp 


—0006040152 IE Insp Repts 50-269/80-13.50-270/80-09 U 50-207/00-08*011 
000303-31 No noncompliance noted Major areas inspected plant 
op erat i oni , Qu tag e ac tiviti et, fol louup on previous insp 
findings It revieui of LEfta 

MARTIN. R D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch QRBERS. N T , JAPE. F Region 2, Atlanta, Office of the 
Director 00/04/23 5pp 


—8006020343 I ER 80-007/03L~0 on 000420. vent gas particulate It iodine 
monitors considered inoperable due to failure to perform 
periodic surveillance on schedule Caused bg personnel error 
Status board for periodic surveillance items uill be kept 
LEWIS. S R DuVe Pouier Co 80/03/20 3pp 


8006110091 Forwards LER 8O-OO0/O3L-O 

PARKER. W □ Duke Power Co 00/06/06 3pp 


“8006110096 LER GO-008/03L-0 on 80050/. shutdown tuas inltUteil when 
reactor protective sgs channel B was lost due to inverter 
failure Caused bg blown fuses Power to ac vital 
instrumentation restored manuallg li Fuses replaced 
LEWIS- S R Duke Power Co 80/06/05 Ip 


8006060510 Forwards JE Bulletin BQ-ll. ''Masonrg Wall Design " Requires 
action L written response IE Info Notice 79-20. 

"Overloading of Structural Ele^nents Due to Pipe Support 
Loads" end 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/05/08 

2pp 


8006050295 Forwards IE Bulletin 00-12. "Decay Heat Removal 8g» 
Operability " Requires action L response within 30 dags 
IE Info Notice 00-20. "Loss of Decag Heat Removal Capability 
at Davls-Besse Unit I While in Refueling Mode" end 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/09 
2pp 


0006250255 RO on 800614, once through steam generator tube leak 
indicated bg increased count rate on RIA-40 I. grab sampios 
Caused by leak in steam goncratoi A Becondarg sgs 
contamination procedure initiated 
MATHEWS, T C Duke Pouier Co 00/06/17 Ip 


B006260169 RO 287/00-8 addl info has been reviewed which clarifies 
occurrence Channel B was not inoperable as ind icated. s into 
unit was still capable of performing function Is requirements 
of Tech Specs Loss of power was not RO 
PARKER, W O Duke Power Co 80/06/20 2pp 


0006170065 Forwards IE Info Notice 79-37 w/errata sheet Requests addl 
info re turbine discs Recommends that schedule be developed 
to perform full ultrasonic test of at least one low pressure 
turbine before neit major outage 

REID.fl M Operating Reactors Branch 4 80/05/13 3pp 


0006300110 Forwards IE Circular 00-11, "EmergeTicv Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY, JP Region 2. Atlanta, Office of the Director 80/05/13 

2pp 


0006180254 Ack receipt of IE Insp Repts 50-269/00-13,50-270/80-09 & 
50-287/00-08 No proprletarg info 
PARKER, W 0 Duke Power Co 00/05/20 Ip 


8006240109 Ack receipt of 000502 supplemental response, informing NRC 
of re-fvalualion of noncompl lance 1. deviation noted In IE 
Imp Repts 50-269/79-37.50-270/79-34 6 50-287/79-37 Stated 
position stands due to repetitive nature of incident 
O'REILLY, J P Region 2, Atlanta, Office of the Director 0O/OS/JO 
Ip 


DOCKET 50-288 REEO COLLEGE RESEARCH RE AC TOR 


F Securitg, medical, emergency 8< firo protection plans 


B006020216 Forwaids draft security plan Plan withheld (ref lOCFR? 790> 
CHURCH, L B Roed College 80/06/02 ip 


P Operating license stage documents it correspondence 


8006020376 Tech Spec change request to License R-112 to change wording 
of Paragraph D 2 to "at least monthly" instead of "at least 
weekly when reactor is operational" re sampling of pool 
water foi conductivity 

CHURCH. L B Reed College 00/09/13 2pp 


DOCKET 50-239 THREE MILE ISLAND NUCLEAR STATION, UNIT I 
F aecurity. medical, emergency 6 fire protection plant 


—0006240117 Supplements response to NRC 800407 Itr re noncomp I iance 

50-269/79-37,50-270/79-34 U 

50-287/79-37 Disagrees w/violatlon because event was not 
controllable by normal operating procedures 
PARKER.WO Duke Power Co 80/05/02 2pp 


8006030249 Discusses Emergency Preparedness Task Force review of 
proposed emergency plan Emergency pUn should be reviewed 
against NUREO-0654 evaluation criteria Plan should be 
provided by 800602 

REID,R W Operating Reactors Branch 4 00/04/28 3pp 


eoOMMMB For^jrd. to ,E Bollotln 60-12 „ d.c, h..t r.nov 

sys rellabilily Control room has indication of each pump 
^ Annuniciators are 

PAR^eS S 1* on 

PARKER, W O Duke Power Co 80/06/06 5pp 


0006300190 Ack 
50-2B7/B0-10 
PARKER, W 0 


50-269/00-16,50-270/00-11 it 
on 800422-25 No proprietary info 
Duke Power Co 00/06/12 Ip 


8006190624 Requests that response to NRC 791129 request for 
evacuation time estimates. bo based on oncl guidance W/o 

REID.R W Operating Reactors Branch 4 80/09/10 Ip 


info re 


6006120520 Requests that FEMA review of 
be provided consistent ui/oncl schedul 
delays In licensing decisions 
AHEARHE, J F Commission QO/09/13 


state local emergency 
e to t-ivoid potential 

2pp 


p Ian 


— acw 6 W 0 i 99 IE msp R.pt, 50-269/80- 1 6 , 5 o- 27 o/eo 

800422-25 No noncomp 1 iance noted 


it 50-207/ 
Support 


^^rftorieS badges assigned by Unit I t. II lecgrlty be 

PA^duS to f’^curity Unit 11. in Middletown. ^ 

PA, due to employment termination 


MAUOHAN, F J 


atl on 

Metropolitan Edison Co 


00/05/19 


Br.nch BO/OS/'i "41, *‘'"**' ’’“'t", Qp.r.tJon. Nutl..r Support 

PARKER, W 0 Duke Power Co 80/06/13 Ip 

* r.l.t.d corr.,pon..n., 

BO-OO7/03L-O 

PARKER, H 0 Duke Power Co 80/05/28 ip 


proposed rule entitled. "Fir# Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule ® 
adds new Bectlon 50 48 «. App R to lOCPRSO b it expected 
to be published in FR by end of May 

EISENHUT.D G Division of Licensing 00/05/19 46pp 

EISENHUT.D Q Division of Licensing 00/09/22 73pp 

HERDEIN, J 0 Metropolitan Edison Co 00/05/30 31pp 
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G0061 10071 Forwaids util H00327 Ifcr to PA Dept of Environ Resource* re 
rBc^uest for open burning permit In order to conduct training 
for TMI fire hiigade personnel Due to small amount of fuel 
1 nvo 1 ved p env 1 ron impact will be minimal 
HEflQEINpJ G Met! opal itan Edison Co 80/06/04 3pp 


8006060253 Addl response to 5C Shelly fourth set of interrogatories r« 
Contention 13 Includes info re plant operators' roles as 
part of operating procedures & design of control room 
Certificate of Bve it cover Ur end Related correspondence 
ZAHLER.R E Metropolitan Edison Co ZAHLER.R £ Bhaui Plttmani 
Potts if Trou/brldge 00/03/09 12pp 


80061101B2 Forwards util 800527 Itr sent to PA Dept of Environ 
Resources requesting permit to conduct fire fighting brigade 
training Expocts minimal environ impact due to small amount 
of f uel . gasol me *y lumber used 

HERBEIN, J 0 rietropolitan Edison Co 00/06/04 4pp 


8006120317 Forwards upgraded emergency plans in accordance u/guidance 
set forth in "Criteria for Preparation i Evaluation of 
Radiological Emergency Response Plans *« Preparedness in 
Support of Nuclear Power Plants," NURE0”0654 
HERBEIN, J G Metropolitan Edison Co 00/06/10 12pp 

— 8006120318 GPU Nuclear Corp emergency plan for TMI nuclear station Unit 
I, Revision 2 

-4 Metropolitan Edison Co BO/06/30 200pp 

— 8006120320 Commonwealth of PA dlaster operations plan, Annex E, fixed 
nuclear facility incidents 

» Pennsy Ivania, State of 80/03/20 20Qpp 


0006060475 Motion for sanctions against Environ Coalition on Nuclear 
Power Urges dismissal of intervenar as party in proceeding 
for failure to comply u/A6LB 800411 memorandum order re 
licensee 000118 interrogatories Certificate of 8vc end 
TRQNDRIDGE.O F , ZAHLER.R E Metropolitan Edison Co 
TROHDRIDOE.O F Shaw, Pittman, Potts U Trowbridge 00/05/09 llpp 


0006120036 Second motion to compel intervenor Chtsapeate Energy 
Alliance response to 800116 interrogatories Intervenor 
000426 response in compliance w/ASLB 600416 order failed to 
supply requested info Certificate of Sve end 

TROUBRIDOE.O F Metropolitan Edison Co TROHDRIDDE.O F Shaw. 
Pittman, Potts S Trowbridge 00/05/12 7pp 


6006120040 Add! response to intervenor 6C Sholly 800225 fourth set of 
interrogatories re Contention 16 Includes Info re security 
staff ing, securl tg audits it acts of sabotage Certificate of 
8vc & affidavit end 

BLAKE, E L Metropolitan Edison Co BLAKE, E L Shaw, Pittman, Potts 
i Trowbridge 00/03/12 lOpp 


— 0006120321 Commonwealth of PA Dopt of Health radiation emergency plan 
e Pennsylvania, State of 00/02/29 17Spp 

—0006120322 Draft York County protective action plan for TMI nuclear 
p lant 

■* York, PA 00/06/04 160pp 


6006160151 Followup Interrogatories directed to licensee Requests 
documentation ^ causes pipes cracking in borated water sys 
Certificate of 8vc end Related correspondence 

ADLER, T A Three Kile Island Alert ADLER, T A Uidoff, Reager, 
Selkowlti «( Adler 00/03/13 3pp 


—8006120324 Cumberland County TMI omergoncy response plan 
e Cumberland County. PA BO/03/05 2S0pp 


0006060327 Notice of appearance in proceeding Certificate of Sve end 
DERNSTEIN. DU Metropolitan Edison Co QERNSTEIN.DL Shaw, 
Pittman. Potts V Trowbridge 00/03/14 4pp 


--0006120326 Draft Lancaster County emergency evacuation plan for TM! 
■*» Lancaster County. PA 60/03/30 173pp 


—8006120327 Lebanon County Emergency Mgt Agency emergency operations 
plan, "Radiation Incident - TMI " 

« Pennsylvania, State of 00/02/13 lOOpp 


—0006120329 Dauphin County fixed nudear facility Incident response 
plan 

e Dauphin County, PA 00/03/05 laOpp 


0 Adjudicatoiy correspondence 


0OO6O6O2SO Response to People Against Nuclear Energy 000331 
interrogatories for which exlonsion until 000303 had been 
agreed upon Includes info vo psychological distress issue 
W/prof qua 1 if icat 1 ons, Cer tlf i cate of 8vc forwarding Itr 
ZAHLER.R E Metropolitan Edison Co ZAHLER.R E 8hau. Pittman, 
Potts V Trowbridge 00/03/05 40pp 


8006120084 Response In opposition to Aamodt 000424 motion for 
reconsideration of ASLD 000409 order re intervenor motion 
to compel licensee answers to interrogatories Proposed 
procedure does not promote disclosure W/Certi f icate of 3vc 
BLAKE. E L Metropolitan Edison Co BLAKE, E. L Bhau, Pittman, Potta 
it Trowbridge 80/05/05 0pp 


0006190315 Supplemental response to PA Public UtU Commission 
Interrogatory 6 of first set of interrogatories Identifies 
addl cash flow forecasts placed in licensee discovery 
reading room Certificate of Sve U cover Itr end 
ZAHLER,R E Metropolitan Edison Co ZAHLER, R E Shaw, Pittman, 
Potts ii Trowbridge 80/03/03 5pp 


8006060423 Statu* rept In response to ASLD 000421 memorandum order on 
Sholly motion to compel licensee answers to Contention 16 
interrogatories Submits areas of agreement between licensee 
Sholly N/Ger tl f i cate of Sve Related correspondence 
BLAKE, e L Metropolitan Edison Co BLAKE, E L, Shaw, Pittman, Potts 
t” Trowbridge 00/05/07 7pp 


0006180190 Forwards box containing document* In response to 000324 
requests i addl responses w/affidavli in answer to 
Anti~Nuclear Group Representing York interrogatories Related 
correspond ence 

CARTER.K W Pennsy 1 vanla, Blale of 00/03/07 2pp 


0006120020 Forwards JR Thorpe 0OOSO9 affidavit in support 000303 
licensee response to People Against Nuclear Energy 
interrogatories Sve list end Related correspondence 
BERNSTEIN. D L Shaw. Pittman, Potts it Trowbridge 00/05/14 4pp 


8006120022 Advises that licensee exams used in operator accelerated 
retraining program have been place in licensee discovery 
reading room. in response to Interrogatory 4 re Aamodt fourth 
set of Intorrogator ies Related correspondence 
BLAKE.EU Shaw. Pittman. Potts b Trowbridge 00/03/14 3pp 


0006100131 Confirms 000313 telcon All documents re Contentions 2.16 It 
17 will be made available for insp S« copying on 800329. by 
Cltliens Against Nudear Danger* Related correspondence 
SNAPPrD A Pennsylvania Power U Light Co 80/05/14 Ip 


8006120414 Response in opposition to TMI Alert 000513 followup 
interrogatories Intervenor did not comply w/'discovery 
schedule it questions do not relate to Contention 5 re 
maint W/Cer t I f icate of Sve Related correspondense 

BLAKC.E L Metropolitan Edison Co DLAKE. E L Shaw. Pittman. Potts 
it Trowbridge 80/05/13 3pp 


0006180199 Response to Chesapeake Energy Alliance 000426 supplemental 
interrogatories Includes Info re EPtCOR^II outage other 
functional matters Certificate of 8vc end Related 
correspondence 

ZAHLER.R E Metropolitan Edison Co ZAHLER.R E Shaw. Pittman, 
Potts Trowbridge 80/03/15 5pp 


8006190105 Affidavit in support of licensee 600309 addl response to 
8C GhoUy fourth set of interrogator ies. re Interrogatories 
13-006. 15-OiO, i5“024. 13-020, 15-033, 13“036. tS-041. 15-049, 15- 
061,15-070 it 15-073 Certificate of 8vc i cover Ur end 
KEATEN, R U Metropolitan Edison Co 00/05/16 3pp 


B006060420 Recommendations on contentions' grouping Sholly Contention 
17, Antinuc leap Group Representing York 6, UC9 13 & Environ 
Coalition on Nudear Power 4B 4^ C should be grouped under 
Class 9 accidents Certificate of 8vc end 
SHOLLY, 8 C Affiliation Unknown 00/05/19 7pp 


0006100154 Supplemental response to Aamodt interrogatories re 
Contention 2. per A8LB 8QO3O0 memorandum (( order Includes 
Info re personnel on duty during accident it shift data for 
Mar 1779 Certificate of Sve i cover Itr end 

BLAKE, E L Metropolitan Edison Co DLAKE, E L Shaw, Pittman, Pott* 
It Trowbridge 80/03/19 Bpp 


— 8006100174 Followup to responses to Anti-Nuclear Group representing 
York Intorrogatar ies Includes info rc PEMA ropt on mas* core 
capacity Affidavit il< Certificate of 8vc encl Related 
correspondence 

DOUGHERTY, J L Pennsylvania. State of 00/05/07 5pp 
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0OO&O6O!3Q9 Hrmor^ndum in support of TMI Alert respons'C* to licensee 
Intf rrogjtoris* rq Contention 5 Eiplains interv^enor efforta 
in provUing info in oijstematic fash i on, despi te delay in 
□btiining SEfi Certificate of Syc end 

HlDOFP,h P Three htU Island Alert WIOaFF.M P Midoff. Reager- 
Selkotulti U Adler 90/05/20 Qpp 

SOO^O^O^lOO Folloiiiup responses to State of PA fscdnd set of 
interrogatories Includes info re name o# hosp where cases 
of hypothyroidism uere reported Related correspondence 
AAMODT Affiliation Unknown &0/09/30 13pp 


— 800A0&0405 nesponic to Aamodt second set of interrogatories Includes 
info on state 1978 congenital hypothyroidism screening 
progratn td other related issues Related correspondence 
TOKUHATAi C K Pennsylvania! State of 00/05/20 Spp 


B0060&0408 Response to Aamodt follouup second set of iriterroga torlas 
Includes info re thyroid relation u/bac t ground radiation. 

Affidavit t Certificate of Bye eticl 

CARTER ( K W Penns y Ivan iai State of G0/03/2t> App 


60DA1200BS Supplemental response to licantee interrofiatnr let re 
Contention 5 States criteria used to identify work orders 
included in Attachment A of TM| Alert BOOSQi response 
Certificate of 3vc «ncl 

HI&QFP.H P Three MiU JsUnd AUrt WIOCJFF.H P Midoff. Reager» 
Selkoijiiti <i Adler 80/05/20 4pp 


900d»020Sl I MemorandUni <i order substantiating 000513 prehearing 
conference rulings Si agreements Addresses schedule for 
prehearing events folLouing safety evalua t loni p 1 eadings dt 
diicaverg natters & amend of intervenors ' contentions 
SMITH. J M Atomic Safety and Licensing Board Panel 90/05/22 
14pp 


00061707^5 Motion for further spec of contentions due to liberal std 
applied by A6LD when ruling on admissibility Urges issuance 
of order requiring spec by 800630 from all intervenors 
Certificate of 8vc end 

TRDHBRIDBE. 0 F Metropolitan Edison Co TRDWBR IDGE. -0 F Shaw, 

Pittman* Potts tf Trowbridge 60/03/23 29pp 


8005040213 Fpruards Pa Public Util Comni sslon Pinal order In 
consolidated Met Ed/PA Electric Co proceedings Also forwards 
concurring opinion by ChalTwaman Shaneman 

(JENTIEU, U P General Public Utilities - CPU Service Corp BO/03/27 
aipp 


Q006120335 Motian for order to compel licensee substantive responses 
to Intervenpr TMI Alert 000313 followup interrogatories 
Licensee raised no objection to initial questions when 
propounded Certificate of Bve end 

ADLER I T A Three Mile Island Alert. ADLEfl,T A Midoff. Reager. 
9el1l«uiti 4: Adlar QO/05/29 4pp 


8006060536 Memorandum 5 order on hydrogen control contentions re 
Comrtlislon 800316 memorandum L or der* CLI-80‘‘16i dec Idlng not 
to exclude issue from 770809 notice & order for hearing 
Parties may submit comments it pleadings uiUin 10 dayc 
SMITH. r W Atomic Bafaty and Licensing Doartf Panel 80/03/30 app 


8006180040 Forwards PA Consumer Advocate aoosao petition for 
rtcon s Idera t i on of Cemisltslon memorandum & order* CLt-60-19t 
which denied financial assistance to participating 
intervenors 

0LABK.il. K. Pennsylvania. State of 80/05/30 Ip 


— 0006160043 petition by PA Consumer Advocate for reconsideration of 
Cammltsion. memoranduta L or der* CLf^aO-^l*?, wh Ich denied 
flninclal assistance to partic ipatlng intervenors Petitioner 
is entrusted by statute to define consumers' interest 
BLA&Ki J K . COHEN. U W Penney 1 vanla. Btate of, 0O/OS/3O 9pp 


8006040122 Further response to A8LB 800331 mimoranduA li order re Class 
9 accidents Enel "TMl-l Potential Core Damage Accident 
Saqutncei 6 Preventive V Mltigative Measures. contains 
event trees nexus to TMI~2 accident H/Certl f Icat# of Bve 
GUTCHIN. J M Hearing Branch 3 80/06/02. 4pp 


0OO611OilO Eipresses concern u/madequacy of TMI Alert suppl response 
to licensee t nter rogator 1 es 4 000520 memo re TM1"1 restart 
Appropriate relief from ASLD. including possible move to 
dismiss contention 5iW»ll bo sought W/Cer tl f i cato of Sve 
BLAKE. E L Show. Pittman, Putts e. Trowbridge 80/06/04 2pp 


— 0006110117 Opposes TMI Alert 000529 motion to compel followon discovery 
of licensee on grounds of untimelmess Irrelevancy of 
interrogatories Certificate of 5vc enci 

BLAKE.E L Metropolitan Edison Co BLAKE. E L Bhaw. Pittman. 

Potts tc Trowbridge GO/06/04 7pp 


Q00611D370 Motion for recons iderati on of Commiasion 000516 memorandum 
order. CL I -80- 16 Order resolved factual issues w/o benefit of 
record L w/o giving opportunity to parties to present cases 
ME 1 88, E R Untom of Concerned Bcientists MEIS9, E R Sheldon. 
Harm.on & Weiss 00/06/04 7pp 


— 8006110380 Request for late filing of UCS motion far reconsideration 
of Cumffllssian 000516 (*ie.moirat>dum &< order , CL I-BO- 16 Intervenor 
was involved sn other proceedings Certificate of 8vc end 
UEI5S.E R Union of Concerned Scientists MElSS.E R Sheldon. 
Harmon 4c Weiss 60/06/04 4pp 


0006110116 Forwards affidavit supporting licensee supplemental response 
to I nterr ugatori es on Contention 3 served an 000519 
Certificate of 6vc «nc t 

DERMSTEIM. O L Shaw. Pittman. Potts 4c Trowbridge Q0/O6/0S Spp 


8006130371 Opposition to licensee motion to require further specificity 
of contentions Licensee seeks to extend discovery w/o 
affording reciprocal opportunity 4 to compel testimony 
months before due date Certificate of Sve one 1 

WEISS. E R iTnion of Concerned Sciantiits IJEIQS, E R Sheldon. 
Harmon & Weiss QO/06/05 4pp 


8006110066 Forwards OPU 600914 cash 4 earnings forecast. ref 1 ec ting 
recent NJ V PA rate order impact in response to < 

Interrogatory 6 of PA Public Util Commission 
HERBEIN.J 0 Metropol Itan Edison Co 00/06/06 54pp 


6006110155 Memorandum Si order permitting TMI Alert bo reply to licensee 
000604 response raising Issues re intervenor 000929 motion 
to compel discovery Response should address intervenor 
timeliness 4 be filed within 10 days 

SMITH. I U Atomic Safety and Licensing Board Panel 60/06/06 Ip 


8006180330 Requests denial o-f license ntotlon for further specificity of 
intervenor TMI Alert contentions 6 reaffirmation of AQLB 
600509 order SER will contain info essential to development 
of contentions Ccrtlflcato of Sve enc 1 

ADLER. T. A Three Mile Island Alert ADLER. T A Widoff. Reager. 
Selkouiti V Adler BO/06/06 3pp 


G006I203Q1 Motion to defer ruling on hydrogen control contentions by 
suspending effectiveness of A5LD 800530 memorandgm order 
pending NRC review of UC8 motion for reconsideration of 
CLI-8a-l6 Geitlflcate of Sve end 

WEI88i£ R ilnion of Concerned Scientists WEI88, E R Sheldom 
Harmon 4( Weiss 80/06/06 4pp 


8006180300 Forwards PA Public Uttl Comavlsslon 000923 order re issue of 
financial competence 

BKITH. 1 W Atomte Safety and Licensing Board Panel 00/06/09 

a7pp 


0006160004 Forwards under separate cover Revision 2 to licensee 
emergency plan. inc 1 udl ng current emergency plans of State of 
PA «5 Dauph In. Yort. Lancaster. Lebanon ^ Cumberland counties re 
restart hearing Certificate of Sve encl 

2AHLER.R E Shaw. PitfcmAn. Potts U Trowbridge 00/06/09 5pp 


8006130239 Supplemental response to interr ogatur le« Includes info re 
schematic diagram depicting Tt11-2 vent header or gaseous 
raduaste disposal tys RW Keaton affidavit ^ Certificate of 
8vc end 

TROWSRlDOErO F Metropolitan Edison Co TRQWDRtDOE. 0 F Shaw. 
Pittman. Patts 6 Trowbridge 60/06/10 7pp 


8006160043 Memnrandum to sve list Notifies that licensee unable to 
nb Sequences 6 Preventive perfect sve described in 000609 memorandum Amended 

Certificate nf Sve encl 

2AHLER. R E Shaw. Pittman. Putts & Trowbridge NRC 80/06/10 ip 


ing cnnferencft -^8006160046 Amended Certificate of Bve Sve described in Certificate of 

Sve attached to licensee 800609 memorandum was not executed 
due in unforeseen difficulties in production of emergency 
plans 

. 80/06/03 ZAHLER. « E Metrepolitan Edison Co ZAHLER. R, E Shaw. Pittman. 

Potts 4. Trowbridge 80/06/10 Spp 
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8QO616005S RetpOTiSB stating na objection to UCS 800606 motion to defer 
ruling on hijdi og^en control contentions suspend ASLD 
□00930 Older Conditions position on granting 15 addl days 
for parties to comment on order W/Cer t i f i cate of Svc 
TRQimniDOE^ G F Ketropolitan Cdlson Co TROWDRIDOE. 0 F Shaw. 
Pittmani Potts K Tro^ibridge 00/06/11 4pp 


0006160042 Response to licensee 000523 motion for further spec of 
contentions Supports motion for Shollg Contention 14 6 UCS 
Contention 13 Urges denial of remaining requests Certificate 
of Bve end 

SWARTZ, L L Antitrust Division 00/06/12 0pp 


Q006160061 Komoi andum & order declining to dismiss Environ Coalition on 
Nuclear Power as partg in response to applicant 800509 
motion Dismisses majority of tntervenor contentions for 
failure to complij w/discoverg requests 

JORDAN, W H . LITTLE, L W , SMITH, I W Atomic Safety and Licensing 
Doard Panel 80/06/12 S4pp 


8006260194 Memorandum on NRC rept, "TMI-l Potential Core Damage 
Accident Sequences L Preventive t* Mttigative Measures " 

Accepts rept in lieu of response to ASLB B0033I order 

Specifies safety concerns to be subj of uritten testimony 

SMITH,! (I Atomic Safety and Licensing Board Panel 00/06/23 3pp 


6006260263 Memorandum ^ order setting schedule of events betuean 800616 
safety evaluation 6 BD0B12 final prehearing conference re 
ASLB 800522 memorandum 8c order Motions for summary 
disposition may he filed by 800509 Certificate of Svc end 
SMITH, I N Ato'mic Safety and Licensing Board Panel BO/06/23 Spp 


0006270237 Motion for further clarification of Environ Coalition on 
Nuclear Power Contentions 2-2 6 2-4 in manner consistent 
w/ASLB B0D21S %' 29 orders re emergency planning contentions 
in restart proceeding Certificate of Svc end 

TROWBRIDGE, G F Houston Lighting it Power Co TRDMBRlDGEcG F Shaw, 
Pittman, Potts l< Trowbridge QO/06/23 7pp 


— 0006160067 Response to ASLB 800513 prehearing conference questions re 
intervenov ability to answer interrogatories Opposes NRC 8t 
licensee pattern of procedural harassment Certificate of Svc 
enc 1 

KEPFQRD, C Environmental Coalition on Nuclear Power 00/06/03 

6pp 


0006250359 Notifies of 0OO6i7 meeting w/Ofc of Esecutive Legal Director 
t* Div of Licensing personnel in Dethosda.MD to discuss 
question ^ answer format for restart testimony Appropriate 
mgt personnel 4. designated witnesses from div should attend 
NOVAK, T Assistant Director for Operating Reactors 80/06/12 Ip 


8006260276 Response in support of UCS 800606 motion for reconsideration 
of Commission decision CLl-90-16 re hydrogen control 
criteria Urges waiver of hydrogen design basis assumptions 
if Commission adheres to decision Certificate of Svc end 
TRQUBRIDOEiG F Metropolitan Edison Co TROWBRIDGE, 0 F Bhmvr 
Pittman, Potts 4 Trowbridge 60/06/24 9pp 


6006260213 Response to intervenor Ml Lewis Interrogatories per KRC 
commitments stated in NRC 800324 & 3i responses to Ml Lewis 
motions to compel discovery Includes corrected version of 
NRC previous Answer 20 W/affldavits 8c Certificate of Svc 
SWARTZ, L L Antitrust Division 80/06/25 I2pp 


8006270234 Response in opposition to UCS 000604 motion for 

BOO610O4O2 Order granting UCS 800604 motion for late filing of petition reconsideration of CLI-80-16 Commission adequately 8, 

for reconsideration of Commission 600416 dec i s ion, CLI-80-16 properly exercised authority re certified questions Waiver 

Parties are afforded until 600625 to respond to motion of regulation not warranted Certificate of Svc end 

Decision shall be stayed until further orders re restart CUTCHIN,UM Hearing Branch 3 00/06/25 iOpp 

CHILK, S J Commission 00/06/13 2pp 


0OO6J9O628 First answers to licensee interrogatories Includes info re 
priorities of corrective malnt problems Bupportlng 
documentation 8* Certificate of Svc end 

ADLER, T A Three Mile Island Alert ADLER, T A Wldoff, Reager. 
Seltowiti 4 Adler 80/06/13 14pp 


8006190435 Preliminary response to Sholly 000609 motion re ASLB 800530 
order Requests 15-day extension to respond to substitution 
of Contention II Opposes extension of discovery on hydrogen 
control contention Certificate of Svc end 

TROWBRIDGE, Q F Metropolitan Edison Co TROWBRIDGE, 0 F Shaw, 
Pittman, Potts & Trowbridge 80/06/16 6pp 


8006300406 Memorandum requesting licensee to notify A8LAB 4 parties 
whether App A of util June 1980 emergency plan, re 
implementation, wl 11 be submitted in restart proceeding 
SMITH, I W Atomic Safety and Licensing Board Panel 80/06/25 Ip 


8006300427 Memorandum ?< order denying TMI Alert 80052? motion to cbmpel 
licensee answers to followup interrogator its, due to 
untimelinesi 8t Irrelevancy, re restart proceeding 

SMITH, I W Atomic Safety and Licensing Board Panel 80/06/2S 6pp 


H General correspondence 


8006190443 Response in opposition to Consumer Advocate of PA 800530 
petition for roc ons ideration of Commission 800516 order 
denying financial assistance Commission authority properly 
exercised per applicable policy Certifieato of Svc end 
SWANSON, D T Hearing Branch I 80/06/16 6pp 


0006200335 Ceitlfies svc of 000616 TMI-1 restart evaluation of licensee 
compliance w/short t, long-term items of 790816 order, on 
800616 

BWART2,L L Antitrust Division 00/06/16 2pp 


(1006190533 Memorandum U order granting UCS 000606 motion seeking 
suspension of ASLB 800930 memorandum 4 order, re hydrogen 
control content i orii, pend I ng ruling on UCS motion for 
reconsideration of CLl-80-16 , « 

SMITH, I W Atomic Safety and Licensing Board Panel 00/06/17, 3pp 


8006300335 Forwards Q00616 "Further Commisslan Guidance for Power 
Reactor OLs, Statement of Policy," 4 Commission 800609 
statement of interim policy, "Nudear Power Plant Accident 
Consideration under NEPA of 1969 " 
aWARTZiL U Antitrust Division 80/06/17 3pp 


0006170150 
facility 
power to 
FOLK, J 


Comments, submi tted on behalf of Follett CoTp,re restart 
Return to svc will reduce cost of replacement 
util customers 

Affiliation Unknown 60/09/20 ip 


of 


8006170145 Urges licensing of nuclear 
s tds 

DQEPKEN,H C Affiliation Unknown 


power plants that meet Tiaui NRC 
00/05/26 Ip 


0006170137 Comments on decreased Income from investment In util due to 
NRC attention to protesters rather than facts No lives have 
been Inst resulting from nuclear power plant failures 
ELLIOTT, C P Affiliation Unknown 80/09/27 Ip 


8006190446 Requests hearings re restart of facility be expedltad Delay 
unreasonable S unfair to stockholders 4 users of util 
electricity 

J0VA,N Affiliation Unknown 80/06/04 Ip 


0006190381 Urges NRC to return TMI-l to operation due to high anargy 
costs 4 threat to industrial 4 commercial development 
ANDERSON, B J Northampton County, PA 80/06/10 Ip 


0006240447 Order suspending requirement for taking any steps 
predicated upon issue of emergency planning Extensive 
revision to emargency plan 800602 Class 9 sequence 4 000616 
SER render 800322 schedule too burdensome 

BMITH, I W Atomic Safety and Licensing Board Panel 00/06/19 4pp 


8006240168 Ack receipt of Itr expressing concern about delay In TMI-I 
restart Commission ordered that TMI-l remain in cold 
shutdown condition until further order by NRC 4 stated that 
public hearing be held prior to restart 
DENTON, H R Office of Nuclear Reactor Regulation, 

80/06/10 2pp 


Director 


8006260191 Memorandum 4 order requiring further spec of Antinuclear 
Group Representing Yor k, Newberry, Sholly, UCS 4 TMI Alert 
content ions, by 900731 , following issuance of safety 


evaluation. 

SMITH, I, W Atomic Bafoty and Licensing Board Panel 
ISpp 


80/06/23 


8006270102 Provides status 4 history of actions r# facility res tart, In 
response to request for reply to H Obler Itr PrepaTations 
for restart hearing required more than guidelines in _ 

Commission 790009 order Hearing estimated to begin Oct fyeo. 

DlftCK8,W J Office of the Executive Director for Operations. 
80/06/16 2pp 


— 0006270106 Provides H Obler 800330 Itr re facility restart fur 
response 

SARBANES, P 8 Senate 00/04/15 Ip 
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9006300300 ForiiiArdt NJ UtiU A<to<; i«t iot) refolut ion roquviting that 
Nf^C TMl-1 restart due to axcellent sve provided bq 

JCPfcL 

LAURINQjO F New Jerseg Utilities Association SO/06/19 4pp 


I Financial Infornation 


6006110066 Forwards CPU 600514 caih & earnings forecast* ref l*c ting 
rietnt NJ ti PA rate order impact in response to 
Interrogatory 6 o# PA Public Util Ccnmisfion ' 

H£RBeIN»J 0 Ketropolitan Edison Co BO/06/06 54pp 


B006170711 Forwards 7B0927 operating agreement 6 701102 Memorandum 
of Agreement re sharing of facility const cos tsi between 
Hit Ed*JCPL 6 Penelec 

GENTiEUiL P General Public Utilities - GPU Service Corp B0/06/H 
I7pp 


8006130122 Requests comments on N.URE0-'057?i "Potential for Lou Fracture 
Toughness i Lamellar Tearing on PWR Steam Generator 
Reactor Coolant Pump Supports " Proposed revieu procedure ii 
implementation schedule end 

EIBENHUT.D 0 Divleton of Licensing QD/03/19 72pp 


B0060202t5 Informs that util presented info toward closing out facility 
restart open items at 800520 meeting V committed to confirm 
info << provide addl input in 800323 formal submittal 
Requests SER inputs by 900529 

SiLVERi H Operating Reactors Branch 4 90/05/22 Ip 


8006020195 Forward* Amend 10 to restart rept 

HERDEiN.J G Metropolitan Edison Co 00/05/23 Ip 


--'0006020201 Amend 18 to restart rept providing addl Info 
* Metropolitan Edison Co 00/05/23 24pp 


9006200371 Forwards "General Public Utilities - Cash &i Earnings 
Forecasti June 1980-Dec 1981 " 

HERBEIN.J Q Metropolitan Edison Co 60/06/16 i9pp 


6006340303 Forwards ^'Central Public Utils Bys Cash & Earnings Forecast" 
for Jun I9a0-0ec 1961 per telcon between util U NRC 
HERBEIM.J 0 Metropolitan Edison Co 60/06/16 2pp 


—6006020209 Radiation protection planiApp 7A* Revision 3 

POTTS. W E . HERDEIN.J G Metropolitan Edison Co 00/09/20 
lOOpp 


— ao060202t0 Operational QA program. Revi s ion 0 

KAZANAS. N C . LONG, R L . HERBElN. J G Motropolltan Edison Co 
aO/04/ia U5pp 


— B0062403D4 '’General Public Utils Syi Cash S. Earnings Forecast" for 
Jun 19B0-0ec 1981 

* Metropolitan Edison Co 60/06/05 IBpp 


J, Insurance L inde/nnity information 


6006190033 Grants extension until 900601 for compliance u/Prlce- 
Anderfon Act financial protection requirements 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
60/04/06 Ip 


0006030300 Conf irms that. of f ective 790501. supplemental limit of ANl 
Policy NF-aao was ei tended in accordance u/aoa529 Ur to 
Marsh h McLennan Confirms that, affective 800601 . 1 iabll Itg 
limit will be restored Ltr to Marsh 8. McLennan end 
QUATTROCCHl, J American Nuclear Insurers 80/05/29 3pp 


6006030411 Fqrwards Endorsement 36 to MAELU Policy MF-73 

OERETYrH F General Public Utilities - GPU Bervlce Corp BO/09/30 

2pp 


6006090425 Request* addl fee re S0D411 Tech Spec Change Request 91 
accompfinlod by Class fl amend fee Proposed action involves 
Class III fee 

DIGGS. R M License Fee Management Branch 00/05/27 Ip 


6006050260 Forwards schedules for future uorV to support TMI-l restart 
safety evaluation 

HERDEIN.J G Metropolitan Edison Co 00/03/80 3pp 


6006030302 Forwards answer to five informal questions re corrective 
actions for 800226 Crystal River accident Opera'tors will ba 
trained re Integrated control sy s/non-hudear 
instrumentation power failures 

HERDEIN.J 0 Metropolitan Edison Co 80/05/29 3pp 


9006030335 Forwards response to NRC 000905 ltr re loss of offsite power 
events, One partial loss of offsite power has occurred as 
described In LER 77-19 dtd 770620 No total iOs* of offsite 
power events experienced 

HERDEIN.J G Metropolitan Edison Co 00/05/30 2pp 


6006050346 Responds to NRC 600408 ltr ra financial protection Nuclear 
liability Insurance pool* will provide twenty million 
dollars primary insurance for TMf-2 as well as reinstating 
that amount eepended for claims b expenses 
HBRBEIN.J 0 Metropolitan Edison Co 60/05/30 3pp 


0006160408 Forwards 800612 ltr tg MbM u/en dorsements that pools propose 
to use binder to implement coverage contained in 000520 ltr 
to C Dollman Endorsements sent to flRC for consideration of 
flnandaJ protertion at plant 

OUATTROCCHl, J American Nuclear Insurers 80/06/12 Spp 


6006050300 Responds to NRC 000410 ltr re use of term "operable" as 
applied to single failure criterion for safety sys in power 
reactors Requests extension until 000930 for TMI-l Tech 
Specs change No change required for TMl-2 
HERDEIN.J 0 Metropolitan Cdiaon Co 00/05/30 Ip 


8006090364 Responds to 000410 ltr re use of term operabl e. app lying to 
single failure criterion for safety sytE in power reactors 
Performing review of Unit 1 Tech Specs to determine need for 
mod Unit 2 operating under recovery Tech Specs 
HERDEIN.J G Metropolitan Edison Co 80/05/30 2pp 


6006300676 Responds to 800530 ltr re compliance u/flnanclal protection 
requ Irenints for Unit 2 Since endorsement for addl 420 
million not rccelvcif . NRC unable to determine compliance 
Info re alternative* to insurance requested 
8ALTZMAN.J Utility Finance Branch 80/06/13 2pp 


P Operating license stage documents It correspondence 


6006090100 Responds to 800321 ltr re util possible financial 
pnenclal failure provides grounds for license revocation 
No contingency plans completed to cover possibilitu of 
financial failure ^ 

AHEaRNE. J F Commission 80/09/07 2pp 


failure 


6006200631 Forwards N«C 000927 ltr, Amend 55 to License DPR-50r safety 
evaluation ^ notice of Issuance availability 
REID.R H Operating Reactors Branch 4 QO/06/03 4pp 


8006200633 Advises that NRC has Issued amend to License DPR-50i 
consisting of revisions to 6 additions pf Tech Specs re 
ventilation filter sy* for control room, aux i 1 iary fuel 
handling bldgs roactor bldg purge 
TOUR tELLOTTE, J Hearing Branch 4 00/05/27 Ip 


6006200636 Amend 95 to License DPR-SO. updating Tech Specs to Include 
revised requirements for air treatment sys in emergency 
control room & reactor bldg 

REID.R N Operating Reactors Branch 4 80/06/03 19pp 


aftermath of util financial 
BHANAMAN, s M Pennsylvania, state of 00/03/21 


failure, 

Spp 


—8006200639 Safety evaluation supporting Amend 55 to License DPR-50 
* Operating Reactors Branch 4 00/06/03 3pp 


8006200643 Notice of issuance availability of Amend 55 to License 
OPR- 50 

REID.R U Operating Reactors Branch 4 80/06/03 2PP, 


9006130312 Forwards response to NRC 800519 telcon re util Tech Spec 
Change Request 77a which modified ring g i rder/tendon 
survelUafice requirements 

HERDEIN.J G Metropolitan Edison Co 00/06/09 Dpp 
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0OO617O49S Forwards data re General Public Utils sgs capabi 1 i tiesr peak 
loadj reserve margins^nefc sgs requirements %t interchange 
RUNTEi W 0 General Public Utilities - GPU Service Corp SO/06/11 
3pp 

800626005S Forwards rfl notice of availability of evaluation for TMI-1 
restart NUn£O-O6B0 NUnEG-OA80 supersedes NRC 600111 status 
rept re evaluation of licensee compliance ij/790809 order 
EISENHUT< D G Division of Licensing BO/06/16 4pp 


— 8006260059 Notice of availability of evaluation for THI-1 restart 
REID.R U Operating fioactois Dranch 4 00/06/16 3pp 


— 8006260060 "TMI-t Restart Evaluation of Licensee Compliance u/Short f< 
Long-Term Items of Section II of NRC Order dtd 790809 ” 

» Commission NUREG-O6B0 00/06/30 200pp 


8006300210 Requests meeting w/utll within 30 days of receipt of I tr to 
resolve outstanding issues re review of NRC comments to 
draft radiological ETS Also requests final version of 
Figures 5-3 It 5-4 for review {< acceptance 
REIDiR N Operating Reactors Branch A 80/06/17 4pp 


8006270332 Forwards addl fee for Tech Spec Change Request 91 re mod of 
reactor vessel surveillance program 

HERQETN.J 0 Metropolitan Edison Co 60/06/19 2pp 


8006260004 "Electr leal. Instrumentati on tt Control Aspects of Override 
of Containment Purge Valve Isolation Other Safety Feature 
Signals. TMI-t " 

UDY. A C EQLO. Inc FIN A-6256 8006260004 80/06/30 Bpp 


Q Inspection reportsi IE Bulletins 4t correspondence 


6D060901S5 Act receipt of 600403 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-320/79-25 & 
50-209/79-19 

GRIER. D H Region 1. Philadelphia. Office of the Director 
00/04/29 2pp 


— 0006090157 Responds to 600205 Itr re violations noted in IE Insp Repts 
50-320/79-28 t 50-289/79-19 Requests submittal of 
corrective actions re Item 2 Util 800205 Itr will be 
withheld Cref 10CFR2 790) 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/03/ 18 2pp 


—8006090160 Forwards IE Insp Repts SO-320/79-25 t 80-209/79-19 on 
790916-21.24-28 t 1002-04 t< notice of violation Notice of 
violation withheld (ref 10CrR2 790} 

MARTIN.W G Region 1. Ph i lade 1 ph iai Safeguards Branch 80/01/14 

2pp 


—8006090170 IE Insp Repts 50-320/79-25 ^ 30-289/79-19 on 790916-21.24-20 
& 1002-04 Nnneomp I lance noted licensee vehicle not escorted 
in protected area & safety equipment on vital area physical 
barrier not maintained Details withheld (ref 10CFR2 790) 

DEVLIN.J N Region 1. Philadelphia. Safeguards Branch 

LADUri. R H . SHEPHERD. R £ Region li Philadelphia. Office of tibe 

Director 0O/OJ /09 2pp 


8006060574 Submits response to IE Bulletin 80-04 Limited tmergancy 
feedwater addition to steam generator w/broken steam line 
would not significantly increase containment peak pressure 
following steam line break 

HERBEIN. J 0 Metropolitan Edison Co 60/05/09 2pp 


8006250183 Forwards IE Insp Rept 30-209/80-04 on 800205-29 No 
noncompliance noted 

CARLBQF^. R T Region 1. Philadelphia. Reactor Construction (< 
Engineering Support Branch 80/05/09 2pp 


--6006250186 IE Insp Rept 50-289/80-04 on 000205-29 No noncompliance 
noted Major areas Inspected audit program for engineering 
design. fire protection U restart program 

EBNETER.S D Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch GAGE. L . PAQLINO. R Region I* 
Philadelphia. Office of the Director 80/05/07 7pp 


8006250178 Forwards IE Insp Rept 50-289/80-06 on 800301-31 No 
noncomp 1 lance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 
Engineering Support Branch 80/05/13 2pp 


—6006250182 IE Insp Rept 50-289/80-06 on 600301-31 No roncomp 1 lane e 
noted Major areas inspected work activities S< records 
associated w/restart program. QA audits, fire protection 
inservjce insp • 

EBNETER.S Region 1. Philadelphia. Reactor Construction 6 
Engineering Support Branch GAGE. L . PADLINO. R Region 1. 
Philadelphia. Office of the Director 60/05/13 7pp 


8006120491 Forwards request for addl info re cracking in low pressure 
turbine discs Recommends development of schedule for 
ultrasonic insp during next fuel outage IE Info Notice 79-37 
summary of 800109 meeting w/OE end 
REID. R VI Operating Rbactors Branch 4 60/03/19 Spp 


8006090419 Amplifies response to IE Bulletin 00-04 contained in 800509 
Itr. stating that TMI-I containment design pressure was 60 
psig Reiterates that containment design pressure is 35 psig 
Initial response accurate when assuming 55 psig pressure 
HERDEIN.J 0 Metropolitan Edison Co 60/03/20 Ip 


8006200040 Forwards IE Circular 80-13. "Grid Strap Damage in 
Nesting bouse Fuel Assemblies No written response required 
GRIERrB H Region 1. Philadelphia. Office of the Director 
00/05/28 Ip 


B006040111 Forwards util 800S19 Itr directed to IE re civil penalty 
imposed on licensee 

SWARTZ. LL Antitrust Division 80/06/02 3pp 


8006090313 Clarifies 791017 response to IE Bulletin 79-13. Revision 2. 
re feedwater piping cracks Early responses addressed design, 
fabr 1 cat ( on. preservlce inservice insp it operation 
history DSiW owners group 790813 Itr is applicable 
HERBEIN.JG Metropolitan Edison Co 80/06/02 app 


9006090319 Requests extension until 800730 for submittal of final 
response to IE Bulletin 79-27 

HERDEIN.J 0 Metropolitan Edison Co 00/06/02 Ip 


6006230366 Notifies that NJS-i ropt will not be issued until exams 
complete per vtll 600220 Itr ^ NRC Investigation Rept 
30-289/79-10 

HERBEIN. J G Metropolitan Edison Co 80/06/17 Ip 


8006300390 Responds to IE Bulletin 80-0? re hydramotnr actuator 
deficloncies No purchase orders made u/lTT General Controls 
Vendors listed in bulletin not on supplier list NSS8 did not 
use hydramotor actuators at facility 
HERDEIN.J G Metropolitan Edison Co 80/06/25 ip 


80063004S1 Responds to lE Bulletin 00-12 Reviewing hardware capacity to 
prevent decay heat romoval loss event Analyilng procedures 
for adequacy of safeguarding against loss of redundancy fc 
diversity Will provide response by 800630 
HERBEIN.JG Metropolitan Edison Co 80/06/25 Ip 


R Periodic operating reports L related correspondence 


8006020110 Forwards TMl Program Ofc status rept fo^r wk of 800517-23 
COLLINS. J T TMl Program Office 80/05/27 6pp 


6006020295 Forwards liquid gaseous effluent release repts for Mar 
1980 6 first quarter 1980 Tables 1-5 provide addl data for 
liquid discharges to Susquehanna River for 1960 
Explanation of monthly summary included 

PORTER. 6 U Porter-Oerti Consultants. Inc 00/05/27 Ip 


>0006020303 Liquid L gaseous releases for Mar 1980 S< first quarter 1980 
Tables 1-3 provide addl date for liquid discharges into 
Susquehanna River for 1960 Explanation of monthly summary 
inc 1 uded 

a Portcr-Gerti Consultants. Inc 80/05/27 0pp 


8006110103 EPA preliminary data rept on water sampling for 800522-30 
CQSTAi C F Environmental Protection Agency 0(i/O6/O3 Ip 


8006190690 Forwards status rept for wk of 800331-0606 
CQLLINB.J T TMl Program Office BO/06/09 6pp 


8006200493 Forwards monthly operating rept for May 1980 
HERBErN. J, G Metropolitan Edison Co 60/06/16 


— 8006200496 Monthly operating rept for May 1980 

MITCHELL. D O Metropolitan Edison Co 60/06/15 5pp 
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S RepoTt4t>l« -Qc c urr Btic 1 LERs !> related correspondence 


900&130226 PNO-rMI-eO“032 on a00523i. wor^ er experiencing chest peins 
left site in ambulance Diagnosis was possible heart attack 
Unicnoun if individual uas in radiological area 

CQNTE»R J , SHAMDAK/, M H - COLLINS, J T Region 1. Philadelphia. 

Office of the Director 90/05/23 Ip 


B0060£»0404 Forwards revised LER 80-001 /OlX-1 

HEHBEIN.J Q Metropolitan Edison Co 80/05/30 Ip 


— e0Qii0diO40? Revised LER 80-001/01X-1 on B00123, resut ts of load study 
performed on ES busses determined overload could exist on IP 
U IS busses upon loss of ES channel 4 one of four 
situations Caused by itiade^uaf-e design 
MITCHELL. D C Metropolitan Edison Co 90/05/30 3pp 


aOOA230O2A PN0-7MI -80-033 on G00530. Cat.i I y 1 1 c electrician left site 
in ambulance after falling iS ft Prom ladder in control 
room Individual was not in controlled area 

HAV£RKAhf>.D . ShTANBAKV. M Region 1. Philadelphia. Office of the 
Director COLLINS, J T TMI Program Office 90/05/30 Ip 


8006120400 RO-60-10/1P on 900603.9^1 Itr informed util of potential 
reportab 1 1 itg of steairv generator tube rupture safety 
analysis Caused by nonconservak i ve error tti FSAR Corrective 
action will be addressed in followup rept 
TOOLErR 0 Metropolitan Edison Co 60/06/06 ip 


8006250362 PNO-TKI -000-304 on 900606. uh i 1 e performing maint on river 
water chlorination siy t , ch lor Inator bldg chlorine monitor 
alarmed Licpntee technicians venting portion of chlorlnatian 
sys piping actuated alarm 6 caused chlorine odor 

HAV£RK£MPrO . f^ABANQ.A . COLLINS. J T Region 1, Phi lade Iph la. Office 
of the Director 90/06/06 Ip 


□006300471 Forwards LER eo-009/03L-0 

HERBEIN. J<f Metropolitan Edison Co 90/06/25 }p 


--B006300476 LER aO-0O9/O3L-O on 900607, r eac tar bldg tendon surveillance 
late date ua« exceeded Caused by problems u/avai labi 1 1 ty of 
contractor ec^uipment Surveillance continuing 
MITCHELL. D 0 HetropoUtan Edison Co BO/06/28 2pp 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION. UNIT I 


F Becurityi medical, emergency tt fire protection plans 


8006160001 "Alternate Safe Shutdown Capability in Event of Fir* In 
Cable Spreading Room " 

« Boston Edison Co 80/01/31 92pp 


8OO'6O9O407 Forwards proposed rule entitled, *’^Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neu Section SO 48 App R to lOCFRSO 1' is expected 
to be published in FR by end of May 

EISENHUTjD O Division of Licensing BO/09/19 46pp 


8006130063 Forwards revised Pages 1—14 U new Page Ida for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790101," transmitted by NRC 00051^ 

Itr Page 14a not end 

EISENHUT, D 0 Division of Licensing 80/05/22 73pp. 


8006030036 Forwards three repts of "Test of Cable Penetration Fire 
Stops for Pilgrim 1 Nuclear Power Generating Station," 
prepared by Franklin Research Ctr 
ANOOGNINIrG 0 Boston Edison Co BO/OS/29 Ip 


— B0060300';0 "Test of Cable Penetration Fire Stops for Pilgrim I Nuclear 
Power Generating Station." for 790531 testing 
*■ Franklin Insti tut e/FrankUn Research Center F-C5159-1 
B0/0i/3i eOpp 


—9006030043 "Test of Cable Penetration Fire Stops for Pilgrim 1 Nuclear 
Oenerating Station." final rept for 790829 testing 
* Franklin Instl tute/Frank I in Research Center F-C!Jt99-2 
00/03/31 80pp 


0DO'6O3OO47 "Test of Cable Penetration Fire Stops for Pilgrim 1 Nuclear 
Power Generating Station." final rept for 790907 testing 
* Franklin Institute/Franklin Research Center F-C5199-3 
80/04/30 90 pp 


8006130303 Forward i revised cover sheet for Security Training & 
Qua 1 if icat ion Plans 1-5 Cover sheets withheld (ref 
10CFft2 790) 

ANDOONINI.O C Boston Edison Co 80/06/04 Ip 


M Antitrust correspondence 


9006240439 Order granting MA Municipals 791011 withdrawal of 
intervention Neither NRC nor DOJ objects No further 
antitrust proceedings required 

CHILK. 5 J Office of the Secretary of the Commission 80/06/19 

2pp 


P Operating license stage documents t correspondence 


B006090165 Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning. 1 i c ensing exams t licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT. DO Di vi s ion o f LI cens mg 00/05/07 ISOpp 


6006030514 Summary of 800422-23 meeting u/Mark 1 owners group in 3an 
JossiCA re c onf irmator y analysis 6 testing programs 
concerning Mark l containment long-term program 

GRIMES. C I Assistant Director for Plant Systems 00/05/09 9pp 


8006130122 Requests comments on NUREO-OS/?. "Potential for Low Fracture 
Toughness 6 Lamellar Tearing cn PWR Steam Generator it 
Reactor Coolant Pump Supports " Proposed review procedure 4c 
Intplemenbati on schedule encl 

EISENHUT. D G Division of Licensing 80/05/19 72pp 


6006030345 Forwards supp 1 emcntc'i 1 response to NRC 791 12B Itr re 
containment purge 4< vent sys Testing performed during 
refueling outage supported original conclusion that max 
leakage occurs at max differential pressure 
ANDDONINI.G C Boston Edison Co BO/OS/27 3pp 


8006030346 Requests delay until B00701 for submittal of proposed Tech 
Spec revision clarifying term "operable." requested by NRC 
800410 Itr 

ANDOONK^I.G C Boston Ed ison Co 80/05/27 Ip 


6006030407 Discusses analysis of containment purge 6 vent valve 
operability Dynamic 6 piessurs loads acting on discs 4t stem 
will not cause undue stress while valve is closing during 
design basis LOCA if valve opening maintained at 45 F 
ANOOONINt.G C Boston Edison Co 80/05/27 Spp 


0006030310 Informs that response to NRC B00214 Itr re proposed 
radiological effluent 4 environ monitoring Tech Specs will 
not be available until Jol 1980 

ANOaGNlNI.O C Boston Edison Co BO/05/29 ip 


8006130280 Responds to NRC 800425 Itr re effect of dc power supply 
failure on ECCS performance Results of evaluation to be 
transmitted by 800801 

ANDDONINI.G C Boston Edison Co 80/06/02 Ip 


6006300604 Ltr to all QWfl licensees forwarding "For Comment" edition 
of NUREO-O6i9. "BViR Feedwater Noiile 6 Control Rod Drive 
Return Line Noixle Cracking " Comments will be evaluated by 
NRC prior to final implementation N/o encl 
EISENHUT, D 0 Division of Licensing 80/06/05 22pp 


B00626017? Responds to NRC 800507 Itr re Five addl TMI-2 related 
requirements for operating reactors Hell-defined criteria Is 
needed to ensure timely Implementation of recommendations 
ImpI ementation schedulos may wai rant flexibility 
ANDQGNINI.G C Boston Edison Co 80/06/18 Ip 


0 Inspection reports, IC Bulletins 6 correspondence 


6005230330 Forwards waste packaging Insp rept on 800313-14 
No noncomp 1 lance noted 

STOKR.vJ P Region 2. Atlanta. Fuel Facility & Materials Safety 
Branch 80/04/07 2pp 


— 6005230341 Waste packaging insp rept on 600313-14 No noncompliance 
noted Ma^or areas inspected licensee-shipper vehicles 
inspected for compliance u/COT 4. NRC regulations Including 
shipping paper DOT placarding requirement 

POTTER, J P Region 3, Atlanta. Fuel Facility it Materials Safety 
Branch 80/03/28 4pp 


6006050066 Forwards IE Investigation Rept 50-293/00-12 on 800304-07 k 
19-20 No noncompliance noted 

MARTIN, W O Region 1, Philadelphia. Safeguards Branch 80/04/16 
2pp 
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—□006050147 IE Investigation Rept 50-393/BO- 12 on 800304-07 S* 19-50 No 
noncomp 1 lane G noted Area investigated allegations that spent 
fuel rods had boon illegally burjed at Barnwe I 1 , SC loui level 
uaste burial ground 

JOYNER* J H Region t< Philadelphia* Safeguards Oranch 
IJOLTNER. E < &UnnfRS*R Region 1* Ph i ladet ph 1 a, Office of the 
Director 00/04/17 I5pp 


G006060097 Forwards If Insp Rept 50-293/BO-10 on 000305-07 No 
none omp 1 lanc 0 noted 

MARTIN.W G Region 1* Philadelphia. Safeguards Branch 00/04/18 
3pp 


— 0006060101 IE Insp Rept 50-293/00-10 on 000305-07 No noncotnp 1 lanCe 
noted Major areas inspected full scope matl control (< 
account ing* 1 nclud ing facility oi ganl lati on 8* operation 
Details withheld tref lOCFRS 790) 

JOYNER* J M Region 1* Philadelphia. Safeguards Branch 
UQLTNER* E * SUMMERS. R Region 1, Ph i ladelph i a. Office of the 
Director BO/04/03 Ip 


8006070191 Foi wards 1C Investigation Ftept 50-293/00-12 on B00305-07 t* 
19-20*111 response to allegations re illegal shipments of 
spent fuel 

MARTINit! G Region 1* Philadelphia. Safeguards Branch 10/04/18 

ip 


—□006090196 IE Investigation Rept 50-293/00-12 on 800305-07 & 19-20 No 
noncomp 1 lance noted Major areas inspected examination of 
pertinent documents ’ records tt physical vnventory of all 
fuel assemblies 

KEHOC.D . RQQERTS.K Region 1* Philadelphia* Office of the 
Director JDYNER.J H Region 1, Philadelphia* Safeguards Branch 
00/04/16 12pp 


B0062000B2 Forwards It Circular 00-08, “BWR Tech Spec Incotis isiency - 
Reactor Protection Sys Response Tine " No written response 
required 

DRIER* B H Region ]* Philadelphia* Office of the Director 

aO/ 04 /lB Ip 


6006170Q2S Forwards waste packaging insp rept on 000313-14 No 
noncomp Hanc e noted 

SMITH* 0 H Region 1. Philadelphia, Fuel Facility L Materials Safety 
Branch 00/04/24 tp 


— 8006170829 Waste packaging insp rept on Q003i3-14 No noncompl iance 
noted Majoi areas inspected 1 icenfioe-sh ipper vehlclDs* 
including shipping paper requirements* DOT placarding 
requi rementsi rad iat ion levels marking U labeling 
QRniIN*R A Region 2. Atlanta* Fuel Facility Materials 8afot(| 
Branch POTTER* J P Rogion 2* Atlanta* Office of the Director 
80/03/20 6pp 


8006180092 Forwards Waste Packaging Insp Rept 60-03 on 800227-29 No 
noncompllance noted 

SrilTH*0 H Region 1, Ph i ladel phia* Fuel Facility Materials Safety 
Branch 00/04/24 Ip 


—0006180093 Waste Packaging Insp Ropfc 80-03 on 000227-29 No 
noncomp 1 iance noted Major areas inspected licensee-shipper 
Veh ic la* inc lud ing shipping paper requi rements* DOT placarding 
requ irements* rad iat ion levels t* marking 1a labeling 
PEERY*W W . POTTER. J P Region 2, Atlanta. Fuel Facility ^ 
Materials Safely Branch 00/03/18 7pp 


0006170004 Forwards IE Insp Rept 50-293/00-13 on 000331-0401 No 
noncompliance noted 

BRUNNERiE J Region 1. Ph i lade 1 ph la* Reactor Operations Nuclear 
Support Branch 80/04/30 2pp 


—0006170005 IE Insp Rept 50-293/80-13 on 000331-0401 No noncompllance 
noted Major areas inspected refueling activities 
KEHOE* D V Region 1* Philadelphia. Office of the Director 
MARTIN. T T Region 1. Ph 1 ladel ph 1 a* Reactor Operations Nuclear 
Support Branch 00/04^10 4pp 


0006120349 Responds to IF Bulletin So-00 Facility has fluid head 
penetration connections w/conta i nment boundary butt welds 
between penetration sleeve h integral fluid head outer 
skirt Magnetic particle exams performed during const 
ANODONIHI.O C Boston Edison Co 00/05/16 Spp 


6006540611 Atk receipt of 000500 Itr Informing NRC of incorrect 
statements made in IE Insp Rept SO-293/0O-J2 Corrected pages 
end w/o end 

MARTIN.W 0 Region 1, Ph I ladelph la* Safeguards Branch 00/05/22 
Ip ♦ 


— 8006240617 Responds to NRC B0041B Itr Northeast Nuclear Energy Co 
Incorrectly identified as util licensed to operate Haddam 
Neck Plant 

COUNBIL, W G * SWITZER, D C Northeast Nuclear Energy Co <suhs of 
Northeast Utilities) aO/OS/OB 2pp 


8006130076 Addl response to FQIA request for six categories of 
documents r© CPC Forwards documents listed in app 
FELTON* J H Division of Rules and Records BO/05/23 3pp 


8006190332 Requests provision of personnel for field survey re plant 
breakwater review Lou tide on 800610 will allow insp of toe 
of structure Site visit necessary to recommend final 
approval of design & placement 

DIVINS*W S Hydrologic Geotechnical Engineering Branch 00/03/20 

2pp 


8006270195 Submits response bo IE Bulletin 80-07* *'BWR Jet Pump 
Assembly Failure " Visual television insp ultrasonic 
testing revealed deficiencies on jet pumps 1*3 15 Jet 

pumps replaced in kind Data base broadened for surveillance 
ANOOGNINI*G C Boston Edison Co 80/06/19 2pp 


R Periodic operating reports related correspondence 


8006100444 Forwards monthly operating rept for May 1900 
MCGUIRE. P J Boston Edison Co BO/06/01 Ip 


— 8006180446 Monthly operating rept for May 1900 

WHITNEY* 0 0 Boston Edison Co 60/06/01 6pp 


8006190640 Forwards monthly operating rept for Hay 1900 
MC0UIRE*P J Boston Edison Co 00/06/01 Ip 


—8006190643 Monthly operating rspt for May 1900 

WHITNEY. 0 0 Boston Edison Co 60/06/11 6pp 


S Reportable occurrences, LERs ^ related correspondence 


8006030401 PNQ-I -80-078 an 800513, NRC was notified that Chem-Nuclear 
tractor trailer hauling lou specific activity radwaste 
broke down Tractor engine determined irreparable No loss 
of contents or radiological problems Identified 
CROCKER. H . SMITH, 0 H Region 1, Ph 1 ladelphia. Office of the 
Director 80/05/15 Ip 


8006090385 Forwards UER 00-017/001-0 

MCOUIRE.P J Boston Edison Co 00/06/02 ip 


—0006090391 LER QO-017/03U-0 on 000505, during 24-h performance test of 
diesel generator per IE Duiletin 79 - 23 , three attempts made 
before satisfactory colic lesion on 800510 Caused by failure 
of potential transformer in high voltage chassis 
MCUGUOHLIN. M T Boston Edison Co 80/06/02 3pp 


0006250242 Forwards LER 0O-Oia/O3L-O 

MCGUIRE. P J Boston Edison Co 00/06/12 Ip 


—0006250243 LER 0O-O18/O3L-O on 000523* while performing surveillance 
test 0 7 4 3* isolation va Ives* 5065-1 1 * 13 %. 23 declared 
Inoperable Cause not stated Valve in each affected sample 
line closed position recorded dally 
MCLaUOHLIN*M T Boston Edison Co 00/06/12 Ip 


0006250244 Forwards LER 0O-OI9/O3L-O 

MCOUIRE*F J Boston Edison Co 00/06/16 Ip 

— 8006250246 LER 0O'-O19/O3L-O on 000519, during startup of PNPB.HPCI syi 
was declared inoperable Caused by wiring attendant to 
installation of alternate shutdown panel !« seal exhaust 
leakage interference Hiring L leakage repaired 
MCLOUOHLIN.H T Boston Edison Co BO/06/13 2pp 


8006240471 Forwards LER aO-020/03L-0 

MCGUIRE, P J Boston Edison Co 00/06/10 Ip 


— 8006240479 LER BO-020/031-0 on 000426. during refueling outage 4.14 
primary containment isolation valves found to have seat 
leakage over requirements Caused by normal detenlorat ion of 
disc to seat mating sui fate 

MCGUIRE.TJ Boston Edison Co 80/06/10 Spp 
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DOCKET ao-294 MICHIGAN 9TATe UNW RESEARCH REACTOR 
Q Inspection ^eportit IE BylUtms it correspondence 


— 900606024:^ "Liquid Penetrant E*am '' 

n CoflirTtoniifea] th Edison Co 70/12/06 15pp 


' — 6006060246 Affidavit describing decontamination techniques that uill b 
emplaned in spent fuel rep tacemoni jobs to t educe total vol 
Of raduaste mat) 

TRAMHi T R Commonueal th Edison Co 00/05/05 Spp 


8006290043 Farujards IE Insp Rept 50-294/60-02 on 800430-0901 
No roncomp I 1 ante noted 

DAVISpA 8 Region 3, Chicagoi Fuel Factlltij U Materials Safety 
Branch 60/05/14 2 pp 


--8006250047 IE Insp Rept 50-294/60-02 on 800430-0501 No noncomp 1 lance 
noted Major areas inspected emergency plan 6 proceduresi 
CQOhdination w/support agenciesi survey instrumentation Si 
environ monitoring pt-ogram 

E8910,T H Region 3. Chicago. Office of the Director GREER, R J 
Region 2, Atlanta, Office of the Director 60/09/14 4pp 


8006070509 Act receipt of 600501 Itr informing IJRC of steps taken to 
cDifrett noncompliance noted in NRC 600436 Itr 

DAVISiA B Region 3, Chicago, Fuel Facility &• Materials Safety 
Branch 60/05/22 Ip 


— 8006070919 Responds to item of noticonp I lance noted in MRC B00426 Itr 
Corrective actions reactor safety comfnittoe meetings 
have bean timely since 771117 

TERRVi & H , CARRICK, J T Michigan State Unlv 80/05/01 ip 


6006170210 Urlef in support of ASLB 600214 initial decision authuriiing 
Installation of near lacksifat uih i c h Intarvenor filed 15 
exceptions tntervenoi offered no reason to support alleged 
error in decision 

STCPTOE. 8 P , MILLER. M 1 Common-ijea I th Edison Co STEPTOE, P P 
Ilham, Lincoln 6 Roale 80/05/05 44pp 


9006060357 Discusses C Ouigg Itr to NRC lequostmg stay in proceeding 
re proposed amend to increase spent fuel storage capacity 
Oulgg assertions Inaccuiate A^LB found that adequate design 
U safety features preclude loss-of-uaier accident 
STEPTOE. P P Isham. Lincoln 6 Beale 00/05/12 2pp 


6006020316 Order for 000701 oral argument in NRC Public Hearing Room. 
Bethesda.MU One hour of argument i rebuttal will be granted 
to each party 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/05/33 

Ip 


DOCKET 50-295 210W NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency V fire protection plans 


6006IS0S2B Requests that F£«A review of state J. local emergency plan 
be provided consistent w/ancl schedule to avoid potential 
delays in licensing decisions 
AHEARNEr J F Coinmt sf i on 60/05/13 Spp 


8006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 t App R to 10CFR50 6 is expected 
to be published in FR by end of May 

EI8£NHi>TiD 0 Division of Licensing 60/09/17 46pp 


6006130063 Forwards revised Pages 1-14 U new Page I4a for proposed 
rule iOCFRSO "Fire Protection Program for Nuclear Power 
Plant* Dperatlns Prior to 790101," transmitted by NRC 800517 
Itr Page 14a not end 

ElSENHUTrD 0 Division of Licensing 80/09/22 73pp 


80061S0009 Advises that NRC review of B00324 safeguards contingency 
plan indicates need for addl revisions Specific comments 
withheld <ref 10CFR2 770) 

VAROA, a A Operating Reactors Branch I 00/05/27 2pp 


9006170310 Responds to 800505 objection to scheduling meetings outside 
Wash ing ton, DC area Meetings ate occasionally held outside 
of Washing ton, DC vicinity to .allow persons living near 
plants opportunity to attend 

EISENHUT.D 0 Division of Licensing 60/06/02 2pp 


H General correspondence 


6006020014 Requests public debate re evacuating large populations near 
power plants Opposes plants located in densely populated 
areas 

HAMM.K Affiliation Unknown 80/03/19 Ip 


P Operating license stage documents & corrotpondence 


6004010004 Forwards "Fvaluatlon of Licensee Compliance w/Category A 
Items of HRC Recommendations Resulting From TKl-2 Lessons 
Learned " All Category A requirements satisfied 

8CHWENCER. A Operating Reactors Branch 1 tPre 600420) 00/02/27 

2pp 


—0004010006 "Evaluation of Licensee Compliance u/Category A Items of NRi 
Recommendations Resulting From THr-2 Lessons Learned " 
a Division of Operating Reactors 60/02/20 11pp. 


8006090274 Forwards addl fire protection info as suppl to util 800430 
Itr r# safe shutdown analysis which tales plant to hot 
shutdown Addl info provides for taking plant to cold 
shutdown 

PEOPLES, D L Commonwealth Edison Co 80/05/20 Ip 


8006180273 Forwards Revision I to draft emergency plan Emergency plan 
station annexes also encl 

PEOPLES, D U Commonwealth Edison Co 60/06/04 2pp. 


— 0006180340 Draft emergency plan annex 

* Commonwealth Edison Co 60/07/31 37pp 


8006020240 Notifies that new telephone sys called Health Physics 
Network <HPN) has been Installed at site Sys Intended for 
use during emergencies to link ail power plants & NRC 
Emergency Notification 6ys hotline will also be used 
KEFPLERi J 0 Region 3. Chicago. Office of the Director 00/04/18 

2pp 


0006070169 Forwards addl TMI-2 related i equlrotnents to operating 
reactors Licensees roqutiomonts for TMl Action Plan include 
shift manning. I Icens ing exams t, licensee dissemination 
of operating expet lencos Response requested within 30 days 
E16ENHUT.D 0 Division of Licensing 00/05/07 ISOpp 


--8006160347 Revision 1 to draft emergency plan 
» Commonwealth Edison Co 80/07/31 I39pp 


8006240470 Responds to NRC 800425,30.0501,09 8^20 Itrs regoestlng addl 
info r» guard training & qualification plans Requests that 
response submittal date bo extended to 800804 
PEOPLES»D L Commonwealth Edison Co 80/06/18 ip 


0 Adjudicatory correspondence 


90060 60236 Forwards util affidavits of TR Tramm 6 RE Shannon 
describing planned minoi changes in spent fuel rack 
repUcement job procedures Changes relate to intervener 
argument on appeal Related correspondence 
8T£PTDEiP Isham, Lincoln 8. OeaU BO/OS/OS 2pp 


6006D70493 Notification of 8006Q3 meeting w/uill in Detheada,MD to 
diacuss filtered vented containment sys & core retention 
devices 

MEYER, J r Reactor Systems Branch 00/05/27 3pp 


6006040002 Notification of 000520 meeting w/ut i Is, Contractor s it 
consultants in Bethosda.MD to exchange technology re 
accident sequence ^ related phenomena per A Schwencar 
000410 Hr to L Peoples 

LONO. J K Reactor Systems Branch 80/05/15 2pp 


8006130122 Requests comments on NUR6O'-05/7, "Potential for Low Fratturo 
Toughness t Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure ti 
Implementation schedule end 

EISENHUT, D 0 Division of Licensing 80/05/19 72pp 


8006060242 Affidavit recommending that penetrant test exams per encl 
Procedure NDT-D, or equivalent, be substituted for ultroeonic 
test exam technique in spent fuel pti corrosion 
surveillance program 

SHANNON, R E Commonwealth Edison Co 00/04/23 7pp 


0006190171 Forwards requost for addl items required to complete upgrade 
review of QA program Response should be provided along 
w/response to 000406 reguesi * 

VAROArR A Operating Reactors Branch 1 80/05/20 4pp 
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8006020097 NotlHcatian of 000600 meeting u/util in BethesdatMD to 
discuss upgraded OA program 

SPRAUL^ J Ouaiitg Assurance Branch 80/05/31 3pp 


0006020172 Not 1 i cat ion of 800830 meeting u>/utils in Oethasdai MD re 
severe accident mitigation features for facilities 
OLSHAN. L , REEVESrE Operating Reactors Branch 1 80/05/23 Ip 


8006340067 Advises that interim reliability evaluation program 
resulting from TMI action plan u/i 1 1 be implemented Requests 
attendance at G00604 meeting in DethesdarMD to discuss 
details 

EISENHUT*0 0 Division of Licensing 00/05/23 5pp 


0006160057 Foruards revised Tech Spec Pages 94i 328a« 79« t* 00 issued le/ 
Amends 54 6 51 to Licenses DPR-G? 4 DPR“*48, rospec ti velg 
VAROAi S A Operating Reactors Branch J 80/05/2? 2pp 


— 0006160060 Corrected Pages 94i 32ea« 7? 1 00 to Amends 31 8< 54 to 
Licenses DPR-4B i- DPR-39i respec t i ve ly 
* Operating Reactors Branch 1 00/04/20 4pp 


0006020347 Update to 000422 application to amend Licenses DPR-39 6 
DPR-4aj incorporating administrative changes to App AiTech 
Spec % 

NAUGHTONr M F Commaniuoal th Edison Co 00/05/30 2pp 


—0006080349 Revised Page 300 to App AiToch Specs 6 O for administrative 
controls Allows either rad^chem supervisor or lead health 
physicist to fulfill qua 1 if i cations of radiation protection 
manager 

* Commonwealth Edison Co 80/05/00 2pp 


0006260009 “Loss of Qffslte Power Scenarios for lies t inghouse Zion 1 
PUR* “ preliminary assessment rept 

FLETCHER. C D r 0RUSKG, S J , DELANEY. K M EOfcO. Inc FIN A-6148C 
S006260009 60/05/31 9Spp 


8006090256 Application for amend to Licenses DPR-39 t* DPR-48. 
modifying allowed outage time per 000229 confirmatory order 
Combined Class I (< HI fee end 

NAUOKTQN.U F Commonwealth Edison Co 00/06/03 3pp 


8006090305 Forwards response to NRC 800506 request for history of 
total partial power outages 6 attendant degraded voltage 
No complete loss of offsite power has occurred* but one 
partial loss Incident was reported to NRC 
NAUOKTON. U F Commonwealth Edison Co 00/06/05 2pp 


8006120404 Forwards slides used by utils during 000603 meeting re 
technology exchange in area or mitigation feature for 
severe accident* at facilities 

GQESERj 0 Uestinghouse Electric Corp 00/06/05 Ip 


0006170451 Forwards “Mitigation of Severe Accident Study Rept " Rept 
includes presentations made to NRC U ACR3 on 000220 & 0305. 
respectively & consists of state-of-the-art analyses 
conducted within 60-day period 

CAHILL* W J Consolidated Fdlson Co of New Yort EARLY*? J Power 
Authority of the State of New York 80/06/05 2pp 


— 0006170459 Respond* to 800520 Itr transmitting rept covering work 
performed by various consultants Entire Mestinghoiise rept 
nonproprietary 

PEOPLES# D L Commonwealth Edison Co 00/06/09 3pp 


— 0006170466 "Mitigation of Bevere Accident Study Rept#" consisting of 
rept* re evaluation of rosiduai risk# steam explosion** 
containment response for Class 9 accidents 4c post-acc Idcnt 
containment vent sys conceptual designs 

Westlnghouse Electric Corp 00/03/31 400pp 


8006130165 Forwards check Inadvertently left off package submitted on 
000603 U/o end 

PIENTAiR Commonwealth Edison Co 00/06/06 Ip 


0006160071 Forwards response to NRC Questions 20 - 48 ra facility QA 
program per 000408 4c 0520 requests 

PEOPLES. D L Commonwealth Edison Co 00/06/09 12pp. 


8006240165 Notification of 000612 meeting w/uttls in Dethesda* MD to 
discuss Interim reliability evaluation program 
□LBHANiLN, Operating Reactors Branch 1 80/06/09 2pp 


0006190307 Forwards commitments to coqiply u/r equ iraments 4< ichedulas In 
NRC S00SO7 Itr re addl TMl-2 related requirements Dresden 
Unit 1 is currently undergoing extensive mod 4< 
dacontaminatton* therefore no response is provided 
PEOPLES* D L Commonwealth Edison Co 80/06/12 lOpp 


0006270047 Summary of 000520 Technology Exchange Meeting 3 w/utlls In 
Bethesda.KD re accident mitigation features for facilities 
LONG, J K Reactor Systems Branch 80/06/12 27pp 


0006250200 Notification of Q0061B meeting w/uti Is. contractors & 
consultants in Oethesda.MD for presentation In area af 
core-melt accident sequences for facilities Agenda end 
MEYER, J F Reactor Systems Branch 00/06/16 2pp 


Q0062005S3 Notification of B00617 meeting w/utlls t consultants in 
Qothesda.HD to discuss technology exchange re containment 
structural response, fal lure pressures U failure modes 
MEYER, J F Reactor Systems Branch 80/06/17 2pp 


0006300207 Request* re-eval uation of original proposal for submitting 
schedule for implementing ATUS instrumentation mods 
identified in NUREO-0460 Revised schedule L justif i cation 
should be submitted in 30 days 

VARGA* S A Operating Reactors Branch 1 60/06/19 2pp 


8006270306 Forwards revised Revisions 11 4< 12 consisting of Page 1-7 of 
CE-1~A, "Comm Ed OA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requirements will be established 
PEOPLES* D L Commonwealth Edison Co 80/06/23 Ip 


0006270329 Forwards response to NRC B0DS02 questions on adequacy of 
station electric distribution sys voltages Lowest bus 
voltage when starting largest non-Class IE load was 
calculated when all other loads were running Motor started 
NAUOHTON*W F Commonwealth Edison Co BO/06/23 9pp 


Q Inspection reports. IE Bulletins 4. correspondence 


0006170727 Forwards IE Insp Repts 50-295/00-03 S* 50-304/00-02 on 
000207-0320 notice of violation 

HEI0HMAN, R F Region 3* Chicago. Reactor Operations Nuclear Support 
Branch 00/04/26 2pp 


—0006170730 Notice of violation from insp on 800207-0326 

« Region 3* Chicago# Office of the Director 80/04/18 Ip 


—0006170730 IE Insp Repts 50-295/80-03 it 50-304/00-02 on 000207-0320 
Noncompliance noted min shutdown margin requirements while 
In cold shutdown. were below Tech Spec limits 
KOHLER. J E * LITTLE* W S Region 3, Chicago, Office of the 
Director 80/04/ie 6pp 


0006170291 Forwards IE Insp Repts 50-295/00-06 4* 50-304/00-05 on 
000310-11 4t 0417-18 No noncompliance noted 

HEI8HMAN*R F Region 3* Chicago. Reactor Operations Nuclear Support 
Branch 00/04/30 2pp 


—8006170295 IE Insp Repts 50-295/00-06 t 50-304/00-05 on B00310-11 4, 
0417-10 No noncompUance noted Major areas inspected small 
break LOCA procedure 

KOHLER. J r NELSON. R Region 3* Chicago, Office Of the Director 
LITTLE. U 8 Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/04/25 4pp 


8006190370 Forwards IE Insp Repts 50-295/00-04 4 50-304/00-03 on 
000318 No noncompliance noted 

DAVIS.A D Region 3* Chicago* Fuel racillty & Materials Bafety 
Branch 00/05/09 2pp 


—8006190379 IE Insp Repts 50-295/60-04 & 50-304/00-03 on 000318 No 
noncompUance noted Major areas inspected confirmatory 
measurements from previous collection# effluent samples 6 
submission of spiked samples 

essiO.T H # JANUSKA.A 0 Region 3# Chicago. Office of the 
Director 80/05/06 6pp 


8006230070 Forwards IE Insp Repts 50-295/00-07 it 50-3O4/B0-06 on 
800414-30 No noncompUance noted 

HEISHMAN. R F Region 3, Chicago# Reactor Operations Nuclear Support 
Branch 00/05/13 2pp 


—0006230077 IE Insp Repts 50-295/80-07 it 50-304/80-06 on 000414-30 No 
noncompliance noted Major areas inspected licensee actions 
to comply with 000229 confirmatory order 

LITTLE. W 0 . KOHLER. J E Region 3# Chicago* Office of the 
Director 80/05/12 9pp 


0006130076 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTON. J M Division of Rules and Record* 00/03/23 3pp. 
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--00061000*?? Forwards response to updated ffiotno received on 0:00313 re utiJ 
in terrogator 1 a t re proposed imposition of civil penaltg 
Cover sheet of IE insp rept end 

KEPPLERf J 0 Region 3. Chicago< Office of the Director fiO/03/21 
2rp 


-90061301D2! Discusses three safety-related events occurring at facilitii 
Civil penalty for noncompliance items will be imposed 
Forwards notice of violati ohp notice of proposed imposition 
of civil penalties ^ history of enforcement action 
VQLGENAUr E Office of Inspection << Enf or cement i Office of the 
Director 77/07/30 2pp 


—0006130104 Notice of violation from insp on 77070&-0e. 14< 19 & 2] 
» Office of Inspection i Enforcement/ Office of the Director 
77/09/30 3pp 


--B00613010Q Notice of proposed imposition of Civil penalties (n amount 
of F21/0D0 ro noncompliance discovered during insp on 
77O7O5-O0I 14«15 tc 21 History of escalated enforcement action 
«fic 1 

• Office of Inspection & Enforcement/ Office of the Director 
77/07/30 2pp 


0006170326 Immediate action Itr re JE physical security insp on 600512- 
15 fit 17-20 Licensee is expected to undertate actions 
outlined in end End withheld (ref 10CFR2 7901 

KEPPLEft/ J 0 Region 3. Chicago/ Office of the Director 00/05/23 

ip 


6006250297 Advises that responses to IE Butietin 79-06A) Revl s Ion 1* 
were found acceptable Evaluation end 

VAR0A«& A Operating Reactors Branch 1 60/05/23 17pp 


0006300558 Forwards response to IE Bulletin B0"06i ’’Engineered Safety 
Feature (ESF) Reset Controls ” Proposed mods Identified only 
if present sys design may compromise protective action of 
equipment 

PEOPLEB/D L Co/nmonweat th Edison Co 00/06/10 9pp 


S Reportable oc currcncesi- LERs 4 related correspondence 


0006180285 Forwards RO re diesel driven ftre pomp 
UAlfDKE. N € Commonwealth Edison Co 80/05/19 ip 


■0006180267 HO on 0OO4O7< 16 ■& 23 jQ 9 diesel driven fire pump failed to 
auto start i- tripped on overspeed after being started Caused 
by worn water pump drive belt Sc speed switch Engine coaling 
sys flushed Si refilled ui/antifr eeie it demi neral i i rd water 
SCHNEIDER/ H Commonwealth Edison Co 30/09/20 2pp 


0006030497 Forwards LER 00-02 1/03L-0 

WANDKE/N E Ccmmonuea 1 th Edison Co 00/05/23 ip 


— 8006030506 LER a0-02l/03L“0 on 000423. while Operating at 9BX power, 
monthly surveillance reiiuiring performance testing of 
safeguards logic ti high pressure logic was performed 11 days 
late Caused by tranter iption error Testing was performed 
DEAN/ M J Commonwealth Edison Co 80/09/23 Ip. 


B006170470 Forwards LER 00-023/011-0 

WANDKE.N E Commonwealth Edison Co 80/06/06 ip 


— 8006170475 LER aO-023/OlT-O on 800S23, charg Ing pump J0CFR2I concern 
discovered through Uestinghouse generic notification Caused 
by design flow insufficient at high pressure Standing order 
issued to open mlniflow valves when needed 
MADDEH. J J Commonwealth Edison Co 00/06/06. 2pp 

8006 170490 Forwards LEft 00-022/03 L-0 

WANDKE. N E Commonwealth Edison Co. 80/06/06 Ip 


— 8006270252 LER 80-025/031.-0 on 8D05l0i uih i 1 e performing periodic testsi 
function generator INM-441P output was found out of 
tolerance Caused by instrument dilfting Unit recalibr 
JENKINS. R V Commonuiea 1th Edison Co 00/06/0? Ip 


D006270251 Forwards LER 80-027/0! T-0 

UANDKE.N E Commonwealth Edison Co 00/06/12 Ip 


— 6006270256 LER BO— 027/01T-0 on 000601. while in cold shutdown. b I eedratss 
for steam generator snubbers under rated load found 
consistently b o I aw mm limit Caused by weak bleed valve 
compensator springs Springs installed w/hlgher spring rates 
UENNERHOtK J Commonwealth Edison Co 00/06/12 2pp 


8006270254 Forwards LER 80-024 /O3L-0 

WANOKE. N E Commonwealth Edison Co 00/06/13 Ip 


— 8006270259 LER 0O-O24/O3L— 0 on 900515/whilc performing PT- 10. safeguards 
actuation tests/ lA sve pump failed to start from train A of 
safeguards Caused by contacts for safeguards actuation 
making Intermittent contact Contacts adjusted 
CLARK/ a Commonwealth Edison Co 80/06/13 Ip 


6006300403 Forwards updated LER B0-O24/99X-1 

IdANDKE.N E Commonwealth Edison Co 80/06/10 Ip 


—8006300407 Forwards updated LER BO-024/99X-1 

HANDKE/N E Conunonwea 1 th Edison Co 00/06/10 Ip 


—8006300412 Updated LER 0O-O34/99X-I on 000515/ while performing PT-10. 
safeguards actuation tests/ lA sve water pump failed to start 
from train A Caused by type W-2 switch contacts making 
intermittent contact Permanent mod being evaluated 
WANOKEi N E Commonwealth Ed lion Co 00/06/18 3pp 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F Securltyi medical, emergency t fire protection plans 


8006090147 Requests 800520-21 meeting to visit technical support ctr/ 
operational support ctr ^ emergency operations facility re 
compliance u/NUREO-0694 Public comments will be received at 
B00S21 evening meeting Meeting notice 6 agenda end 
IPPOLITOpT a Operating Reactors Branch 2 60/05/14 2pp 


8006090487 Forwards proposed rule entitled, “Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 “ Rule 
adds new Section 50 40 App R to tOCFRSO 4 is expected 
to be published in FR by end of May 

EI8ENHUT.D 0 Division of Licensing 80/09/19 46pp 


6006130063 Forwards revised Pages 1-14 new Page I4a for proposed 
rule 10GFR50 “Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page 14a not end 

EF6ENHUT/D 0 Division of Licensing. 80/05/22 73pp 


6006060322 Submits opposition to NRC clarification of emergency 
planning requirements Locating emergency operations facility 
within emergency planning lone adds to number of people to 
be evacuated & creates weakness Inside zone 
OOOWIN/A V Alabama/ State of 60/09/29 2pp 


8006060235 Forwards B00521 revisions to training qualification plan ?< 
responses to NRC 800430 comments Ends withheld 
(ref I0CFR2 790) 

MlLLStL M Tonnessee Valley Authority 00/06/02 Ip 


B006060313 Forwards revisions to safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

MILLS. L M Tonnossoe Valley Authority 80/06/02 Ip 


8006170003 Requests participation in NRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces % practices. inc 1 ud Ing visit to 
facility to interview security mgt personnel 
IPPOLITO, T A Operating Reactors Branch 2 00/06/03 2pp 


P Operating license stage documents ^ c orreependence 


6006090163 Forwards addl TMl-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manni ng/ 1 Icenslng eiants t licensee dissemination 
of operating experiences Response requested within 30 days 
EtSENHUT. DO Division of Licensing 80/05/07 ISOpp 
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GOOfiOlOSW Summary of 800422-23 meeting uj/Mark I owners group in San 
JosoiCA TO conf irma borg analysis t testing programs 
concerning Mark I containnienb long-term program 

QRIHES' C I /Assistant Director for Plant Systems 00/05/09 Qpp 


G00613D122 Requests comments on NURG0-057/» "Potential for Low Fracture 
Toughness fy Lamellar Teai mg on PlfR Steam Generator & 

Reactor Coolant Pump Supports " Proposed review procedure tt 
tirp 1 ementat 1 on schedule end 

EISEWHUTiD G Division of Licensing 80/05/19 7Spp 


0006050177 Notification of 8005^9 meeting ui/util in DethesdaiND for 
util presentation of proposed schedule for implementation 
of major mods required by NRC 

CLARK* R J Operating Reactors Branch 2 80/05/27 Ip 


—8006240167 Forwaids IE Insp Repts S0-259/B0-I9. 50-260/BO-14 & 
30-296/80-15 on 000307-0404 b notice of violation 
LEUISi ft C Region 2. Atlantai Reactor Operations Nuclear Support 
Branch 00/04/24 2pp 


— 8006240169 Notice of violation from insp on 800307-0404 

* Region 2* Atlantai Reactor Operations Nuclear Support Branch 
00/04/24 Ip 


— 8006240174 IE Insp Repts 30-259/80-19,50-260/80-14 6 BO-296/00-15 on 
800307-0404 Noncomp 1 lance noted failure to follow procedures 
in hoa t-treatment of Unit i HPC [ steam piping 

DANCE I H C Region 2, Atlantai Reactor Operatians Nuclear Support 
Branch SULLIVAN* R F , CHASE, J If Region 2, Atlantai Office of 
the Director 80/04/24 5pp 


8006050394 Notification of 000529 meeting w/uti 1 In Bethesda,HD to 
discuss util proposed design of post-accident sampling 
f ac 1 1 1 1 ies 

CLARK, R J Operating Reactors Branch 2 60/05/S7 ip 


8006110286 Ac k receipt of 800425 I tr to HO Farris re effect of dc power 
supply failure on ECCS performance Response will be provided 
before 800725 as given verbally to RJ Clark on 000330 
MILLS* L M Tennessee Valley Authority 00/06/03 Ip 


8006300604 Ltr to all BWft licensees forwarding "For Comment*' edition 
of NURE0-O619, "BWR Feerfuiater Noitle % Control Rod Drive 
Return Line Noiile Cracking " Commenla will be evaluated by 
NRC prior to final implementation If/o end 
EI6ENHUT. D 0 Division of Licensing 00/06/05 22pp 


0OO623OS14 Forwards proposed changes to facility Tech Specs per 
DO Eisenbut 800410 Ur b lOCFRSO 39 provisions 
MILLS* L M Tennessee Valley Authority 80/06/13 2pp 


—0006230520 Proposed Tech Spec revisions for saf e ty-related sys Change 
JUS t 1 f ica ti ons end 

4 Tennessee Valley Authority QO/06/13 22pp 


0006230430 Forwards itifo concerning turbine discs per 800516 request 
Continued operation of facility is justified Ac OLs should 
not be mod i fi od, suspended or revoked* based on responses 
DURALL. J R Tennessee Valley Authority 00/06/19 lOpp 


8006270269 Forwards response to NRC 800507 ltr re implementation of 
five addl TMI~2 lessons Learned requirements concerning 
Shift mantii ng* 1 icens mg exams, licensee dissemination & 
small break LOCA general review matters 
HILLS. L H Tennessee Valley Authority 00/06/23 9pp 


Q Inspection reports> IE Bulletins ^ correspondence 


0006200098 Forwards IE Circular 0O-OSi '‘QNR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time No written response 
required 

D'REILLYiJ P Region 2, Atlanta. Office of the Director. 00/04/tB 

2pp 


6006090098 Forwards IE Bulletin 60-1 i, ''Masonry Uall Design *' Requires 
action 6 written response IC Info Notice 79-26, '‘Overload Ing 
of Structural Elements Duo to Pipe Support" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/08 

app 


0006240251 AeV receipt of 800520 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/00- 13, 
30-360/00-11 b 50-296/00-12 

LEUI8, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/06/02 Ip 


— 8006240238 Responds to NRC 800423 ltr re violations noted in IE Insp 
Repts 50-239/80-13,90-260/00-11 t. 50-296/80-12 Corrective 
actions personnel instructed bo keep shift engineer informed 
of work status & sys status procedure revised 
HILLS, L M Tennessee Valley Authority BO/OS/SO 3pp 


—0006240264 Forwards IE Insp Repts 50-239/00-13,50-260/00-11 & 
SO-296/80-12 on 000204-0307 V notice of violation 
LEWIS, ft C Region 2i Atlanta, Reactor Operations Nuclear Support 
Branch 80/04/23 2pp 


—8006240267 Notice of violation from insp on 000204-0307 

LEUIS.ft G Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch SULLIVAN* J Region 2, Atlanta, Office of the Director 
00/04/23 tp 


—8006240273 IE Insp Repts SO-259/00-13, SO-260/BO-1 1 it 50-296/BO- 12 on 
600204-0307 Noncomp I lanco noted failure to demonstrate HFGI 
operable when RCtC was Inoperable for malnt 

DANCEi H C Region 2, Atlantai Reactor Gperations Nuclear Support 
Branch eULLlVANiR F , CHASE, d U Region 2, Atlanta. Office of 
the Director 00/04/23 6pp 


0006250135 Ac k receipt of 800521 ltr informing NRC of steps taken to 
correct violations notod (n IE Insp Repts 50-259/BO- 16. 
90-860/00-13 k 90-896/80-14 

arOHRi J P Region 8, Atlanta, Fuel Facility 6 Materials Safety 
Branch 00/06/03 tp 


— 8006250144 Responds to NRC 000425 ltr re violations noted in IE Insp 
Repts 90-899/80-16,50-260/80-13 U 90-296/80-14 
Corrective actions personnel trained on 000416 for emergency 
directo-r duties it training records corrected 
HILLS, L H Tennessee Valley Authority 00/09/21 5pp 


—0006250150 Forwards IE Insp Repts 90-259/80-16,50-260/80-13 i< 
90-296/00-14 on 000324-20 & 0331-0404 it notice of 
violation 

arOHR, J P Region S, Atlanta, Fuel Facility 6 Hatcrials Safety 
Branch 80/04/25 8pp 


—0006250199 Notice of violation from Insp on 000324-28 k 0329-0404 
u Region 2. Atlanta, Office of the Director 80/04/24 tp 


0006040267 Forwards IE Bunotin 00-12, "Decay Heat Removal 8ys 
Operability " No written response required IE Info Notice 
80-80, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit I While in Refueling Mode" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/09 
3pp 


—0006250169 IE Insp Repts 50-299/00-16,50-260/00-13 fc 50-296/00-14 on 
000324-20 k 0389-0404 Noncompliance noted failure to train 
designated successors to emergency director k to keep 
training records In order k prepare training procedures 
JENKIN&tO R Region 2, Atlanta. Fuel Facility k Materials Bafcty 
Branch ANDREWB, D L , PERROTTI* D J Region 2, Atlanta# Dffice of 
the Director 80/04/24 13pp 


B0D61S0O34 Forwards IE Circular 80-il, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, JF Region 2, Atlanta, Office of the Director 00/09/13 

3pp. 


8006240160 Ac k receipt of 800320 ltr informing NRC of steps taken bo 
correct violations noted in IE Insp Rupts 30-257/a0“l9, 
90-860/00-14 k 90-296/80-15 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 80/06/02 Ip 


— 8006240164 Responds to NRC 000424 ltr re violations noted in IE Insp 
Repts 50-239/80-19.50-260/00-14 L 50-296/80-15 Corrective 
actions personnel reminded that procedures must be followed 
when working on any critical piping sys or equipment 
MILLS, L M Tennessee Valley Authority 80/05/20 3pp 


8006300220 Forwards investigation results in response to IE Bulletin 
00-06 Bys mods, design changes k other possible actions will 
be provided in monthly progress repts beginning 800710 
Review will be completed by BOIlOl 

CROSS, J L Tennessee ValUy Authority 00/06/12 3pp 


R Puriodlc operating reports k related correspondence 


0006170501 Forwards monthly operating repts for May 1900 
ABERCROMBIE.H Tennessee Valley Authority 80/06/10 Ip 


—0006170907 Monthly operating repts for May 1900 
« Tennessee Valley Authority 80/06/01 32pp 
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S Reportable occurrences) LERi i. related correspondence 


B006060a0‘? Forwards LER 90-Oi7/03L'-0 

CALHOUN. J R Tenneisee Valley Authority 80/06/02 Ip 


— 6006060323 LER 80-01 7/03L-0 on 800404, after running 91 4 1 1 c 3 & 4, 

last page of 81 uas missing Last page had not been porfopmed 
a of last A (nonths, so one fire pratection zone not tested 
ironthly Caused by misplacement Page replaced 
* Tennessee Valley Authority G0/06/0S Spp 


8006110104 Forwards LER eO“O12/O3L-0 

CALHDUNi vl R Tennessee Valley Authority GO/06/06 Ip 


—9006110134 LER 80-01 2/03L-0 oti B00S09. wh 1 1 e performing 81 4 2 A-3. LI3- 
3-56a switch 2 «< LIS-a-36b switch 3 failed to operate Caused 
by stuck switch contacts Switch contacts cleaned & chocked 
for proper setpoint 

* Tennessee Valley Authority 80/06/06 Spp 


G006200024 Final Part 21 rept re mixed heat of steel supplied by U8 
Steel from which 4-inch elbows U a-inch tees were mfg to 
A234HPB requirement Investigations conducted & closed at 
46 listed facilities 

SEAViJ L Chemtron Corp . Tube Turns Oiv 80/06/06 3pp 


B006170581 Forwards LER a0-0l4/03L«0 

CALHQUNrJ R Tennessee Valley Authority 80/06/10 Ip 


— 9006170592 LER B0-OI4/03L-0 on 80051 3. dur I ng normal operation* reactor 
core isolation cooling tripped on overspeed due to loss of 
speed control Caused by diode in EOM box failure due to 
end Of life EOM box replaced U callbr 
• Tennessee Valley Authority 80/06/10 2pp 


8006170506 Forwards LER e0-Ol5/O3L-0 

CALHOUN, sJ R Tennessee Valley Authority 60/06/11 Ip 


““8006170512 LER 80-0 1 d/OBL-O on 900513,36 RHR pump cooling water flow 
determined inadequate per T5 3 5 B 1 ISl t: 3 5 OB 9 Caused by 
apparent restriction in cooling water piping Eichanger 
removed U flushed 

* Tennessee Valley Authority 80/06/10 2pp 


8006170603 Forwards LER B0-O16/0aL-0 

CALHDUNi-J R Tennessee Valley Authority 90/06/11 ip 


““8006170614 LER 80-016/03L‘-0 on BOOSl 3, f oi lowi ng completion of flow test 
on diesel generator heat exchanger 30, cooling water found 
inadequate per Tech Spec 3902 Apparently caused by 
restriction In coaling vater piping Uater lines flushed 
a Tennessee Valley Authority 80/06/11 2pp 


eoobiaosop Forwards LER aO“<Vi3/03L“0 

CALHOUN, V R Tennessee Valley Authority 80/06/12 Ip 


—8006180520 LER 0O-O13/O3L-O on 800517, LI S“3-56a switch 2 failed to 
operate Cause attributed to stuck switch Contacts. Leaf 
switches Inside level Indicating switch replaced li checked 
for proper setpoint U repeatab 1 1 ity 
* Tennessee Valley Authority 80/06/12 2PP 


0006240499 Forwards LER 80-018/03L-0 

CALHOUN, J R Tennessse Valley Authority 00/06/17 tp 


“-B006240S09 LER Q0-Oia/03L“0 on B0O519, reactor low pressure switch 
PS“3-740 SH 1, found out af tolerance Caused by instrument 
setpoint drift Barton 269 pressure switch inspected, recal Ibr 
tc functionally tested f«r repeatability 
* Tennessee Valley Authority 80/06/17 2pp 


DOCKET g0“297 NORTH CAROLINA STATE VNIV PULSTAR REACTOR 
F Security, medical* anergertcy it fire protection plans 


8006110367 Ack receipt of NRC 800319 Itr re physical protection 
requirements Physical security plan submitted it Implemented 
tn 1974, achieves objectives of 10CFR73 67 ( a), (b ) , (c )* ( f 1 U 
<g ), therefore new plan Is not necessary 
DRAY, T C. North Carolina State Univ 80/06/04 Ip 


DOCKET 50-298 COOPER NUCLEAR STATION 


F Security, medical. emoTgency ** fire piotection plans 


8006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 40 it App R to 10CFR5O 6 is expected 
to be published in FR by end o^ May 

EISENHUT,D 0 Division of Licensing 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 it now Page 14a for proposed 
rule 10CFR50 "Fire Protection Progiam for Nuclear Power 
Plants Operating Prior to 790101, “ transmitted by NRC 800519 
Itr Page 14a not end 

EIEENHUT, 0 0 Division of Licensing 00/05/22 73pp 


0006090310 Forwards revised pages to safeguards contingency plan, 
Revision 1 Revision withheld <ref 10CFR2 790) 

PlLANT.J M Nebraska Public Power District 00/05/30 ip 


0006110251 Forwards add 1 info re guard training 6 qualification plan in 
response to NRC 000424 Itr Info withheld <ref 10CFR2 790) 

PlLANT, J M Nebraska Public Power District 80/06/05 Ip 


P Operating license stage documents I correspondence 


6006090165 Forwards addl THl-2 related requirements to operating 
r«actoi's Licensees requirements for Till Action Plan include 
shift manning, t icensl ng exams ( licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT, D G Division of Licensing 80/05/07 ISOpp 


0006030514 Summary of 000422-23 meeting w/Mork I owners group in San 
Jose. CA re confirmatory analysis i testing programs 
concerning Mark 1 containment long-term program 

ORIMEStC 1 Assistant Director for Plant Systems 80/05/09 Bpp 


8006130122 Requests comments on NUREG-0577, “Potential for Low Fracture 
Toughness ^ Lamellar Tearing on PWR Steam Generator 6 
Reactor Coolant Pump Supports '' Proposed review procedure b 
intpl omen, tat ion schedule encl 

EISENHUT, D 0 Division of Licensing 00/05/19 72pp 


6006030461 Responds to NRC 800410 Itr requesting amend to radiological 
Tech Specs to clarify meaning of term operable Previous 
discussions w/IE inspector concluded spec contains adequate 
clarification it no addl revision is necessary 
PJLANT,Jf1 Nebraska Public Power District 00/05/30 Ip 


00061 10075 Discusses effect of dc power supply failure on ECCS 
performance Forwards listing of ECCS sys available w/ 
various single failures Loss of equipment due to water 
spillage has been satisfactorily addressed 

PILANTpJM Nebraska Public Power District 00/06/03 3pp 


600630060,1 Ltr to all DHR licensees forwarding “For Comment'' edition 
Of NUnE0-06i9, “DHR Feedwater Nozzle Control Rod Drive 
Return Line Nozzle Crackinj “ Corrmonts will be evaluated by 
NRC prior to final imp l omenta ti on W/o end 
E!BENHUT,D 0 Division of Licensing 00/06/05 22pp 


0006240500 Advises that util intends to respond to 000507 request re 
TMI-2 roqulremcnts within schedule Util presently evaluating 
alternatives within framework of GE DtlR owners group 
PILANT, J H Nebraska Public Power District 80/06/10 2pp 


8006230542 Requests expeditious deletion of Tech Spec 2 1 1/3 1 1 re 
max change of temp across condenser as indicated on enc I 
revised pages Class 2 foe enc 1 

PtLANTi J M Nebraska Public Power District 80/06/20 Spp 


— 0006230546 Deletes Tech Spec 2 1 1/3 1 1 re max change of temp acroii 
condenser 

* Nebraska Public Power District 00/06/20 2pp 


Q Inspection reports, IF liulletins 4 correspondence 


8006030519 Forwards IF Insp Rept 50-290/80-04 on 800311-13 it 24-27 No 
noncompl iance noted 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 00/04/18 2pp 


—8006030534 IE Insp Rept 90-298/80-04 on 800311-13 It 24-27 No 
noncompliance noted Major areas Inspected OA program, OE typo 
8BM control switch problem refueling activities 

WEBTERMAN. T F . CONSTABLE,© L * DEAN, S R Region 4, Dallas, Office 
of the Director 80/04/17 Spp 
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800&200115 Forward s IE Circular BO'-OB, "ftWR 
Reactor Protection 5ga Response Tine " Mo 
r VI ed 

SEYFRITrK V Region 4, Dallas, OFt'ice of 
Ip 


Tech Spec Inconsistency - 
uritten response 

the Director BO/04/iB 


8006020130 Forwards IE Insp Rept 50-298/77-18 on 791203 
No noncomp I lanc e noted 

QRGHNi 0 1} Region 4, Dallas, Fuel Facility L Materials Safety 
Qranch 80/04/30 2pp 


— B006030135 IE Insp Rept 
Major areas inspected 
procedures, tra I Ml ng t, 
BRQMN, 0 D Region 4, 
□ranch HARRISON, H C 
80/04/53 3pp 


50'278/77-lB on 791203 No noncompliance noted 
rogulat ions, instruc t ions operating 
audit program 

Dallas, Fuel Facility & Materials Safety 
Region 4, Dallas, Office of the Director 


8006040046 Responds to IF Bulletin 00-07, "BNR Jet Pump Assembly 
Failure ■' Confirms 800505 telcon reporting completion of 
ultrasonic tests No cract indications uere found 
PILANTiJ M Nebraska Public Power District 60/05/OS Ip 


8006170284 Forwards IE Insp Rept 
29-30 No none omp 1 i anc e noted 
MADSEN. 0 L Region 4, Dallas, 
Branch 80/05/07 2pp 


50-298/80-06 on 800408-11,21-23 t 
Reactor Operations Nuclear Support 


—0006190209 IE Insp Rept 50-298/80-06 on 800408-11,21-23 & 29-30 No 
noncompliance noted Major areas inspected OAicalibr, 
inservice insp procedures 4 IE Bulletin 79-OlB 

WESTERKAN, T F , SPANGLER, R 0 , CONSTABLE, 0 L Region 4. Dallas, 
Office of the Oirectoi 00/05/06 0pp 


8006060597 Forwards IE Bulletin 80~it, “Masonry Uall Design '* Requires 
action & written response IE Info Notice 79-20, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

SEYFRIT,K V Region 4. Dallas, Office of the Director 80/05/00 

ip 


8006300452 Forwards addl mfo re des 
fire hydrant Insps ^ control room 
protection safety evaluation Notif 
800718, If design mods are required 
FAY.C N Wisconsin Electric Power 

P 

P Operating license stage documents 


ign of fijeed water suppression sys, 
light fixtures for fire 
ication requested by 

Co 80/06/23 18pp 


& correspondence 


8006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 icensing exams t licensee dissemination 
of operating experiences Response requested within 30 days 
E1SENHUT,D Q Division of Licensing 00/05/07 150pp 


8006040060 Notifies that facility will use Chem Nuclear, Inc Model CNB 
6-00-2 radioactive shipping cask for dolivery of matls to 
carrier 

FAY, C W Wisconsin Electric Power Co 80/05/14 Ip 


8006130122 Requests comments on NUREG-0577, "Potential for Low Fracture 
Toughness t> Lamellar Tearing on PWR Steam Generator it 
Reactor Coolant Pump Supports " Proposed review procedure & 
Implementation schedule end 

ElBENKUT, D G Division of Licensing 80/05/19 72pp 


8006170244 Forwards Amends 45 H 50 to Licenses DPR-24 It DPR-27, 
respectively, safety evaluation 6 notice of issuance & 
availability 

CLARK, R A Operating Reactors Branch 3 80/05/20 3pp 


—0006170249 Amends 45 it 50 to Licenses nPR-24 DPR-27, respectively , 
incorporating Tech Specs contained in Apps A 6 B in license 
Amends add limiting conditions for operation t surveillance 
requirements for low temp mitigating sys 
CLARK, R A Operating Reactors Branch 3 80/05/20 36pp 


--8006170253 Safety evaluation supporting Amends 45 tt 50 to Licenses 
DPR-24 It DPR-27, respec tive ly 

* Office of Nucloor Reactor Regulation, Director 80/05/20 
I2pp 


8006040287 Forwards IE Dullotin 60-i2, "Decay Heat Removal Sys 
Operability " No written response required It Info Notice 
80-20, “Loss of Decay Heat Removal Capability at Davis-Besso 
Unit 1 While in Refueling Mode" end 

8EYFRIT,K V Region 4. Dallas, Office of the Director 80/05/09 

Ip 


8006160164 Discusses violation noted in IE Insp Repts 50-290/79-20 it 
5O-290/BD-O5 Package & vehicle not identical except In case 
of bulk shipments of low specific activity radioactive 
matls Citation appropriate Corrective actions requested 
8NIE2EK,J H Division of Fuel Facility 6 Materials Safety 
00/05/30 2pp 


R Periodic operating reports 6 related correspondence 


— 8006170256 Notice of issuance 6 availability of Amends 45 50 to 

Licenses OPft-24 It DPR-27, respectively 

CLARK, R A Operating Reactors Branch 3 60/05/20 2pp 


8006130037 Forwards safety evaluation supporting design aspects of 
containment purge valve isolation override i> other 
engineered safety feature actuation signals except radiation 
monitors which initiate containment purge isolation 
CLARK, R A Operating Reactors Branch 3 60/05/22 2pp 


—8006130039 Safety evaluation supporting design aspects of containment 
purge valve isolation ovorride 6 other engineered safety 
feature actuation signals except radiation monitors which 
initiate containment purge isolation 
* Operating Reactors Branch 3 00/05/22 tp 


6006070322 Forwards monthly operating ropt for May 1980 

LESBORrL C Nebraska Public Power District 80/06/02 Ip 

—8006090323 Monthly operating rept for May 1980 

BALLINGER, P U Nebraska Public Power District 00/06/02 4pp 


— 6006130040 "Technical Evaluation of Electrical Instrumentation l< 
Control Design Aspects of Override Containment Purge Valve 
Isolation Other Engineered Safety Feature Signals for 
Point Beach Nuclear Power Statl on, Oni ts 1 & 2 " 

HACKETT,D B ECtO, Inc FIN A-0231 8001183-4139 79/09/30 

I6pp 


DOCKET 50-301 POINT BEACH NUCLEAR PLAN!, UNIT 2 


F Security, medical, emergency ^ fire protection plans 


8006030177 Notifies that new tolephone sys called Health Physics 
Network (HPNl has been installed at site Sys intended for 
use during emergencies to link all power plants t< NRC 
Emergency Notification Sys hotline will also be used 
KEPPLERrJ 0 Region 3, Chicago, Office of the Director 80/04/18 

2pp 


8006090407 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 t/ App R to 10CFR50 it is expected 
to be published In FR by end of May 

EISENHUT, D O Division of Licensing 80/05/19 46pp 


8006130063 Forwards revised Pages 1-14 ?, new Page I4a for proposed 
rule 10CFR30 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC B005I9 
Itr Page i4a not end 

EISENHUT, D G Division of Licensing 80/05/22 73pp 


0006030344 Forwards description of proposed mods to Instrument bus 
power supplies, in response to NRC 000421 Itr Mods will be 
completed by 610101 Diagram of proposed supply sys to white 
V yellow Instrument busses end 

FAY, C H Wisconsin Electric Power Co SO/05/2? 4pp 


8006110129 Advises that util is forward ing, under separate cover, set 
of piping instrumentation diagrams for plant Listing 
of diagrams also forwarded w/package 
FAY, C W Wisconsin Electric Power Co 00/06/04 Ip 


8006120307 Discusses NUREG/CR-I 280 re power plant staffing Util has 
neither unlimited funding nor unlimited supply of people to 
Implement sys which Navy has developed Lists TMl-related 
aspects which have been overlooked 
SUrTNERiT A Affiliation Unknown 80/06/05 6pp 


8006180555 Withdraws 800514 request for NRC contractor to visit 
facility to perform Interviews 1^ other activities associated 
w/NRC contract Util 800527 1 ti requested postponement or 
cancellation of visit due to high level of plant activities 
HEI8HMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Qranch 80/06/05 Ip 
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— aOOilSOSSB R«spaitdi to B00514 request that NRC contractor be allouied 
to vieit facilittj to meet tu/traming staff t« test amergency 
procedures Requests postponement or cancellation of visit 
due to high level of activities at plant 

BtinsTElf^i S Wisconsin Electric Power Co 80/05/27 2pp 


8006200460 Forwards response to NRC 8005Q7 1 tr re five addl TWI-2 
related requirements for operating reactors Assumes that 
Imp Icfnentation of addl requirc-ments was not meant to impede 
completion of previous commitnents 

FAV.C W Wisconsin Electric Power Co 60/06/11 Spp 


0 Inspection reports^ IE Bulletins t. correspondence 


aO06iaOS74 Forwards IE Insp Repts 50-^266/80-07 & 50-301/00-06 on 
800408-10 Mo noncomp 1 1 anc e noted 

DAVIS, A 0 Region 3, Chicago, Fuel Facility h Materials Safety 
Branch 80/05/02 2pp 


— BOOAiaOSBl fE Insp Repts 30-266/80-07 Sc 50-301/00-06 on 000408-10 No 
noncompl iance noted Major areas inspected radiation 
protaction program associated w/refuel ing outage, incl ud Ing 
radiation protection procedures U training exposure control 
MILLER, D E , LOVENOALE. P C Region 3, Chicago. Office of the 
Director FI8HER, W (. Region 3, Chicago, Fuel Facility h 
Material! Safety Branch 00/04/26 7pp 


8006200272 Forwards IE Insp Repts 50-266/60-09 ^ 30-301/80-08 on 
800310-14 L 0408 No noncomp I iance noted 

HElBHHANrR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/05/16 Spp 


--0OO62OOHBO IE Insp Repts 30-266/80-09 U 50-301/60-08 on 800310-14 &i 
0400 No noncamp 1 lane e noted Major areas inspected plant 
procedures L operator training On 600408 meeting was held 
to review plant performance 

NARNICK.R F , SMITHi J D , REIMANN. F W Region 3, Chicago. Office 
of the Director 80/05/16 Spp 


60060S0034 Forwards proprietary response to IE Imp Repts 50-266/00-06 
^ 30-301/60-05 Revision to modified amended security plan 
withheld Irtf lOCFRC 7-901 

BIIR8TE1N, S Wisconsin Electric Power Co 80/03/S9 2pp 


8006190650 Responds to IE Bulletin 80-09, "Hydramotor Actuator 
Deficiencies " No safety-related tys or component uses AH-90 
or NH-90 leries hydramotor actuator 

FAV.C W Wisconsin Electric Power Co 00/05/29 Ip 


6006300262 Responds to lE Bulletin flO-l2i "Decay Heat Removal 8ys 
Operability " Plant design does not provide for automatic 
actuation of ECCB recirculation or automatic positioning of 
containment recirculation sump valves 

FAV.C Vr Wisconsin Electric Power Co 80/06/09, 2pp. 


8006160092 Forwards response to NRC request for info re facility Mar 
1900 eddy current insp info provided re number of eddy 
current indications recorded in Steam Ocnerator A L D hot 
legs 6 distribution by site S height above tubesheet 
FAVjC, N Wisconsin Electric Power Co 60/06/09 3pp 


6006200541 Ack receipt of 800529 itr informing NRC of stepe taten to 
correct violations noted In IE Insp Repts S0-266/G0-06 & 
50-301/80-05 

HIND, J A Region 3, Chicago, Safeguards Branch B0/O6/10 Ip 


“8006200547 Responds to NRC 800502 Ur re violations noted in IG Insp 
Repts 50-266/80-06 L 90-301/80-05 Corrective actions 
Withheld (Tif iOCFR2 7901 

BURSTElNrS Wisconsin Electric Power Co 00/05/29 Ip 


8006230036 For wards IE Insp Repts 50-266/60-00 It 50-301/80-07 on 
600519-23 No noncomp 1 lance noted 

HlMOj J A Region 3, Chicago, Bafeguards Branch 60/06/10 2pp 


—6006230043 IE tnsp Repts 50-266/80-06 U SO-301 /0O-O7 on B00S19-23 No 
noncomp I lancf noted Major areas Inspected matl control h 
accountabi J i ty, organ! zat ion, measurement & c ontrol, storage 
6 Inventory Rapt details withheld (ref lOCFRB 790) 

HIND. J- A Region 3, Chicago, Safeguards Branch FINLEY, A 0 , 
PATTERSON. J P Region 3, Chicago, Office of the Director 

00/06/ 10 Ip 


R Periodic operating reports 1 related correspondence 


8 Reportable occurrences, LERs 4 related correspondence 


6006090B32 Discusses revleu of BD022B steam generatoi teak occurrence ta 
results of subsequent insp Concludes that generators 
adequately inspected are safe for continued operation 
Safety evaluation enc 1 

PAWLICKI.S S Materials Engineering Branch 00/05/23 2pp 


— 6006090834 Safety evoluatian of steam generator tube degradation 
Generators adequately inspected 4 reasonable assurance of 
continued safe operation eiists 

» Materials Eng Inee r mg Branch 80/05/23 I4pp 


V Bperator Examtnat ions 


Q006110271 Requests concurrence that operating training program is 
equivalent to extra man concept or background studies to 
justify arbitrary requiremont Reply requested hy 600701 
FAY, C W Wisconsin Electric Power Co 80/06/04 2pp 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security, medical, emergency 6 fire protection plans 


OOO6'O7O407 Forwards proposed rule entitled. ''Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO 43 8. App R to J0CFR50 6 is expected 
to be published in FR by end of May 

EISENHUT,DG Division of Licensing 80/05/19 46pp 


P006I30063 Forwards revised Pages 1-14 V new Page 14a for proposed 
rule I0CFR5O ''Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101.*' transmitted by NRC 800SI9 
ItT Page 14a not end 

EISENHUT. D 0 Division of Licensing 80/03/22 73pp 


8006020159 Advises of extension until 800801 for deployment of 
emergency response TLDs.per B00307 draft emergency plan 
Bites are being surveyed far proper location of deployment 
BRIGHT. R M Florida Power Corp B0/03/2Q 2pp 


8006090926 Requests that response to NRC 800522 Itr re safeguards 
contingency plan, be provided by B00630 

RElDtR M Operating Reactors Branch 4 80/05/29 2pp 


8006180531 Advisers that fire protection program mads will not be 
completed by Oct 19B0. due to NRC delay in responding to util 
791206 Zt 800119 submittals on safety evaluation items 
BRIGHT, R H Florida Power Corp 80/06/11 3pp 


H General corr espondenc q 


8006270088 Responds to 800509 Itr requesting response to F Robinson 
questions about impact of 800226 accident on environ 
Facility will not be authorized to restart until post- 
accident remedial actions are satisfactorily completed 
DtRCK8,ll J Office of the Erecutive Director for Operations 
80/06/10 ip 


--8006270073 Requests response to end F Robinson inquiry re impact of 
000226 accident on environ 
8TQNE«R faenate 00/05/09, 6pp 


8006270413 Addl response to FDlA request for 22 categories of documents 
re facility N1/REG-0925i ’’Safeguards Summary Event List, 

Revision 1,*' is available in PBR 

FELTDN, J 11 Divlslort of Rules and Records BO/06/20 ip 


I Financial information 


0006240495 Forwards Internal cash flow piojectian for yr ending 791231, 
to satisfy requirements of lOCFRlAO 21 Confirmation 
requested 

LOADER, J 0 Florida Power Corp 80/06/20 2pp 


J Insurance L indemnity Information 


8006160019 Forwards Endorsement 42 to ANl Pallcij NF-i95 

FIELDERrJ Marsh U McLennan, Inc, , M 6. M Nuclear Consultants, Inc 
Div 00/06/09 2pp 


8006170473 Forward* monthly operating repts for May 1980 
FAV, C W Wiscansin Electric Power Co 00/06/10 Ip 
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K utility Final Safeti^ AnaLi^^is ftcport (FSAR) h amends 


Q006tfl0511 Foruard^ proposed revised pages to FSAR re on-job 
training for licensed opeiatorc It backup licensees 
Changes to FQAR will be made bg amend at later date 
DAYMARD*P V Florida Power Corp BO/06/11 5pp 


P Djiarating license stage documenis ^ correspondence 


8006050539 Forwards utils schedules far response to NRC 791121 Ifcr re 
C Hlchaelson concerns on small break UOCAs 
CAPRA.R TrtI'-2 Bulletins t* Orders /9/12/10 Ip 


Q0060602Q3 Forwards documents ^or Auxiliarg Sgs Branch review of 
auxiliary feedwater reliability analysis for nS'W operating 
plants U/o ends 

CAPRA. R A Light Uatei Reactors Branch 3 80/01/17 3pp 


G006270283 Forwards Tech Spec Change Request 55* Revision li for License 
DPR-7S Proposed Tech Specs revise organiiation for mgt (i 
technical support Si coirects orfslte organliatlon chart 
Certificate of Svc enc 1 

BRIGHT. R M Florida Power Corp 80/04/23 4pp 


— 8006270347 Revised Tech Specs for administrative controls 
* Florida Power Corp 80/04/23 8pp 


--'8006270353 Application for Tech Spec Change Request 55* Revision 1 for 
License DPR-72 re admini strat ive controls 
4 Florida Power Corp 80/04/23 2pp 


8006090165 Forwards addl THI~2 related lequlrements to Operating 
reactors Licensees lequirements for TMl Action Plan Include 
shift manning* 1 1 c ens ing exams t licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT.D 0 Division of Licensing 00/05/07 iSOpp 


8006130122 Requests comments on h(UR£G-057/i "Potential for Low Fracture 
Toughness & Lamellar Tearing cn PWR Steam Generator 4i 
Reactor Coolant Pump Supports “ Proposed review procedure ii 
implementation schedule end 

EISEriMUTrD 0 Division of Licensing 80/05/19 72pp 


0006030323 Forwards "Design Revietu of Plant Shielding & Environ 
Qua 1 i f ication of Equipment for Bpaces/Sys Which Hay Be Used 
in Post-Accident Operations Outside Containment at Crystal 
River Unit 3 Nuclear Oenerating Station*" Revision l 
BRlOHTrR H Florida Power Corp 60/06/01 2pp 


— B006030326 "Design Review of Plant Shielding t Environ Qualification of 
Equipment for Spaces/Bys Which Hay Riei Used in Post-Accident 
Operations Outside Containment at Crystal River Unit 3 
Nuclear Generating Station*" Revision I 
« Oi Ibert/Commonwea 1 th Cos 60/05/31 33pp 


80060603S4 Forwards "Evaluation of Steam Line Drtalt Consequences 
Associated u/Removal of Rupture fTatrix Signals from 
Emergency Feedwater Valves " Rep t fulfills commitment of 
Item 51 in End Q of 800502 submittal 
BAYNARDrP Y Florida Power Corp 00/06/02 2pp 


— 6006060355 "Evaluation of Steam Line Qrealc Consequencss Associated 
w/Itemovak of Rupture Matrix Signals from Emergency 
Feedwater Valves " 

e Florida Power Corp 80/05/23 12pp 


0006110080 Forwards amend to DAN-1 607* "Crystal River Unit 3 Cycle 3 
Reload Repti" Revision I Certificate of Svc end 
DAYNARD.P Y Florida Power Corp 60/06/06 4pp 


—8006110085 Amend to "Crystal River Unit 3 Cycle 3 Reload Rept* " 

Re /i t ion 1 

BAKER* H A Dabcoct t* Nilcox Co « Nuclear Material Dlv BAInl-‘1067 
00/05/30 lipp 


0006170791 Partial response to FOlA request for 22 categories of 
documents re facility Foruai ds App A D documents Portions 
of App A documents ^ names of individuals exposed to 
radiation withheld (ref FOIA Exemptions 4 6) H/o ends, 

FELTON* U M .Division of Roles and Records BD/OA/ll. 5pp 


6006300444 Forwards draft NRC licensing position* "Safety 
Considerations for Temporary Onsite Storage*'* used in 
evaluating low level waste storjige criteria Requests reviews 
for onsite storage additions in monthly operating repts 
REIDiR W Operating Reactors Branch 4 80/06/12 tOpp 


B006170488 Forwards rosponso to NRC questions on analysis In SAU-t607 & 
startup physics test program 

QRIOHTiR 11 Florida Power Corp 80/06/13 6pp 


8006300554 Advises that svaluatian transmitted 800602 to Qfc of 
Nuclear Reactor Regulation requires Class III fee Necessary 
adjustments will be made after final review 
DIOOS/R M License Fee Management Branch 80/06/16 Ip 


6006230403 Requests e« tension until 800721 to commit to TMl-2 related 
requirements h schedoilo Implementation per DO Eisenhut 
800507 Ur 

BAYNARD.P Y Florida Power Corp 80/06/19 2pp 


8006240326 Forwards response to Questions la. lb* id It if of NRC 800229 
Ur requesting addl info re containment purge & vent sys 
Responses to Questions Ic It le will be submitted bg B0071S 
Certificate of Svc fcncl 

BAYNARD.P Y Florida Power Corp 80/06/20 4pp 


Q Inspection reports. IE Bulletins St corretpandence 


B006060561 Responds to NRC 800328 Ur re violations noted in IE Imp 
R#pt 50-302/79-55 C-Orrectfcve actions strengthening of Good 
Housekeeping Procedure AI-IDOO through indoctrination 
St security training sessions 

HANCOCK, J A Florida Power Corp 80/04/17 2pp 


—8006060564 Forwards lE Insp Rept 50-302/79-55 on 791210- 14 end notice 
of violation 

UENI8*R C Region 2, Atlanta* Reactor Construction & Engineering 
Support Branch 80/03/28 2pp 


--8006060566 Notice of violation from insp on 791210-14 

e Region 2, Atlanta. Office of the Director 60/03/28. ip 


— B006D6056B IE Insp Rept 30-302/79-55 on 791210-14 Noncompliance noted 
Improper housekeeping* c 1 eanl iness U radiation control 
practices 

QUICKrD R (legion 2* Atlanta* Office of the Director MARTlNrtt D 
Region 2, Atlantai Reactor Operations Nuclear Support Branch 
B0/O3/2B 4pp 


B006170760 Responds to hTRC 60D32B Ur re violations noted In IE insp 
Rept 50-302/60-14 Corrective actions emergency plan revieued 
U emergency plan raster It notification procedure updated 
MOORE* 0 C Florida Power Corp 80/04/18 3pp 


—8006 170762 Forwards IE Insp 30-302/80-14 on 800226-0307 8« notice of 
Violation 

O'REILLYiJ P Region 2* Atlanta* Office of the Director 

ao/oa/26 2 pp 


— 0006170765 Notice of violation from insp on 800226-0307 

e Region 2* Atlanta. Reactor Operations Nuclear Support Branch 
80/03/27 Ip 


—8006170769 IE Insp Re$>t 50-302/00-14 on 800226-0307 Noncorxpllanc* 
noted failure to notify state govt of Class B emirgencg via 
natl warning sys |t failure to list telephone number of plant 
manager on emergency roster 

MARTIN* R D Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch 80/03/27 L43pp 


0006030078 Forwards lE Insp Rept 50-302/80-17 on 800319-21 tc 25-20 No 
noncompliance noted 

MVRPHY.C. E Region 2* Atlanta* Reactor Construction te Engineering 
Support Branch. 80/04/21 2pp. 


—8006030085 IE Insp Rept 50-302/80-17 on 000319-21 li 25-20 No 
noncompliance noted Major areas inipeettid inservlee insp 
program* procedures* sior> (t compliance w/lE Bulletin 79-17. 

HERDT, A R Region 2* Atlanta* Reactor Construction b Engineering 
Support Branch. ECONOMQSiN. Region 2. Atlanta* Office of the 
Director 80/04/16 6pp 


8006190262 Forwards IE Insp Rept 50-302/80-21 on 800423-25, No 
noncompl iance noted 

MURFHYrC E Region 2. Atlanta. Reactor Conitruetton Engineering 
Support Branch 80/05/05 2pp 


— 0006190268 IE Insp Rept 30-302/80-21 on 80 0423-25 No noncompUane t 
noted Major areas Inspected Installed equipment per IE 
Bulletin 79-OIB 

C0NL0N*T E Region Si Atlanta* Reactor Construction Ic Engineering 
Support Branch RUFF. A 8 Region 2* Atlanta* Office qf the 
Director 60/05/05 3pp 
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0006200519 FoTtj/artfs 3E Insp Ropt 50'‘a02/a0~ia on 000331-0411 No 
noncompl lance noted 

LEUISiR C Region 3. Atlanta, Reactor Operation* Nuclear Support 
Branch BO/05/07 2pp 


— 8006200525 IE Insp Rept 50-302/00-10 on e00331“04ll No noncomp 1 ionce 
noted Major areas inspected previous insp findings* #uel 
recelp ti refue 1 itij ae fcivi tl as < malnt activities & IE Bulletin 
79“01B 

MARTIN. R D Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch. DONATi T J Region 2. Atlanta* Office of the Director 
00/05/07 6pp 


8006060535 Forwards IE Bulletin 00-11, '^Masonry Nall Design •’ Requires 
action & written response IE Info Notice 79-2Bi 
"Over load ing of Structural' Elements Due to Ripe Support 
Loads*' enc 1 

Q-'REILLViJ P Region 2, Atlanta, Office of the Director 80/05/00 
SPP 


0006050207 Forwards IE Bulletin BO-12. ’'Decay Heat Removal Sys 
Operability ” Requires action & response uiithln 30 days 
!E Info Notice 00-20, *'Loss of Decay Ileat Removal Capability 
at Davif-Basse Unit i Nhite in Refueling Mode" end 
□ 'REILLY, JF Region 2, Atlanta, Office of the Director 80/05/09 
2pp 


0006300083 Forwards IE Circular 80-11, '‘Emergencg Diesel Oeneratar Lube 
Oil Cooler Failures *' No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director BO/OS/13 

2pp 


0006260017 Forwards IE Insp Rept SO-302/BO-20 on 800414-19 No 
npncomp I lance noted 

LENIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/09/15 2pp 


—0006260023 fE Insp Rept 50'’302/60-20 on 000414-19 No noncpmpl lance 
noted Major areas inspected refueling & followup on licensee 
identified items 

QUICK, D r 8TETKA T Region 2. Atlanta, Office of the Director 
MARTIN. R Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/05/13 6pp 


6006S50073 Forwards IE Insp Rept 5D-302/B0-22 on 000428-0502 No 
noncompliancB noted 

LENiBiR C Region 2, Atlanta, Reactor aperationi Nuclear Support 
Branch 60/05/16 2pp 


—8006230076 IE Insp Rept 50-302/00-22 on 800420-0302 No non compliance 
noted Major areas Inspected r efuc 1 1 ng, surval Uance 
activities h IE Bulletin 79-21 

UPRIGHT, C M Region 2, Atlanta, Reactor Gperatians Nuclear Support 
Branch. BURNETT. P T Region 2, Atlanta. Office of the Director 

80/05/16 4pp 


8006020403 Forwards supplemental response to violation noted in IE 
Insp Rept 50-302/00-13 Util 000500 memo distributed to 
ajl plant personnel re-emphasl sed intent of temporary 
procedure change -L limits to change 
HANCOCK, J A, Florida Power Corp 00/05/27 Spp 


0006190681 Act receipt of 800506 Itr informing -NRC of steps taken to 
correct violations noted in IE Imp Rept 50-302/00-15 
STOHR,.! P Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch- 80/05/29. Ip 


— a0{)6l90683 Responds to NRC 000410 Itr re violations noted in IE Insp 
Rept 50-302/00-15 Corrective actions personnel operating 
laundry reminded of importance of procedural adherence 
Laundry survey rei^ui reman ts posted in laundry area 
HANCOCK, J A Florida Power Corp BO/05/06. 2pp. 


—00-06190687 Forwards IE Insp Rept 50-302/00-19 on 000310-21 notice of 
violet 1 on 

8TQHR,J P Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch 60/04/16 2pp 


—8006190691 Notice of violation from insp on 000318-21 

e Region 2, Atlanta, Office of the Director 80/04/17* Ip 


— 0006190692 IE Insp Rept 50-302/00-15 on 800310-21 Noncompllance noted, 
c o-ntam 1 nati on of protective c 1 othing, ready for use, in excess 
pf procedural limits 

€HALD,8 C Region 2, Atlanta, Office of tbe Director OlBSONiA F, 
Region 2, Atlanta, Fuel Facility t Materials Safety Branch 
00/04/17 9pp 


8006110185 Forwards response to IE Bulletin 00-12, ’’Decay Heat Removal 
Sys Operability " Conduct of operationa hag been revised to 
establish administrative controls to be followed prior to 
voluntarily entering degraded mode of operation 
DRICHT. R M Florida Power Corp 80/06/06 5pp 


B0061 10290 Forwards revised response to IE Bulletin 79-21, ”Tsmp 
Effects on Level Measurements " Emergency procedures being 
revised to alert opeiators of possible erroneous level 
Indication during post-accident conditions 
DfllOHT.R M Florida Power Corp 00/06/06 2pp 


B006240566 Ack receipt of 600423 Itr re feedwater sys welds FU-130B, 
MK-124 to 125 fy MK-IG? to 133 Agrees w/proposal to monitor 
welds through normal inservice insp program provided welds 
are scheduled for insp during early insp period 

MURPHY. C E Region 2, Atlanta Reactor Constiuction U Engineering 
Support Branch a0/O6/’09 Ip 


— B006240S73 Responds to NRC concerns re Insp Followup Item 79-25-01 
Results of supplemental Insp of 16 welds disclosed no 
evidence of svc-related indication Proposes Insps of welds 
FW-l30a, MK-1 24 to 125 $ MK-132 to 133 during inservice insp 
HANCOCK, J A Florida Power Corp 00/04/23 2pp 


6006170436 Advises eitension until 000711 is needed to complete 
response to IE Bulletin 00-05, “Vacuum Condition Resulting 
In Damage to Chemical Vol Control Sys Holdup Tanks " 

DRIOHT, R M Florida Power Corp 80/06/11 2pp 


6006170484 Responds to items of tioncomp 1 lanc e in IE Insp Rtfpt 50-302/ 
80-19 Corrective actions minutes of 11 nuclear general 
review committee meetings held during 1970 microfilmed i< 
document control program altered 

ifANCOCK, J A Florida Power Corp 80/06/U 3pp 


8006200357 Responds to IE Bulletin 00-00, ”EKam of Containment Liner 
Penetration Helds “ tfo "flood head" designs or designs 
Illustrated In A8ME Boiler Pressure ’Vessel 1974 Code, 

Winter l'?75 addenda, F 1 gore NE 1120-1 are used 
OAYNARO.P Y Florida Power Corp 80/06/12 Ip 


8006300550 Forwards response to IE Bulletin 60-06, "Engineered Safety 
Featuro <fc9F> Reset Controls Surveillance Procedure 
8P-417 has been modified to demonstrate that all equipment 
remains in emergency mode upon removal of actuating signal 
DAYNARD,P V Florida Power Corp 00/06/12 13pp 


0-006230485 Forwai ds response to IE Bulletin 80-05, "Vacuum Condition 
Resulting in Damage to Chemical Vol Control Bgs Holdup 
Tanks " All sys reviewed to identify tanks which can receive 
primary uioter ti to verify potential buckling problems 
OAVNARD, P Y Florida Power Corp 00/06/17 6pp 


8006300376 Forward* response to IE Bulletin 00-10, ’’Contamination of 
Nonradlaac tive Sys ^ Resulting Potential for Unmonitored. 
Uncontrolled Release of Rad ioac tivi ty to Environ " Secondary 
sys leakage during review caused some sys radioactivity 
BRIOMT. tt M Florida Power Corp 00/06/25 4pp 


R Periodic operating reports it related correspondence 


9006190617 Forward* monthly operating rept for May 1980 
OAYNARD. P Y Florida Power Corp 00/06/10 Ip 


— 6006190621 Monthly operating rept for May 1900 

CULVER. ri W Florida Power Corp 00/06/02 3pp 


3 Reportable occurrences, LERs I related correspondence 


BD06170878 Forwards draft for use In responding to request for info 
re Feb 1900 accident 

INORAMiF Office of Public Affairs 00/04/16 3pp. 


0006040343 PNO-1 1-80-086 on 800515, po tentlal leaks found on 24 control 
rod driveline motor tube to reactot* vessel head flange 
connections Gaskets replaced Repair action* being evaluated 
VttI will issue press release State of FL notified 
3TETKA, T F . QUICK. D Region 2, Atlanta. Office of the Director 
80/05/ 16 Ip 


80-06040356 PNQ-1 1-00-086 on 800518, contaml noted yellow trash bag 
affiled ui/rad 1 oac 1 1 ve sticker was found in waste lumber 
load Survey revealed ten similar bags in dump Bags removed & 
dump burning performed Investigation underway 

GIBSON, 0 . JFNKINS.G Region 2, Atlanta, Office of the Director 
80/05/19 Ip 
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aoa6050^0ii PNO-T I-80-OG9 on 80051^. during exacn of installad fuel 
halddoujn springs w/television camera< one cracked spring on 
aseemblg identified Assemblies ui/cracked fuel assembly 
holddoun spi mgs uiill be replaced 

GRAHAM, M. Jr. QUICK. D R Region 2. Atlanta, Office of tbc Director 
0O/OS/19 Ip 


600^04034^ PNQ-t I''Q0‘'08&A on 800520, str ipped threads t* galled threads 
were identified on nut rings Cxam will determine galling 
extent Corrective actions will extend outage Util issued 
press release 

GRAHAM, M J , QUICK, D R Region 2, Atlanta, Office of the Director 
80/05/20 Ip 


8006030303 Forwards LER 80-019/01 T-0 

HANCOCK, J A Florida Power Corp 80/05/29 tP 


— 8006030304 LER 80-019/01T-0 on 800517, crack indication discovered 
during insp of fuel assembly NJ0t8E upper end fitting 
holddown spring Investigation of cause underway Vlhen 
determined, rept u/cprrective actions will be sent 
LANCASTER. K F Florida Power Corp QO/OS/23 2pp 


S004030493 Forwards LER 80-021/03L-0 

HANCOCK, J A Florida Power Corp 00/05/29 Ip 


— 8006030500 LER 80-021/03L-0 on 800S06, dur 1 ng insp of feedwater swing** 
disc check valve FNV-45i valve hinge pin was discovered 
missing Caused by deficiency during initial assembly of 
valve by manufacturer Valve is being repaired 
LANCASTER, K F Florida Power Corp BO/05/23 2pp 


8006030505 Forwards LER BO-020/03L-0 

HANCOCK, J A Florida Power Corp 80/05/29 Ip 


— *B00603{>50a LER 0O-O2O/O3L~O on 800S01 , dur ing review of surveillance 
proc eiur es. d isCDVered that procedure for weekly battery 
check SP-310 was not performed for wk of 800406 Causad by 
damaged hydromater used to perform surveillance 
LANCASTER, K F Florida Power Corp 80/05/23 2pp 


8006110123 Forwards deficiency rept re extensive cracking in valve disc 
guide on six valves 

HANCOCK, J A Florida Power Corp 60/05/30 ip 


— 800611-0134 Deficiency rept re extensive cracking in valve disc guide 
on sic valves mfg by Dresser Industries Corrective action Is 
being determined by manufacturer will be accomplished 
prior to restart 

♦ Florida Power Corp 80/05/30 Ip 


8006180099 Comments on AO rept to Congress for first quarter CySO 
Suggests change of warding re saltwater cooling sys pumps 
MICHEL80N, C Director's Office 80/06/04 Ip 


8006200638 Part 21 rept revising Q00530 rept re cracking of disc guides 
of six main steam safety valves mfg by Dresser Industries 
Correct valve type is 3707R Corrective action is being 
determ 1 ned 

HANCOCK, J A Florida Power Corp 80/06/05 3pp 


8006110128 Forwards LER aO-022/04L-0 

HANCOCK, J A Florida Power Corp. 00/06/06 ip 


•"-80061 101 40 LER 80-022/04L-0 on 800528, samp I es not obtained for Apr from 
test wells 1 4 ^ pH results not reported for waste water 

ponds, test well 3 ^ discharge canal Caused by elimination of 
test well sites due to canal mod U loss of pH data 
LANCASTER, K F Florida Power Corp 80/05/30 2pp, 


8006190596 Forwards LER BO-023/03L-0 

HANCOCK, J A Florida Power Corp 00/06/12 Ip 


— 0006190603 LER 80-023/03L-0 on 800517. rad loactive matl In form of 
bagged contaminated waste t poly wrapped scrap lumber- was 
taken to site dump Caused by apparent communication problem 
between health physics personnel V bldg servicemen 
LANCASTER, K F Florida Power Corp 80/06/06 2pp 


0006240419 Forwards LER 80-024 /04L-0 

HANCOCK, J A Florida Power Corp 80/06/19 Ip. 


—0006240426 LER 0O~O24/O4L-O on 800523, d 1 scovered that I-i3t charcoal 
cartridge for wV ending 000401 was inajj^vertent ly discarded 
Caused by personnel error Responsible personnel were 
instructed on proper procedures 

LANCASTER, K F Florida Power Corp 00/06/19 2pp. 


0006240446 Forwards LER 79-074/01 T-1 

HANCOCK, J A Florida Power Corp 80/06/20 ip 


—8006240450 LER 79-074/OlT-l on 790017 6 22, reported that unplanned 
release of radioactive liquid was discharged to settling 
pond, contrary to ETS Caused by procedural deficiency Liquid 
was inadvertently released by sump pump automatic actuation 
LANCASTER. K F Florida Power Corp 80/06/10 2pp 


8006300398 Forwards supplemental LER 79-OS6/OaL-l 
HAfiCOCK, J A Florida Power Corp 00/06/24 Ip 


—0006300401 Supplemental LER 79-096/03L-1 on 790916, chann* I D reactor 
bldg high pressure bistable tripped Caused by corrosion 
buildup on reactor bldg pressure switch Switch was cleaned & 
returned to sve 

LANCASTER, K F Florida Power Corp BO/06/17 2p p 
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F Security, medical, emergency & fire protection plant 


0006120520 Requests that FEHA review of state 6 local emergency plan 
be provided consistent w/cncl schedule to avoid potential 
delays in licensing decisions 
AHEARNEtJ F Commission 00/05/13 2pp 


8006090407 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 •' Rule 
adds new Section 50 40 L App R to 10CFR50 U is expected 
to be published in FR by end of Nay 

EIBENHUT.D 0 Division of Licensing 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 l< new Page 14a for proposed 
rule 10CFR50 *'Flre Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000519 
Itr Page I4a not end 

EtSENKUT, D 0 Division of Licensing 80/05/22 73pp 


8006120009 Advises that NRC review of 800324 safeguards contingency 
plan Indicates need for addl revisions Bpaclfic comments 
withheld (ref 10CFR2 790) 

VAROA, 8 A Operating Reactors Branch I 80/05/27 8pp 


6006090274 Forwards addl fire protection info as suppl to util 000430 
Itr re safe shutdown analysis which takes plant to hot 
shutdown Addl info provides for taking plant to cold 
shutdown 

PEOPLES, D L Commonwealth Edison Co 00/05/20 Ip 


0006100293 Forwards Revision 1 to draft emergency plan Emergency plan 
station annexes also end 

PEOPLES, D L Commonwealth Edison Co 00/06/04 2pp 


—8006180340 Draft emergency plan annex 

a Commonwealth Edison Co 80/07/31 37pp 


—8006100347 Revision 1 to draft emergency plan 
a Commonwealth Edison Co 00/07/31 I39pp 


6006240490 Responds to NRC 800425,30.0501,09 It 20 Itrs requesting addl 
Info re guard training qualification plans Requests that 
response submittal date be extended to 000804 
PEOPLES, D L Commonwealth Edison Go BO/06/1B Ip. 


0 Adjudicatory correspondence 


0006060236 Forwards util affidavits of TR Tramm 6 RE Shannon 
describing planned minor changes in spent fuel reck 
replacement job procedures Changes relate to intervenor 
argument on appeal Related correspondence 
8TEPT0E.P Isham. Lincoln L Beale 80/05/05 2pp 


—8006060242 Affidavit recommending that penetrant test exams per end 
Procedure NDT-O, or e quival ent, be substituted for ultrasonic 
test exam technique in spent fuel pit corrosion 
surveillance program 

SHANNON, R E Commonwealth Edison Co 80/04/23 7pp 


— 0006060243 "Liquid Penetrant Exam " 

a Commonwealth Edison Co 70/12/06, ISpp, 


— 8006060246 Affidavit describing decontamination techniques that will be 
employed in spent fuel replacement jobs to reduce total yol 
pf raduaste mat! 

TRAMM, T R Commonwealth Edison Co 00/05/05 Spp. 



ga 


DOCKETED ITEMS 


B006l70Sia ttrief in support of ASLD 900214 inifctal declgion aut:horiiing 
in s ta 1 la t X on of neu racVsifor uhich intervanor filed 15 
exceptions Intervonor offered no reason to support alleged 
error m decision 

STEPTOEiP P , MILLERi M I CotTmoniUBa 1 th Edison Co STEPTOEjP P 
Isihdffi. Lincoln U Beale 80/05/05 44pp 


S0060&-0357 Discusses C Quigg 1 tr to llRC reiiuesting stag in proceeding 
r» proposed amend to increase spent fuel storage capacitg 
Guigg assertions inaccurate ASLS found that adequate design 
safetg features preclude I os s-o f-oia ter accident 
STEPTDE. P P rsham» Lincoln 4. Beale 90/05/12 2pp 


800^030316 Order for 800701 oral argomofit In NflC Public Hearing Room/ 
Bflthflsda«MD One hour of argunent 4. rebuttal lulll be granted 
to each partg 

D1S»1QP,C J Atomic Safety and Licensing Appeal Panel 80/05/23 

Ip 


8006190310 Responds to 80050S objection to scheduling meetings outside 
Wash ingtoni DC area Meetings are occasionally held outside 
Of Hashing toHf DC vicinity to allou persons living near 
plants cipportunity to attend 

ElSEiNIIUTfD 0 Division of Licensing 90/06/02> 2pp 


6006260141 Ack receipt of 600417 petition requesting NRC to suspend 
license amend permitting reracking hi compaction of facility 
fuel pool Petitioner has evidence from Salem Unit 2 
proceeding for revLeui FR notice end 

OENTGMi H R Office of Nuclear Reactor Regulation* Director 
QO/06/13 tp 


— 8006260146 PR notice of request for action under 10CFR2 206 re 
Pollution ^Environ Problems* tnc petition to suspend license 
amend" for reracVlng & compaction of fuel pool Petitioner has 
addl evidence for revieiu 

DENTOMiH R Office of Nuclear Reactor Regulation^ Director 
80/96/13 ip 


H General correspondence 


8006020014 Requests public debate re evacuating large populations near 
pouer plants Opposes plants located in densely populated 
areas 

HAMMjK Affiliation Unknown 60/03/19 ip 


P. Operating license stage documents It correspondence 


8006020240 Notifies that new telephone sys called Health Physics 
Network (HPN) has "been installed at site 8yi intended for 
use during emergencies to lint all power plants NRC 
Emergency Notification Sys hotline will also be used" 

KEPPLERjJ 0 Region 3* Chicago* Office of the Director. 80/04/18 

2pp 


8006090084 Comments on petition for rulejtveking 51-6 Zion Unit 2 is poor 
place to eiperlment o/reactor fuel due to population density 
within SO-mile radius of emission stack 
DOHERTY# J F Affiliation Unknown 60/05/07 2pp 


8006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning# I i ceni i ng exams i< licensee diss em-i nati on 
of operating experiences Response requested within GO days, 
EISENHUT# D 0 Division of Licensing 80/05/07 190pp 


B006040002 Notification qP 800520 meeting w/utl Is* contractor s N 
consultants in B«thssda*MD to exchange technology re 
accident sequence C< related phenomena per A Schwencer 
800410 Itr to L Peoples 

LON&j J H Reacter Systems Draneh 00/05/15 2pp 


0006130122 Requests comments on NI;RE0-0577* ’’Potential for Low- Fracture 
Toughness 6 Lamellar Tearing on PMR Steam Oenerator 
Reactor Coolant Pump Supports " Proposed revieur procedure 4* 
Implementation schedule end , 

EIBENHUT^D O Division of Licenidn-i 80/05/19. 72pp. 


0006190171 Forwrards requei t for addl items required to coimplete upgrade 
review of OA program Response should be provided alang 
w/response to 800408 request. 

VARGA* 8 A Operating Reactors Branch 1 80/05/20 4pp 


8006020077 Not If icat I tin of B0D6O5 meeting w/otll In Bethesdai MD to 
discuss upgraded QA program 

BPRAULiJ, duality Assurance Branch 80/05/21 2pp 


0006020172 Notification of 900930 meeting w/utils in Qtthesda*MD re 
severe eccident mltiyatlon features for facilities 
QLBHANiL Operating Reactors Branch i 80/09/23 Ip 


8006090493 Notification of 800603 meeting w/util in Dethesda*MD to 
discuss filtered vented containment sys i core retention 
devices 

MEYER* J F Reac*-or Systems Sranch 00/05/27 3pp 


8006160057 Toruards levised Tech Spec Pages 94* 3283* 79. & 80 issued w/ 
Amends 54 t- 9i to Licenses DPR-39 6 DPR-4S* r e sp e c 1 1 ve 1 y 
VAR O A* 5 A Operating Reactors Branch 1 00/05/29 2pp 


— 8006160D6D Corrected Pages 94*3203*79 I* 90 to Amends 51 6 54 to 
Licenses tyPR*'4a A DPR-^G?* r espec t i ve ly 
* Operating Reactors Dianch 1 80/04/28 4pp 


6006020347 Update tc 000422 application to amend Licenses DPR-39 6 
DPR- 40. incorporating admin is trat ive changes to App A* Tech 
Spec s 

NAUOHraN*W r commonwealth Edison Co 80/05/30 2pp 


— 8006020349 Revised Pago 300 to App A* Tech Specs 6 0 for administrative 
controls Allows either rad-cheei supervisor or lead health 
physicist to rulfill qualifications of radiation protection 
manager 

« Commonujoa 1 th Edison Co 00/05/30 2pp 


8006090S56 Application for amend to Licenses DPn~39 8< DPR-4Q. 
modifying allowed outage time per 000229 Confirmatory order 
Conbined Class t & lit fee end 

NAUGHT ON* U F Commonujea I th Edison Co 80/06/03 3pp 


80060903D5 Forwards response to NRC 600S06 request for history of 
total 4 partial power outages 6 attendant degraded voltage 
No complete Loss of offsite powei has occurred.but one 
partial loss incident was loported to NRC 
NAUQHTON* N F Commonwealth Edison Co 80/06/05 Spp 


8006120404 Forwards slides used by utils during 800603 meeting re 
technology exchange in area of mltigattoTi feature for 
severe accidents at facilities 

OQESER* 0 Hosting house Electric Corp 00/06/05 Ip 


8006170451 Forwards "Mitigation ot Severe Accident Study Rept ” Rept 
includes presentations made to NRC ir ACRS on 800220 & 0305* 
respectively L consists of state-of-the-art analyses 
conducted within 60-dag period 

CAHILL* t; J Consolidated Edison Co of New York 80/06/05 2pp 


'6006170459 Responds to 800526 Itr transmitting rept covering work 
perform*‘d by various consultants Entire Hestinghouse rept 
nonpr-oprlotary 

PEOPLES* D L Commonwealth Edison Co 60/06/09 3pp 


—6006170466 "Mitigation of Severe Accident Study /Tept* " consisting of 
repts re evaluation of residual rlsk*steam explosions* 
containment response for Class 9 accidents (* post-accident 
containment vent sys conceptual designs 
■* Uestinghouse Electric Corp 80/03/31 400pp 


80O613OL65 Forwards check inadvertently left off package submitted on 
800603 U/o end 

PIENTA* R CoAimonwea I th Edison Co 00/06/06 ip 


8006160071 Forwards response to NRC Guestions 20 - 48 re facility OA 
program per □OD408 6 0520 requests 

PEOPLES. D L Commonwealth Edison Co 00/06/09 ISpp 


0006190307 Forwards commitments to comply u/requirements Si schedulti in 
NRC 000507 Itr re addl ThI-2 related requirements Dresden 
Unit 1 is currently undergoing extensive mod S( 
decontainination* therefore no response is provided 
PEOPLES* 0 L Commonwoalth Edison Co 80/06/12 lOpp 


0006270047 Bummary of 000520 Technology Exchange Meeting 3 w/utili in 
PethesduiMD re accident mitigation features for facilities 
LQNOr J K Reactor Systems Branch 80/06/12 S7pp 

BOO625O20O Notification of 000610 meeting w/utH s* contrac tors Sc 
consultants in Dethesda* MO for presentation in area of 
core-melt accident sequences for facilities Agenda end 
MEYER* J F Reactor Systems Branch 90/06/16 2pp 


0006200553 Notification of 800617 meeting w/utils it consultants in 
BethesdaiMD to discuss tochnutogy exchange re containment 
structural response* fai 1 ure pressures & failure modes 
MCYER* J F Reactor Systems Branch 80/06/17 2pp 
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G0D6300207 Req.uo&ts re^eva 1 uati on of original proposal for auhmltting 
schedule for implementing ATW3 instrumentation mods 
Identified in KUREG’'0460 Revised schedule b justification 
should be submitted in 30 dai/s 

VAROAi 5 A Operating Reactors Qranch t 80/06/19 3pp 


0006270306 Foru/ards revised Revisions 1 1 tS consisting of Page 1-7 of 
CE”l"Ai ''Comm Ed OA Program for Nuclear Generating 
Stations " Revised Revision I I includes basis on uhleh 
equivalent education requii ements Ufill be established 
PEOPLESj D L C ommoniuea 1 th Edison Co 80/06/53 ip 


0006270359 Forwards response to NHC 800502 questions on adequacy of 
station electric distribution sgs voltages Lowest bus 
voltage when starting largest non-Class tE Load was 
calculated when all other loads were running Motor started 
NAUGHTQN, W F Commonwealth Edison Co 60/06/23 9pp 


Q Inspection reportSr IE Quiletins it correspondence 


G006170727 Forwards IE Insp Repts 50-295/00-03 i. 50-304/00-02 on 
000207-0328 V notice of violation 

HEISHMAM.R F Region 3» Chicago. Reactor Operations Nuclear Support 
Branch 00/04/26 2pp 


— 0006170730 Notice of violation from insp on 600207-0320 

-N Region 3i Chlcagoj Office of the Director B0/O4/1B Ip 


— 9006170730 IE Insp Repts 50-295/00-03 It 50-304/00-02 on 600207-0320 
Noncompliance noted min shutdown margin requirements while 
in cold shutdown. were below Tech Spec limits 
KOHLER. J c . LITTLE. W S Regiun 3. Chitagu, Office Of the 
Director 00/04/18 6pp 


6006170291 Forwards IE Insp Repts SO-295/30-06 it 50-304/00-05 on 
800310-11 i 0417-10 No noncompliance noted 

HElSHMANi R F Region 3. Chicago!. Reactor Operations Nuclear Support 
Branch 80/04/30 2pp 


— 8006170295 IE Insp Repts 50-295/80-06 it 50-304/00-05 on 000310- tl tt 
0417-18 No noncofflp I ianca noted Major areas Inspected small 
break LOCA procedure 

KOHLER. J . NELSON. R Region 3* Chicago. Office of the Director 
LITTLE. N 5 Region 3. Chicago. Reactor Qperatians Nuclear Support 
Drench 00/04/25 4pp 


8006190378 Forwards IE Insp Repts 50-295/80-04 & 50-304/00-03 on 
800318 No noncompliance noted 

BAVIS.A B Region 3. Chicago. Fuel Facllitij tt Materials Bafetg 
Branch 60/05/09 2pp 


— 8006190379 IE Insp Repts 50-295/80-04 tr 50-304/00-03 on 000318 Mo 
noncompliance noted Major areas inspocted confirmatory 
measurements from previous co 11 oc tl on. ef f luent samples & 
submission of spited samples 

E0SIO. T K . JANUSKA. A 0 Region 3. Chicago. Office of the 
Director 00/05/06 6pp 


0006230070 Forwards IE Insp Repts 50-29 5/00-07 <« 50-304/00-06 on 
□QO414-30 No noncompliance noted 

HE18HMAN. R F Region 3. Chicago. Reactor Operations Nuclear Bupport 
Qranch 00/05/13 2pp 


—3006230077 IE Insp Repts 50-295/00-07 6 50-304/80-06 on 800414-30 No 
noncomp I iance noted Major areas Inspected licensee actions 
to comply with 000229 confirmatory order 

LITTLE. N S . KQHlER.nI E Region 3. Chicago. Office of the 
Director 80/05/12 9pp 


0006130076 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTON. J M Division of Rules and Records 80/05/23 3pp, 


—8006130099 Forwards response to updated memo received on B00313 re util 
Interrogatories re proposed imposition of civil penalty 
Cover sheet of IE insp rept end 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/83/21, 

2pp 


— SO06130102 Discusses three saf ety-related events occurring at facility 
Civil penalty for noncompl lance items will be Imposed 
Forwards notice of via lat ion. not ice of proposed imposition 
of civil penalties it history of enforcement action 
VOLOENAU, E Office of Inspection 84 Enforcement. Office of tha 
Director 77/09/30 2pp 


—8006130104 Notice of violation from insp on 770705-00.14.15 it 21 
# Office of Inspection ^ Enforcement. Office of the Director. 
77/09/30 3pp 


— 8006130100 Notice of proposed imposition of civil penalties in amount 
of 421.000 re none qmp 1 i anc e discovered during insp on 
770705-00.14.15 8. 21 History of escalated enforcement action 
enc 1 

a Office of Inspection tc Enforcement. Office of the Director 
77/09/30 2pp 


8006170326 Immediate action 1 tr re IE physical security insp on 800512- 
IS i 19-20 Licensee is expected to undertake actions 
outlined in end End withheld (ref 10CFR2 790) 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/05/23 
Ip 


0006250297 Advises that responses to IE Bulletin 79-06A. Revision 1. 
were found acceptable Evaluation end 

VARGA. S A Operating Reactors Branch 1 80/05/26 17pp 


8006300550 Forwards response to IE Bulletin BO-06. ''Engineered Bafety 
Feature <ESF) Reset Controls Proposed mods identified only 
if present sys design may compromise protective action of 
equipment 

PEOPLES. D L Commonwealth Edison Go 80/06/10 9pp 


S Reportable occurrences. LERs b related correspondence 


S006050377 PND-I 11-00-094 on B0D51 5. I i c ensee reported that cracks had 
been found in A 8( C sections of low pressure turbine Section 
A will be replaced w/new spindle 

KOHLER. J F . LITTLE.y 8 Rogion 3. Chicago. Office of the Director 
00/05/16 Ip 


8006040333 PNO-l I l-a0-094A on 600516. crack was discovered in keyway of 
Disc 1 at generator end of C section low pressure turbine 
spindle Bpindle will be replaced L D section will be 
examined wk of 000519 

KOHLER. J E . LITTLE. U 8 Region 3. Chicago. Office of the Director 
80/05/19 Ip 


0006110111 Forwards LER fiO-019/03L-0 

NANDKErN E Commonwealth Edison Co 80/05/27 Ip 


— 0006110115 LER 0O-O19/O3L-O on 800429. during safeguards actuation testi 
2A containment spray pump stop valve 2MOV-C8O002 failed to 
open Caused by malfunction of torque switch Mew torque 
switch Installed 

OAJIC. Z Commonwealth Edison Co 60/05/27 Ip 


0006110180 Forwards LER e0-020/O3L-0 

WANDKE. NE Commonwealth Edison Co 60/06/03 Ip 


— 8006110125 LER 80-020/03L-0 on 800507. maint personnel found steam 
generator 2A pressure channel 2P-516 low by 2 61(i e ictedlng 
channel accuracy Caused by instrument drift of tranimi tter. 
Transmitter recallbr 

JENKINS. R V Commonwealth Edison Co 60/06/03 ip 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F Bftcurity. medical, emergency 8< fire protection plans 


0006020257 Notifies that new telephone sys called Health Physics 
Network (MPN) has been Installed at site Bys intended for 
use during emergencies to link all power plants 8( NRC, 

Emergency Notification 8ys hotline will alio be used 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/04/10 

app 


0006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101.“ Rule 
adds new Bection SO 40 it App R to 10CFR50 8< is expected 
to be published in FR by end of May 

EIBENHUTiO 0 Division of Ltcenilng. 80/05/19. 46pp 


G006I30063 Forwards revised Pages 1-14 U new Page t4a for proposed 
rule 10CFR30 ‘'Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page 14a not end 

EISEMHUT.D 0 Division of Licensing. 00/05/22, 73pp 


P, Operating license stage documents U correspondence 


0006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requlremonts for TMl Action Plan Include 
shift manning, licensing exams i< licensee dis s etninatl on 
of operating experiences Response requested within 30 days 
EI8ENHUT. D 0 Division of Licensing 00/05/07. iSOpp 
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G0060&OS88 Ack r^caipt of 800414 
u/rtlat«d rvload for Cycle 6 Si 
Evaluat Ion. Keuanee Cycle 6. Mar 
VARGAi S A Operating Reactors 


Itr Confirms util intent to proceeil 
that “Reload Safety 
1980, •' has been filed 
Branch 1 BO/03/09 Ip 


— 8006200469 LER a0-O22/O3L-O on 800519, during refueling outage, 
pressuriier pressure transmitter fbund out of collbr Caused 
by instrument drift Transmitter recalibr 

NALEPKAi 0 S Uisconsln Public Service Corp GO/06/18 Ip 


8006l30tS2 Requests coffTments on NUREG'*0577, “Potential for Lod Fracture 
Toughness h Lamellar Tearing on PWR Steam Generator i 
Reactor Coolant Pump Supports “ Proposed revieu procedure & 
Implementation schedule end 

ElSEMKUTiO Q Division of Licensing 80/05/19 72pp 


SD0612-0514 Summary of 000428 meeting u/util re planned addition of 
restraints to primary coolant sys to limit 6 support LOCA 
lOa-ds Restraints have been designed to carry max loads of 
3000 Iclpi horiiontally for cold leg 

LlCCIARDO, R Qperatilig Reactors Branch 1 80/05/23 4pp 


8006240638 Confirms distribution of info re FSAR U SER to assist in 
technical evaluation of el ectrical, instrumentation & control 
design aspects o-f override containment purge valve isolation 
tt other engineered safety feature signals 

LiCCIARCQjR B Operating Reactors Branch 1 80/06/05 Ip 


8006170426 Informs NRC of proposed mod to limit containment purge (, 
vent valve opening to- 65 degrees Util is proceeding u/mod 
u/under standing that NRC concurs unless Informed to contrary 
bg B00612 

MATHEMSiE R Wisconsin Public Service Corp 80/06/11 2pp 


0006240493 Responds to- concerns re satisfactory operation of 
containment purge ?, vent valves under LOCA conditions 
Blocking devices installed to Unit opening of valves 
Discusses basil for mod 

MATHEUSiE R Wisconsin Public Service Corp 80/06/19 2pp 


Q Inspection reports, TE Bulletins h correspondence 


B00620008S Poruards IE Insp R«pt 50-305/60-08 on BQ0421-24 
No noncomp 1 iance noted 

HEISHMANi R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/09/12 Spp 


— 8006800097 IE Insp Rapt 50~305/ao-08 on 800421-24 No noncompl lance 
noted Major areas Inspected plant operations, IE bulletins St 
circular f ollouupr f ire protection/prevention program St 
nonroutlne events 

WARNICK, R r . HAGUE, R L . NELSON, R L Region 3, Chicago. Office of 
the Director 80/05/09 4pp 


0006260066 Forwards IS Insp Rapt 50-305/80-06 on 800324-28 h notice 
Of deviation 

HEIBHHANiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/09/20 2pp 


—8006260069 Notice of deviation from Insp on 800324-28 

» Region 3 j Chicago, Office of the Director 80/05/19 Ip 


— 8006260077 IE Insp ftept 50-305/60-06 on 600324-28 Noncomp 1 iance noted 
failure to implement approved Uaitinghouse guidelines 
SMITH. J f NELSON. R . WARN1CK,R F Region 3, Chicago, Office of the 
Director ^0/05/19 5pp 


8006240299 Responds to IE Q-ulletin 80-06 Review of schematic It logic 
diagrams for ell applicable components serving safety- 
related functions verifies that components will remain in 
emergency mod e. fol 1 owing emergency safety feature reset 
MATHEW3, E^R- Wisconsin Public Service Corp 80/06/17 2pp 


800625D165 Responds to IE Bulletin 60-12 re decay heat removal sys 
operability One loss of decay heat removal incident occurred 
In Bept 1974 Operating pro^Qdures have been reviewed for 
safeguarding against loss of RKR capability 
MATHEWS, E R Wisconsin Public Service Corp 80/06/20 4pp 


R Periodic operating reports & related correspondence 


6006160095 Forwards monthly operating rept for May 1960 

MATHEWS, E R Wisconsin Public Service Corp 80/06/09. ip 


—0006160099 Monthly operating rept for May 1980 

RUlTERrO H Wisconsin Public Service Corp 80/06/02 4pp 


8 Reportable occurrences. LERs U related correspondence 


8006200465 Forwards LERs aO-022/03L-0 U ao-023/03L-0 

liATMEWS, E R Wisconsin Public Service Corp 60/06/16 ip 


— 8006200473 LER G0'023/03L~0 on S00527, dur ing refueling outage, channel 
of steam floui Isolation sys found out of calibr Caused by 
instrument drift Instrument recalibr 

NAUEPKA, D S Wisconsin Public Service Corp 80/06/26 Ip 


DOCKEr SO-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, emeigency fire protection plans 


0006020231 Notifies that new telephone sys called Health Physics 
Network (HPNJ has been installed at site Sys intended for 
use during emergencies to link all power plants & NRC 
Emeigency Notification Sys hotline uiiU also be used 
KEPPLERiJ 0 Region 3, Chicago, Office of the Director eo/04/ia 

2pp 


8DD6090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 App R to lOCFRSO & is expected 
to be published in FR by end of May 

eiSENHUT. DO Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 tk new Page I4a for proposed 
rule I0CFR80 ''Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101, transmitted by NRC 0OOS19 
Itr Page 14a not end 

EI8ENKUT, 0 O Division of Licensing 80/05/22 73pp 


6006020250 Forwards revised Page I omitted from 800510 Revision 1 to 
security force training 4^ qual if ication plan End withheld 
<ref 10CFR2 790) 

MAYER. L □ Northern States Power Co 80/05/27 Ip 


8006170096 Notifies of proposed lE contractor review of emergency 
operating procedures on 800609-13 Data will be used to 
provide composite picture of etnorgency procedures C< will not 
result in Items of noncompliance 

HElSHHANiR F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 60/06/03 2pp 


8006230337 Discusses submittal of final upgraded emergency plans 
Extension may be necessary, depend ing on content of pending 
NRC rules on emergency plans Schedule for emergency plan 
revisions targeted to meet 800801 submittal date 
MAYER, L 0 Northern States Power Co 80/06/17 Ip 


0 Adjudicatory correspondence 


0006230266 Advises that State of MN 000424 contentions are being sent 
for docketing NRC will he prepared to discuss hearing 
schedule 4 state contentions during Uul 1979 prehearing 
conference in St Paul,MN 

BARTH, C A Hearing Branch 3 80/06/19 Ip 


8006300419 Notice U order for BOOBD6 prehearing conference In US 
Courthouse, St Paul,MN to State of MN 800424 petlton to 
Intervene in DL amend proceeding Licensee & NRC shall file 
responses to intervention petition by 800715 

LAZO,R M Atomic Safety and Licensing Board Panel 00/06/25 2pp 


P Operating license stage documents 8, correspondent* 


6006180101 Decommissioning study of Prairie Island Nuclear Generating 
Plant, Revision 1 

JAWORSHYiM J Nuclear Energy Service, Inc aiA0623 R1 79/09/20 
67pp 


8006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, licensing exams U licensee dissemination 
of operating experiences Response requested within 30 days. 
EI8ENHUT, D 0 Division of Licensing 00/05/07 150pp 


6006130122 Requests comments on NLJnEO-0577, “Potential for Lou Fracture 
Toughness 4 Lamellar Tearing on PWR Steam Generator It 
Reactor Coolant Pump Supports '■ Proposed review procedure It 
implementation schedule end 

EI6ENHUT, D 0 Division of Licensing 00/05/19 72pp 


0006250044 Forwards safety evaluation re degraded grid voltage 
protection for Class IE ac power sys b LUL rept, supporting 
mods Design mods 4 Tech Spec changes acceptable 
RD8A, F Power Systems Branch 00/05/22 tp 
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— QOO&25OO40 Safet<j evaluation supporting proposed mods & Tech Spec 
changes re protection of Class IE equipment U sgs from 
sustained degraded voltage 

Power Systems Branch QO/05/22 2pp 


— 80062500S2 "Technical Evaluation of Proposed Design Mods i< Tech Spec 
Changes on Grid Voltage Degradation for Prarie Island 
Nuclear Generating Plants Units I 2 " 

WHlTEffi L Lawrence Livermore Laboratorg FIN A''0231 
UCID-10654 00/03/31 t5pp 


0006090400 Forwards info re implementation of 10CFR50» App containment 
penetration testing requ iremcnts# per 000411 request 
MAYEfi/ L 0 Northern States Power Co 00/05/30 Bpp 


GOO6I7O406 Forwards addl info in support of 000131 license amend 
request in i esponse to NRC questions Analyses cover maleup 
water $gsi str uc turalichemistrg/radlochetnistrgi radiolog leal » 
matls/proc esses ^ rack disposal 

MAYER. L a Northern States Power Co 00/06/10 20pp 


6006230142 Responds to 600602 memo bg submitting list of documentation 
in applicable comments on facilities purge & vent valves 
long-term mechanical operahilitg Facilities meet Interim 
position 

MARTIN. R Operating Reactors Branch 3 00/06/10 2pp 


60062400S9 Forwards listed drawings to enable continuation of review 
of generic issue. "Primarg Coolant Sgs Pressure Isolation 
Valves (Event 5) " M/o enels 

MARTIN. R E Operating Reactors Branch 3 80/06/10 3pp 


0006170377 Forwards response to NRC 800507 Itr on addl TMl-2 
requirements re shift mann Ing. 1 icens ing exams. operating 
experience f eedbac k. Bull etins & Orders Task Force 
recommendations V control room habitabllltg 
MAYER. L 0 Northern States Power Co 80/06/11 14pp 


0 Inspection reports. IE Bulletins L correspondence 


0006170316 Forwards IE Insp Repts 50-262/80-05 L 50-306/60-06 on 
000301-31 No noncompliance noted 

HEI9HMAN. R F Region 3< Chicago. Reactor Operations Nuclear Support 
Branch 80/04/24 2pp 


—0006170321 IE Insp Repts 50-202/80-05 ^ 50-306/00-06 on 000301-31 No 
noncompliance noted Major areas Inspected plant operation, 
malnt. followup of LERs. t- review of licensee small break 
LOCA procedures 

FEIERABEND. C D . SWANSON. E R Region 3. Chicago. Office of the 
Director BOYD. D C Region 3. Chicago. Reactor Operations Nuclear 
Support Branch 80/04/16 7pp 


8006030203 Responds to IE Dunekin 79-17. Revi s ion t. Item 6 Visual Insp 
satisfactorily completed on Unit i in Apr 1960 No corrective 
actions necessary 

OlLBERTSi D E Northern Stakes Power Co 00/05/06 Ip 


6006110436 Forwards nonpropr letary version of IE Insp Repts 
50-282/60-07 t 80-306/80-07 on 000420-0502 Notice of 
violation withheld (ref 10CFR2 7901 

HIND. A Region 3. Chicago. Safeguards Branch NRC 60/09/22 
2PP 


— 0006110444 Nonpropr letarg version of IE Insp Repts SO-202/BO-O7 
50-306/00-07 on 000426-0502 Noncompliance noted some vital 
area physical barriers not maintained alarm devices 
not tampor-lnd icat ing Details withheld (ref 10CFR2 7901 
HIND. J A Region 3. Chicago. Safeguards Branch CREED. J R . 
PIRTLE.(? L Region 3. Chicago. Office of the Director 80/05/21 
2pp 


8006130076 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed In app 
FELTON. J M Division of Rules and Records 80/05/23 3pp 


— 8006130099 Forwards response to updated memo received on B00313 re util 
interrogatories re proposed imposition of civil penalty. 

Cover sheet of IE insp rept end, 

XEPPLER. J 0 Region 3. Chicago. Office of the Director 00/03/21 

2pp 


—0006130120 Excerpt of IE Insp Repts 50-202/75-01 & 50-306/79-01 
conducted on 750204-06 & 12-15 Noncompliance noted, design 
change packages were not prepared ^/or implemented in 
accordance w/licensee admini strative control directives 
CHOULES. N C , HUNTER. D R Region 3. Chicago, Office of the 
Director UORDAN.E J Region 3. Chicago. Reactor Operations 
Nuclear Support Branch 75/03/25 5pp 


0006230253 Revises response to IE Bulletin 79-OlB. "Environ 
Dual i f leak ion of Class IE Equipment " Forwards sgs component 
evaluation worksheet on Kerlte Cab 1 e. Revl s 1 on 2. replacing 
worksheet sent In B00912 response 

OILBERTS, 0 E Northern States Power Co 00/09/23 3pp 


8006240558 Responds to IE Bulletin S0-i2« "Decay Heat Removal 6gs 
Operability " □perating procedure for reactor refueling 
(cavity flooded) will require one train of RHR available w/ 
accessible source of borated water to replenish any loss 
OILBERTS. D E Northern States Power Co BO/06/06 2pp 


R Periodic operating reports S< related correspondence 


800616044B Forwards monthly operating repts for May 1960 k( corrected 
page to Apr 1980 monthly operating repts 
MAYER. L 0 Northern States Power Co BO/06/13 Ip 


>8006180451 Monthly operating repts for May 19B0 

HUNBTAD. A A Northern States Power Co BO/06/01 Gpp 


— 6006180453 Monthly operating ropts Apr 1900. correc ted pages 
HUNBTAD, A A Northern States Power Co 00/06/13 ip 


S Reportable occurrences. LERs 6 related correspondence 


8006040360 PNO-I 11-60-097 on 000519. fac il i tg was shut down due to 
leakage on reactor coolant seal 2 w/o radioactive release 
State Informed No press releases planned 

BAKER. K R . HEI0MMAN. R F Region 3. Chicago. Office of the Director 
□0/09/19 Ip 


8006030479 Environ Event Rept 80-01 on 800501. doily average discharge 
temp exceeded ambient river water temp by 9 7 F while two 
cooling towers were undergoing insp. cleaning I. repair One 
tower returned to sve electrical load reduced 
HARD. E C Northern States Power Co 80/05/30 Ip 


8006090289 Environ Event Rept 80-02 on 000913-14. rec lalmlng Ion 
exchanger out of sve when steam generator blowdown water 
discharged into river Sample of outfall revealed pH value 
greater than 0 5 Caused by seasonal change of river 
WARD. E C Northern States Power Co 80/06/04 2pp 


8006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows 4( 2-lnch tees were mfg to 
A234HPB requirement Investigations conducted U closed at 
46 listed facilities 

SEAY, J L Chemtron Corp . Tube Turns Div 00/06/06 3pp 


DOCKET 90-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency ^ fire protection plans 


0006090407 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 k. App R to 10CFR50 t. it expected 
to be published In FR by end of May 

EI8ENHUT. DO Division of Licensing 80/09/19 46pp 


0006130063 Forwards revised Pages 1-14 & new Page 14a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000919 
Itr page 14a not end 

EI8ENHUT. DO Division of Licensing 80/09/22 73pp 


8006030399 Recommends that FEKA receive notice of decisions made at 
forthcoming seminar re use of potassium iodide for radiation 
emergencies Ideas will be incorporated into state 
contingency plan 

COTE.L A Maine, State of 00/05/23 Ip 


8006170899 Advises that 791019 changes to approved security plan are 
consistent w/lOCFR50 54 provisions Plan withheld (ref 
10CFR2 7901, 

CLARK. R A Operating Reactors Branch 3 flO/09/29 2pp 


8006230386 Informs that next revision to facility emergency plan will 
be submitted by 800801 

GROCE. R H Maine Yankee Atomic Power Co 80/06/18, Ip 
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0 Adjudicatorg torraspondcrvc^ 


fl00t0A0447 Hotion fo^ extension until BOOtll to respond to Saniible 
ME Pouer BOD428 specific eohtention^ receivad on B00502 
Licantee coiinael prosentlg Involved in various ca«e« 

IntaTvenor ha« no objection to motion i4/Cert if icate of Svc 
DIONAN. T 0 , QAD, R K Maine Yankee Atomic Power Co DIGNAN, T 0 
Rqpt-i 4. Drag Q0/05/0h 3pp 


8006130251 Retponie to intervenot- Sensible hE Power Contantions Ka) 
through (d)i(f) through (i> V (It > . 4{a>. 5. 6< 7» 8. iO« 1 1 6 13 
ehould be admitted Notice of appearance of EJ Rale on 
bahalf of Nine 1. Certificate of Svc end 
RElSfE J Hearing Branch 3 80/06/11 20pp 


G006180274 Response to Sensible ME Power specific contoiitions Objects 
to certain contentions on grounds that spent fuel pool 
eipanslon case is not forum for relitigating issues alreadg 
resolved when OL issued W/Certl f Icate of Svc 

DlQNANfT Q t OADi R K Mama Yankee Atomic Power Co DlQHANi T 0 
Ropes it Orag BO/06/11 Upp 


B0061BQ326 Motion to postpone first prehearing conference until 801001 
Licensee is presentlg involved in considering aiternafca 
proposals & implementing KRC suggestion re TMI incident 
Cartificato of Svc end 

DIONAN* T 0 j GAO* R K Maine Yankee Atomic Power Co DI0NAN*T 0 
Ropes i Orag 00/06/11 3pp 


H Oen-aral correspondence 


80061303S9 Responds to 600S07 itr re changing situation for nuclear 
power plant amargeneg preparedness NRC is working closelg 
w/FEHA to develop coordinated federal guidelines Criteria 
for interim use outlined in HURE0*'0654/FEMA-REP“l 
DIRCK8.U J Office of the Hiecutlve Director for Operations 
eO/09/27 3pp 


— 8006130833 Urges that all federal guidelines re drafting peacetime 
nuclear corttingeneg plans for filed nuclear facilities be 
complatad ii promulgated qulcklg Pinal design requirements 
should ensure that all ttates can accomplish objectives 
DREHHAH.J E Maine* State of BO/05/07 ip 


8006270351 Forwards util 800211 it 0923 responses re evacuation time 
astimatesdn response to 791221 request 

GRIMES* 8 K Emergencg Preparedness Program Office 00/06/09 Ip 


J Insurance Ik Indemnitg information 


800612027^ Advises of investigation into P Ripton claim re radiation 
CQTktaminatlon when air hose separated from face mask during 
tmplogment w/factlitg 700701-0313 

HARVARD, J £ American Nuclear Insurers B0/02/t4 ip 


P Operating license stage documents 6 correspondence 


0006090169 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift tnannltig* 1 Iccnslng exams it licensee dissemination 
of operating experiences Response requested within 30 dags 
EI8ENH0T. D 0 Division of Licensing 80/09/07 iSOpp 


0006130122 Requests comments on NUReO-0577* "Potential for Low Fracture 
Toughness ic Lamellar Tearing on PHR Steam Ocnerator k 
Reactor Coolant Pump Supports " Proposed review procedure it 
Implementation schedule end 

EI8ENHUT.D G Division of Licensing 80/09/19 72pp, 


3006090271 Describes proposed hgdrogen monitoring sgs to be 
imp lamentedf in response to NRC 791030 Itr re TMI short-term 
Lessons Learned requirements Evaluation of acceptab 1 litg of 
proposed sgs requested 

GROCE* 8 H Maine Yankee Atomic Power Co 00/06/04 2pp 


8006090280 Responds to NRC 000508 Itr re complete or partial loss of 
offsite power events Util 800304 Itr responded to identical 
set of questions contained in NRC 791127 Itr re offsite 
power loss & is resubmitted 

0iiaCE*R H Maine Yankee Atomic Power Co 00/06/04 Ip 


0OO613O1'O6 Notification of 000610 meeting w/util in Bethesda*MD to 
dicust effects of fuel assemblg buildup on reactor 
parameters & chemical treatments for removing crud 
NCLSONrC C Operating Reactors Branch 3 80/06/04 2pp 


B00630041Q Forwards "Fnd-of-Cgc 1 e 4 Fuel it CEA Eddg Current Insp Rept 
19B0 ME Yankee Refueling Outage*" 4* "ME Yankee End-Of-Cqcle 
4 Summary of Fuel Insp Results*" per NRC B00307 request 
Ropts withheld (ref lOCFRa 790) 

VAKDENOUROH. D Maine Yankee Atomic Power Co 60/06/04 9pp 


6006170241 Forwards implementation schedule 4 summary stating 
commitments in response to NRC 800307 Itr re addl 
requirements from TMI Action Plan 

MOODY. D E Maine Yankee Atomic Power Co 80/06/09 5pp 


8006200424 Forwards "End of Cycle 4 Fuel 4 CtA Eddy Current Insp Rept 
19B0 Refueling Outage," 6 "End of Cycle 4 Summary of Fuel 
Insp Results, " nonproprietary versions 

ORQCEcR H Maine Yankee Atomic Power Co BO/06/ll Ip 


—8006200426 "End of Cycle 4 Fuel it CEA Eddy Current Insp Rept 1980 
Refueling Outage." nonproprietary version 

» Combustion Engineering* Inc CEN-129(M)-NP 80/03/24 I2pp 


—0006200420 “End of Cycle 4 Summary of Fuel Insp Results," 
nonpropr i etary version 

^ Combustion Engineering* Inc CEN-131 (M)-NP 60/03/31 37pp 


8006300390 Foiwards proposed Tech Specs Change 66j8uppl 2 consisting of 
addl changes to App A of License DPR-36 re administrative 
controls Suppl delineates offsite it plant organi lational 
structures it titles associated w/positions 

TKURLQW* E W Maine Yankee Atomic Power Co 60/06/20 3pp 


—0006300360 Proposed Tech Specs for administrative controls 
Changes more clearly delineate offiste 4i plant 
organi ta tional stiuctures h titles associated ux/each 
position 

a Maine Yankee Atomic Power Co 00/06/20 2Bpp 


Q Inspection reports* lE Bulletins i correspondence 


0006030106 Forwards IE Insp Rept 50-309/00-05 on B00317-21 No 
noncemp liance noted 

BRUNNER, E si Region 1. Philadelphia* Reactor Operations Nuclear 
Support Branch 00/04/22 2pp 


—0006030109 IE Insp Rept 90-309/00-03 on 000317-21 No none omp I lance 
noted Major areas Inspected licensee emergency procedures 
responding to small break LOCA* f ol lowup on LERs it review of 
monthly operating repts 

MARTiNtT T Region I* Philadelphia, Reactor Operations Nuclear 
Support Branch LAZARUS* N Region 1* Philadelphia* Office of the 
Director 00/04/17 7pp 


8006060027 Ack receipt of 600423 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-309/80-04 
BRUNNER, E J Region 1* Philadelphia, Reactor Operations Nuclear 
Support Branch 00/09/0? 2pp 


—6006060030 Responds to NRC 000320 Hr re violations noted in IE Insp 
Rept 90-309/80-04 Corrective actions revised procedure to 
require evaluation of purchases equipment or sves for future 
utiliiatlon requirements 

MOODY* D E Maine Yankee Atomic Power Co 00/04/23 Ip 


—0006060032 Forwards 16 Insp Rept 90-309/00-04 on 000210-22*27 6 
0304-07 it notice of violation 

BRUNNER, E J Region 1. Philadelphia* Reactor Operations Nuclear 
Support Branch 00/03/20 2pp 


—0006060034 Notice of violation from insp on 000218-22x27 it. 0304-07, 
« Region 1* Philadelphia* Office of the Director 00/03/27 Ip 


—0006060035 IE Insp Rept 90-309/00-04 on 000210-22,27 0304-07 

Noncompliance noted responsibilities i. procedures not 
detailed i cleanup of RC8 w/o procedure 

MARTIN,T T Region 1* Philadelphia* Reactor Operations Nuclear 
Support Branch LAZARU3, W J * SHETLAND* P 0 Region 1* 
Philadelphia* Office of the Director 00/03/27 7pp 


8006090482 Responds to IE Bulletin 00-09, "Hydramotor Actuator 
Deficiencies “ Determination made that no saf ety-related sys 
or component uses AK-90 or NH-90 series hydramotor actuator 
mfg by ITT General Controls 

OROCC,R H Maine Yankee Atomic Power Co 0O/OS/14 Ip 


8006090450 Responds to IE Bulletin 79''01D re evaluation of environ 
qual i f ications of Class 16 electrical equipment Due to 
extensive in-house reviews required, unab li to complete 
responses on time Completion by 800530 
GROCE, R H Yankee Atomic Electric Co 00/05/19 ip 
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8006170735 k receipt of 800307 1 tr informing NRC oif implementation of 
IE Bulletin 79-19 related training program 

SMITHpG H Region 1« PhlladelpMa< Fuel Facility & Materials Safetg 
Branch GO/05/21 Ip 


— 80-06170739 Responds to NRC 800213 1 tr re questlone on implementation 
re training requirements in IE Bulletin 79-19 8< IE ln»p Rept 
50-309/'79”19 Corrective actions training program is underlay 
-£r mi I 1 be fully implemented by Jul 1980 

■MQOD/p D £ Maine Yankee Atomic Pomer Co 80/03/07 3pp 


--00 061 7-07*14 Forwards IE Insp Rept 50-309/79—19 on 791129 & 30 No 
nancomp 1 lance noted 

ORtERiQ Region 1. Ph i 1 a d e 1 p h ia i Office of the Director 
BO/02/13 2pp 


— 0006170750 IE Insp Rept 50-309/79-19 on 791129 Ic 30 No nancomp I ianc e 
noted Major areas Inspected licensee response to IE Bulletin 
79-19 Including review of DOT V NRC onsite regulations^ 
procedures S. personnel training 

PUUtiLEE. K E Region 1. Philadelphia* Office of the Director 
CROCKER* H W Region 1* Ph i ladelph la* Fuel Facility *e Materials 
Safety Branch 80/02/06 11 PP 


B006130076 Addl response to FOIA request for sii categories of 
documents re CPC Forwards documents listed In app 
FELTON* J M Division of Rules and Records 80/03/23 3pp 


— 8006130097 Notice of violation from insp on 780923-29 t- 1010-11 

♦ Region I* Ph i ladelph la* Office of the Director 78/12/26 2pp 


9006030178 Forwards inservice insp exam rept for 900112-0309 
QRQCEiR H Maine Yankee Atomic Power Co 80/05/29 Ip 


■0006030182 Inservice insp eiam rept for 800112-0309 Describes eaams 
performed during 1980 refueling outage 
« Kaine Yankee Atomic Power Co 00/03/29 26pp 


0006200043 Forwards IE Circular 60-13* “Grid Strap Damage in 
Westi-nghouse Fuel Assemblies ' No written response required 
0fitER*8 H Region t. Ph I ladelph la. Office of the Director 
G0/0S/2B Ip 


8006230373 Ack receipt of 000423 I tr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-309/00-02 
SMITHiO H Region 1* Philadelphia. Fuel Facility U Materials Safety 
Branch 80/05/20 Ip 


—6006230379 Responds to NRC 800407 Itr re violations noted in IE Insp 
Rept 50-307/00-02 Corrective actions modified Procedure 
0-03-1 j mat li B(iui pmenfc svc purchase* requiring evaluation to 
determine whether addl procedures needed 
MOODYiD E Maine Yankee Atomic Power Co 00/04/23 Ip 


—6006230362 Ac k receipt of 000307 Ur informing NRC of steps taken to 
correct vialations noted in IE Insp Rept 90-309/00-02 
aMITM.O M Region 1* Phi ladel ph I a. Fuel Facility St Materials 
Safety Branch 00/04/07 Ip 


—6006230440 Responds to NRC 000221 Itr re violations noted in IE Insp 
Rept 50-307/80-02 Corrective actions incorporated procedure 
for operation of low level radwaste compactor into Health 
Physics Procedure 9 I 17 

HaDDV* D E Maine Yankee Atomic Power Co 80/03/07 2pp 


—6006230446 Forwards IE Insp Rept 50-309/80-02 on B0CH21-25 it notice of 
vie letl on 

SHITHifi W Region 1* Philadelphia. Fuel Facility & Materials 
Safety Branch 00/02/21 2pp 


— 8006230451 Notice of violation from insp on 600121-25 

* Region I, Philadelphia. Office of the Director 00/02/14, tp 


— 8006230452 IE Insp 50-307/00-02 an 000121-25 None omp 1 lane e noted 
failure to establ Ish* review t Implement procedure for baling 
machine 

KNAPP-P J Region t. Philadelphia* Fuel Facility «c Materials 
Safety Branch THQNUS*L H Region 1. Ph 1 Tarfe 1 phie* Office of the 
Director 80/02/14 Gpp 


8006050283 Informs that util is in process of addressing IE 
Bulletin 77-03A Response has required diversion of 
ensineering resources from identified safety Issues 
HEIDER.t H Yankee Atomic Electric Co 60/05/29 2pp 


8006060469 Discusses IE Bulletin 77-03A* “Longitudinal Weld Defects in 
ASHE 5A-312. Type 304 Stainless Steel Pipe ” Bulletin 
describes minor design d ef Ic i enc i es* rather than generic 
p rob lems 

HEIDER.L H Yankee Atomic Electric Co. 80/0S/29 2pp 


8006110003 Forwards response to IE Bulletin 77-018* “Environ 
Oual if Icat ion of Class IE Equipment “ Periodic revlilons 
will be fo-rwarded 

VANflENBURDH, D E Maine Yankee Atomic Power Co 80/06/02 2pp 


— 8006110008 '‘Environ Qua 1 » f i cation of Saf « t y-R* I ated Electrical 
Equipment at Maine Yankee Atomic Power Co 

UROANQUSKI.& F * raOUDEROS.Q . BAXTER. F 0 Maine Yankee Atomic 
Power Co YAEC-iai7 90/06/02 ISOpp 


8006160110 Responds to IE Bulletin 80-12 Procedure for plant cooldown 
contains provisions for blocking safety injection actuation 
sysi which automat i cal 1 y blocks containment spray* cantainmsnt 
isolation & ECCS recirculation 

VANDENnUROH. D Maine Yankee Atomic Power Co 80/06/09 2pp 


R Periodic operating reports ^ related correspondence 


6006020221 Forwards '’Biological Monitoring Rept* 1979 " 

OARRITY* J H Maii>B Yankee Atomic Power Co 85/05/27 Ip 


— 8006020229 ’‘B lolog tea 1 Monitoring Rept 1979 “ 

^ Maine Yankee Atomic Power Co 80/04/30 400pp 


6006030368 Forwards discharge monitoring rept for Apr 1900 
OARRITY. J l( Maine Vanioe Atomic Power Co 80/05/28 2pp 


— 8006030369 Discharge monitoring rept for Apr 1900 

FLANDERSfW Maine Yankee Atomic Power Co 80/05/19 Spp 


6006170607 Forwards monthly operating rept for May 1900 
MOODY. D £ Maine Yankee Atomic Power Co 60/06/12 Ip 


— 8006170696 Monthly operating rept for May 1900 

BEERS. F C Maine Yankee Atomic Power Co 80/06/12 6pp 


8 Reportable occurrences. LERi 6 related correspondence 


©006090353 Forwards LER 80-012/O3U-0 

WODD.E C Maine Yankee Atomic Power Co 00/06/03 Ip 


—8006070397 LER B0-012/03L-0 on 000906. during monthly surveillance test 
procedure* low power safety injection loop 3 header stop 
valve failed to operate as required Caused by broken weld in 
coupling of operating extension shaft 

DRINKLER.J E Maine Yankee Atonic Pcii^er Co 80/06/03 Ip 


0006110189 Forwards LER 80-0ia/03L-0 

MDQD. E C Maine Yankee Atomic Power Co 80/06/04 Ip 


— 8006110200 LER 60-Dt3/03L-0 on B00907. during routine power operation, 
auxiliary operator noticed S-charglng pump was not lined up 
u/requlred degree o-f separation Caused by personnel error 
Surveillance test procedure revised 

BRlNKLER.d E Maine Yankee Atomic Power Co 00/06/04 Ip 


8006110334 RO 80-014/C1T-0 preliminary results from vessel wall 
Irradiated surveillance capsule indicates higher shift than 
originally predicted Followup rept will be forwarded when 
all data is received L evaluation made 
HOOD* £ C Maine Yankee Atomic Power Co BD/06/04 Ip 


DOCKET 50-311 SALEM NUCLEAR OENERATINQ STATION* UNIT 2 


F Security, medical, emergency L fire protection plans 


8009130317 Forwards c lari f icat ion of NRC requirements for emergency 
response facilities defined In 77D913 Itr. Addl specific 
criteria fo-r facilities under development 

eiSENHJT.DO Division of Operating Reactors 80/04/25 6lpp 


0006120528 Requests that FEMA review of state local emergency plan 
be provided consistent u/encl schedule to avoid potential 
delays in licensing decisions 
AHEARNE. JF Commission, 80/05/13 2pp 
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e00fil90&49 Inform* NHC of decision to delay activation of Quintan 
training fatilitv a» nearaita triargeticg operations facility 
until open issues have teen addre-sseil satisfactorily 
SCHNEIDER. F U Public Service Electric & Gas Co of New Jersey 
B0/0*/lQ ip 


G Adjudicatory correspondence 


6006020323 Order granting yxtensidTi until G006Q2 for Commission to 
elect uhetlier to review Director's dec 1 sioiii DD'”S0-17i ta keei 
under iOCFR2 S06 

GHlLKiS J Office of the Secretary of the Commission 00705/33 
Ip 


B00623017& Forward* revised payes to Director 'i Decision DD BO‘-19 
Decision issued 000439 denied petition requesting certain 
actions re storage of spent fuel at site Corrections 
□verl ooVed 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
00/03/ 33 Ip 


— 000*330160 Advises that version of DD~8G''I9 signed is not version 
concurred on Forwards cover Itr. errata sheet Listing changes 
& two revisions of Director's Decision Corrections should be 
Issued by aOOSlS 

HURRAY, J P Office of the Executive Legal Director 80/03/07 

6pp 


aC}0&160602 Notifies that Ofc of Nuclear Reactor Regulation Director's 
denial under 10CFR2 20* of request re spent fuel storage Is 
final 

CHILK.S J Office of the Secretary of the Commission 80/09/29 

Ip 


600*20099? Responds to 600323 request for advance notice of activities 
re facility which Involve NRG o-r State of HD Public Sve 
Cotnmisfion NRC is not involved in proceeding Notification 
request should be directed to HD Public Sve Commission 
SHAPAR.HK Office of the Executive Legal Director BO/06/0* Ip 


— -60062003*7 Requests advance notice of meetings, conferences , depos itlons,- 
hearings or appearances re facility involving NRC or State 
of MD Public Sve Commission Also requests all relevant 
teitlmany tt correspondence received by NRC 
NETTERHAHN.M J Conner. Moore * Corber 00/03/23 2pp 


H General correspondence 


600*120069 Responds to Itr to DDE re constituent inquiry about 
relationship of Merrill Creek Project to facilities NRC has 
no Info re relationship Facilities use uater from DE River 
Basin 

DIRCKSjU J Office of the Eiec-utlve Director for Operetlons 
80/05/30 6pp. 


600*120243 Advises that NRC 600S23 extension of time to consider Ofc 
of Nuclear Reactor Regulation denial of request for stay of 
OL Issuance has elapsed Denial Is final action 

CHILK<8 J Office of the Secretary of the Commission ao/OA/IO 
Ip, 


J insurance V indemnity information 


000*1 10077 Forwards Endorsements 31.4 & 1 to MAELU Policies MF-90. X6-*0 
& X8-72r respect! vely 

CORREA. M A Marsh * McLennan. Ine . M & M Nuclear Consultants. Inc 
Dlv e0/0*/04 *pp 


600*180507 Forwards eiecuted Amend 8 to Indemnity Agreement 0-74. 
deleting Item 3 tt substituting license numbers 
GRIFFITHB.R Public Bervlce Electric !i Gas Co of New Jersey 

a0/0*/I2 2pp 


P Operating license stage documents correspondence 


60060901*9 Forwards add! T(1I'-2 related requirements to operating 
reactors Licensees requlraments for TMI Action Plan Include 
shift manning, licensing exams I' licensee dissemination 
0 # operating experiences Response requested within 30 days 
EIBEUHjr, 0 Q Division of Licensing 80/03/07 iSOpp 


800*130122 Requests comments on NUREO-0977. "Fotentlal for Law Fracture 
Toughness tt Lamellar Tearing on PWR 8beam Generator U 
Reactor Coolent Pump Supports ” Proposed review procedure 
Implemenlatl on schedule end 

ElSENHOTiD 0 Division of Licensing 00/05/19, 72pp. 


800*0303*0 withdraws 000514 request tor amend to License DPR-75 re 
relief from Tech Spec shift manning requirements Requests 
return of fee 

SCHNEIDER, r U Public Service Electric & Gas Co of New Jersey 
00/09/27 Ip 


600*0903*6 Requests that audit of installed electric sys & equipment 
be performed per 791129 Itr Review sample may be limited to 
5V, of installed equipment * cables 
SCHUENCERfA Licensing Branch 2 00/09/29 2pp 


800*090507 Notification of 800*05 meeting w/util in Dethesda. MD to 
discuss licensee proposed engineered safety feature design 
for automatic switchover from injection mode to 
recirculation mode 

KERRIOAN, J Licensing Branch 5 00/05/30 2pp 


800*120203 Forwards request for Class III amend to License DPR-7S 
consisting of Tech Spec changes re special test exception, 
position indication sys. shutdown section 

LISRIZZI.F P Public Service Electric Oas Co of New Jersey 
0O/O*/O6 Ip 


—800*120210 Requests Class III amend to License DPR-79. al lowing 
suspension of Tech Spec 3 1 3 2 S (position Indication 
s ys-shutdown) during performance of rod drop time 
measurements ^ callbr when operable during rod withdrawal 
ECKERT.R M Public Service Electric * Oas Co of New Jersey 

aO/06/0* 2 pp 


--000*120214 Revised Tech Specs for License DPR-73 re position indication 
sys shutdown 

« Public Service Electric t Oas Co of New Jersey 80/0*/06 

app 


600*170450 Commits to Implement NURE0-0**0 re addl TMI-2 related 
requirements per 800507 Itr 

LIDRIZZI.F P Public Service Electric U Gas Co of New Jersey 
00/06/0? Ip 


800*250069 Notification of 800*10 meeting w/util in Bcthesda.MD to 
discuss licensee request for Toch Spec change on control 
rod position indication 

KERRIGAN. J Licensing Oianch 3 00/06/09 2pp 


000*300097 Notifies licensee that insp ports must be installed in steam 
generators * Row 1 tubes must be plugged prior to startup 
after first refueling No info presented that potential 
cracking near top of Row 1 U'-bend can be avoided 
8CHNENCER.A Licensing Branch 2 80/06/09 2pp 


000*240308 Forwards Amend 1 to License DPR-75. safety evaluation U 
notice of issuance t- availability 
6CHWENCER.A Licensing Branch 2 00/06/11 3pp 


■800*240310 Amend i to License DF^R-75t suspending limitations of Tech 
Spec 31322 during performance of individual full-length 
rod testing V rod position indication sys calibr. 

8CHNENCER. A Licensing Branch 2 80/06/11 5pp 


— 8006240444 Safety evaluation supporting Amend 1 to License DPR-79 
• Office of Nuclear Roactor Regulation. Director 00/06/11 2pp 


— 800*240440 Notice of issuance * availability of Amend 1 to License 
DPR-73 

ECHWENCER.A Licensing Branch 2 80/06/11 2pp 


0006230096 Notification of 800*10 meeting w/utll in Dethesda. HD to 
discuss auxiliary feedwater sys 

KERRIGAN, J Licensing Branch 3 80/06/12 2pp 


000*250308 Notification of 800*19 meeting w/utils in BethesdaiKD to 
discuss Issuance of full power license for facilities 
DROHERICK. A N Licensing Branch t KERRIGAN. J D Licensing Branch 
3 STAHue, C R Licensing Branch 3 00/06/16 6pp 


Q Inspection reports. IE DuDetirs & correspondence 


8006030086 Forwards IE Insp Rept 50-311 /BO-0* on 800327-20 No 
noncompliance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch 80/04/1* 2pp 
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—0006030090 IE Insp Kept 50-'3n/80“06 on 800337-28 No noticomp I ianca 
nofccti Majoi areas inspected ultrasonic exam of reactor 
pressure vessel no i z 1 e s ^ i nc 1 ud i ng observations & discussions 
u/ I 1 c ensee 

THIPP<L C Region 1. Ph 1 1 ade I ph i a . Reactor Construction & 
Engineering Support Qranch MCQREARTYiR A Region 1< 

Ph i ladel ph ioj Office of the Director 80/04/16 3pp 


8006180053 Forwards IE Insp Repfes 50-272/00-07 SO-Ol 1/00-03 on 
B00302-3? No noncompliance noted 

□RUNNER I E J Region 1' Ph 1 1 a d e Ip h i a r Reactor Operations Nuclear 
Support Branch BO/04/29 2pp 


--8006iB0056 IE Insp Repts 30-272/80'07 t 50-311/00-03 on 000302-29 No 
noncomp I iance noted Major areas Inspected plant operationsj 
logs & r ec or d s I LERs r p et 1 od 1 c reptSr small break LOCA 
guidelines V previous Insp items 

KEfMIO/R R Region li Philadelphia. Reactor Operations Nuclear 
Suppoi t Branch NORRHOLM. L J Region 1. Philadelphia. Office of 
the Director 00/04/23 16pp 


8006180121 Forwards lE Insp Repts 50-272/80-07 8< SO-3U/BO-03 on 
Q00302-29 No noncompliance noted 

DRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/04/29 2pp 


—8006180126 IE Insp Repts SO-272/00-07 i 50-311/80-03 on 800302-29 No 
noncomp 1 ianc e noted Major areas inspected plant operations 
including facility tours.log 6 record reviews. 1 icensae 
events review U review of periodic repis 

NORRHOLM. L J Region 1. Philadelphia. Office of the Director 
KCIMlOiR R Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch QO/04/23 i0pp 


6006200029 Forwards IE Circular 80-13. "Orid Strap Damage in 
Ne st 1 nghouse Fuel Assemblies No written response reiiulred 
ORlER.B H Regicin i. Philadelphia. Office of the Director 
80/05/20 ip 


80061 10231 Responds to violations noted in IE Insp Repts 50-272/00-04 6 
50-311/80-01 on 000128-31.0201.04-07 S' U-13 Corrective 
actions master equipment list will expand existing methods 
of compliance w/r equir ements of QA program sgs U components 
acifNElDER.F W Public Service Elqctric in Oas Co of New Jerseg 
80/06/03 8pp 


U Congress lona 1/Execut ive Correspondence 


8006120074 Responds to 800409 Itr requesting info re new safety itds w/ 
which facility must comply prior to QU Issuance Facility 
response to post-THI improved safety recommendatlDns 
reviewed License to load fuel 4 test issued 000418 
DIRCK5.M J Office of the Executive Director for Operations 
80/05/22 2pp 


— 0006120079 Requests info re new "strict safety stds” w/which facility 
must comply prior to CL issuance 

ROTH. W V Senate. Governmental Affairs 80/04/09 Ip 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F Security, medical, emergency t fire protection plans 


0006090407 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 ” Rule 
adds new Section 50 48 t App R to lOCFRSO U. is expected 
to be published In FR by end of May 

EISENHOT, D O Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 new Page I4i for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC B00519 
Itr Page 14a not end 

EISENHUT. D G Division of Licensing 00/05/22 73pp 


0 Adjudicatory correspondence 


8006060272 Discusses matl needed to respond to GA Energy Commission 
Interrogatory 6 Forwards complete list of D&W feedwater 
transients up to 79f026 Requests that project managers 
complete summaries of transients by 791127 
CAPRA. R A TMI-2 Bulletins l< Orders 79/11/23 2pp 


8006160049 Motion by CA Energy Commission for extension until 000801 
to file proposed findings of fact 4' conclusions of law 
Suggests 800711 for licensee f Ind ing s. 800822 for NRC 
findings 4< 800905 for licensee reply W/proof of Sve 
ELLiaON.C California. State of. SO/06/04 3pp 


6006300282 Responds to lE Bulletin 60-05. "Vacuum Condition Resulting 
In Daniage to Chemical Vol Control 8ys Holdup Tanks " 

Facilities have had vacuum breakers installed on holdup 
tanks to prevent collapse in event vacuum is generated 
SCHNEIDER, r W Public Service Electric Oas Co of Now Jersey 
80/06/06 ip 


8006260156 Forwards Director's decision per 2 206 & FR notice in 
response to Friends of the Earth 791024 petition to require 
preparation of supplemental environ statements on Class 9 
accidents at Diablo Cany on. Rancho 8eco St Palo Verde 
DENTON. H R Office of Nuclear Reacted Regulation. Director 
00/06/19 2pp 


0006300490 Responds t 
Operability " Seque 
resulted in automat 
containment sump wi 
SCHNEIDER. F W Pub 
80/06/09 4pp 


0 

nc 

1C 

n 

1 i 


IE Bulletin 60-12. “Decay Heat Removal 8ys 
e of events at Davis-Desse which 
transfer of suction to empty 
not occur at facilities 
c Service Electric & Oas Co of New Jersey 


—8006260159 Responds to /9t024 petition requesting preparation of 
supplemental EI8 re impact of Class 9 accidents at 
facilities No special circumstances exist which would 
warrant reopening proceedings Request denied 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/06/19 2pp 


S Reportable occurrences. LERs & related correspondence 


0006240443 Forwards LER 80-001 /03L-0 

LIDRI77I.F P Public Service Electric Oas Co of New Jersey 
00/06/18 2pp 


— 8006260161 Director's decision per 2 206 denying Friend* of the Earth 
791024 petition to require preparation of supplemental EI8 
on Class 9 accidents No special circumstances exist which 
would warrant reopening environ proceedings 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/19 17pp 


— 8006240449 LER 0O-OOI/O3L-O on 800522. when DL r ece 1 ved. f Ire barrier* 
were open due to recent removal of electrical cables. pipes 
it ujolding cables Cause not slated Barriers were verified 
sealed prior to core load 

MURPHY. M J Public Service Electric i- Oos Co of New Jersey 
80/06/10 Ip 


— 0006260163 Notice of Issuance of Director's decision per 2 206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental E19 re Class 9 accidents 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


0006300479 Forwards LER 80-002/03L-0 

LIQRIZZI.F P Public Service Electric Oas Co of New Jersey 
00/06/25 3pp 


—6006300487 LER 0O-OO2/O3L-O on 800526. during routine surveillance, 
emergency diesel 2B could nut be fully loaded Caused by 
three pins stuck in fuel injectors Pins were unstuck |< 
diesel tested satisf ac tor i ly Insp order has been initiated 
MURPHY. M J Public Service Electric ir Oas Co of New Jersey 
80/06/25 Ip 


I Financial information 

8006030320 Annual Financial Rept i979 

• Sacramento Municipal Utility District 79/12/31 21pp 

S0061 30337 Forwards Annual Financial Rept 1979 

MATTIMOE.J j Sacramento Municipal Utility District 00/06/09 Ip 

P Operating license stage documents ir correspondence 


8006060263 Forwards documents for Auxiliary Syt Branch review of 
auxiliary foodwator reliablUty analysis for BhW operating 
plants W/o ends 

CAPRA. R A Light Watei Reactors Branch 3 60/01/17 3pp 
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B006Z0006B Forwarils 000314 rtiemo ra 780320 transiant at facilitij knpuin 
ai “lijht bulb Incident '* Transient could have led to 
results as serious as TMl Requests comments on memo 
w/impha9l5 Qn safety problemis in Items 1-3 

£ISCNH11T<D Q Division of Operating Reactors BO/04/03 4pp 


-“0OOfi2OOO74 Advises of alternate sequence of events for 780320 incident 
at facility that could have resulted in outcome as serious 
as TMI Priority should be given to study of sequences in 
uhich successful core cooling may be in question 
BERNCROiR M > ROHSQHE. F H Probabilistic Analysis Staff 
aO/03/14 5pp 


800&0?01^5 Fortuards add 1 ThI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift fnannlngi 1 Icens ing eiamit licensee d i sseminatian 
of operating experiences Response requested tJithin 30 days 
ElSENHUTiD 0 Division of Licensing 80/09/07 ISOpp 


0006130122 Requests cofliments bn NUREO-0577. "Potential for Loui Fracture 
Toughness t* Lamellar Tearing on PWR Steam Generator (i 
Reactor Coolant Pump Supports *' Proposed review procedure k 
implementation schedule enc 1 

EISENKDTiD D Division of Licensing 00/05/19 72pp 


9006030342 Notifies of 800507 leak test of teal injection t< makeup sysr 
letdown sys k HPIS while performing SP 207 04 at hot 
shutdown prior to returning to power No leakage found 
NATTIhiaE.J J Sacramento Mlunicipal Utility District QO/05/23 Ip 


80061100*5 Responds to 800901 Itr r* facility compliance u/Category Ai 
NUREG-OSTa items Bys will draw liquid samples from RC8 cold 
leg ti from containment sump via decay heat sys Analysis 
described In 600411 Itr 

NATTIMQE.J U Sacramento Municipal Utility District 00/05/30 
3pp 


9006110131 Forwards Revision 1 to "AShE Code Class Valve Testing 
Requirements" Pp 4-S ti 4-6 re program changes resulting from 
79071S operational review for implementation of Instrvice 
tasting program Requests addl relief due to changes 
MATTiMOEiJ vl Sacramento Municipal Utility District 80/09/30 
Spp 


90D6240486 Forwards position on selected NUREO-0660 action items as 
required bg NRC 900507 itr 

MATT ] HOE. J U Sacramenta Municipal Utility District 90/06/18 

6pp 


0 Inspection reports* IE Bulletins k correspondence 


9006060600 Ack receipt of 791212 memo forwarding revision to 6MUD rept* 
"Analysis Summary in Support of Early Reactor Coolant Pump 
Trip " Informal copy of rapt was incorporated Into 
evaluation of lE SulUtin 79-05C (NUREG-0623> 

CAPRA. R A TMI-S Bulletins i Orders 79/12/13 Ip 


— 6006060603 Forwards 791024 revision to "Analysis Summary in Support of 
Early Reactor Coolant Pump Trip " Matl should be used to 
evaluate responses to IE Sulietin 79-05C 

JORDAN. E L Division of Reactor Operations Inspections 79/12/12 

ip 


800609049S Forwards IE Insp Rept 50-312/00-14 on 000325-27 No 
noncompl iance noted 

SPENCER^O. 5 Region 5i San Francisco* Reactor Construction k 
Engineering Support Branch BO/04/24 2pp 


— 9006090S03 IE Insp Rept 50-312/60-14 on 800325-27 No noncomp 1 iance 
noted, Major areas inspected activities performed in response 
to 16 Bulletins 79-02 -L 79-13 t exam of weld cracking 
problem during valve installation 

DQDDSrR T Region 5* San Francisco* Reactor Construction k 
Engineering Support Branch MARBUT*P P Region 3. San Francisco* 
Office of the Director 80/04/23 5pp 


8006160632 Responds to Item 6 of IE Bulletin 79-13* Revis ion 2. 
"Cracking in Feedwater Sys Piping '* Visual insp of all main 
k auxiliary feedwater sys piping supports It snubbers 
performed during refueling outage to verify operability 
MATTtf^OEiJ J Sacramento Municipal Utility District 80/04/28 ip 


8006290174 Forwards IE Insp Rept 50-312/80-12 on 000407-08 k tO No 
noncompl lance noted 

SPENCER, 0 9 Hegilon 5. San Francisco. Reactor Construction l< 
Engineering Support Branch 80/05/12 2pp 


—8006250179 lE Insp Rept 50-312/90-12 on 000407-08 k 10 No noncomp I iance 
noted Major ai eas inspected environ qualification of Class 
IE equipment per IE Bulletin 79-OlB 

DQDDS* R 7 Region 5. San Francisco* Reactor Construction tt 
Engineering Support Branch ELIN*J Q Region 5* 9an Francisco* 
Office of the Director 00/05/09 4pp 


0006250116 Forwards lE Insp Ropt 50-312/80-09 on 000407-11 No 
noncomp 1 iance noted 

CREWS, J L Region 5. San Francisco, Reactor Operations Nuclear 
Support Branch 60/05/19 2pp 


—9006250124 lE Insp Rept 50-312/00-09 on 800407-1 i No noncomp Uance 
noted Major areas inspected fire protection mods* onsite 
organliation & administrat ion, receipt, storage handling of 
equipment k followup on IE bulletins k circulars 
FAULKENOERRY, 0 Region 5, San Francisco, Reactor Operations 
Nuclear Support Oianch ZW£TZI0*0 B Region 5* San Francisco* 
Office of the Director 90/05/19 9pp 


0006250181 Forwards IE Insp Rept 50-312/80-16 on 800401-30 No 
noncomp Hance noted 

CREWS* J L Region 5* San Francisco, Reactor Operations Nuclear 
Support Branch 80/05/20 2pp 


— 0006250104 IE Insp Rept 50-312/80-16 on Q004OJ-30 No none omp 1 i anc o 
noted Major areas inspected long-term shutdown activities 
loss of non-nuclear instrumentation power 

FAULRENOERRV, a Region 5* San Francisco* Reactor Operations 
Nuclear Support Drench CAfJTER.H L , a'DRIEN*J P Region 5* 8an 
Francisco, Office of the Director 00/05/20 7pp 


6006090512 Ack receipt of 800423 Iti responding to items of 
noncompliance in 000401 notice of violation k payment of 
civil penalties in amount of $25*000 in response to 600401 
notice of proposed imposition 

8TELLO*V Office of Inspection // Enforcement* Office of the 
Director 00/05/27 Ip 


9006200053 Forwards IE Circular BO-13* "Grid Strap Damage in 
Westinghouse Fuel Assemblies " No written response required 
ENOELKEN,R H Region 5, San Francisco, Office of the Director 
eO/05/29 Ip 


0006130339 Forwards 600S05 Itr to Region 5 re util responses to IE 
Bulletin 79-OlB* "Environ Qua 1 1 f icat ion of IE Electrical 
Equipment " 

MATTIMOE. J J Sacramento Municipal Utility District 00/06/04 Ip 


— 9006130341 Forwards response to IE Bulletin 79-010* "Environ 
Qualification of IE Electrical Equipment " Responses* 

Including equipment required to function under postulated 

accident condi t ions* ava i lab le in Central Files only 

MATTIMOE, J J Sacramento Municipal Utility District 00/09/05 

7pp 


0006250051 Ack receipt of 600602 Ur informing NRC of stops taken to 
correct violation noted in IE Insp Rept 50-312/80-10 
CREWS, J L Region 5* 8an Francisco* Reactor Operations Nuclear 
Support Branch 00/06/12 Ip 


—9006250054 Responds to NRC B00422 Itr re violation noted in IE Insp 
Rept 50-312/60-10 Corrective actions held training session 
w/crane operators k reviewed k updated malnt procedures 
WALDRIDOE, W C Sacramento Municipal Utility District 00/06/02 

2pp 


— 9006250057 Forwards IE Intp Rept 50-312/80-10 on 800303-31 V notice of 
violation 

CREW3*J L Region S, San Francisco, Reactor Operations Nuclear 
Support Branch 80/04/22 2pp 


— B0062S0060 Notice of violation from insp on 800303-31 

■* Region 5* Ban Francisco, Office of the Director 80/04/21 Ip 


— B006250066 IE Insp Ropt 50-312/00-10 on 000303-31 None omp I i anc o noted 
movement of objects over fuel transfer canal w/o approved 
procedures 

FAULKENBERRY* 0 Region 5* San Francisco, Reactor Operations 
Nuclear Support Branch CANTEP* H L Region 9, San Francisco* 
Office of the Director 80/04/21 7pp 


R Periodic operating i oports related correspondence 


0006190636 Forwards monthly operating rept for May 1980 

RODRIGUES, R J Sacramento Municipal Utility District 00/06/05 

4pp 
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—S00i>l'90i4l tionihly operating rept for hag 1900 

CQLQMQO< R C SRcromenio Municipal Utility District G0/O6/0S 
4pp 


S Reportable occurrences* LERs related correspondence 


a0060a0361 Forwaids LER QO-O25/03L-0 

MATTIMQEi J J Sacramento Municipal Utility District 00/05/20 

2pp 


—0006030307 LER aO''025/03L-{) on 000502* rev i eu o# applicabilty o# IE 
Info Notice 00-13 revealed 29 GE type SSM suiitchos in 
safety-related suitchgear Eight cracked in cam follomers 
Caused by exposure to hydrocarbons in mfg process 
CDLUMBO* R W Sacramento Municipal Utility District 00/09/20 

IP 


6006160010 no revieu of safety feature actuation sys indicates that 
uhen Inverter A or li are removed from avc single failure of 
other inverter during accident will prevent sys operation 
Inverters will be treated as safety features equipment 
MCCOLLIGAri, J V Sacramento Municipal Utility District 60/06/09 
Ip 


0006090407 Forwards proposed rule entitled* "Fir® Protection Program 
for Nuclear Power Plants Opeiatlng Prior to 790101 “ Rule 
adds new Section 50 40 8< App R to 10CFR50 S’ 1 s expected 
to be published in FR by end of May 

EISENHUT*DO Division of Licensing 00/05/19 46pp 


6006130063 Forwards revised Pages 1-14 6 new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790t0l(" transmitted by NRC G00919 
Itr Page 14a not end 

EISENHUT. D G Division of Licensing 00/05/22 73pp 


0006110242 Forwards revisions to proposed util safeguards contingency 
plan per RW Reid 000411 request Plan withheld (ref 
10CFR2 790) 

TRIMDLE-D C Arkansas Power 4- Light Co 00/03/30 ip 


8006100510 Ack receipt of NRC 800519 Itr requesting info on security 
personnel training t qualification plan Requests copy of 
draft NUREG-0674 dealing w/sub ject* pr lor to response to Itr 
TRIMBLE* D C Arkansas Power 6 Light Co 80/06/13 ip 


H General correspondence 


6006250237 Forwards followup LER 79-021 /03L-i 

UALBRIDGErU C Sacramento Municipal Utility District 00/06/16 
3pp 


—6006250238 Followup LER 79-021/03L-1 on 791216* error In ref heat 
balance resulted in error for effective full power days 
calculation Caused by possible erosion wear on flow noiile 
Nollies will be replaced during next refueling outage 
COLOMDQi R M 6acramento Municipal Utility District 00/06/16 
IP 


8006300394 Forwards LER 80-020/0 lT-0 

MATTIMOE. J J Sacramento Municipal Utility District 80/06/19 Ip 


8006270171 
re spent 
no plans 
approval 
DIRCKG’U 
80/06/09 


Responds to 000430 request to comment on R Lacewell concerns 
fuel storage pool expansion Util indicated that 
for expansion anticipated until 1982 or 19B3 NRC 
& public consideration would precede expansion 
J Office of the Executive Director for Operations 
2PP 


P Operating license stage documents It correspondence 


8006060278 Forwards util 791031 Itr re auxiliariy emergency feedwater 
control sys Sys being developed by DttU appears to be fully 
responsive to NUREG-0576 concerns re separation from ICS Sc 
auto-start capability 

CAPRA, R A TMl-2 DuUotins S< Orders 79/12/JO Ip 


--0006300405 LER 00-028/017-0 on 000609* revl ew of safety features 
actuation sys revealed that if one invertor was out of sve* 
failure of remaining inverter would disable sys Operational 
restrictions placed on inverter operability 

CDLOMflO* R W Sacramento Municipal Utility District 80/06/19 
IP 


8006300526 Forwards LER B0-029/04T~0 

MATTIMQE*J J Sacramento Municipal Utility District 00/06/19 Ip 


—6006300533 LER BO-029/04T-0 on Q005I9. May i960 effluent monitoring 
charts indictaed effluent pH exceeded 0 5 Tech Spec limit 
Caused by pH fluctuations in dilution water* common 
phenomenon in summer months 

COLOMBO. R M Sacramento Municipal Utility District 00/06/19 

Ip 


00060602B3 Forwards documents for Auxiliary Sys Branch review of 
auxiliary feedwater reliability analysis for B6W operating 
plants U/o encls 

CAPRAiR A Light Water Reactors Drench 3 80/01/17 3pp 


0006090165 Forwards addl TMI-2 related requiremants to operating 
reactors Licensee requirements for TMI Action Plan include 
shift manning* 1 teens ing exams t licensee dissemination 
of operating experiences Response requested within 3D days 
EISENHUT. D G Division of Licensing 80/05/07 ISOpp 


6006130122 Requests comments on NUREG-0977* "Potential for Low Fracture 
Toughness V Lamellar Tearing cn PWR Steam Generator St 
Reactor Coolant Pump Supports *' Proposed revieu procedure St 
implementation schedule end 

EISENHUT* 0 0 Division of Licensing 80/05/19 72pp 


T Hearing transcripts on non-ant i trust matters 

— — — 8006090032 Requests meeting «/utll on 000604 in BethesdajMD to discuss 

Interim reliability evaluation program Program it associated 
8006030100 Forwards NRC proposed transcript corrections per ASLB order w/re liab i 1 i ty engineering U rish assessment task Included In 

re post-hearing schedule In proceeding Certificate of 8vc NUREG-O66O1 '*TMI Action Plan " 

end EISENHUT, D G. Division of Licensing 60/05/23 5pp 

BLACK. R L Hearing Branch 1 00/05/30 3pp 


—0006030191 Proposed corrections to 800228, 0303-06, 0408-11* 04H-1 5, 04 J7 
0506-10 4 0512-14 transcripts 
-4 Hearing Branch 1 00/05/30 29pp 


8006130112 Summary of 000522 meeting w/util re BOOSIO reactor 
coolant pump seal leak event 

VI5SIN0*O Operating Reactors Branch 4 00/06/02 6pp 


8006110336 Forwards stipulated mods to parti es* proposed transcript 
corrections 4 stipulated addl proposed transcript 
corrections Parties suggest fhat ASLAD issue order adopting 
800530 corrections as amended Certificate of 0vc end 
BAXTER,! A Shaw* Pittman. Potts 4 Trowbridge 80/06/09 4pp 


—6006110341 
proposed 
* Shaw* 


Stipulated mods to licensee, NRC 4 CA Energy Commission 
transcript corrections 

Pittman, Potts 4 Trowbridge 00/06/09 5pp> 


—60061 10350 
« Shaw, 


Stipulated add! proposed transcript corrections. 
Pittman, Potts 4- Trowbridge 00/06/07 Ip 


8006240165 Notification of 000612 meeting w/utlts In Btthefda,MD to 
discuss Interim reliability evaluation program. 

OL5HAN.L N Operating Reactors Branch I 60/06/09 2pp. 

8006170700 Forwards response to NRC 600505 Itr re loss of offsite 
power events 

TRIMBLE, D C Arkansas Power 4, Light Co 00/06/11 3pp 

6006100528 Responds to NRC 800505 Itr re less of offsite power events 
Details of 750222*1205 L 600407 events indicate weather 
conditions were responsible on all occasions Only momentary 
lasses of power were experienced 

TRIMBLE, 0 C Arkansas Power 4, Light Co 80/06/11 3pp 


DOCKET 50-313 ARKANSAS NUCLEAR ONE. UNIT 1 
F Security* medical, cmeigoncy V fire protection plant 


0006250266 Forwards Amend 45 to License DPR-51, safety evaluation U 
notice of issuance 4 avallablity 

REID*R W Operating Reactors Branch 4 80/06/12 2pp* 


8006090027 Forwards request for 
training 4 qua 1 1 f 1 ca 1 1 on plan 
lOCFRa 790 > 

REIOrR N Operating Reactors 


addl info rc security 
Enel withheld (ref 

Branch 4 00/05/19 


personnel 


2pp 


—0006250290 Amend 45 to License DPR-51 
surveillance requirements for hydra 
REIDrR M Operating Reactors Hranc 


*modlfyln9 Tec 
uHc snubbers 
h 4 00/06/12 


Specs re 
5pp 
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a 006^5 0291 Safvtv evaloatian supporting Amend AS to License DPtl-51 
Operating Reactors Dranch 4 60/0^/12 app 


— 600625029^ Notice oP issuance availbilitg of Amend! AS to License 
DPR-Sl 

REtD«R U Operating Reactors Branch 4 00/06/12 2pp 


0OO63DOOO6 Discusses licensee plans to increase onsite uaste storage 
Req^utsts revieus of onsite storage additions in nonthly 
operating rept following period in which, evaluation was 
completed NRC onsite storage licensing position end 
REID#R M Operating Reactors Branch 4 BO/06/12 lOpp 


B006250GaD Poruiards safety evaluation supporting util justification of 
continued operation of facjllty u/reactor vessel 
surveillance program conducted at Davis'-Besse Unit 1 Related 
Tech Specs should be proposed 

RElDi R W Operating Reactors Branch A B0/O6/16 2pp 


— 80062SQ3G2 Safety evaluation supporting util justification of continued 
facility operation w/reactor vessel surveillance program 
conducted at Davis-Besse Unit I Related Tech Specs should be 
proposed 

o Operating Reactors Branch 4 BO/06/16 2pp 


B006230A01 Submits response to G0OS07 reciuest for coounitment to TKI‘'2 
related requirements Response to Items 11 K G 25> 27 $< 44 
will be delayed because util did not receive errata sheets 
until e006i6 

TRIMBLE. [> C Arkansas Power Light Co BO/06/IG Gpp 


0006300045 Discusses fees far review of APL-TDR-IAp “ OA Manual- 
Operations " Requests payment upon receipt of invoice. 

MILLER. VI 0 License Fee Management Branch 60/06/23 Ip 


Q Inspection reports. IE Bulletins 6 correspondence 


8006060132 Notifies NRC that limited response to IE Bulletin 79-27. 
"Loss of Non-Class IE Instrumentation i. Control Power Sys 
Bus During Operation.^' will be submitted by 000426 Response 
will be limited to ac power supply to NNI buses 
TRIMBLE. D C Arkansas Power V Light Co 60/04/01 Ip 


0006040051 Responds to IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation it Control Power Bys Bus During Operation “ 
Revieu; identified need to increase reliability of ac power 
supplied to non-nuclear instrumentation sys 
TRIMGLE^D C Arkansas Power & Light Co 80/04/23 5pp 


0006240036 Forwards IE Insp Septs 50-313/00-06 6 SO-369/00-06 on 
600322-0421 & notice of violation 

MADSEN. 0 L Region 4. Dallas* Reactor Dperations Nuclear Support 
Branch 60/09/05 Spp 


—0006240042 Notice of violation from insp on 000322-0421 

e Region A* Dallas. Reactor Operations Nuclear Support Qranch 
eO/OS/02 3pp 


-0006240046 IE Insp Repts 50-313/60-06 SO-G6S/0O-O6 on 800322-0421 
Nohcomp 1 ianc e noted no control of combustibles & finding 
that waste control operator entered high radiation areas u/o 
using radiation survey instrument 

WESTERrtAN. T F Region 4, Dallas. Reactor Operations Nuclear 
Support Branch 00/05/02 i6pp 


0006060597 Forwards IE Bulletin 80-11. "Masonry Wall Design Requires 
action it written response lE Info Notice 79-28. 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

SEYFRIT. K V Region 4. Dallas. Office of the Director 60/05/08 
if 


8006050317 Ferwards IE Bulletin BO-12. "Decay Heat Removal Sys 
Operability " Requires actions it respo-nse within 3D days 
l£ Info Notice 00-20. "Loss of Decay Heat Remaval Capability 
at Davis-Desse Unit 1 Nhlle in Refueling Mode" end 
SEYFRIT. M V Region 4. Dalles. Office of the Director 00/85/07 
ip 


8006050331 Responds to violations noted m IE Insp Repts 50-313/8D-06 
it 50-36B/B0-06 Corrective actions doors to high radiation 
areas locted or repaired 5 locked Combustibles removed from 
prohibited areas l> mamt personnel notified 
TRIMBLE. D C Arkansas Power V Light Co GO/OS/27 4pp 


8006240184 Ack receipt of 800606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/80-05 V 
50-368/00-09 

MADSEN. 0-L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/06/06 tp 



— 0006240186 Responds to NRC Itr re violations noted in IE Insp Repts 
50-313/00-05 6 50-368/00-05 Corrective actions revised 
Procodure 1304 23 4. 2304 15 requiring specific sign-off for 
each leal rate test following containment entries 
TRIIIBLE. D C Arkansas Power 8< Light Co 00/05/09 Spp 


9006200489 Responds to IE Bulletin 00-12. "Decay Heat Removal Sys 
Operability " Analyses of procedures for safeguarding 
against loss of sys capability should bp completed bg 
000815 

CAVANAUGH, W Arkansas Power K Light Co 00/06/12 3pp 


B006300319 Forwards evaluation of 000411.16.0504 ^ 21 responses to IE 
Bulletins 79-05A 6 B Requests that util conform to 
provisions or provide sufficient justification for proposed 
deviations from guidance 

NOVAK, T M Reactor Systems Branch 00/06/13 22pp 


R Periodic operating reports ^ related correspondence 


0OD6ilOl42 Forwards "Annual Environ Monitoring Rept " 
TRIMBLE. D C Arkansas Power i Ligh*^ Co BO/05/12 Ip 


—6006110154 "Annual Environ Monitoring Rapt " Oversiie drawing end 
* Arkansas Power i Light Co 00/05/12 400pp 


B006110001 Forwards results of intake impingement monitoring during 
during month of Apr 1980 

TRIMBLE. D C Arkansas Power f Light Co 00/05/29 Ip 


— 8006110002 Results of intake impingement monitoring during month of Apr 
1900 Computer cards enc 1 

* Arkansas Pouier 5 Light Co 80/05/27 I7pp 


6006190696 Forwards monthly operating rept for May 1980 
TRIMBLE. D C Arkansas Power 4 Light Co 00/06/13 Ip 


’0006190609 Monthly operating rept tor May 1900 

BRAMLETT.L S Arkansas Power t Light Co 90/06/13 7pp 


S Reportable occuirences. LERs 1 related correspondence 


8006050396 PNB-lV-Bo-OGlC on 000515. fo 1 lowing purge of reactor bldg, 
fans were left on to continue ventilation EPA officials 
indicated that no radiation levels ..lere detected offsite 
Util samples indicated that A out of 0 had traces of Xe-133 
MESTErmAN. T F . MADSEN. G L Region 4. Dallas. Office of the 
Director 80/05/16 Ip 


0006230434 Forwards updated LER 79-0l7/O3X~i 

TRIMBLE. D C Arkansas Power p Light Co 00/05/22 Ip 

—8006230439 Updated LER 79-01 //OGX-l on 790911. during monthly test, 
diesel generator I tripped on lou oil pressure after approx 
3 minutes of operation Caused by inadequate corrosion 
inhibitor resulting in exfoliation type solder corrosion 
SHIVELY. C M Arkansas Power h Light Co 80/05/2? Ip 


6006130264 Submits followup actions to RCP seal failure on 800510 in 
response to NRC request Following cooldoun to cold shutdown. 

HCP Seal C cartridge was removed 4- transferred from 
containment bldg to hot instfument shop 

TRIMBLE. D C Arkansas Power 4 Light Co 80/05/30 2pp 


8006120277 Forwards LER aO-Ol0/OlT-O 

TRIMBLE. D C Arkansas Power 1. Light Co 80/06/05 Ip 

8006120283 LCR 80-O18/OIT— 0 on 000524. during investigation per IE 
Bulletin 60-00, d 1 scr epancy in records of weld insps found 
Cau^^ed by failure to properly review wold record 
documentation for particulai weld during const 
BRAMLETT.L S Arkansas Power ! Light Co 80/06/05 Ip 

800-6240096 Forwards request for addl info re reactor coolant pump seal 
leak event on 000510 

REID.R U Operafing Reactors Branch 4 80/06/09 4pp 

8006170623 Forwards LTR 00-01 //031-0 

TRIMBLE, D C Arkansas Power t Light Co 80/06/13 Ip 

“ B006170630 LER 80-017/03L— 0 on 800517, while opening reactor bldg bypass 
dampers* damper 7410 would not operate Caused by hoist still 
being connected to dampoi Damper reset i hoist removed 
BRAMLETT.L b Arkansas Poyper 6 light Co 00/06/13 Ip 
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DOCK.ET 50-315 DONALD C COOK KUCLEAR POWER PLANT, UNIT I 


F Security, medical, emergency fy file protection plan^ 


800-6090^107 Forward? piopoaed rule entitled, 'Tire Protection Progr-am 
for Nuclear Power Plant? Opeiating Pr l oi to 790101 " Rule 
adds new Section 50 ‘18 App R to 10CFR50 Is expected 
to be published in FR by end of Hay 

EISENHJT.D 0 Division of Licensing QO/05/19 46pp 


B006030071 Notification of BO0527 meeting w/uttl in nethesda.ND to 
review design of proposed technical support c tr it emergency 
op era * 1 ons f ac 1 1 1 ty 

MINFR, S Operating Reactors Branch 1 80/05/21 2pp 


800613006-3 Forwards revised Pages l-M t new Page 14a for proposed 
rule lOCFRDO "Fire Protecfion Program for Nuclear Power 
Plants Clperating Prior to 790101,'’ transmitted by NRC 000519 
Itr Page I4a not end 

EISENFHUTiDG Division of Licensing 00/05/22 73pp 


K Ooncral corr espondenc o 


0006270161 Responds to 000429 request for Info re M LeMlere inquiry 
about amount of nuclear waste disposed in State of hi Spent 
fuel from four operating Ml leactors stored onsite NRC 
evaluated status of waste mgt In 1977 W/rolated FR excerpts 
DiRCKSi W J Office of the Executive Director for Operations 
BO/06/09 lOpp 


J Insurance ^ indemnity information 


8005S102S5 Forwards payment for indemnity fee for 600526-010525 
H/o enc I 

DQLAM, J E Indiana ty Michigan Electric Co 80/05/16 ip 


P Operating license stage documents 4 correspondence 


G006090t65 Forwards addl TMI-S related requirements to operating 
reactors Licensees tequliemcnts for TMI Action Plan include 
shift mann ing. 1 icons I ng exams $ licensee dissemination 
of operating experiences Response requested within 30 days 
ElSENHUr. D G Division of Licensing 00/05/07 ISOpp 


0006130122 Requests comments on NUfiEO-0377, "Potential for Low Fracture 
Toughness V Lamellar Tearing on PWR 8beam Oenorator & 

Reactor Coolant Pump Supports " Proposed review procedure -4t 
implementation schedule enc 1 

EIEENHUT.D © Division of Licensing 00/05/19 72pp 


G006130I92 Forwards Amends 37 4 20 to Licenses DPR-5Q U DPR-74, 
1 es p ect ive ly, safety evaluation 4 notice of issuance ti 
aval lability 

VAROA, S A aperablng Reactors Dranch 1 80/05/23 Spp 


-0006130196 Amends 37 it 20 to Licenses DPR-58 it DPR-74r rosp ecti ve ly, 
providing one time only extension of time for testing Unit 2 
ice condenser lower inlet doors 4 revising withdrawal 
schedule for reactor vessel surveillance capsules 
VAROA* 3 A Operating Reactors Branch 1 00/09/23 Mpp 


--D006130201 Safety evaluation supporting Amends 37 it 20 to Licenses 
DPR-Se DPR-74, respectively 

w Office of Nuclear Reactor Regulation, Director 00/09/23 3pp 


— 8006130206 Notice of issuance i> availability of Amends 37 tt 20 to 
Licenses DPR-5G S< 0PR-74r respec ti vel y 

VAROAi 8 A Operating Reactors Branch t 60/05/23 2pp 


6OO6O3O204 Forwards remittance in response to 800409 1 tr requesting 
processing Fee for NRC review of ultl 600324 submittal 
Requests that NRC review reconsider whether fee is 
necessary 

HUNTER, R S Indiana !< Michigan Electric Co 00/05/20 2pp 


8006030300 Forwaids addl info it Tech 9pecs re util 791217 response to 
NRC 790808 llr on adequacy of station electrical 
distribution sys voltage 

DOLAIJ. J E Indiana i Michigan Electric Co 80/09/28 Mpp 


— 0006030301 Tech Spec 3/4 8 3 re alternative ac po'wer sources 
« Indiana h Michigan Electric Co 80/05/20 5pp 


8006050037 Responds to NRC 000418 itr re evaluation of ultimate 
strength o-f facility containment bldgs Requests updates 
of ongoing NRC work ie hydrogen generation 4 containment 
capacity studies !< opportunity to comment on results 
DOLAN, J E Indiana it Michigan Electric Co 00/05/30 2pp 


8006170309 Reminds licensee that 000324 request to use divers to cut 
studs welded to bottom linor 4 supports in replacement of 
racks in spent fuel poo) is subject to payment of fees Fees 
should be submitted within 19 days 

MILLER, N O License Fee Management flranch QD/06/02 Ip 


0OO624OOB7 Confirms 000702 meeting w/util in New York, NV to discuss 
proposed resolution of sevoral operational tc OA problems 
Problems were previously discussed at 000415 mgt meeting 
KEPPLER, J e Region 3, Chicago, Ofrlce of the Director 00/06/10 
Ip N 


0006230407 Responds to A Schwencer 900429 info request ro facility GE 
louj pressure turbine Discusses site specific U generic 
questions re OE low pressure tur b Ine, Serial 170X412 
DOLAN, J E Indiana ?c Michigan Electric Co 80/06/16 9pp 


0006230407 Forwards proposed Tech Spec 3 0 5 in response to NRC 000410 
request 

DOLAN, J E Indiana V Michigan Electric Co BO/06/16 Ip 


—8006230491 Proposed Tech Spec 3 0 5 re criteria for operability Related 
Tech Specs end 

« Indiana it Michigan Electric Co 90/06/16 7pp 


0006260177 ifi thdraws 790319 i B00522 Tech Spec change requests rc rod 
position indication sys ty steam generator water level low 
low reactor tr ip/eng ineered safety features actuation 
sotpolnts Rod position indication sys change unnecessary 
DQLANrJ F Indiana i. Michigan Electric Co 80/06/17 3pp 


0006240491 Notifies that fourth refueling outage initiated on 000530 
Startup date for Cycle 9 operation scheduled for 800731 
DQLANrJ E Indiana 4 Michigan Electric Co 80/06/lB 2pp 


8006240462 Forwards response to NRC 000507 Itr re addl TMI-B related 
requirements Procedures for feedback of operating experience 
to plant staff will be reviewed Licensee will provide info 
to Hestlngh-ouse for generic rept 

HUNTER, R S Indiana it Michigan Electric Co 00/06/20 6pp 


0 Inspecti-on reports, IE Qulletlhs t correspondence 


0006170044 Forwards IE Insp Repts 90-319/80-07 4 90-316/00-06 of 
meeting on 800415 No noncompliance noted 

KEPPLER, J © Region 3, Chicago, Office of the Director 00/04/28 
2pp 


—0006170052 IE Insp Repts 50-315/80-07 50-316/80-06 of meeting on 

800415 No none omp 1 lance noted Major areas inspected 
implementation of util QA program 4- regulatory 
performance re personnel error 4, adherence to procedure 
OaVD, 0 C , MASSE, R E Region 3, Chicago, Office of the Director 
KEISHMANrR F Regiqn 3> Chicago, Reactor Operations Nuclear 
Support Branch 00/04/24 2pp 


0006170740 Discusses NRC 791220 Issuance of Info Notice 79-37 re cracks 
In trey way 4 bore sections of discs in Nestinghouse low 
pressure torbinas Addl info concerning info notice 
requested Response due within 30 days of receipt of Itr 
3CHMENCER,A Licensing Branch 2 BO/04/29 3pp 


0006130189 Forwards IE Insp Ropts 50-315/80-04 4< 90-316/80-03 on 
600111-0331 4< notice of vloiatlon 

HEIBHMAlfiR r Region 3, Chicago# Reactor Operations Nuclear Support 
Branch 80/09/02 2pp 


—8006130193 Notice of violation from insp on 800111-0331 

« Region 3, Chicago, Office of the Director B0/C4/3D Ip 


—0006130199 IE Insp Repts 50-315/80-04 it 50-316/80-03 on 800111-0331 
Noncompl lance noted spent fuel pit concentration found to be 
below min level on 600317 

MASSE, R E , DUDRY.N E , DOVD, D C Region 3, Chicago, Office of the 
Director 80/04/30 12pp 


0OO6Q3O261 Forwards remaining responses to IE Bulletin 79-010 re 
environ qualification of Class IE equipment W/o end 
HUNTER, R 8 IlUnois Power Co 80/05/07 4pp 
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B0060A0019 Praviidci supplemental resp{)n £0 t& IE Bulletin 79-010. 
"Environ dual I f 1 c at i on a-f Cla^s I£ Eq,uipiinent “ Foruards 
modified list of e(;.uipnent to leflect refs to qualification 
charts List proves advor-se environ qualification 
HUNTER. R 3 Indiana & Michigan Electric Co 00/05/07 iOOOpp 


B00tS00l96 Foru/ards IE Insp Hepts SO-SIS/BO-OA U SO-aii/BO-05 an 
000421-25 No n one nimp 1 ian c e noted 

KEFpLERi J 0 Region 3. Chicago. Office of the Director 80/05/13 

2pp 


““800&200199 IE Insp Repts 50-315/80-06 50-316/80-05 on 000421-25 Nc 

none amp I lance noted Major areas inspected radiological 
environ protection 

ESSIO.T H . GREER, n J . MASSE. R Region 3. Chicago, Office of the 
Director, 80/03/12 4pp 


0006130076 Addl responee to FQIA request for sis categories of 
documents re CPC Poru^ards documents listed in app 
FELTON, J M Division of Rules and Records 80/05/23 3pp 


--8006130079' Forwards response to updated memo received on G0O3L3 re util 
interrogatories re proposed imposition of civil penaltg 
Cover sheet of lE insp rept ^ncl 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/21 

app 


— B006130111 IE Insp Rept 50-315/77-^4 on 771S<>6-07 Noncompliance noted 
both containment sprag sijs out of sve 

BAKER. K R . MARNICK, R F Indiana t* Michigan Power Co 78/01/04 
3pp 


—8006120113 RO on 771118 while performing routine surveillance test, heat 
exchanger Iniet valve was discovered Closed Caused bg 
personnel error Valves were opened upon discovery 
CMADIIELL.H h Indiana V Michigan Pouier Co 77/tl/Se Ip 


--B006130115 Confirms 771118 verbal rept re closed containment spray heat 
exchanger inlet valves Followup rept will be provided bg 
771201 

SMALLER, D V Indiana Michigan Power Co 77/11/10 Ip 


e00$180574 Act receipt of 800S12 I kr informing NRC of steps taken to 
correct noncomp 1 lance noted in IE Insp Repts 50-31S/90-05 & 
50-316/80-04 Corrective action v*ill be eiamlned during 
future insp 

HIND. J A Region 3, Chicago, Safeguards Branch 80/06/03 Ip 


—8006190600 Forwards response to NRC B00417 Itr re noncompliance 
identified in IE Insp Repts 50-315/80-05 & SO-SlA/eO-OA 
Response withheld (ref lQCrR2 790) 

DDLAN/sl E Indiana Michigan Power Co 80/05/12 Ip 


8006190383 Act receipt of 800528 Itr informing NRC of steps taken to 
correct violations noted in 16 tnsp Repts SO-SlS/BO-Ol & 
SO-316/ao-Ol 

HE^ISHMAN. R F, Region 3« Chicago, Reactor Operations Nuclear Support 
Branch ao/C6/OS Ip 


—8006190396 Responds to NRC BOOSOS Itr re violations noted In lE Insp 
Repts 50-315/B0-O1 & 50-316/BO-Oi Corrective ac t i ons' Clas s 1 
component list will be continually updated as addl 
components are identified 

DOLAN, J E Indiana ^ Michigan Power Co 00/03/20 5pp 


6006240072 Responds to IE Bulletin 79-OlB. *'£nviron dual if ica tion of 
Class IE Equipment " Forwards corrected 4</or addl pages to 
Attachments 5 6 to util B0OSO7 second set of responses 

HUNTER. R 8 Indiana & Michigan Electric Co 80/06/05 35pp 


R Periodic operating reports i' related correspondence 


0006170521 Forwards monthly operating rept for May 1980 

SMALLER. D.V Indiana ff Michigan Electric Co 80/06/11 Ip 


— 8006170550 Monthly operating rept for May 1990 

OILLETTrU T Indiana ^ Michigan Electric Co 80/06/03 7pp 


8006300502 Forwards LER BO-Ol 1 /03L-0 

SHALLERpD V Indiana I Michigan Electric Co 00/06/23 Ip 


--fiDOABOOSOB LER 00-01 1/03L-0 on 00053 1 • w/un i t in shutdown mode, 
containment atmosphere air particulate & gaseous radiation 
monitoring sys pump tripped on low flow Caused by Inaccurate 
flowmeter Flowmeter replaced 

DELONG.B D Indiana f Michigan Electric Co 00/06/25 2pp 


DOCKET 90-316 DONALD C CQQK NUCLEAR POWER PLANT, UNIT 2 


r Security, medical, emergency & fire protection plans 


8006090487 Forwards proposed role entitled. "Fire Protection Program j 

for Nuclear Power Plants Operating Prior to 790101 " Rule i 

adds new Section 50 48 App R to lOCTRSO 6 is expected I 

to. bo published in FR by end of May i 

EISENHUT,D G DivisIdpi of Licensing 00/05/19 46pp i 


9006030091 Notification of 800527 meeting u/util in Oethesda. MD to 
review design of proposed technical support c tr if emergency 
operations facility 

MINER, S Operating Reactors Branch t 80/05/21 2pp 


B006130063 Forwards revised Pages 1-14 6 now Page I4a for proposed 
rule 10CFR30 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101.“ transmitted by NRC B00919 
Itr Page I4a not end 

ElSENHUT. O G Division of Licensing 00/03/22 73pp 


P Operating license stage docunents f< correspondence 

. 

6006090165 Forwards addl TMI-2 related requirements to operating i 

reactors Licensees requirements for TMI Action Plan include | 

shift manning. I 1 cens ing exams % licensee dissemination I 

of operating experiences Response requested within 30 days 

ElSENHUT, D G Division of Licensing 60/05/07 iSOpp | 


9006130122 Requests comments on NUftEG-0577, "Potential for Low Fracture 
Toughness L Lamellar Tearing on PWR Steam Generator 8f 
Reactor Coolant Pump Supports " Proposed review procedure & 
Implementation schedule encl 

EtSENHUT.D G Division of Licensing BO/05/19 72pp 


6006130192 Forwards Amends 37 t 20 to Licenses DPR-58 DPR-74. 
r espec t ively, safety evaluation i notice of issuance 8< 
aval lability 

VARGA. 0 A Operating Reactors Branch 1 BO/03/23 2pp 


—8006130196 Amends 37 % 20 to Licenses DPR-58 t DPR-74, respec t i ve ly. 
providing one time only extension of time for testing Unit 2 
ice condenser lower inlet doors 6 revising withdrawal 
schedule for reactor vessel surveillance capsules 
VARGA, S A Operating Reactors Branch 1 00/05/23 14pp 


—8006130201 Safety evaluation supporting Amends 37 & 20 to Licenses 
DPR-58 4 DPR-74, r esp ec ti ve ly 

* Office of Nuclear Reactor Regulation, Director 00/05/23 3pp 


— 8006130206 Notice o-f issuance 6 availability of Amends 37 fc 20 to 
Licenses DPR-58 U DPR-74. respec ttvel y 

VARGA, 0 A Operating Reactors Branch 1 80/05/23 2pp 


B006120465 Advises that util 791210 application accepted as being 
supplementary to 780519 app 1 tea t ion, based on addl info 
provided by Ofe of Nuclear Reactor Regulation No addl fees 
required 

MILLER, M Q License Foe Management Branch 00/05/27 Ip. 


8006030264 Foi wards remittance in response to 800409 Hr requesting 
processing fee for NRC review of util 000324 submittal 
Requests that NRC review f/ reconsider whether fee is 
necessary 

HUNTER. R S Indiana ^ Michigan Electric Co 80/05/26 2pp 


8006030300 Forwards addl Info t Tech Specs re util 791217 response to 
NRC 790800 Hr on adequacy of Station electrical 
distribution sys voltage 

DOLAN, V E Indiana ^ Michigan Electric Co 00/05/28 llpp 1' 


— 9006030301 Tech Spec 3/4 8 3 re alternative ac power sources 
* Indiana t Michigan Electric Co 00/05/28 5pp 


8006050037 Responds to NRC 800410 Hr re evaluation of ultimate 
strength of facility containment bldgs Requests updates 
of ongoing NRC work re hydrogen generation 6 containment 
capacity studies t oppoitunity to comment on results 
DOLAN. JE Indiana f< Michigan Electric Co 80/05/30 2pp 


1 
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a00Al70309 Reminds licensee that 000324 request to use divers to cut 
studs ueldod to bottom liner supports In replacement of 
racks In spent fuel pool is subject to payment of fees Fees 
should be submitted uiithin iS days 

MILLER* W □ License Fee Manajiement Rranch 80/06/02 Jp 


80062400S7 Confirm* 800702 /neeting ui/util in Neui Yorlu NY to discuss 
proposed resolution of several operational & QA problems 
Problems uere previously discussed at 800415 myt meeting 
KEPPLER, J G Region 3* Chicago, Office of the Director 00/06/10 
Ip 

8006230497 Forwards proposed Tech Spec 303 in response to NRC 600410 
request 

DQLAM, J E Indiana i Michigan Electric Co B0/06/16 Ip 


— a0062304‘?t Proposed Tech Spec 3 O 5 re criteria for operability ilelatsd 
Tech Specs encl 

« Indiana t Michigan Electric Co 80/06/16 7pp 


8006260177 Withdraws 790319 ^ 800522 Tech Spec change requests re rod 
position indication sys i> steam generator water level low 
low reactor tri p /eng i neer ed safety features actuation 
setpoints Rod position indication sys change unnecessary 
DOLAN, J E Indiana «< Michigan Electric Co 00/06/17 3pp 


8006240462 Forward* response to NRC 800507 1 tr re addl TMI''2 related 
requirements Procedures for feedback of operating experience 
to plant staff will be reviewed Licensee will provide info 
to Westinghouse for generic rept 

HUNTER, Rl S Indiana (< Michigan Electric Co 80/06/20 6pp 


Q Inspection reports, IE Bulletins it correspondence 


6006170044 Forwards IE Insp Repts 30-315/80-07 4- 50-316/00-06 of 
meeting on 600419 No noncompliance noted 

KEPPLER, J G Region 3, Chicago, Office of the Director 60/04/26 

app 


--B0061700S2 IE Insp Repts 90-313/60-07 it 50-316/80-06 of meeting on 
600415 No noncompliance noted Major areas inspected 
implementation of util OA program it regulatory 
performance rp personnel error 4< adherence to procedure 
DOYD, 0 C . MA6SE. R E Region 3, Chicago, Of-fice of the Director 
HEISHMAN, R F Region 3, Chicago, Reactor Operations Nuclear 
Support Branch 80/04/24 2pp 


8006 1 30189 Forwards IE Insp Rept» 50-315/80-04 50-316/60-03 on 

80011I-0331 it notice of violation 

HEISHMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/05/02 2pp 


—6006130193 Notice of violation from Insp on 000111-0331 

« Region 3, Chlcagoi Office of the Director 80/04/30 Ip 


—8006130196 IE Insp Repfca 50-315/00-04 it 50-316/80-03 on 800111-0331 
Nor comp 1 i ante nobod spent fuel pit concentration found to be 
below min level on 800317 

MA8SE, R E , DUBRY, N E , BQYO, 0 C Region 3« Chicago, Offica of the 
Director 80/04/30 12pp 


6006030231 Forwards remaining responses to IE Bulletin 79-OlB re 
environ qua 1 i f Icatlon of Class IE equipment W/o and 
HUNTER, R 5 Illinois Power Co 60/05/07 4pp 


B006060019 Provides supplemental response to IE Dulletln 79-010, 
^'Environ Qualification of Class IE Equipment " Forwards 
modified list of equipment to reflect refs to qua 1 if icatlon 
charts List proves adverse environ qualification 
HUNTER, R 8 Indiana 4c Michigan Electric Co 80/05/07 IQOOpp 


8006200196 Forwards IE Insp Repts 50-315/00-06 it 90-316/00-05 on 
800421-23 No none pmp 1 lane e noted 

KEPPLER, J 0 Region 3, Chicago# Office of the Director 00/03/13 

2pp 


— B006S00199 IE Insp Repts 50-319/80-06 V 50-316/80-05 on 800421-25 No 
noncomp 1 lance noted Major areas inspected radiological 
environ protection 

ESQlOi T H , OREER.R vi , MASSEUR Region 3, Chicago, Office of the 
Director 80/09/12 4pp 


9006160594 Ack receipt of B00S12 Itr Informing NRC of steps taken to 
correct noncomp 1 iance noted in IE Insp Repts 50-315/80-05 4( 
50-316/80-04 Corrective action 011 1 1 be examined during 
future insp 

HIND, J A Region 3, Chicagor Safeguards Branch 80/06/03 Ip 


— 8006180600 Forwards response to NRC 800417 Itr re nohcomp 1 lane e 
identified in IE Insp Repts 50-319/80-05 U 90-316/80-04 
Response withheld (ref tOCFR2 790) 

DDLAN, J E Indiana «, Michigan Power Co 80/09/12 Ip 


8006190383 Ack receipt of 800528 Itr informing NRC of steps taken to 
correct violation* noted in lE Insp Rept* 50-319/80-01 it 
30-316/B0-OI 

HEiBHKAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/06/05 ip 


— B006190386 Respond* to NRC 900505 Itr re violations noted in IE Insp 
H«pts 50-315/80-01 «, 50-316/80-01 Corrective actions Clast 1 
companent list will be continually updated as addl 
components are identified 

DOLAN, J E Indiana ty Michigan Power Co B0/05/SB 9pp 


8006240072 Responds to IE Dulketin 79-OtB, "Environ Qualification of 
Class IE Equipment " Forwards corrected 8(/or addl pages to 
Attachments 5 4 6 bo util 0OOSO7 second set Of responses 
HUNTER, R S Indiana 4 Michigan Electric Co 00/06/05 35pp 


R Periodic operating reports & related c orretpondance 


8006170698 Forwards monthly operating rept for May 1980 

SMALLER, D V Indiana 4 Michigan Electric Ca 60/06/11 Ip 


— 8006170704 Monthly operating rept for May 1980 

OILLETtVJ r Indiana 4 Michigan Electric Co 80/06/03 9pp 


8 Reportable occurrence*, LERs 4 related corraspondence 


3006230412 RO 50-316/00-018 during investigation per IE Bulletin 80-08, 
discovered reactor bldg flued head penetration weld 
FW-P-51-1 had not been repaired to correct fusion defect 
Neld defect will be repaired prior to power operation 
O'HANLON, J P Arkansas Power 4 Light Co 80/05/27 Ip 


0006050306 Forward* LER 80-022/03U-0 ft updated LER 79-041/03L-1 
SMALLER, 0 V Indiana 4 Michigan Electric Co 80/06/02 Ip 


— 8006090312 LER 60-022/03L-0 an 600503, rad iation monitor R'^ll alarmed 
during normal operation Sample pump for R**!! 4c R-I2 would 
not remain running Caused by wear of pump Pump replaced 4< 
air sampler tested Entire *ys will be replaced 
urZNER, D Q Indiana it Michigan Electric Co 80/06/02 IP 


— 8006050315 Updated LER 79-041 /03L-1 on 791 101* hydrog »n recombiner 1 
felled to increase temp to 1,200 F within 5-h Caused by 
incorrect electrical connection of one heater element Miring 
corrected L controller gain & bias adjusted 
WIZNEfl, D O Indiana 4. Michigan Electric Co 80/06/02 IP 


8006120300 Forwards updated LER aD-001/03X-l 

SMALLER, 0 V Indiana 4. Michigan Electric Co 00/06/04 ip 


—3006120303 Updated LER 80-001 /03X-1 on BOOl l9i w/approx 1054 power level, 
steam generators fed too much feedwater flow resulting in 
temp 4 pressure drop Caused by attempt to recover low steam 
generator level 

murphy, C,E Indiana St Michigan Electric Co 80/06/04 Ip 


0OQ61 70669 Fornrards LER 0O-O23/O3L-O 

SMALLER, D V Ind iana it Michigan Electric Co 80/06/10 Ip 


— 8006170677 LER 0O-O23/O3U-O on 800516, during normal operation, low flow 
alarm for containment APD R-11 ft R-12 was received Sample 
pump would not restart 6 R-ll 4 R-12 were declared 
inoperable Caused by inaccurate flow meter, Meter replaced 
RieCHLINO.O L Indiana 4c Michigan Electric Co 80/06/10 2pp 


8006240462 Forwards LER 80-024 /03L-0 

SHALLER.D V Indiana it Michigan Electric Go 80/06/19 ip 


—0006240476 LER BO-024/O3L-O ort 000520, w/ turbine drive auxiliary 
feedwater pump in nonrunning standby position, alarm received 
that pump tripped Probably caused by control linkage 
disconnecting from throttle valve 

LEASE R. 8 Indiana 4 Michigan Electric Co, 80/06/19 Ip 
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DOCKET 30-017 CULVERT CLIFFS NUCLEAR POWER PLANT. UNIT I 


F. Securltgi medical, emergc^ncy U fire protection plans 


S006040l<?a Foruar<ls for addl tnfo re Incornpi&te fire protection 

iteois per r^vieui required bg 791113 SER Response should 
inelvde commitments necessarg to resolve alt items bg BOlOOl 
be sutifeitted ulthin 30 dags 

CLARK. R A Operating Reactors Branch 3 60/^05^19 aspp 


0006090487 Forwards proposed rule entitled! “Fire Protection Program 
for Nuclear Poujer Plants Operating Prior to 790101 " Rule 
adds neu Section SO 48 App R to tOCFRSO t* is expected 
to be published in FR bg end of hag 

EIBENHUTiD Q Division of Llceasing BO/05/19 46pp 


©006020149 Responds to KRC Itr re request for addl info on partial loop 
Operation Info required in support of 790405 application for 
amend to OLs to alloui operation ui/less than four reactor 
coolant pumps 

LUNDVALL. A F Baltimore Oas L Electric Co 00/05/27 lOpp 


6006050217 Notification of 800605 meeting tn/gtil in Bethssda.MD to 
discuss improvements In offsl+'e power sources for 
facilities 

CONNER. E L Operating Reactors Branch 3 BO/05/27 Spp 


6006030244 Notifies that implementation of emergency procedures t 
retraining re accidents b transients will be completed 
within three months of NRC review i approval of guidelines 
submitted on 800401 

LUNDVALL. A E Baltimore Oas h Electric Co GO/O5/30 2pp 


B00613Q063 Forwards revised Pages 1-14 new Page I4a for proposed 
rule 10CFR50 "Fire Protecttoii Program for Nuclear Power 
Plants □paratlng Prior to 790101." transmitted bg NRC B00519 
Itr Pag* t4a not end 

EISENHUT.D 0 Division of Licensing ©0/05/22 73pp 


8006030237 Responds to NRC B00331 Itr re UNO contingency plan Informs 
NRC that due to d i f f icul t. t imo consuming nature of cable 
rout ingi Instal la t i on of monitor expected to b» completed 6. 
sgi operational by 800613 

LUNDVALL. A E Baltimore Gas 1. Electric Co BO/05/30 Ip 


8006060317 Requests extension to B00715 for submission of guard 
training qualification plan revisions 6 add! info 
requested by NRC 600513 Itr 

EVANS. V R Baltimore Gas b Electric Co BO/06/02 Ip 


0006170439 Forward* revised emergency response plan Plan upgraded per 
draft NUREO-0654 requirement* Bummarg of relationship of 
plan t« draft NUREG end 

LUNDVALLiA E Baltimore Gas b Electric Co 00/06/10 43pp 


— 8Q06170441 Ravised emergency response plan 

* Baltimore 0a« L Electric Co BO/06/30 350pp 


6006240320 Poruards response to Items 3 1 13.3 2 1. 32 2. 32 46323 
of NRC 000519 Itr re fire protection safety evaluation i< 
amends to DL Cer t 1 f Icat i on statement for fire detection & 
fuppreition alarm sgs end 

LUNDVALL. A E Baltimore Qas t Electric Co 60/06/20 lOpp 


J Iniuranco L indemnity information 


8PO6ia035B Forwards Endorsements 12 U 13 to NELIA Policy NS-348 
SHDEKAKER« C L Baltimore Oas & Electric Co BO/06/13 3pp 


8006040209 Submits addl info requested by NRC re application for amend 
of Licenses DPR-53 t DPR— 69 £1 ectr opo 1 ish mg method will be 
used in decontaminating racks Reanalysis of spent fuel pool 
structure indicates no problem exists w/increased loads 
ASH, R F Baltimore Gas b Electric Co BO/05/30 Ip 


B006160104 Discusses review of 900521 proposal Proposal is satisfactory 
re NUREG~057Bf Category B requirements for high range 
effluent monitors Monitors should be provided for release 
paths measuring from 0 l-lOOO uCi/cubic centimeter 
CLARK. R A Operating Reactors Branch 3 80/06/04 2pp 

B006240165 Notification of 000612 meeting w/utils in Dethcsda.flD to 
discuss interim reliability evaluation program 
OL&HANi L N Operating Reactors Branch 1 00/06/09 2pp 


0006270011 Submits trip rept of participation in MD Commission on 
Intergovernmental Cooperation 600603 meeting in Annapolis. MD 
re nuclear waste mgt t> disposal 

CONNER.E L Operating Reactors Branch 3 80/06/13 2pp 


— 8006270016 Requests participation in MO Commission on Intergovernmental 
Cooperation B00603 t 17 meeting in Annapolis.MD re nuclear 
waste mgt problem Specific questions enc 1 
EASTER. J H Maryland. Btafe of 00/04/28 Spp 


—0006270010 Confirms arrangements for participation in MD Commission on 
Intergovernmental Cooperation hearing in Annapolis.MD re 
spent fuel storage Revised agenda encl 

ROBART.A Office of State Programs. Director 00/05/29 Spp 


— 8006270020 Testimony at MD Commission on Intergovernmental Cooperation 
000603 hearing, in Annapolis.MD ro spent fuel storage Outline 
of EL Conner comments encl 

LONG. S t1 Georgia, State bf 00/06/03 Bpp 


P Operating license stage documents b c orrespond ence 


8006020532 Comment* on proposed rule 10CFR50 items of lesser importance 
should net be nixed w/requ Irements to report items of actual 
potential haxard to public Separate I distinct reporting 
mechanism should be established 

RUBsELLfL a Baltimore Gas b Electric Co 60/05/02 2pp 


0006090165 Forward* add! TMI-2 related requirements to operating 
reactors Licensee* requirements for TMI Action Plan include 
shift manning I 1 Icens i ng exams b licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT.DO Division of Licensing 80/05/07 iSOpp 


8006130122 Requests comments on NUREG-0577. "Potential for Lou Fracture 
Toughness b Lamellar Tearing on PHR Steam Generator b 
Reactor Coolant Pump Supports " Proposed review procedure b 
Implementation schedule end 

EIBENHGT. D 0 Division of Licensing BO/05/ 19 72pp 


—6006270027 Testimony at MD Cummissipn on Intergovernmental Cooperation 
800603 hearing re spent fuel storage Background info for 
hearing encl 

CRITZkH O Energy^Dept of 80/06/03 41pp 


8006100260 Responds to NRC 800315 Itr requesting info re possibility of 
cracking in low pressure turbine discs Site specific generic 
infoinominal water chemistry b steam generator chemistry is 
provided 

LUNDVALL. A E Baltimore Oas t Electric Co 00/06/16 Gpp 


6006260001 Notification of 000610 meeting w/utll ^ NE0 In Bethesda.MD 
to discuss structural design of proposed mods to spent fuel 
peel 

CONNER. E L Operating Reactors Branch 3 QO/06/16 Ip 


0OG619O53O Forwards nonproprictary info re LQCA portion of application 
for amend to QL Affidavit end Proprietary version withheld 
<rof |0CFft2 790 » 

OLSON, R C Daltimoro Gas N Electric Co 60/06/17 9pp 


B006240085 Confirm* 000522 telcon re plans to establish adequate 
neutron cionitoring program in support of required entries 
into reactor bldg ALARA evaluation must be established St 
documentation submitted to Region 1 

ORIER. B H Region 1. Philadelphia, afflce of the Director 

aO/OS/22 Spp 


8006230270 Submits responses to addl TMI-2 related requirements per 
B00507 request 

LUNDVALL. A E Baltimoro Gas b Electric Co 00/06/ IB. 3pp 


Q Inspection report*. IE Bulletins 6 correspondence 


6006240063 Advises that 
resulting from TMI ae 
attendance at BD0604 
data i 1 s 

EISENHIUTfD Q Divlsi 


inter im re 1 
1 1 on plan wi 
meeting in B 

on of Licens 


lability evaluation program 
11 be implemented Requests 
ethesda.flD to discus* 

ing SO/05/23 Spp 


8006170610 Forwards IE Insp Repts 50-31 7/80-03 b 50-318/80-03 on 
B003 10-28 No none amp 1 iance noted 

QRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/04/25 2pp 
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--8006l70'ai6 IE In&p Repts 50-317/80-03 t D0-31B/8O-03 on BOO31O-20 No 
n one omp 1 1 dhc « noted Major areas Inspected control room & 
accessible portions of aux 1 1 iai g, turb ine» sve tt intake bldg«/ 
radiation p rot ec 1 1 on i p h g s i ca 1 security J!* fire protection 
ARCH! TZEL< R Region 1* Philadelphia, Office of the Director 
HCCAtlE, E C Region 1, Philadelphia, Reactor Operations Nuclear 
Siippart Branch 80/04/2d 0pp 


B006270239 Forwards IE Insp Repts 50-317/00-04 & 50-318/00-04 on 
000317-21 & notice of violation Notice of violation 
withheld (tef lOCFRa 790) 

martin, |J G Region Philadelphia, Safeguards Oranch 00/05/05 
3pp 


— B0OA27O245 IE Insp Repts 50-317/80-04 t 50-318/00-04 on B003l7“21 
Non c omp 1 lance noted failure to rcpoi t changes to security 
plan & failure to positively control access to vital areas 
Details withheld (ref 10CFR2 790) 

DEVLIN, J U Region 1/ Philadelphia, Safeguards Branch 
OAILEV.R J < MCKEOWKrL K Region 1, Philadelphia, Office of the 
Director 80/05/01 2pp 


800^240011 Responds to IE Bulletin 79-034 re longitudinal weld defects 
in ABME 34-312 Type-304 stainless steel pipe Stress 
calculations poTt-ormed on specified pipe Results indicated 
no pieces loaded to any value greater than code allowable 
LUNDVALU. A E Baltimore Oas 5 Electric Co 00/05/20 Ip 


0006-240020 Updates response to IE Bulletin 79-OlDi "Environ 
dual i f 1 cation of Class IC Eq,uipmont " Forwards list of 
s a f e t y -re la ted equipment installed below elevation 16 ft 10 
inches Outstanding insp Items to be completed by 800630 
LH/NDVALL, 4 E Baltimore Gas t Electric Co 00/05/27 3pp 


0006200038 Forwards IE Circular 00-13, "Grid Strap Damage in 
Wesfcinghouse Fuel Assemblies " Mo written response required 
ORIER-D H Region 1. Philadelphia, Office of Ibo Director 
00/05/28 Ip 


0006300313 Forwards response to IE Bulletin 00-12, *'&ecay Heat Removal 
8ys Operability " Scenat lo of Davis-Basse Incident would not 
cause loss of shutdown cooling w/alr binding of sys at 
fdc 1 li t ies 

GOREiJ N Baltimore Oas Electric Co 80/06/09 5pp 


0006240339 Forwards addl response to IE Info Notice 79~04, pr ovi d ing 
verification of accuracy of electric distribution sys 
voltage tests Results confirm calculations 
CUOONfR C Baltimore Gas t> Electric Co 80/06/20 2pp 


8 Reportable occurrences, LERs ^ related correspondence 


0006060502 RO on 800416, NRC Div of Project Mgt advised util of potaible 
generic deficiency In F64R Section 4 3 Boron dilution 
incident analysis does not analyze when RC0 may bo drained 
to middle of hot leg w/17» shutdown margin 
DAVIS, S M Pacific Gas L Electric Co 80/04/16 Ip 


0005190447 Forwards comments re NUREG-06b4, '^Criteria for Preparation 
U Evaluation of Radiological Emergency Response Plans & 
Preparedness in Support of Nuclear Power Plants '■ 

LUNDVALL,4 E Baltimore Gas t. Electric Co 00/03/13 20pp 


8006050063 PNO-I-80-081 on 000521, while talcing routine read ings» sucti on 
pressure for auxiliary feed pumps discovered reading lero 
Incident under investigation 

MCCABE, E C , BRUNNER, E J Region 1. Philadelphia, Office of the 
Director 00/05/21 Ip 


8006090451 PNO-I-00-081 on 000520, aux 1 1 iary feedwater sys used to 
remote reactor decay heat loads Operator reported that 
suction pressure on auxiliary feed pumps was reading lero 
BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch MCCABEr E C Region I, Philadelphia, Office of the 
Director 00/05/21 2pp 


8006120262 RO on 000520. wh i I e operating at full power, low pressure 
alarm on 11 t< 12 sve water subsys annunicatad Reactor 
manually tripped Both sys air bound Caused by tube 
degradation in 11 instrument air compressor 
RUSSELL. L B Baltimore Gas t Electric Co 80/09/21 Ip 


0006120276 RO on 000520, sue ti on pressure for auxiliary feed pump read 
lero Caused by impropei valve realignment following manual 
trip due to degradation of sve water sys Valves properly 
realigned t- verification check list formulated 
RUSSELL, L B Baltimore Gas Ji, Electric Co 80/05/21 3pp 


B006050413 PNO-I-eo-oai A on 000520, manual reactor trip was initiated 
because of high turblixo bearing temp resulting from lots of 
both SVC water sys Licensee procedures have been modified 
to require addl checking 

MCCABE, E C , BRUNINER.E J Region 1, Philadelphia, Office of the 
Director 80/05/2a ip 


0006050028 Forwards LER 80-024/03L-0 

RUSSELL, L Q Baltimore Gas h Electric Co B0/03/3Q Ip 


— B0060S0035 LER 80-024/03L on B00430, while making containment insp, 
discovered cracked weld on 1 IQ reactor coolant pump control 
bleedoff line Caused by metal fatigue induced by vibration 
Pipe replaced *y weld repair performed 

DAV13. S M , HUSEHY, D E Baltimore Gas Electric Co 00/05/30 

IP 


0006180612 PNQ-l~ao-OQ6 on 000602, utils informed NRC of tornado watch 
in vicimty of plants Forecast included potential for severe 
thunderstorms, large hail f/ damaging winds Licensees 
implemented energoncy procedures 

MCCABE, E C , BRUNNER, E J Region 1, PhiiadolphU. Office of the 
Director 80/06/02 2pp 


0006090344 Forwards Ltft 80-027/0 lT-0 

RU66ELL,L B Baltimore Oas ^ Electric Co 80/06/03 Ip 


— 0006090348 LER a0-OR7/OlT-O on 0OOS2O, f o L low 1 nj routine tube cleaning 
on saltwater side of sve water heat exchanger 12, low 
pressure alarms were received on subsys 11 tc 12 Caused by 
failed tube in exchanger 11 instrument compressor cooler 
DAVIS, S M Baltimore Gas K Electric Co 80/06/03 2pp 


0OO6O9O36S Forwards LER 80-026/0 1 T-0 

RU66ELL,L 0 Baltimore Gas 6 Electric Co 80/06/03 Ip 


— 0006090363 LER 00-026/01 T-0 on 000520, while in hot s tandb y, real ignmtnt 
of condensate storage tank header supply valves resulted in 
isolation of wator supply to auxiliary feedwater pumps 
Caused by error of transposed valve numbers in log, 

DENTON, R E Dal tl more Oas Electric Co 00/06/03 3pp 


8006180433 Forwards LER 80-028/03U-0 

RUSSELL, L H Baltimore Oas k Electric Co 80/06/13 Ip, 


— 8006100443 LER 80-028/03L-0 on 800915, during performance of routine 
test, diesel generator 12 failed to reach rated speed in less 
than 10-f until third attempt Caused by intermittent female 
pin it crack In balcelite spacer of anphenol connector 
HEIOEL.R P > BAUER. E R Baltimore Gas 6 Electric Co 80/06/13 
2pp 


docket 50-310 CALVERT CLIFFS NUCLEAR POWER PLAMTt UNIT 2 


F Security, medical, emergency fire protection plans 


6006040192 Forwards request for addl info re incomplete fire protection 
items per review required by 791113 0ER Response should 
include conimltments necessary to resolve all items by 001001 
h be submitted within 30 days 

CLARK, R A Operating Reactors Branch 3 00/05/19 23pp 


0006090407 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 “ Rule 
adds new Section 90 48 U App R to 1OCFR50 Is expected 
to be published in FR by end of May 

E188NHUT,0 G, Division of Licensing. 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 & new Page 14a fof proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page I4a not end 

eiSENHUT. D Q Division of Licensing 00/09/22 73pp 


8006030237 Responds to NRC 000331 Itr re LNO contingency plan Informs 
NRC that due to dif f icu 1 1, t i me consuming nature of cable 
routing, Installalion of monitor expected to b« completed tt 
sys operational by 800613 

LUNDVALL, A E Baltimore Gas t Electric Co 00/05/30 Ip 


Q006Q60317 Requests extension to G00715 for submission of guard 
training i> qualification plan revisions addl Info 
requested by NRC B00513 Itr 

EVANS. V R Baltimore Oa& & Electric Co 00/06/02 Ip 


8006170439 Forwards revised emergency response plan. Plan upgraded per 
draft NUREO-0654 requirements Summary of relationship of 
plan to draft NUREG enc 1 

LUNDVALL, A E Baltimore Gas & Electric Co 80/06/10 43pp 
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-“*80061 7044 1 Revised emergencii r«s.poiise p l^n 

e Qaltlinore &as h Electric Co BO/06/30 3S0pp 


0006240320 Foruierils response to Items 3 I 13, 3 2 1.3 2 2,3 2 4 & 3 2 S 
NRC 80051*? 1 tr tr fire protection sjifetoj evAluAtion & 
jmtnd« to OU Certification statement (pr fire detection £c 
suppreiiion alarm sqs cocl 

LU^4DVA\-L, A E Baltimore Qa» & Electric Co 80/06/20 lOpp 


vl Insurance ^ Indemnitij information 


G00616-035B Forwards Endorsements 12 & 13 to NELIA Policy N8*-34e 
SHOEMAKER, C t, Baltimore Gas L Electric Co 60/06/13 3pp, 


P Operating license stage documents 6 correspondence 


B006020532 Comments or proposed rule iOCFHSO ite^is of lesser Importance 
should not be miied m/requ ireirients to report items of actual 
potential haiard to public Separate U distinct reporting 
mechanism should be established 

RUBBELL.L B Baltimore Gas t Electric Co BO/05/02 Spp 


800609016S Faruards addl TMt-3 related requirements to operating 
reectars Licensees requirements for TMl Action Plan include 
shift manning I 1 icenslng e *ams V licensee dissemination 
of operating eiperiences Response requested within 30 days 
EISENHUTiD 0 Division of Licensing 00/05/07 tSOpp 


80-06130122 Requests comments on. KURE0-0S77i "Potential for Lour Fracture 
Toughness 6 Lamellar Tearing on PWR Steam Generator & 

Reactor Coolant Pump Supports '* Proposed reviau procedure 1. 
i mp 1 ementat 1 on schedule enc 1 

ElSENHUTrD 0 Division of Licensing 80/05/19 72pp 


600624009S Confirms B00S22 telcon re plans to establish adequate 
neutron morittarlng program in support of required entries 
into reactor bldg ALARA evaluation must be established & 
documentation submitted to Region 1 

GRlERrD H Region 1. Phi ladelphl a. Office of the Director 
90/05/22 2pp 


B006240063 Advises that InicTim reliability evaluation program 
resulting from Till action plan will be Imp 1 emented.^ Requests 
attendance at 800604 meeting in □ethesde.HD to discuss 
deta lit 

eiSEiHHUT.D 0 Division of Licensing 80/05/23 5pp 


9006020149 Responds to f^RC Itr re request for addl info on partial loop 
operation Info required in support of 790405 application for 
amend to OLs to allow operation la/less than four reactor 
coolant pumps 

LUNDVALL.A E Baltimore Gas 5. Electric Co 80/03/27 lOpp 


8006050217 Notification of 800605 meeting w/utll in BethesdarMO to 
discuss improvements in offsite power sources for 
fac 1 11 tie s 

CbhWER.e.L Operating Reactors Branch 3 80/05/27 2pp 


Q006030244 Notifies that imp 1 ementat 1 on of emergency procedures & 
retraining re accidents Zl transients will be completed 
within three months of hIRC review 6 approval of guidelines 
submitted on GD0401 

LilHOVALL.A E Baltimore Oas K Electric Co 80/05/30 2pp 


8006040209 Submits addl info requested bg NRC re application for amend 
of Licenses DPft-53 4t DPR-69 Electropolishing method will be 
used in decontamtnat i ng racks Reanalysls of spent fuel pool 
structure Indicates no problem exists w/increased loads 
ASH, R F Baltimore Oas L Electric Co 90/05/30 Ip 


8006100104 Discusses review of B00521 proposal Proposal is satisfactory 
re NUR£G-0576i Category B requirements for high range 
effluent mon 1 tor s. Honi tors should be provided for release 
paths measuring from 0 l-lOOO uCi/cubic centinater 
CLARK. R A Operating Reactors Branch 3 80/06/04 2pp 


B006I60435 Forwards "Summary of Startup Testing for Third Cycle " 
L UNO V ALL, A E Baltimore Gas & Electric Co 80/06/12 2pp 


'6006180436 "B-ummary of Startup Testing for Third Cycle " 
a Biltimore Oas U Electric Co BO/D6/12 7pp 


8006270011 Submits trip rapt of participation in hD Commission on 
tntergovernmsnta I Cooperation 800603 meeting in Annapolis, MD 
re nuclear waste mgt 4c disposal 

CONNER, E L. Operating Reactors Branch 3 BO/06/13- 2pp 


‘B006270016 Requests pai tic ipation in MD Commission on Intorgovernmentali 
Cooperation 000603 4 17 meeting in Annapolis.MD re nuclear 
waste mgl problem Specific questions end 
EASTER, 0 H Maryland, State of 60/04/2B 2pp 


— 8006270018 Confirms arrangements for participation in MD Commission on 
Intergovernmental Cooperation hearing in AnnapolisiMD re 
spent fuel storage Revised agenda end 

RODART, A Office of state Programs, Director 80/05/29 5pp 


■B006270020 Testimony at MD Commission on Intergovernmental Cooperation 
600603 hearing, in Annapol ts, MD re spent fuel storage Outline 
of EL Conner comments end 

LGNOiS M Georgia, State of BO/06/03 Spp 


— B006270027 Testimony at MD Commission on Intergovernmental Cooperation 
600603 hearing re spent fuel storage Background info for 
hearing end 

CR1TZ,H G Energy, Dept of BO/06/03 41pp 


9006260001 Notification of 800616 meeting w/util L NEB in Bethesda. MD 
to discuss structural design of proposed mods to spent fuel 
pool 

CONNER, E L Operating Reactors Branch 3 80/06/16 Ip 


8006190530 Forwards nonpropri etary info re LQCA portion of application 
for amend to OL Affidavit end Proprietary version withheld 
<ref 10CFR2 790) 

OLSONfR C Baltimore Gas & Electric Co 00/06/17 9pp 


8006230270 Submits responses to addl TMI-2 related requirements per 
8-00507 request 

LtINDVALL.A E Baltimore Oas li Electric Co 80/06/18 3pp 


0 Inspection reports, IE Bulletins V correspondence 


0006170310 Forwards IE Insp Repts 50-317/00-03 6 50-316/00-03 on 
800310-28 No noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 60/04/25 2pp 


—0006170816 IE Insp Repts 50-317/80-03 6 SO-318/00-03 on 000310-28 No 
noncompl iance noted Major areas Inspected control room & 
accessible portions of aux i 1 lary, turb me, sve it Intake bldgs, 
radiation protec tion, phys 1 cal security 6 fire protection 
ARCHITZEL,R Region 1. Philadelphia, Office of the Director 
MCCABE,E C Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 00/04/24 Spp 


0006270239 Forwards IE Insp Repts 50-317/BO-04 ^ 50-310/80-04 on 
900317-21 i notice of violation Notice of violation 
withheld (ref 10CPR2 790) 

HARTIN.N 0 Region 1, Philadelphia, Safeguards Branch 80/05/05 
2(1 P 


—0006270245 IE Insp Repts 50-317/00-04 U 50-319/80-04 on 000317-21 
Noncompl lance noted failure to report changes to security 
plan & failure to positively control access to vital areas 
Details withheld (ref 10CFR2 790) 

DEVLIN,J H Region i, Philadelphia, Safeguards Branch 
BAILEYjR J , MCKEOtJN.L M Region 1, Philadelphia, Office of the 
Director 80/05/01 2pp 


8006240011 Responds to IE Bulletin 77-03A re longitudinal weld defects 
in ASME BA-312 Type-304 stainless steel pipe Stress 
calculations performed on specified pipe Results indicated 
no pieces loaded to any value greater than code allowable 
LUNDVALL.A £ Baltimore Gas L Electric Co 80/05/20 ip 


0006240020 Updates response to IE Bulletin 79-OlD, "Environ 
Qualification of Class IE Equipment " Forwards list of 
safety-related equipment installed below elevation 16 ft 10 
inches Outstanding insp items to be completed by B0063D 
LUNDVALL, A E ‘Baltimore Gas Jc Electric Co 0O/OS/27 Spp 


0006300030 Forwards IE Circular BO-13, "Grid Strap Damage in 
Hestinghouse Fuel Assemblies " No written response required 
0RIER,B H Region 1, Philadelphia, Office of the Director 
80/05/20 ip 


8006300313 Forwards response to IE Bulletin 00-12, "Decay Heat Removal 
Sys Operability " Scenario of Davis-Oesse incident would not 
cause loss of shutdown cooling w/air binding of sys at 
faci 1 i ties 

GORE, J N Baltimore Oas ?, Electric Co 80/06/09 3pp 


6006240339 Forwards addl response to IE Info Notice 79-04, providing 
verification of accuracy of electric distribution sgs 
vpltage tests Results confirm calculations 
OLSON, R C Baltimore Gas // Electric Co BO/06/20 Spp 
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3 Rep-oriable occurrenc e5» LERs t related correspondence 


flO on B00<U6.NRC Pw Project Mgt advised util possible 
generi-c deficienctj in FSAf? Section *1 3 Qoroti dilution 
in-Gident analysis does not anali/ie uben RCS may be drained 
to middle of hot leg u/l*/ shutdoun margin 
DAV1S,S M Pacific Gas Electric Co 00/04/16 Ip 


0006040347 Forwards LER ao-Oi>7/03U-0 

RUSSELL, L B Baltimore Gas I Electric Co 00/06/02 Ip 


— 8006040352 LER ao-027/03L~0 on 000506, dur ing performance of 
surveillance test Ing, d 1 scovered channel B axial flux offset 
not Indicating properly Caused by dirty connector on 
deviation card A-S Connector cleaned 

LAQiEVJSKIcJ S , HtNKLE, L 5 PaltimoTe Gas t Electric Co 
eo/06/02 IP 


e0060500a7 Fotuards LER BO-02B/031-0 

RU8SELL,L B Baltimore Oas t Electric Co 80/06/02 Ip 


‘“~Q0060S0045 LER 60~02B/03L*-0 on 00051 3> during steady state operatiotif 
discovered plant computer had failed Caused by 1/0 power 
failure due to generation of noise spike 

LA0IEU5KI.L i HINKLE, L B naitimore Gas it Electric Co 80'/06702 

Ip 


0006160612 PNO-I-BO-086 on ao06O2i utils informed NRC of tornado watch 
In vicinity of plants Forecast included potential for severe 
thunders toT msr large hall 4* damaging winds Licensees 
implemented energency procedures 

HCCABE.EC . BRUNNER, E J Region I, Philadelphia, Office of the 
DirtCtUT BO/06/02 2pp 


8006160473 Forwards LER 80-031 /OSL-O 

RUSSELL, L B Baltimore Ga-e Electric Co B0/06/I3 Ip 


— 8006160480 LER 80-031/03L-0 on B00522, cental nment gaseous U particulate 
rad la t ion monl tors failed Caused by electrician accidently 
OTOundlng motor phase, caus i ng pumps to trip Control circuit 
failed due to armature not being replaced In solenoid valve 
DAVIS, S M , BAUER, E R Baltimore Oas «< Electric Co 80/06/13 

2pp 


B006180483 Forwards LER 80-029/03L-0 

RUSSELL, L n Baltimore Gas Electric Co 80/06/13 Ip 


— 80061 B0490 LER 0O-O29/O3L-O on G0051 5, during routine surveillance testi 
reactor coolant hot leg sample valve Indicated Intermediate 
position Valve position could not be verified Cause not 
de termined 

DAVIS, S M , HINKLE, L Baltimore Oas 1 Electric Co BO/06/13 ip 


800618031 S Forwards LER BO-030/03L-0 

RU86ELL, L D Baltimore Gas t' Electric Co 80/06/13 Ip 


— 0006180518 LER 80-030/031-0 on 800517, conta Inment gaseous U particulate 
monitors failed due to ground in instrument control power 
Caused by water In plant page unit Monitor pumps bridged to 
keep pumps running while trouble shooting continued 
DAVIS, S M I BAUER, E R Baltimore iJas U Electric Co 80/06/13 
Ipp 


DOCKET 50-320 THREE MILE ISLAND NUCLEAH STATION, UNIT 2 


D NRC Oraft/Flnal Environmental Statements, supple correspondence 


B006130315 Forwards Bechtel Drawing FSK.-TC-000-10, Revl si on A to aisiet 
In preparation of programmati c CIS for TMI-2 recovery 
operations Qverslie drawing available in Central Files only 
LEHMAM, L J Metropolitaii Edison Co 80/06/09 Ip 


F Security, medical, emergency fire protection plans 


6005130317 Forwards c lari f icat i on of NRC requirements for emergency 
response facilities defined in 790913 Ur Addl specific 
criteria for facilities under development 

EtSENHUTrD 0 Division of Operating Reactors BO/04/25 61pp 


8006120528 Requests that FEMA review of state ^ local emergency plan 
be provided consistent w/encl schedule to avoid potential 
delays in licensing decisions 
AHEARNErJ F Commission 00/05/13 2pp 


8006020106 Requests that badges assigned by Unit I 6 II security be 
returned immediately to util Security Unit II, in Middletown, 

PAi due to employmetib termination 

MAUOHAN, F J tie tropo i i tan Edison Co, 0O/OS/15 Ip 


Q0060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 t App R to 10CFR5D h is expected 
to- be published in FR by end of May 

E1&ENHJT,X> 0 Division of Licensifig 80/05/19 46pp 


B006L30063 Forwards revised Pages 1-14 Zn new Page Ha for proposed 
rule 10CFR50 "Fire Piotection Program for Nuclear Power 
Plants Operating Prior to 790101,“ transmitted by NRC Q0Q519 
Itr Page 14a not end 

EISENHJTpDG Division of Licensing 80/05/22 73pp 


0006110071 Forwards util 800527 Ibr to FA Dept of Environ Resources re 
req.uest for open burning permit in order to conduct training 
for Tfil fire brigade personnel Due to small amount of fool 
involved, environ impact will be minimal 
HERDEIN, J G Metropolitan Edison Co 80/06/04 3pp 


8006110182 Fprwards util B00537 Itr sent to PA Dept of Environ 
Resources requesting permit to conduct fire fighting brigade 
training Expects minimal environ impact due to small amount 
of fuel, gasoil na & lumber used 

HERB£IN,J O Metropolitan Edison Co 80/06/04 4pp 


8006060262 Correction to licensees' 800428 brief on disposition of 
alleged Deficiency i Certificate of 8vc end 

aiLBERQiJ E Metropolitan Edison Co SILDERG, J E Metcalf & Eddy. 
RADER, R li Conner, Moore U Corber 80/05/20- 5pp 


O Adjudicatory correspondence 


8006050090 Advises of intention not to file post-hearing memorandum 
Certificate of 8vc end 

CARTER, KM Pennsyl vania, State of 80/04/30 2pp 


8006090199 Memorandum re aircraft crash probability Itsur Urges 
consideration of issue in proceeding OL must be withdrawn 
for reasons advanced In J£ Sharfman dissenting opinion from 
ALAD-486 Certificate of Sve end 
KEPFORDfC Kepford, C 80/04/30 9pp 


8006060245 Request for extension until 600610 for parties, ex c ept NRC, to 
submit post-hearing memoranda re radon Issue Record lengthy 
<» intervenors have other commitments mado prior to Feb 1900 
Certificate of &vc end 

KEPFORD*C Cltijens for E&fe Environment 80/05/20 4pp 


6006060262 Correction to licensees' 800428 brief on dlspositlo-n of 
alleged Deficiency 1 Certificate of Sve end 

StLBERGfJ E Metropolitan Edison Co RADER, R M Philadelphia 
Electric Co RADER, R M Public Service Electric t< Gas Co of Nsw 
Jersey 80/05/20 5pp 


8006060547 Response to i nfeervenors, Vort Committee for Safe Environ t< 
Citliens for Safe Environ request for extension until 
800618 to file proposed findings of fact in generic radon 
proceeding Many delays in proceeding are cause for concern 
CONNER, T Q Philadelphia Electric Co CONNER, T n Conner, Moors tt 
Corber TRAVIEBO-DIAZ Metropolitan Edison Co 80/05/23 llpp 


8006060552 8uppl to 800515 motion to quasb subpoenas for expedited 
consideration Enel subpoena of JG Herbeln Indicates Grand 
Jury Investigation is Inextricably Intertwined u/79032a 
incident at TUI 

VOIGT. H L Metropolitan Edison Co VGIGT,H L LeBoeuf, Lamb, Lelby 
ic liacRae 00/05/27 2pp 


— 0OO6O6OS62 Subpoena for JO Herbein to appear at UB District Court in 
Harrisburg, PA on 800528 Certificate of 8vc end 
O 'HALLEY, C M Pennsy Ivanla, State of 80/05/16 2pp 


8006020489 Memorandum & order denying {notion bo quash IE 800502 
subpoenas directed to six util employees to give testimony 
on 800520-21 re particular knowledge of 790320 incident 
CHILK, S J Office of the aecretary of the Commission 00/05/20 
9pp 


8006020550 Order granting extension until 800610 for York Committee for 
Safe Environ L Citltens for Safe Fnviron to file proposed 
findings of fact 6 conclusions of law NRC findings due on 
800703 6 Intervenors' I applicants' responses on 600710 
BISHOP, C J Atomic Safety and Licanslng Appeal Panel 80/05/28. 
app 
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B006QS0320 COTrectivp notjce directed to reci(kiantf pf Commiaoion 
000328 iTiBmDt-andura fe order CL I under title should be 
CLl-QO-SS 

» DocVetln^ L Services Branch BO/05/29 Ip 


6006030219 Foruarids first officer of US Flight 170 uritfated Itr re thfo 
on aircraft crash probability issue MRC uiill auait aircraft 
pilot replg prior to charac ter i i mg effect on Johnsrud 
testimony or offering Itr In evidence 
C HANDLER 4 L J Hearing Branch 1 BO/05/30 2pp 


--0006030224 Denies that B00124 statement attributed tn US Air Flight 170 
pilot uias made by JR Dryer or other c r euj <nembers Direct 
flights over plant are rarely# if everimade 
DRYER# J R Affiliation Unknouin BO/03/01 Ip 


— •80Q6030232 Confirms telcon re 000124 US Air Flight 170 from 
Pittsburgh to Harristurg Urges response to J Jobnsrud 
testimony alleging that plane fleu directly over TMI-2 
facility Pages 607-609 of testintony enc I 
CHANDLER# L J Hearing Branch 1 60/04/29 4pp 


60Q6090D13 Discusses aircraft crash probability issue Ic testimony re 
US Air Flight 170 over TMI Ltr from first officer of Flight 
170 tc NRC GQ0429 inquiry end NRC will not comment on ltr 
until reply from pilot is received 
CHANDLER# L J Hearing Branch 1 60/05/30 2pp 


0006110160 Notice advising that S00707 special prehearing conference 
will be held in US Federal Bldg ht Courthouse in Harrisburg# 

PA 

WOLF I J F Atomic Safety and Licensing Beard Panel 80/06/04 Ip 


3006160070 Notices of appearances in DL amend proceeding Certificate 
of Svc end 

TRQWDRID3E#0 F # CHURCHILL# B M . RID0UAY#D A Metropolitan Edison 
Co 00/06/11 Spp 


0006190549 Petition for Commonwealth of PA to participate «s interested 
state Notice of appearance & Certificate of Svc end 
CARTER# K W Pennsylvania. State of 00/06/11 4pp 


6006190537 Order amending Tech Specs App B#Stctlon 2 1 2 to set forth 
max individual expoeures 

CHILK# B J Office of the Secretary of the Commission 00/06/12 
6pp. 


— B006190S39 Memorandum t order directing deconianinat 1 on of TMl-2 
containment atmosphere to be carried out promptly by 
purging method recommended by NRC Separate views of PA 
Bradford end 

* Offite of the Secretary of the Commission 60/06/12 13pp 


B0061B0534 Answer stating no abjection to State of PA 600611 petition 
to participate as interested state in proceeding 
Certificate of Svc end 

TRQW3RID0E. G.F Metropolitan Edison Co TRQHBRIDQErO F Shaw. 
Pittman# Potts St Trowbridge 00/06/13 Spp 


8006300304 Forwards 800612 memorandum & order t< negative declaration re 
release of Kr-89 from reactor bldg atmosphere by controlled 
purging 

8NYDER#B J TMI Program Office 60/06/13 4pp 


-B006300303 Manorandum t order authorixing commencement of controlled 
purging of reactor bldg atmosphere to remove remaining 
radioactivi Kr-05 Separate views of Commissioner Bradford 
encl 

CHILKi 6 J Office o# the Secretary of the Commission BD/06/12 
Lapp 


— 8306300311 Negative declaration re proposed decontamination of Unit 2 
reactor bldg atmosphere Action will not result in any 
significant health effects or environ impacts 
SNYDER# 8 -J ThI Program Office 80/06/13 2pp 


GOD6190563 Statement of policy# '^Further Commission Quidance for Power 
Reactor OLs " 

CHILK# 6 J Office of the Secretary of the Commission 80/D6/16 

Upp. 


6006240422 Buppl to request for hearing U petition to intervene 
submitting contentions alleging that design pressure set in 
Tech Specs is no longer valid due to «i tpaor dinary 
occurrence that neutron flui should be monitored 
LOCHSTETpU a Affiliation Unknown 80/06/17 2pp 


B006240343 Joint motion for reconsideration of 000619 orders for 
tertiporary mod of license Orders do not consider possible 
presence of radionuclides uther than Kr-fl5 in containment 
atmosphere DJ Dross B00619 ltr to 0C Bholly end 

SHQLLY.S C Affiliation Unknown CUNNINGHAKi J Newberry Township# 
York Haven* PA HOSSLERtD People Against Nuclear Energy 00/06/23 
I4pp 


B006240470 Response in support of State of PA 000611 petition to 
participate in OL amend proceeding Certificate of Svc end 
chandler# L J Hearing Branch 1 00/06/23 3pp 


B006'9;50224 Requests hearing per 10CFR2 714 to address temporary mod of 
Tech Specs imposed by temporary order 
MILLER# K L Affiliation Unknown 60/06/23 2pp 


8006260209 Memorandum Ce order advising that Sterling issue is no longer 
german* to consolidated proceedings where radon issue is 
being determined Ecology Action cause for late intervention 
must be filed by 000702 

DiSHQPi C J Atomic Safety and Licensing Appeal Panel 00/06/23 
3pp 


8006270216 Response m opposition to KL Miller 800620 postmarked ltr 
requesting hearing it reconsideration of order for temporary 
mod of license Order reflects Commission careful 
consideration of record including public comments 
TROUBRIDOE.O F Metropolitan Edison Co TROHBRlDOHiO F Bhaw# 
Pittman# Potts t# Trowbridge BO/06/24 2pp 


— 8006270220 Requests hearing re Commission 800612 order for temporary 
mod of license Certificate of Svc end 
MILLER* K L Affiliation Unknown 00/06/20 3pp 


8006300366 Order denying intervenors" 000623 joint motion for 
reconsideration of Commission B0D612 memoTandum & order# 
CLl-‘80-25. accompanying order for temporary mod of license 
to permit faster purge Evaluation of 000612 rept end 
CHlLKiS J Office of the Secretary of the Commission 80/06/26 
t4pp 


H Oeneral correspondence 


6006190413 Discusses 790328 accident at facility Submits history of 
personal exposure to rad i oac tivi ty 
DUNHAM# L E Affiliation Unknown 79/03/31 2pp 


8006120435 Responds to B00125 ltr to President Carter urging startup 
of nuclear power plants Action plan is being prepared re 
steps to be taken for protection of health & safety prior 
to startup 

0ENTQN#H IR Office of Nuclear Reactor Regulation# Director 
00/04/11 7pp 


8006020157 Responds to 800226 ltr to President Carter re licensing 
nuclear plants Provides statement made by President on 
791207 NRC is in process of preparing action plan specifying 
actions for review b approval 

DENTON. H R Office of Nuclear Reactor Regulation# Director 

80/04/21 2pp 


6006020162 Responds to 600220 ltr to President Carter re licensing 
nuclear power plants Provides President's statement made on 
791207 NSC is in process of preparing action plan specifying 
actions for review b approval 

DENTQNtH R Office of Nuclear Reactor Regulation# Director 
80/04/21 5pp 


8006020161 Responds to end 600226 ltr to President Carter re licensing 
nuclear plants Provides statement mode by President on 
791207 NRC is in process of preparing action plan specifying 
precise actioris to be taken for review & approval 
DENTONfH R Office of Nuclear Reactor Regulation# Director 
80/04/21 4pp 


8006170198 Forwards proposed response to end JA Stewart 600401 ltr pe 
Harr isburg# PA City Council resolution on emergency planning 
DirCK8*U j Office of the Executive Director for OparablDns 
80/04/24 5pp 


6006300264 Responds to 800329 ltr re nuclear energy after TMI NURE0-* 
0662# address log krypton vonting end W/o end 
DENTONfH R Office of Nuclear Reactor Regulation# Director 
80/05/08 2pp 


— 8006300270 Questions future of US nuclear energy program after TMI, 
Requests info on Kr-05 venting 

MAEULEN# B Affiliation Unknown 60/03/29 4pp 
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QC306170250 Discusses participation in 800514 panel discussion re 

cleanup or TMI-? reactor Chesapeake EPA deserves public 
appreciation ror condgctins discussion Opposes article uMch 
appeared piioi to meeting 

SIhDER.D J Tfll Program Office 00/05/20 Spp 


300^30022'! FDIA request tor ujiitben commun i cat i ons between NRC U 
Congress since 800322 concerning fac i 1 1 tg 

FIDELL.E R LeRoeuf. lamb* Leibg V MacRao 00/05/31 Ip 


a00/s020039 Responds to end 800403 I tr to President Carter concerning 
safetg of nucleai pouiei plants Foru-aids TM1**2 Action Plan> 
implementing recommendations of Piesvdent's Committee on 
7111 W/o end 

YiQ(JNG0LDOD< n J Licensing Branch I 80/05/23 3pp 


800-6020126 Responds to 8003s>4 Itr to DOE eipressing dismay at decision 
to reinstate licensing of nuclear power plants Criteria for 
improve! safety have been developed following TMI-3 
accident Evei g effort being made to ensure public safety 
nEMfOlsSILR Office of Nuclear Reactor Regulation, Director 

aO/OS/22 Ip 


B00AO60224 Aclf receipt of 80040i> Itr to NRC commenting on NliREO-0662 
Comfnonts fiom publici state V local officials federal 
agencies will be addressed in final environ assessment 
DENTGK^ H R Drficc of Nuclear Reactor Regulation, Director 
B0/O5/22 Ip 


Q0OA^130366 AcK receipt of 900403 Itr to President Carter re concern 
that no action has been taken to make existing nuclear 
reactors safe Enel action plan implements recommendations & 
studies resulting trom accident U/o end 
YCUNODLQQD, B J Licensing Branch 1 80/05/22 3pp 


800-6200500 Responds to 0OO42S Itr to President Carter re concern that 
safety of nucleai power is not being properly perceived 
from sgs safety design standpoint NRC action plan responds 
to Presidential Commission rept on ThI accident 
MATTSON, R J Division of Safety Technology BO/05/29 3pp 


8006^300576 Responds to 000425 Itr to HR Denton requesting Heidelberg 
Rept «UREG"0662 t NUHEG *0673 end NRC comments in response 
to Heidelberg Rept will be issued in late June may be 
purchased from OPO W/o encl 

SNYDER, B J Till Program Office 80/06/03 IP 


— 80062-00599 Requests copies of Heidelberg Rept £18 study re TMI 
BOO its > P A Affiliation Unknown 80/04/35 Ip 


B006190634 Ack receipt of 1 ti supporting Kr~B5 venting Analytes of 
alternatives to remove Kr'85 are complete Decision will be 
mado promptly 

HENDRIE.JM Commission 80/06/04 Ip 


G00&170644 Supports Kr-85 venting Plant should be cleaned up U 
maintained as soon as possible, to lower cost of olectrlclti| 
for cus tome? s 

SHANNON. H D Affiliation Unknown 80/06/03 Ip 


8006370046 Ack receipt of Itr supporting venting of Kr^^SD from bldg 
atmosphere 

HENDRIE.J M Commission 80/06/04 Ip 

— 8006370052 Supports venting of Kr-89 from plant State of PA needs 
nuclear energy 

SHANNON, M D Affiliation Unknown 80/06/03 Ip 


Q006270I15 Responds to 800410 Itr re J Snider telcon expressing concern 
about safe removal of krypton gas from reactor bldg 
Cyrogenic process would not be ready for operation for at 
least 20 months Decontaminat ion should be expedited 
DinCKS.W J Office of the Crecutive Director for Operations 
80/06/05 3pp 


8006340168 Ack receipt of lir expressing concern about delay in THl**t 
restart Commission ordered that TMI-i remain in cold 
shutdown condition until further order by NRC 6 stated that 
public healing be held prior la restart 

DENTON, H R Office of Nuclear Reactor Regulation, Dlroctor 

80/06/10 2pp 


8006300473 Responds to FOIA request for all written communicat lent 
between NRC Congress since B00322 re facility Forwards 
documents referenced in App A Search for documents Is still 
underway List of NRC correspondence to Congress end 
FELTON. J M Division of Rules and Records 00/06/16 Upp. 


— 8006300481 Forwards J Look S00407 Itr re loan of cryogenic processing 
st|s to remove Kr-B5 from facility reactor bldg Requests 
comments JL Onng 800401 Itr to Congress t* response enc 1 
ERTEL. A E Hou^e of Rep 80/03/18 5p p 


--8006300484 Forwards S Martin 800311 Itr re monitoring of radiation 
levels around facility Requests review^ comment 
VATRQN, 0 House of Rep QO/04/14 2pp 


— 8006300488 Responds to 800414 Ur to C Kammerer re 8 Martin 800311 Itr 
re monitoring of rad leac 1 1 vi ty levels around facility EPA h. 
util monitor area around facility Lists responsible 
organi ta t 1 ons to monitor releases If purging Is authoriied 
DIRCKSiU J Office of the Executive Director for Operations 
80/06/03 2pp 


8006300503 Forwards CW Hostetter 800327 request concerning hypothetical 
fuel melting accidents addressed in Recommendation D 4 of 
Kerxeny Rept Requests review I comments 

KAHMERERp C Office of Congressional Affairs 00/04/11 2pp 


— 0006300505 Forwards J Piccolo 800307 Itr re purging of krypton from 
facility Requests review U comments 
ODODLINO. D House Of Rep 80/03/21 2pp 


— 6006300510 Forwards E Conley 800416 Itr re possible relationship 
between deaths of several Farm animals 6 farm location near 
facility Requests review ^ comments 
OOODLINQ, B House of Rep 80/04/16 3pp 


—0006300515 Forwards record of H Donley 000324 telcon re conflicting 
Info about whether facility is in cold shutdown condition 
Requests review 6 comments 
OOQDLINO, D House of Rep 80/04/17 2pp 


—8006300518 Forwards record of 0 Kelley 800327 telcon re removal of 
krypton in reactor bldg by vacuum pumps it long-term storage 
in containers Requests review I comments 
ERTEL. A E House of Rep 80/03/28 2pp 


—8006300533 forwards 800330 Itr re restoration of undamaged reactor at 
facility Requests review it comments 
SARflANEe, P S Senate 80/04/15 4pp 


— 0006300933 Forwards 000403 Itr re disposal of krypton gas from 
facility Requests review & comments 
ODODLINO. D House of Rep 60/04/09 4p p 


— 0006300937 Forwards H Donley B0O321 request for Info re release of 
radioactive gases at facility Requests review U comments 
SCHWEIKER.R S Senate 80/04/ 16 3pp 


—8006300534 Forwards B00415 Itr re NRC intentions to release 57,000 Ci 
Kr-05 from facility Requests review t. comments 
SCHULZE, R T Senate 80/04/32 7pp 


— 0006300530 Forwards HD Hurst 800411 Itr re questions posed concerning 
proposed venting of Kr-03 from facility Requests review h. 
comments 

HEINZ. J Senate BO/05/07 5pp 


'8006300541 Forwards DE Mattson 800417 Ur re animal problems & possible 
link to facility incident Requests review ft comments 
HEINZ, J. Senate 80/03/14 4pp 


— 8006300547 Forwards TA Dehney.HM Fisher E Arnold 800408 Ur to 
President re psychological L financial effects of THI 
accidents Requests comment RS Halker 800423 forwarding Itr 
enc I 

SEAL, M H President of U8 L Executive Offices 00/09/12 5pp. 


— 8006300551 Forwards CM Emerlck B00429 Ur re venting of radiation from 
facility Requests review it comments 
HEINZ, J Senate 80/05/29 2pp 

— 0006300957 Forwards RC Oray B00521 Ur re issues concerning damaged 
reactor at facility Requests review i comments 
UALKERrR 6 House of Rep 80/05/20 3pp 

— 8006300563 Forwards A Thompson B0031B Ur re delay In placing facility 
back In operation Requests review U comments 
PROXMIRE.W Senate 90/02/20 4pp 

— B00630056S Forwards PJ ScMundt 000229 Ur re facility restart Requests 
review comments, 

HYDE. H J Senate, 80/03/03 3pp 
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—6004300571 Foru/ard^ MK Shanfcen 800307 reviau. of use of 

crvog«ntc traps t RJ Gray radiation monitoring program 
Requests review t qomnents 
ERTEL.A E House of Rep 80/03/13 3pp 


—8004300577 Request for action under 10CFR2 20& re initalUtion of 
cryogenic traps prior to venting of radioactive gas from 
containrrent bldg 

ORAYi R J Affiliation Unknown 80/02/27 7pp 


SO0A30O220 Addl response to FOIA request for written communications 
between HRC & Congress since 600382 concerning facility 
Forwards documents in App A « 

FELTOH. J H Division of Rules and Records 60/06/20 3pp 


— 8006300231 Forwards announcement re ACRS 800409 technical meeting in 
Wa sh ing ton. DC to continue review of NRC study on whether 
equipment changes should be made on SfcU plants Announcement 
will be sent to news media on 600325 W/o end 
KAMf^RER.C Office of Congressional Affairs 80/03/25 Ip 


— 6006300428 Responds to 800423 postcard re EJ Btcrnglass paper. ''Infant 
Mortality Changes Following TMI Accident “ Forwards analyses 
of rad 1 ob loLog ical « op 1 deoil ol og ) cal t< p h y s 1 o 1 og i c a 1 aspects 
of paper concluding that allegations are not valid 
KAtIKERER. C Office of Congressional Affairs QD/OS/02 Ip 


— B006300431 Ack receipt of 000410 Itr re D Thompson request for Rogovin 
rept Rept can be purchased from GPO Sales Program at NRC in 
Hash mg ton. DC or Natl Info Svc, Spn ngf iel d, VA 
KAMHESER.C Office of Congressional Affairs 00/05/05 Ip 


— 8006300437 Ack receipt of 800415 1 tr re S Denison concerns about 
facility NRC was not affiliated w/Pres Idential Commission or 
responsible for investigation findings Forwards W Stratton 
Study. "Alternative Event Sequences " W/o end 
KANMERER.C Office of Congressional Affairs 00/08/07 Ip 


— 8006300445 Forwards announcement re eitonsion until 800516 for public 
comment on draft environ assessment for decontamination of 
reactor bldg atmosphere U/o end 

KAMHERERiC Office of Congressional Affairs 80/05/08 Ip 


--9006300239 Forwards announcement re MRC appointment of DJ Snyder as 
program manager of facility cleanup operations M/o end 
KAKMERER.C Office of Congressional Affairs 80/03/25 Ip 


— 0006300245 Forwards announcement re NRC publication of notice of 
evailability for public comment of draft environ assessment 
concerning decontamination of facility reactor bldg 
atmosphere M/o end 

KAMHERERiC Office of Congressional Affairs 80/03/26 Ip 


—0006300254 Forwards announcement re ACRS 000409 meeting in Washington. 
DC to discuss Implications of facility incident in relation 
to applications for CPs Announcement will be mailed to news 
media on 600326 H/o sncl 

KAMrtERER.C Office of Congressional Affairs BO/03/26 Ip 


— Q006300263 Responds to Subcommittee on Energy. Nuc lear Proliferation 6 
Federal Sves 800312 Itr re OA Winter concern about facility 
restart delay Kany problems must be resolved prior to 
restart Decision will possibly occur in late 1980 
KAKKERERrC Office of Congressional Affairs 80/04/01 2pp 


—0006300315 Act receipt of 600325 Itr submitted on behalf of J Schmidt 
Rogovin rept is available for purchase by public at NRC. 

Salts hgt Ofe in Hashington. DC 

KAKMERER.C Office of Congressional Affairs 80/04/02 Ip 


—8006300321 Forwards announcement re NRC issuance for public comment of 
Addendum 2 to draft rept. "Environ Assessment for 
Oecontasinati on TMI-2 Reactor Bldg Atmosphere " W/o end 
KAKMERER.C Office of Congressional Affairs 80/04/02 Ip 


9006260150 Responds to 000500 Itr re nuclear pouier in US after TMI 
No evidence exists linking hypothyroidism to radiation leak 
Supporting documentation encl 

DEflTON. H R Office of Nuclear Reactor Regulation. Director 
00/06/23 2pp 


6006300450 Requests public hearing on Commission B0O612 order for 
temporary mod of license Expresses concern re method of 
purging krypton gas 

OOtlOLAS.tl H Affiliation Unknown 80/06/24 Ip 


1 Financial information 


8006170711 Forwards 780927 operating agreement 8- 701102 Memorandum 
of Agreement re sharing of facility const cost s. bo tween 
Met Ed. JCPL U Penelec 

GENTIEU.L P General Public Utilities - GPU Service Corp 00/06/11 

I7pp 


0006200371 Forwards "General Public Utilities ~ Cash 6 Earnings 
Forecast. June I9a0-Dec 1901 " 

HERBEIH.J G Metropolitan Edison Co 00/06/16 I9pp 


8006240303 Forwards "General Public Utils 5ys Cash 6 Earnings Forecast" 
for Jun 1980-Oec 1981 per telcon between util it NRC 
HERBEIN. J 0 Metropolitan Edison Co 80/06/16 2pp 


— 8006240304 "General Public Utils Sys Cash U Earnings Forecast" for 
Jun 19ao-Dec i9Bi 

♦ Metropolitan Edison Co 00/06/05 ISpp 


—8006300326 Forwards announcement re V Stello confirmation that IE has 
been actively pursuing inquiries Into allegations made by 
H Hartman, former facility control room operator W/o and 
KAMMERER.C Office of Congressional Affairs 80/04/17 Ip 


—6006300337 Forwards announccAent. w/attached NRC determination, that 
facility incident did not Constitute e r traord inary nuclear 
occurrence as defined by Pr ica-Anders on Act (< Commission 
regulations M/o end 

KAMMERER.C Office of Congressional Affairs 00/04/17 ip 


—9006300345 Forwards announcement re NRC approval of util plans to make 
manned entry into facility containment bldg M/o end 
KAKHERER.C Office of Congressional Affairs 00/04/22 Ip 


J Insurance indemnity information 


6006190033 Grants extension until 800601 for compliance u/Price- 
Anderson Act financial protection requirements 
DENTON.M R Office of Nuclear Reactor Regulation. Director 
80/04/09 Ip 


a006i>303e0 Confirms that, ef fee tl ve 790501 . supp lemental limit of ANI 
Policy NF-220 was extended in accordance w/800927 Itr to 
Marsh it McLennan Confirms tha t. ef f oc ti ve 80060'L. 1 imb i 1 i ty 
limit will be restored Ltr to Marsh fc McLennan end 
QUATTRDCCHI. J American Nuclear Insurers 00/05/29 3pp 


— 6006300352 Responds to 000409 ltr re JL Gring concern about venting of 
radioactive gases from containment bldg Venting of 
radioactive krypton ga« from containment bldg is not 
permitted until Commission holds public meeting 
HAMMERER. C Office of Congressional Affairs 80/04/25 Ip 


8006090315 Confirms that effective 770501, MAELU has extended 
application of supplemental policy limit re TMI site in 
accordance w/provlsions in encl 800529 ltr 

O'CONNELL. JM Mutual Atomic Energy Liability Underwriters 
80/05/29 Spp 


—8006300354 Ack receipt of 800410 ltr re J Mulligan suggestions 
concerning alternatives for disposing of facility krypton 
gas Forwards NRC environ assessment considering alternatives 
for disposing of krypton gas M/o end 

hammerer. C Office of Congressional Affairs 80/04/28 Ip 


—0006300359 Ack receipt of 800400 ltr re P Aniolut concerns about timing 
qf venting of krypton gas from facility containment bldg No 
decision has been made re venting of krypton gas Cammlfslon 
has been notified of of D Anxolut concerns 
HAMMERER. C Office of Congressional Affairs 90/04/2B Ip 


■8006300367 Forwards announcement re NAfiLS 000513 prehearing conference 
in Harr isborg. PA concerning proposed restart of facility 
M/o end 

HAMMERERrC Office of Congressional Affairs 0O/O5/Oi Ip 


8006030411 Forwards Endorsement 36 to MAELU Policy MF-73 

OERETV.H F General Public Utilities - GPU Service Corp 80/05/30 

2pp 


60060S0346 Responds to NRC 800406 ltr re finand-al protection Nuclcmr 
liability insuranco pools will provide twenty nilllion 
dollars primary insurance for TMI-8 as well as reinstating 
that amount expended for claims it expenses 
MEHBEIN, J 0 Metropolitan Edison Co 00/05/30 3pp 


8006160408 Forwards 80061? ltr to \V/V\ w/endor sements that pools propose 
to use binder to implement coverage contained in 800520 ltr 
to G Bollman Endorsements sent to NRC for consideration of 
financial protection at plant 

OUATTROCCHI. J American Nuclear Insurers 80/06/12 5pp 
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Q00i300676 Responds to 000520 Itr re compliance u/f inane idl protection 
T equ ir em»>hta for Unit 2 Since endorsement for addl ^20 
million not received* NRC unable to determine compliance 
Info re alternatives to tnsutance requested 
SALT2KAf4*^J Utilitij Finance Branch 80/06/ 13 2pp 


0 Advisorg Committee on Reactor Safeguards reports Sc correspondence 


790G290496 Foiuaxdi recommendations for studies to improvo reactor 
saret'l in areas of accident ana 1 qs i s* reduc t ion of accident 
pr obab 1 1 I ty . opet ati ng procedures * revi eu of designcconst t 
op e r^ 1 1 one d DC ay heat removal sys In £CCS Sc other items 
CARBON/ 11 N ACR0 ” Advisory Committee on Reactor Safeguards 
79/00/14 4pp 


0006130181 Summai y of ACRS Ad Hoc Subcommittee on TMI -2 Accident 
Implications 300409 meeting In Nash 1 ng ton/ DC re accident 
Implications as relating to CP applications List of 
attendees end 

* ACRS - Advisory Commitlee on Reactor Safeguards 00/04/29 22pp 


P Operating license stage documents 1/ correspondence 


0006110503 Discusses need to upgrade reliability of power operated 
relief valve ^ to define function of valve Reliability can 
be ifTtproNed t> demonstrated by testing Studies would include 
input from NSSS vendor t valve manufacturer 

DIIANMI.D C Operating Reactors Branch 4 <Pre B004281 00/02/19 

4dp 


0009130109 Submits info re LWR primary coolant sys pressure isolation 
valves as significant contributor to risk from Event 9 
accidents Outlines data required to determine uhether 
license should be modified 

EISENHUT.D G Division of Operating Reactors 80/02/23 60pp 


BOOA10O577 Lists sys mods necessary to support fast purge of reactor 
bldg Identified by licensee Estimate is optimistic Hydrogen 
control subsys preferred due to fewer mods required 
GREEHBLIRO# H TKI Program Office 00/04/20 3pp 


Q00609009I Notifies that comment period for NUREO-0662 extended until 
B00316 Ack receipt of 800411 comments 
AHEARNE. J F Commission 00/05/05 Ip 


•'>'0006090099 Requests extension of comment period to reflect UCS study on 
Kr-OS venting 

THORNDURGH/R Pennsylvania! State of 00/04/11 3 pp 


8006S00S29 Forwards A Ohki 000423 Itr recommending Hitachi staff member 
for temporary position w/Net Ed cleanup staff Response 
should be directed to A Oh k 1 at Hitachi re F Hakashlta 
par 1 1 c 1 patlon 

LAFLELIR* D Office of Internati anal Programsi Director 80/03/06 

Ip 


--8006200533 Ac k receipt of 000212 Itr to M Hayakawa re TMl cleanup 
program Proposes sending F Nakashlla as participant 
Background & qualification encl Requests details about 
c 1 eanup program 

□HKI>A Japan 00/04/23 2pp 


0006090100 Responds to 000321 Itr re util possible financial failure 
Financial failure provides grounds for license revocation 
Ho contingency plans completed to cover possibility of 
f inane iai fall ure 

AHEAR^^Ei J F Commission 00/05/07 2 pp 


— 8006090102 Inquires as to aftermath of util financial fallur* 
SHAKAMAH.S M Pennsy 1 vaniai State of 00/03/21 8 pp 


B006090165 Forwards addl TMl-2 related requirements to operating 
reactors Llcensoe requirements for TUI Action Plan Include 
shift mann ing. 1 1 C ens mg exams t< licensee dissemination 
of operating experiences Response requested wlthir) 30 days 
EISENHUTiD 0 Division of Licensing BO/03/07 130pp 


6006020232 Responds to questions posed by JF Ahearne re proposad 
purging of facility containment bldg atmosphere Recommends 
that slow purging method be used to assure that doses to 
public are low 

DENION-H R Office of Nuclear Reactor Regulation/ Director, 
SECy-80-t32C 80/05/08 I 5 pp 


9006040047 "Deconfcaminat ion of Kr^05 from TMI Nuclear Planti '* rept to 
Governor gf PA 

I^EHDALLrH U ! REYEArJ . QRlDENQAUGHi D Union of Concerned 
Scientists 00/05/15 7lpp 


8006040113 Requests drawings V specs for evaluation of EPICOR-II liners 
re waste hand 1 mg* storage/ transportat ion ?« disposal Info & 
matls should be received by B00530 to resolve matter 
Forwards QNL rept 

COLLINS/ J T TfH Program Office 00/05/15 Spp 


— 0006040117 Forwards BNL rept re disposal of first stage EPICOR-II 
organic roein wastes Other reactor operators should be 
alerted for solidification efforts 

DRQUNINO.R E Division of Waste Hanagement 80/09/03 2pp 


— 0006040116 Forwards ’‘Status Rept on Leachah i 1 ity* Structura 1 
Integrity & Radiation Stability of Ion Exchange Resins 
Solidified in Cement it Cement N/Additivas " 

SCHNEITZER. D 0 Drookhaven National Laboratory G0/D5/O3 Ip 


— 0006040119 “Status Rept on Leachab i 1 i ty / 6 tr uc tural Integrity & 
Radiation Stability of Organic Ion Exchange Resins 
Solidified in Cement I Cement N/Additives 

BARLETTA.B E . DAVIS/R E , OANOWER. T E Brookhaven National 
Laboratory 60/05/31 24pp 


8006020521 Advises that NRC will assess published repts & data re 
animal health effects in site vicinity Bequests draft 
pathological symptoms rept bW 800606 Paper will be used in 
larger rept being prepared by NRC 

MULLER, D R Assistant Director for Environmental Technology 
ao/09/16 ip 


8006060349 Approves 000430 request to use Mine Bafety AppHancei Co 
breathing units in lieu of Bio Marine Qlo PaV 60 units On# 
entry may be made into reaetpr bldg Related correspondence 
COLL INS/ J T TMI Program Office 00/05/16 4pp 

— 80060603&1 Requests addl info to complete review of 800410 rept on 
submerged deffllneral i ted sys by 800606 Related 
correspondence 

COLLINS. J T TMI Program Office 80/09/16 9pp 


SOO61IOS10 Forwards request for addl info for evaluation of util 
600410 technical evaluation rept re submerged demintrali ted 
sys 

COLLINS/ J T TMI Program Office 80/05/16 9pp 


8006110517 Responds to 000430 request for mod to reactor bldg re use of 
Mine Safety 4c Appliances Co breathing units Grants apprflvel 
to make 000520 entry into reactor bldg Local officals 
should be given early notification 
COLLINS. J T T«I Program Office 00/03/16. 4pp 


8006020354 Forwards Vikem Industries 800503 memo rt present etatus of 
fuel handling h auxiliary bldg dec ontamlna tlon program 
MENCINSKYiO- J General Public Utilities - GPU Service Corp 
80/03/19 I7pp 


8006130122 Requests comments on NUREG-0S77/ "Potential f 6 r Low Fracture 
Toughness ^ Lamellar Tearing on PNR Steam Generator 
Reactor Coolant Pump Supports “ Proposed review procedure ^ 
i mp Icmentat 1 on schedule «n.cl 

CISeNHUTrD 0 Division of Licensing 00/05/19 72pp 


0006030137 Forwards staff rept. ^'Answers to Questions about Removing 
Krypton from TMI-2 Reactor Bldg " Rept responds in question-- 
answer format to frequently asked questions about venting 
Kr-83 M/o enc 1 

SNYDER. B J TMI Program Office 00/05/20 Ip 


0006090033 Forwards guidance for implementing 800407 interim criterle 
for radiol 09 i cal effluents from TMl -2 data gathering 9( maint 
op era t ions 

SNYDER, B J TMI Program Office 00/05/20 3pp 


0006090036 Submits T Cochran 800507 statement re TMI-2 containment 
atmospheric cleanup Public health risks insignificant 
TRAVERS/ W TMI Program Office BO/05/2O Ip 


6006030325 Forwards "Analysis of Hypothetical Acc Identt. Technical 
Evaluation Rep t. Submerged Pemlneral 1 zer Sysi*" App 1 
calculations supporting statements in '"Technical Evaluation 
Reptr " Chapter 7 

HOVEY/GK Metropolitan Edison Co 80/03/27 2pp 


— 8006030327 "Analysis of Hypothetical Acc i dents. Technical Evaluation 
Rept/ Eubmergod Demlnera 1 i z or Sys. " App 1 
-V Metropolitan Edison Co 80/09/23 I9pp 


B00609036? Requests specific info for statue ti schedule of Installation 
re implementation of more sensitive Initrument for 
monitoring of RC 8 water chemistry U corrosion control 
CGLLINS, J T TNI Program Office 00/03/27 4pp 
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6006120072 Acli rec«ipt oi 300409 Itr detcrtbLng crtjogenic *oparation 
prDC«tt for FBcnovsi qf Kt-"05 from reactor bldg All 
contamination al ternat i ves are being ev^aluated PTopo«al 
being considered as coi^iment on NUREG-0662 
SNVDER. 3 J TMl Program Office 60/03/27 Ip 


— >6006120075 Discutces crgogenic separation process developed for 
removal of Kr~Q5 from reactor containment bldg Daaic 
procest scheme is to lint crijogenic air separation plant''tD 
bldg atmosphere in closed recycle 
LYrTOIJiM Nitre Corp BO/04/09 Spp 


8006030362 Torufards recoverg operations plan Change Request 1 td 
• litninatlon of BoP diesels 6 13 2ltv line surveillance 
rtquirem-Bnts Request made subsequent to Tech Spec Change 
Request 22 

HBVeVfO K. Metropolitan Edison Co 80/05/26 Spp 


60060S0039 Foruards final version of htittman Nuclear Development Corp 
"ftesln Solidification Test Program for 6P1CQR 11 Resins '* 

HOVev.-O K Metropolitan Edison Co 60/05/26 Ip 


—9006050041 Final version of "Resin Solidification Test Program for 
EPICQR II Resins " 

* Klttman Nuclear 6 Development Corp istibs Hittman Corp > 
80/05/36 41pp 


6006090106 Informs that» since proposed cleanup sys not NRC approvcdi 
installation & purchase of equipment at util risk 
Contingenicg plan re transfer of untreated uater to onsite 
tanks should be quickly conpleted 

DENTOMiH R Office of Nuclear Reactor Regulation, Director 
60/05/26 4pp 


3006120250 Advises that approval of submerged deminera 1 i ler sys for 
decontaminating containment bldg urater must be preceded by 
KRC programatic £16 Util should complete contingency plan to 
transfer untreated uater to suitably shielded -on-site tanks 
OEiMtQMi H R Office of Nuclear -Reactor Regulatlonr Dtrsetar 
80/05/26 Spp 


6006060363 Recovary operation plan Tech Spec Change Request t re 
ellmtnatlan of balance of plant diesels & 13 2 tV line 
surveillance requirements Replacement Pages 4 8-1 to 46-3 
to plan end 

HOVEYrO K Metropolitan Sdison Co 80/05/29 Spp 


8006050327 Revises submittal date to second quarter of 1961 for 
long-term solid raduraste staging facility rcc ortunendailons 
Recommendations will he in form of design criteria document 
HQVEYpG K Metropolitan £dl«an Co 80/05/30 Ip 


8006050360 Responds to NRC 800410 Itr re use of term '^operable" as 
applied to single failure criterion for safety sys In pouer 
reactors Requests extension until 80Q930 for Thl-l Tech 
Specs change No change required for TMI-2 
KERBEIN. a O Metropolitan Edison Co BO/05/30 Ip 


8006060304 Responds to NRC 800&1S request for Info re design Sc matl for 
EPICOR n lines & resins Info will be provided by 800630 
KOVEYj 0 K Metropolitan Edison Co 80/05/30 ip 


8006090364 Responds to 600410 Itr re use of term op enable, ap p 1 g ing to 
single Failure criterion for safety sys in power reactors 
Performing revieu of Unit 1 Tech Specs to determine need for 
mod Unit 2 operating under recovery Tech Specs 
HERBEIN, JO Metropolitan Edison Co SO/05/30 2pp 


60Q61 10204 Notifies that date for submittal of recommendations for 
Long-terir solid radwaste staging facilitythas been changed 
to Second quarter, 1981 

HOVEY, O K Metropolitan Edison Co 60/05/30 2p p 


9006110317 Responds to 600515 Itr requesting info re dtsigni matl Ir 
preparation- of specific data concerning EPICOR-II liners & 
resins Info will be provided by 800630 
HQVEY, O 3 Metropolitan Edison Co 80/05/30 2pp 


3006200601 Ac Ic receipt of Council Resolution 119 sent to Commissioner 
Ahsarne Assures that resolution uiill be cotisidered NRC is 
currently preparing final environ assessment of alternatives 
to d econtamlnat i ng facility 

DENTONrH R Office of Nuclear React-or Regulatloni Director 
60/05/30 Ip 


— 8006200605 Forw^ards copy of Council Resolution 119, adopted 800327 
Resolution memorializes Qovernor of FA & NRC to prevent 
further venting of radioac ti vl ty into environ M/o end 
SCHWARTJrO X Philadelphia- PA 80/05/05 Ip 


8006240034 Piovides addl info re questions on NRC-proposed purging of 
containment bldg atmosphere Recommendations were given In 
SECY-BO-132C Supplemanlal slow purge info end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
SECY-60-132D 00/03/30 3pp 


8006020346 ''Comparison of Controlled Purge & Application of Selective 
Absorption Process Altoinatives for Decontamination of TMI-2 
Reactor Oldg Atmosphere," preliminary draft 

THOMAS, C D . V01LLEQJ£,P G . CLfNE/J E Science Applications, Inc 
60/05/31 49pp 


9006300187 "Cnviron Assessment of Radiological Effluents from Data 
Gathering ^ Maint Operation on Till Unit 2 " 

* TMI Program Office NUREG-06S1 80/05/31 lOpp Available at 
NTId 


6006110070 Notifies that filter housing purge test has been modified 
to add dynamic test ui/rap id closing of inlet to filter 
hous ing, u>/au tomati c fan shut off functioning at negative 
15 inches water gauge 

HOVEY, G K Metropolitan Edison Co BO/06/03 ip 


8006110300 Advises that filter housing testing program has been 
modified to add dynamic test w/rapid closing of Inlet to 
filter housing w/awtomatic fan shutoff functioning at minus 
IS inches water gauge 

HOVEYiG K Metropolitan Edison Co 60/06/03 2pp 


6006110106 Advises that response to 800516 request, re submerged 
demlnerali ter sys technical evaluation rept-will be 
submitted by 600613 

HOVEY, 0 K Metropolitan Edison Co 00/06/04 Ip 


6006110114 Advises of intent to remove plant ventilation stack cap 8< 
discontinue use of supplemental ventilation sys atop 
auxiliary bldg on or about 800610 Airborne rad voac tivi ty 
levels have decreased to point that sys no longer justified 
HOVEY, G ii Metropolitan Edison Co 00/06/04 3pp 


9006110145 Forwards "Transient Boron Concentration Analysis ih TMl-2 
Mini-Decay Heat Removal Sys (MOHRS)." providing results of 
analysis of transient i steady state effects on boron 
concentration that can be anticipated w/sys in operation 
HQVEY, 0 K Metropolitan Edison Co 00/06/04 ip 


— 0006110148 "Transient Boron Concentration Analysis in TMI-2 Mlnl-Dccag 
Heat Removal Sys (MOHRS) *' 

SHEU, J P , JASANI/K M Metropolitan Edison Co 80/05/23 IBpp, 


8006110167 Forwards “Resin Solidification Test Program," in response to 
791221 Itr re proposed method for sol id i f 1 cation of EPICOH- 
II resins Progress summary ^ 000318 scope of work w/Hittman 
Nuclear L Development Corp end 

HQVEY, G K Metropolitan Edison Co 00/06/05 I3pp 


—8006110179 "Resin Solidification Teat Program 
« Metropolitan Edison Co 00/05/lS 46pp 


6006120374 Forwards EPKOR-II solidification progress summary, 
description of scope of work w/Hittman Nuclear tn Development 
Corp Kittman rept, "Resin Solidification Test Program," 
par util 701221 commitment 

HOVEY, G K Metropolitan Edison Co 00/06/05 13pp , 


■8006120377 "Resin Solidification Tost Program " ANSI/A8TM stds end 
e Hittman Nuclear Development Corp (sobs Hittman Corp ) 
80/06/03 45pp 


8006130256 Forwards "TMI~2 Planning 8tudy for Phase II - Reactor 
Internals Disassoinb ly , Fue 1 Removal 6 Sys Cleanup " Rept 
available in Central Files only 

LEHMAN, L 0 Metropolitan Edison Co 00/06/09 Ip 


9006170495 Forwards data re General Public Utils sys c ap ab i 1 1 1 1 e s, peak 
load, reserve margins, net sys requirements 6 interchange 
RUNTE,U 0 General Public Utilities - GPU Service Corp 00/06/11 
3pp 


6006230344 Advises that work efforts are proceeding on generating <1 

design criteria for interim solid radwastc staging facility , 

Facility will provide area to assemble low level radwasto j 

prior to offsite shipment Design will be submitted Jul 1900 
HQVEY, O K Metropolitan Edison Co 00/06/12 Ip 


8006270290 Forwards Tech Spec Change Request 25, reque s t I ng amend to App 
A of License nPR-73 Amend deletes requirement for 
aperationally functional intei lock between HP-R-225 6/or 
HP-R-226 t purge exhaust dan(pBrs 

ARNDLD, R C Metropolitan Edison Co 60/06/23 3pp 
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— 0006270296 Appixcation to amend License OPR-73^ c o-na i s 1 1 ng of Tech Spec 
Change Request ?5 Deletes lequirement for operationally 
functional interlock betajeen HP-R-225 6/or HP-'R--226 L purge 
exhaua<t dampers Amend (oe one 1 
-• Metropolitan Edison Co 00/06/23 2pp 


— 0006270297 Proposed Tech Spec Change Request 25 re limiting canditiorts 
for Operation of monitoring requirements 
■* Metropo 1 1 tan Edison Co BO/06/23 Ip 


8006300A4/ Confiims SW Porter Q00623 telcon re change in TMI site 
discharge uater composite samp Ling frequencies l> requests 
that continuous composite sampling be changed from 4-h 
period to 24-h period 

HQVey,0 K Metropolitan Edison Co 80/06/23 3pp 


Q Inspection reportsp IE Bulletins 6 correspondence 


0006100059 Poruards Waste Packaging Insp Ropt 00-24 on 000204-15 No 
nancomp 1 1 anc e noted 

SMITH* G H Region 1; Ph 1 1 ad e 1 p h 1 a * Fuel Facility V Materials Safety 
Hratich 00/04/24 2pp 


— 0006160002 Waste Packaging Insp Rept 90-24 on 000204*^15 Me 
noncomp I lance noted Major ai eas inspected campllance of 
waste shipments w/NRC 6 DDT regg lati ons* me lud Ing vehicle 
placarding 6 package marking h labeling 

PE-Cl^* C C * BOOK* H E Region S* San Francisco* Fuel Facility Ic 
Materials Safety Uranch 80/04/02 lOpp 


8006190139 Forwards Waste Packaging Insp Rept 00-04 on 800107-10 
No nnneompt lance noted 

5hI7H*G H Region 1. Philadelphia. Fuel Facility 6 Materials Safety 
Dranch 80/04/24 2pp 


—6006190169 Waste Packaging Insp Rept 00-04 on 800107-10 

No none ornp 1 lance noted Major area<s inspected compliance of 
waste shipments w/NRC U DOT regulations Including vehicle 
p lacard 1 ng* pac kage conditions & marking Si labeling 
PECK. C C Region 3. Chicago^ Fuel raciliiy & Materials Safety 
Branch THOMAS. R D . BOOK* H E Region 5. San Francisco* Fuel 
Facility ^ Materials Safety Branch 00/03/25 7pp 


□006090135 Ack receipt of 000403 1 fcr informing NftC of steps taken to 
correct violations noted in IE Insp Repts 50-320/79-2S t< 
50-209/79-19 

GRIER^D H Region 1. Philadelphia* Office Of the Director 
00/04/29 2pp 


—6006090157 Responds to 000203 Itr re violations noted in IE Insji Repts 
50-320/79-25 50-209/79-19 Requests submittal of 

corrective actions re Item 2 Ufcll G00205 Itr will be 
withheld (ref 10CFR2 790> 

ORlERiD H Region 1. Philadelphia* Office of the Dlrectpr 
80/03 /la 2pp 


•0006090160 Forwards IE lni.p Repts 50-320/ /9-25 U 30-289/79-19 on 
790916-21.24-28 t 1002-04 6 notice of violation Notice of 
violation withheld (ref 10CFR2 790) 

MARTirJ*W 0 Region 1, Philadelphia* Safeguards Branch 80/01/14 

2pp 


— B006090170 IE Insp Repts 90-320/79-125 8* 50-209/79-19 on 790916-21,24-28 
At 1002-04 Noncompliance noted licensee vehicle not escorted 
in protected area U safety equipment on vital area physical 
banier not maintained Details withheld (rof 10CFR2 790) 

DEVLIN. J Region 1. ph i I ad e 1 ph i a > Safeguards Branch 
LADUN*R H * SHEPHERD. R E Rogion 1* Philadelphia, Office of the 
Director 00/01/09 2pp 


0006120259 Forwards lesponse to IC Insp Rept 50-320/79-10 per 800306 
meeting w/riRC Recovery mode surveillance procedures will be 
reviewed Access to high radiation areas controlled & 
emergency monitoring equipment placed at locations 
ARNOLD* R C Metropolitan Edison Co 00/05/19 23pp 


800620(3040 Forwards IE Circular B0-13i “Orid Strap Damage In 
Wcstinghouse Fuel Assemblies “ No written response required 
ORIERtD H Region 1* Philadelphia* Office of the Director 
00/05/28, Ip 


0006030359 Responds to NRC 000417 Itr re IE Dulletlns for TMl-S by 
providing guidelines for establishing short-term ?< long-term 
action on current ^ future bulletins 
HDVEy*0 K Metropolitan Edison Co 00/05/29 5pp 


8006090374 Forwards response to 800417 Ikr re IE bulletins Guidelines 
and for establishing action on past ti future bulletins 
Some bulletins are undergoing further investigation it 
classification will be provided by 800630 
HQVer*© K Metropolitan Edison Co 00/05/29 0pp 


0006040111 Forwards util 000519 Itr directed to IE re Civil penalty 
Imposed on licensee 

BWARTZ*Ljl- Antitrust Division 80/06/02 3pp 


— B006040H2 Forwards plans fur achieving corrective actions for items of 
noncompliance per util 800306 meeting u/IE re IE 
Investigation Rept 30-320/79JO Corrective actions for Unit 1 
will be sub j to schedule commensurate w/restart 
ARNOLD* n C Metropolitan Edison Co 80/05/19 23pp 


8006170583 Informs NRC that util response to lE Bulletin 60-13* "Decay 
Heat Removal Sys Operability*" will be provided by 000700 
due to present workloads 

H0VE/*0 K Metropolitan, Edison Co 00/06/09 Spp 


6006300609 Responds to IE Bulletin 80-12, "Decay Heat Removal Sys 
□perabikity " Portions of short-term nature will be 
respondod to hy 0OO7OB Dolay due to present workloads 
HOVEY. 0 K Hetropoi 1 tan Edison Co 80/06/09 IP 


R Periodic aperating reports relabed correspondence 


8006090040 Forwards status rept far uk of 000510-17 
COLLINS* J T TMI Program Office BO/05/19 6pp 


6006020110 Forwards TMI PrugrafFi OPc status rept for wk uf 800517'-23 
COLLINS, J T TMI Program Office 80/05/27 6pp 


6006020295 Forwards liquid it gaseous effluent release repts for Mar 
1900 % first quarter 1960 Tables 1-5 provide addl data for 
liquid discharges to Susquehanna River for 1960 
Explanation of monthly summary included 

PORTER* a N Porter-Oerti Consultants, Inc 60/05/27 ip 


— 0006020303 Liquid $■ gaseous releaaos for Her 1980 A first quarter 1900 
Tables 1-5 provide addl date for liquid discharges into 
Susquehanna River for 1980 Explanation of monthly summary 
includ Bd 

» Porter-Oert I Consul tant»< Inc 00/05/27 0pp, 


0006120029 Forwards TMI Program Ofc status rept for wk of B0O517--23, 
COLLIN8* S T TMI Program Office 00/05/27 6pp 


0006160165 Forwards status rept for wk of 000524-30 
COLLINS, J T TMI Program Office 00/06/02 4pp 


8006110103 GPA preliminary data rept on water sampling for 600522-30 
COSTA, C F Environmental Protection Agency 80/06/03 ip 


0006190690 Forwards status rept far wk of 600531-0606 
CGLLlNBrJ T TMI Program Office 80/06/09 6pp 


B006250'335 Forwards status rept for w& ending 000613 
COLL INS* J T TMI Program Office 00/06/16 6pp 


S Reportable me curr ences* LERs A related correspondence 


7812290093 Confirms RO 7a-71/lP on 781208 control logit discrepancy 
axisted for make-up (HP!) pumps, 

KLINDER*0 A Metropolitan Edison Co 70/12/11 Ip 


0006060197 PNa-TliI-eO-029 an 000520, 1 1 c en sea plans to make first entry 
Into reactor bldg Personnel airlock will be purged on 
80(5519 In preparation for entry Estimatad airlock purge will 
release approx 25 Ci Kr-0S to environ 

KALMAM, 0 * FASANOi A I CaLLIM3*0 Region 1* Philadelphia* Office of 
the Director 80/85/ 16 Ip 


8006160144 RO 80-19/lP' cond 1 1 i on exists where In once-through steam 
genorator level transmitter B is inoperable Probably caused 
by plugged leg line Effort underway to correct problem 
HOVEY, 0 K Metropolitan Edison Co 80/03/19 ip 


□006060306 PND-TMI-80-030 on 000520, 1 Icensee attsmpted bo enter 
reactor bldg for first time since 790328 accidant Procedure 
uas terminated after repoated attempts failed to open inner 
door Probable causes include corrosion t( suction, 

CONTE. « J * FA3AN0, A N , C0LLINS*JT Region 1. Philadelphia, Office 
of the Director 00/05/21 Ip 


8006030459 RQ 80-20/lP on 800520, small purge valve opening on outer 
hatch bulkhead technically violated containment integrity. 

Caused by procedural error Valve closed & procedures will be 
revised 

HOVEY, (5 K Metropolitan. Edison Co 00/05/23 3pp 
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B006l303t9 P^0-TM^-B0'031 an 6OQ520. 1 icensee determined that 
containment Intcgntij not maintained For (teriod t> f 2-S 
minutei Gaus^ed bi^ purge valve on outer door left openi 
parnittlnfl Flow from atmosphere into reactor bldg 
CQNTErR J . SHANDAKV. n M . COLL IMS. J T Region 1, Pb i lade Iph i a. 

Office of the Director 80/05/23 ip 


Q004130226 PMQ-TMl-B0"032 on 300523. worVer esper i enc ing chest paint 
left iltc in amtulante Oiagnatis uas possible heart attack 
Unknouin if Individual tuot in radiological area 

C{]MT£«R J . SKANQAKV. M M . COLLINS. J T Region It Philadelp h i a> 

Office of the Director 30/05/23 Ip 


30 0^030^ &5 Foritfardt LER 60-01 5/D3L-D 

HDVEY.O K Metropolitan EdUoh Co 80/05/2B Ip 


-"-800^030472 LEft 60-015/03L-0 on 600423. boric acid mix tank baron 
cone entrac tion eKceeded Tech Epect Caused by concentrating 
effects from evaporation due to use of air sparger mixing 
apparatus Mater added & use of air sparger discontinued 
CAPLIN. S D MetrapoUtan Edison Co 30/05/23 2pp 


3006060263 Forwards LER B0-Ol6/03L~0 

HOVEY. 0 K Metropolitan Edison Co 80/05/30 Ip 


— B006060271 LER eO-Ol6/03L-O on 300501. during rscoverg mode operation, 
fuel oil tank level found belou Tech Spec r»q.uir ament 
Caused by mi srecording of level during previous check Oil 
added L insp frequency increased 

CHAPLKI.SD Metropolitan Edison Co BO/05/30 2pp 


3006160024 PorJirardS LER BO-OI0/O3L-O 

HDVEY. e K Metropolitan Edison Co 60/06/10 Ip 


--3006160027 LER 90'-0l6/03L-0 on QOOS09. while loading uhlte balance of 
plant diesel generator. osc 1 1 lat 1 ons observid in generator 
frequency, fbl 1 owed by total loss of frequency Indication 
Caused by mechanical shock blowing tuo fuses Fuses replaced 
CHAPLIN. & D .Metropolitan Edison Co G-0/06/10 tp 


— 60D6120114 PoruiaidB availabiltiy list of critical components for 
selective absorption sys *. assessment of min time needed to 
install sys at facility for Kr-&5 r emova 1 . d i sc us s ad in rept, 
prepared by Committee i -NASA 

ERTELi A E House of Rep « Bcience tt Technology 30/05/08 3pp 


--Q006120117 Comments on Kr-85 removal time requirements identified by 
MRC overstated Selective absorption sys discussed in enc 1 
memo could be installed operating within 6 months 
ERTEL. A E House of Rep . Science h Technology 80/05/09 6pp 


6006200067 Submits requested info for 800522 hearing re TMI-2 cleanup 
Congressman Ertel 800515 Itr is Incorrect in stating that 
MITRE proposal was never afforded serious consideration by 
NRC Chronology of NRC cleanup actions being prepared 
SNYDER. n J TMl Program Office 80/05/19 3pp 


-"-3006200091 ^Recommends that necessary preparations begin so that 
Cltiiens Advisory Panel for consulting 6 advising NRC on 
decontamination decommissioning of Tttr-2 can be 
established Proposed legislative amend enc 1 

KOBTMAVER.P H . WO ALL. 11 K . LUJAN. M House of Rep BO/OS/13 
3pp 


6006130170 Ack receipt of 300515 Itrs commenting on rept to Governor of 
PA on Kr-65 removal methods 6 providing Mitre Corp proposal 
for cryogenic separation process Concerns & info will be 
considered ui/public comments prior to final decision 
AHEARNE. J F Commission 80/05/29 ip 


—9006130173 Discusses rept to Governor of PA re Kr-SS removal methods 
Rept should help NRC in decision method for Kr-85 removal 
ERTEL, A E House of Rep . Science Technology 00/05/15 2pp 


— Q006130176 Forwards discussion on possibility of expediting 
installation U use of cryogenic process possibly applicable 
for removal of Kr-85 from reactor Rept should be given fair 
consi deration 

ERTEL/A E House of Rop . Science b Technology 80/05/15 2pp 


9006250189 PMO-V-aa-050 on B00610. of 128 drums of Inw level radwaste 
roceivedione had broken lacking ring h. four had loose 
locking ringt No eignificant radioactive contamination UA 
cancelled burial permit & banned util from use of site 
THOMAS.R D Region 5. San Francisco. Office of the Director 
60/06/18 Ip 


6006230326 Forwards LER 80-01 9/0 1 L-0 

HO-VEYi 0 K Metropolitan Edison Co 80/06/17 Ip 


— 8006230335 LER a0-0l9/01L-O on 800510. d urlng recovery mode. 8 once 
through steam generator level instrumentation became 
Inoperable Apparently caused by dirt in root valve Sensing 
line beckf 1 ushed. returned to sve on 800525 
CHAPLIN. 8 D Metropolitan Edison Co 80/06/17 2pp 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT. UNIT 1 
F Becurity. medical, emergency ^ fire protection plans 


0006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 6 App R to 10CFR50 St is expected 
to be published in FR by end of May 

EIBEMHUT.O G Division of Licensing 80/05/19 46pp 


9006130063 Foruards revised Pages 1-14 6 new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page I4a not end 

EtSENHUr.DG Division of Licensing 00/03/22 73pp 


8006240504 Forwards LER 80-022/032-0 
HOUEY. O K Metropolitan Edison Co 


80/06/17 


Ip 


8006030241 Forwards revised guard training t 
withheld fref 10CFR2 790> 

WIDNER.M A Georgia Power Co 80/05/28 


qua 1 if icatiqn plan Plan 

Ip 


— a0062405iO LtK WU-022/03Z-0 on 800516. during recovery mode operation, 
fuel handling bldg exhaust flaw discavered below limit 
Caused by failure of universal coupling op manual inlet 
damper for fans AH-E-lOA tf D causing damper tq close. 

CHAPLIN, 8 D Metropalitan Edison Co 80/06/17 2pp 


8006240SB2 Requests review of emergency plan against evaluation 
criteria of NUREG-0654 Addl info required before Emergency 
Preparedness Review Team can conclude that program Is 
acceptable Revised plan should be provided by 800718 
REID. R W Operating Reactors Branch 4 30/06/06 2pp 


T Hearing transcripts on non-ant i true t matters 


Financial information 


600616D205 Transcript of 8C0521 public meeting in Washinglon. OC re 
7m-2 action plan Pp 1-74 
* Com"*lsslon 80/05/21 7Spp 


6006170310 Forwards Annual Financial Repts 1979 
HIDNER.M A Qeargls Power Co 00/06/11 Ip 


80D6160633 Transcript of 8-00603 public meeting In Hashington. DC re TMl 
venting Pp 1-99 

s Gammlsslon 80/06/05 il4pp 


8006250194 Transcript of 000616 Affirmation Session 80-20 re TMl action 
plan in Wash i og ton. DC Pp 1-4 
e Commission 60/06/16 4pp 


.U. Congressional/Executive Correspondence 


8-006120110 Ack receipt of 800508 6 09 Itrs providing availability list 
of critical components for selective absorption sys 6 
assessment op min time needed to install sys at facility for 
Kr-B5 removal Ltrs will be considered w/related comments 
AHEARNE. vl F Caoimlssion 80/03/14 Ip 


—8006170314 Annual Financial Rept 1979 
* The Southern Co 00/03/10 43pp 


— BOO617O310 Annual Financial Rept 1979 
* Georgia Power Co 80/02/28 3Bpp 


P Operating license stage documents h correspondence 


0006090163 Forwards addl TMI“2 related requirements to operating 
reactors Licensees requirements for TMl Action Plan Include 
shift manning: 1 icons tng exams 6 licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT.D G Division of Licensing 80/05/07 iSOpp 
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I006030514 Summary of B004?2>-23 meeting w/Mark I owners group in San 
Jose# CA re confirmatory analysis t testing programs 
concerning Marti 1 containment long-term program 

ttRlMes#C I Assistant Diroctor for Plant Systems HO/05/09 8pp 


B006130122 Requests comments on NUREG“0577i "Potential for Low Fracture 
Toughness ?• Lamellar Tearing on PWR Steam Generator Sc 
Reactor Coolant Pump Supports " Proposed review procedure & 
imp lamentat 1 on schedule end 

EISENHUTiD G Division of Licensing 00/05/19 72pp 


a00fe0i>037f» Advises that response to OE generic analysis re effect of 
dc power supply failure on ECCS pet formance will be provided 
by a00fi06 per NRC 0OOA25 request 
WfDMER'W A Georgia Power Co 80/05/30 Ip 


8006110239 Forwards unique analysis rept cornpaiing effects of ac power 
failure of ECCS performance w/OE genoi ic analysis 
W1DN£R<W A Georgia Power Co flO/06/03 6pp 


800630060*1 Ltr to all BUR licensees forwarding "For Comment" edition 
of NURE0~O619/ "RWR Feedwater Nozile Control Rod Drive 
Return Line Noiile Cracking " Comments will be evaluated by 
NrtC prior to final implementation U/o end 
ElSENHJTiD 0 Division of Licensing 80/06/05 S2pp 


00061706*10 Submits info re turbine rotor disc cracking in response to 
NRC 800513 request Unit 1 has exporienced approx 01 turbine 
trips approx five overspeods Unit 2 has experienced approx 
52 turbine trips ^ approx two overspeeds 
UiDNERiN A Georgia Power Co 00/06/10 4pp 


0006240193 Forwards Amend 76 to License DPR-S7# safety evaluation <t 
notice of issuance ^ availability 

REID#R W Operating Reactors Branch A 00/06/10 2pp 


— 8006240203 Amend 76 to License DPR-57# c hang ing Tech 3pecs to remove 
current restriction on operating limit min critical power 
ratios 

RElDiR U Operating Reactors Branch 4 80/06/10 Bpp 


— B00624020B Safety evaluation supporting Amend 76 to License OnP-57 
s Office of Nuclear Reactor Regulation* Director 80/06/10 
I9pp 


— 8006240212 Notice of issuance 4# availability of Amend 76 to License 
DPR- 57 

REID#R W Operating Reactors Branch 4 60/06/10 2pp 


0006250269 Forwards Amend 75 to License r)PR-57 S notice of issuance 
& availability 

REIDrR W Operating Reactors Branch 4 00/06/10 3pp 


—8006250271 Amend 75 to License DPR-57/ requir ing dlesal fuel sampling 
at least once every 92 days 

REIDiR W Operating Reactors Branch 4 80/06/10 5pp 


B006250274 Notice of issuance 4. availability of Amend 75 to License 
DPR-57 

REIOiR W Operating Reactors Branch 4 eO/06/tO 2pp 


8006300221 Forwards draft NRC licensing position* "aafety 
Considerations for Temporary Onsite Storage*" used in 
evaluating low leyol waste storage criteria Requests reviews 
for onsite storage additions In monthly operating repts 
REIDfR W Operating Reactors Branch 4 00/06/12 lOpp 


Q Inspection reports* IE Bulletins It correspondence 


8006200095 Forwards lE Circular 00-08* "BWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

O'REILLY* J P Region 2, Atlanta, Office of the Director 00/04/10 

2pp 

8006170767 Forwards IE Insp Repts 50-321/80-12 4c 50-366/00-12 on 
800310-19 notice of violation 

STOKRcJ P Region 2* Atlanta* Fuel Facility & Materials Safety 
Branch 80/04/22 2pp 


— 8006170772 Notice of violation from insp on 000310-19 

a Region 2* Atlanta* Office of the Director 00/04/22 Ip 


—8006170775 IE Insp Repts 30-321/80-12 t 50-366/00-12 on 800310-19 
Noncompl lance noted failure to start environ monitoring when 
required 

JENKINS* G R Region 2, Atlanta* Fuel Facility & Materials Safety 
Branch CUNNINGHAM. A L * MACARTHUR* T C Region 2* Atlanta* Office 
of the Director 00/04/22 9pp 


8006170779 Forwards IE Insp Repts 50-321/80-15 4 50-34,6/80-13 on 
000402-04 No noncomp Hance noted 

MURPHY* C E Region 2. Atlanta Reactor Construction 4 Engineering 
Support Branch 00/04/30 2pp 


—8006170784 IE Insp Repts 50-321/80-15 U 50-366/00-15 on 800402-04 No 
noncomp 1 lance noted Major areas inspected installed 
equipment per IE Bulletin 79-OlD response 

CONLON. T E Region 2> Atlanta. Reactor Construction St Engineering 
Support Branch HARDWICK* R J Region 2* Atlanta* Office of the 
Director 60/04/29 4pp 


8006060575 Forwards IE Bulletin 80-11* "Masonry Wall Design " Requires 
action tt written response IE Info Notice 79-20* 

"Overloading of Structural Elements Due to Pipe Support 
Loads'* end 

O'REILLY* J P Region 2. Atlanta* Office of the Director SO/OS/00 

2pp 


B006040226 Forwards IE Bulletin 60-12* "Decay Meat Removal Bys 
Operability " No written response required IE Info Notice 
80-20* "Loss of Decay Heat Removal Capability at Davli-Detse 
Unit 1 While in Refueling Mode'* end 

O'nEfLLY* J P Region 2* Atlanta* Office of the Director 00/05/09 

2pp 


8006240066 Forwards IE Insp Repts 50-321/00-21 & 50-366/60-21 on 
000415-10 No noncompliance noted 

LEWtd*R C Region 2* Atlanta* Reactor Operatloni Nuclear Support 
Branch 60/05/12 2pp 


—8006240071 IE Insp Repts 50-321/60-21 it 50-366/80-21 on 600415-10 No 
noRcompl lance noted Major areas inspected surveillance 
activity on pipe support it restraint sys* procedure test 
resul ts* instal led restraints << records 

UPRIGHT* C H Region 2. Atlanta* Reactor Optratlons Nuclear Support 
Branch JOHNSON. A H Region 2* Atlanta* Office of the Director, 
80/05/06 3pp 


0006130018 Requests info re ultrasonic inapt of low pressure turbines 
to learn more about underlying reasons for Indications 
found & probable rate of growth* indications & effects on 
turbine disc integrity 

R£ID*R W Operating Reactors Branch 4 80/05/13 3pp 


0006300119 Forwards IE Circular 00-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
0^REILLV*J P Region 2* Atlanta* Office of the Director 00/05/13 

2pp 


8006170337 Informs NRC that limit switches used for position indication 
were not Included in 4d-day response to IE Bulletin 79-OlD 
Environ qualification of switches should be addressed AE is 
in process of specifying qualified replacement switches 
MANRV'M Georgia Power Co BO/05/15 Ip 


8006090528 Ack receipt of 000428 ltr informing NRC of steps taken to 
correct deviations noted In IE insp Repts 50-321/00-06 6 
50-366/00-06 

LEWI0.R C Region 1* Ph i ladciphia* Reactor Operations Nuclear 
Support Branch 00/03/21 Ip 


—0006090535 Responds to NRC 800331 ltr re deviations noted in IE Insp 
Repts 50-321/00-06 6 50-366/80-06 Corrective actions. revised 
Procedures HNP-1 4< 2-1902 L HNP-l 6 2-1904 to delineate 
immediate operator action section 
W1DNER*W A Georgia Power Co, 00/04/20 2pp 


—0006090540 Forwards IE Insp Rept* 50-321/00-06 Ic 50-366/00-06 on 
800219-21 i notice of deviation 

LEWIS, R C Region 2* Atlanta* Reactor aperetloni Nuclear Support 
Branch 00/03/31 2pp 


— 0006090542 Notice of deviation from Insp on 000219-21. 

« Region 2* Atlanta* Office of the Director 00/03/20 Ip 


—0006090547 IE Insp Repts 50-321/80-06 it 50-366/00-06 on 000219-21, 
Noncomp 1 lance noted failure to ensure that licensed 
Operators have committed to memory immediate emergency 
procedure actions 

KELLQOOrP J Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch SAUER* R C * ROGERS* R F Region 2* Atlanta* Offlc# of the 
Director 00/03/20 Spp 
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600A350072 Buram^riies respohses to l£ Sukletm 79-()ll3* "Environ 
0u4l i ^ 1 c At ion of CIask IE Equipment " IBa^ed on &E e'Stimate 
for completiqn af review of OE-iupplied equipmenti tonp let e 
re^ponsB Will be submitted bij ai0403 
UlDNERfW A Georgia Power Co ao/05/'23 900pp 


Q006090408 Ac k receipt □# 800509 Ifcr infoT^ning NRC of steps taken to 
correct violations noted in IE Insp Reptd 50-321 /BO-' 13 tc 
so-a^t/Bo-ia 

rtURPHViC E Region 3. Atkantei Reactor Construction !< Engineering 
Support Branch £0/05/23 Ip 


‘S00'60?0415 Responds to NRC 800421 Itr re violations noted in IE Insp 
Repts 50-321/80-13 h 50-364»/a0~ 1 3 Corrective actions 
project plan reviewed tt found acceptable personnel 
performing Insp certified 

MIDNER.II A Georgia Power Co B0/05/’09 2pp 


-“800«>0'?042a Forwards IE Insp Repks 50-321/80-13 «< 30-366/80-13 on 
800311-14 t/ 25-2B %i notice of violation 

KUHPHYi C E Region 2> Atlanta. Reactor Construction tc Engineering 
Support Branch 60/04/21 2pp 


— B006090427 Notice of violation from insp on 600311-14 tc 23-28 
» Region 2« Atlanta- Office of the Director 80/04/17 Ip 


-“B006090<I35 IE Insp Repts SO-021/90-13 6^ 50-366/90-13 on 800311-14 Sc 
25-28 Nbncomp liance noted failure to approve inservice imp 
plan i> failure to cerlifi/ welding £< NDE Inspectors 

HERDTtA R » CROWLEY- B R Region 2- Atlanta. Reactor Construction 1< 
Engineering Support Branch 80/04/17 9pp 


9006180317 Act receipt of 800527 Itr informing KRC of steps taken to 
correct vioJatLons noted in IE Insp Repts 50-321/80-11 & 
50-366/80-11 

LEWIS* R Region 2. Atlanta. Reactor Operations -Nuclear Support 
Branch 80/06/02 ip 


—8006180323 Responds to NRC 800429 Itr re violations noted in IE Insp 
Repti SO-aai/BO-ii «( SO-366/90-ll Corrective actions 
control rod movement procedures revised & large scale 1 

drawings replaced ui/mi c rof 1 1 med prints in control roam 
yZDNER. W A Georgia Power Co 00/05/27 4pp 


—8006100327 Forwards IE Insp Repts 50-321 /BO-l I 6 50-366/00-11 on 
BOOSOS-0307 t( notice of violation 

O^REILLYfJ P Region 2i Atlanta. Office ef the Birecber 
60/04/29 2pp 


—8006180332 Notice of violation from insp on 800202-0307 

a Region 2. Atlanta. Office of the Director 80/04/15 3pp 


— 8006100339 IE In«p Repts 50-321/00-11 50-366/flO-tl on 0OO2O2-O3O7 

Nett comp 1 lance noted failure to operate RSCS proparlg.to 
limit rod motion w/RSC8 Inoperab le* to evaluate procedure 
change 6 to provide updated plant drawings in control room 
ROGERSrR F Region 2. Atlanta, Office of the Director DANCE. H C 
Region S. Atlanta* Reactor Operations Nuclear Support Branch 
BO/04/15 9pp 


B00623D2J0 Ack receipt of 800527 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/80-18 & 
SO-366/BO-10 

LEWIS. R C Region 2. Atlanta, Reactor DperatiOnf Nuclear Support 
Branch 80/06/02 Ip 


■8006230218 Responds to NRC 800430 Itr re violations noted in IE Imp 
Repts 50-321/00-10 U 50-366/00-lB Written Si approved 
functional test was not neceisarij because apcrablHtg coipld 
have been demonstratad through existing plant procedures 
WIDNERjU a Georgia Power Go 80/05/27 2pp 


— 8006230222 Forwards corrected cover page for IE Insp Repts 50-321/00-16 
It 50-366/80-18 on 000331-0402 

L.EUISjR C Region 2. Atlanta. Reactor Gperatlons Nuclear Support 
Branch 80/09/08 tp 


—8006230226 Corrected cover page for IE Insp Repts SO-321/80-10 It 
50-366/80-18 on 800331-0402 

LEWiBf-R C, Region 2i- Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/00 Ip 


— 0006230228 Forwards lE Insp Repts SO-321/BO-IB «, 50-366/00-10 on 
800331-0402 U notice of violation 

LEWIS. R C Region 2i Atlanta, Reactor Operation* Nuclear Support 
Branch 00/04/30 2pp 


— 6006230232 Notice of violation from Insp on 800331-0402 

e Region 2. Atlanta. Office of the Director 00/04/30 Ip 


—8006230237 IE Insp Repts 50-321/80-18 ^ 50-366/QO-lB on 000331-0402 
None ooip 1 lance noted failure to perform past-mod testing 
dance. H C , BURNETT, P T Region 2. Atlanta, Office of the 
Director 00/04/30 4pp 


B0062S024S Ack receipt of 800514 fr 27 Itrs informing NRC of steps taken 
to correct violatio-ns noted in lE Insp Repts 50-321/00-03. 
50-366/00-03. 50-321/00-16 !* 50-366/80-16 

KEWNA, W 0 Region 2. Atlanta. Safeguards Branch 80/06/11 Ip 


— Q006250249 Responds to NRC 800418 Itr re violations noted in IE Insp 
Repts 50-321/00-03 t 50-366/00-03 Requests that 800514 Itr 
be withheld (ref 10CFR2 790) 

WIDNER. W A (Jeorgta Power Co 00/05/29 Ip 


—8006250250 Forwards IE Insp Repts 50-321/00-03 V 50-366/80-03 on 
000107-11 tf notice of violation Notice of violation 
withheld (ref iOCFR2 790) 

0'REILLYi 3 P Region 2, Atlanta. Office of the Director 
80/04/18 2pp 


—0006250254 IE Insp Repts 50-321/80-03 ti 50-366/00-03 on 800107-11 
Noncomp 1 lance noted failure to follow procedures for 
documenting security incidents t to perform vital area 
patrols as cobimitted Details withheld (ref 10CFR2 790) 

TOBIN, y J Region 2. Atlanta, Safeguards Branch PERNY, C D 
Region 2. Atlanta. Office of the Director 80/04/08 ip 


—8006250350 Foruords IE Insp Repts 50-321/00-16 t 50-366/80-16 on 
000326-20 &> notice of violation Notice of violation 
withheld iref 10CFR2 790) 

KENNA. N B Region 2, Atlanta, Safeguards Branch 80/04/27 2pp 


•8006250264 IE Insp Repts 50-321/80-16 6 50-366/80-16 on 000326-20 
Noncomp 1 lance noted failure to control all points of 
personnel access into vital areas 6 to maintain lighting 
equipment as committed Details withheld (ref 10CFR2 790) 

GILLESPIE. F P Region 2. Atlanta. Safeguards Branch TILLMAN. A . 
PERN/. C D Region 2. Atlanta, Office of the Director 00/04/29 
Ip 


6006240296 Responds to IE Bulletin 80-06. "Engineered Safety Feature 
Reset Controls " Discusses automatic depressuri lation sys 8< 
hydrogen L oiygen analyzer sys Forwards details of 
functional tests 6i sys testing frequencies per Tech Specs 
NIDNER.I4 A Georgid Power Co 00/06/12 8pp 


8006240325 Responds to Item 2 of IE Bulletin 79-37 Emergency procedure* 
re loss of dc busses 6 loss of essential vital 8( instrument 
ac busses ezist Revisions ft- new procedures to loss of non- 
essential ac busses placed in effect 
WIDNER. W A Georgia Power Co 00/06/17 2pp 


R Periodic operating reports ft- related correspondence 


B006160433 Forwards monthly operating rept for May 1900 
MANRY.H Georgia Power Go 80/06/10 Ip 


— 8006160439 Monthly operating rept for Kay 1900 
RODEN, J U Georgia Power Co 00/06/10 14pp 


S Reportable occurrences, LERs fti related correspondence 


B0060S0367 Forwards LER 80-043/03L-0 

MANRY. M Georgia Power Co 00/05/20 ip 


—8006050373 LER 0O-O43/O3L-O on 800503, while at steady state power, 
torus air ft. water temp recorder was discovered to be 
stamping erratic 6 upscale Caused by faulty balancing motor 
In recorder Balancing motor replaced 
e Georgia Power Co 80/05/23 2pp 


8006030413 Forward* LER 80-045/01T-0 

MANRY, M Georgia Power Co 80/05/22 Ip 


-^9006030432 LER 6O-045/01T-0 on 800510, while operating RHR sve water 
pump, lEl 1-COOl B. ma J or bearing cooling water supply valve* 
to pumps A B found closed Caused unknown Valves for all 
four pumps locked open 

BAXLEY, S X Georgia Power Co 80/05/02 2pp 


8006030450 Forward* LER 80-044 /Oau-0 

MANRY. M Georgia Power Co 60/05/22 Ip 
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— a0060504A2 LER 0O-O44/O3L-O on flOOSOA. dur ing normal full poupr 
oparat vofii pi imarg containment okggen concentration exceeded 
allowable limit Caused bg operator failure to Initiate 
dinitrogen tnakeup to drywcU prior to reaching limit 
a -Oeorgia Pouer Co 80/05/22 ^PP 


a006i303Gl PNO-n-80-095 on 800524, fac 1 1 1 tg shut douin to repair leakage 
past seat of LPC I valve Licensee previously closed adjacent 
valve to stop leakge 

TAVlORiP a » DANCE« H C Region 2. Atlanta, Office of the Director 
eO/05/27 Ip 


B00i»23054a RO 50"32 1 / l^ao-OSa on 600524, d i scovered that loss of 
essentia) motor control ctr 10(R24“SO11> or loss of diesel 
gefieiator lA during loss of offsite pouer ulll cause RHR & 
core ^piay A loops to be inoperable Caused by faulty valve 
MANRY, K Georgia Power Co 60/05/27 2pp 


8006050347 Forwards LER 8O'*O40/O3L~O 

MANRV-M Georgia Power Co 80/05/29 Ip 


—8006050349 LER B0“048/03L'-0 on 0OO5O9p while perfoiming ASHE inservice 
pudip operability test on plant sve water pump ID, discovered 
that max attainable flow was 3600 gpm Caused by faulty 
pressure indicator on pomp discharge 
* Georgia Power Co 80/05/29 2pp 


8006230574 RO 50-321/1980-054 on 000530, nond ivi s i onal cables 
HSl ~P173-COIO it H21-P173-C013 found routed w/div I ?< II type 
cab I es/racoway s Caused by design S ins tal lati on error Design 
Change Re<iuest 80-166 submitted for cable rerouting 
MAMRYfM Georgia Power Co 00/05/30 ip 


B006090327 Forwards LCR 80“047/03L“0 

HANRViM Georgia Power Co ao/06/02 Ip 


— B006190619 LER 80-052/03L-0 on 000520, during unit startup, HPCI pump 
was in progtess prior to declaring HPCI optrabli Caused by 
defective ramp generator on Moodward turbine controls Ramp 
generator & EGK control box replaced 
NIX,R T Georgia Power Co 80/06/11 2pp 


0006200441 Forwards LER 80-055/01 T-0 

HANRV, M Georgia Power Co 80/06/11 Ip 


—8006200447 LER 0O-O55/O1T-O on 800531, u/Uni t 1 in cold shutdown, insp 
of mechanical snubbers was performed i 45 out of 61 snubbtn 
were found locked up Caused by Internal corrosion Snubbers 
replaced 

•* Gourgia Power Co 00/06/11 2pp 


9006230500 RO 50-321/1900-062 on 900612, w/fac i U ty in cold shutdown, 
investigation began to determine cause uf pavement 
deflection which occurred beneath crane outrigger pad at 
intake structure Cause of fill separation from pipe unknown 
MAKRV. H Georgia Power Co 00/06/12 2pp 


0006200452 Forwards LER 00-057/03L-0 

HANRY, h Georgia Power Co 00/06/13 ip 


—0006200461 LER 80-037/'03L-0 on 000525, while performing procedure 
HNP-1-1 114, RHR shutdown cooling mode, shutdown cooling 
suction valve failed to open Caused by faulty auxiliary 
contact block Contact block replaced 
NIX,R T Georgia Power Co 00/06/13 2pp 


8006300344 EN-80-23 notice of violation notice of proposed imposition 
of civil penalty will be issued on or about 000619 Action 
based on alleged noncompliance re radiation levels in truck 
cab Will issue news release 

DROCKETT, T U , THOMPSON, D Office of Inspection It Enforcement, 

Office of the Director 80/06/17 Ip 


—0006090333 LER 80-047/03L-0 on 800404, during review of normal 
surveillance testing data sheets, RHR pumps A It C flow rate 
did not meet Tech Spec requirements Cause not stated RHR 
pump surveillance procedure will be revised 
BAKUEYrS X Georgia Power Co 80/06/02 2pp 


Q006230522 RQ 30-321/1980-055 on 000531 , snubber 36 on X32-1F7, 1-lnch 
instrument line from recirculation A loop, appeared locked 
up during visual insp Caused by snubber corrosion Snubbers 
failing surveillance tost will be replaced prior to startup 
HANRY, M Georgia Power Co BO/06/02 3pp 


8006170674 Forwards UCR 0O-O5O/O3L**O 
MANRY, M Georgia Power Co 00/06/03 


— 8006170680 LER ao-050/03L-0 on 000514, while performing reactor startup, 
reactor core isolation cooling turbine tripped while 
attempting manual start Cause unknown Trip may have been due 
to overspeed Spee.ial committee will perform in-depth Study 
IMXiR T Georgia Power Co 80/06/05 2pp 


8006170673 Fouards L6R 00-083/01 T-0 

HANRY, H Georgia Power Co 00/06/06 Ip 


— 8006170677 LER 00-053/011-0 on 800524, dur ing normal operation, 
discovered that loss of power to essential motor control ctr 
IB w/rec irculat ion discharge line break would render both 
loops of RHR V loop A of core spray inoperable 
COGGlNiC L Georgia Power Co 00/06/06 2PP 


BGO619O570 Forwards LER QO-051/03L-0 

HANRY, « Georgia Power Co 80/06/09 Ip 


— 8006190508 LER 00-051 /03L-0 on 800514, while investigating tubing 
layout, run of tubing that tapes into primary containment not 
supported seismically as required Caused by installation 
error Tubing will be resupported per seismic specs 
COGOIN, C L Georgia Power Co 80/06/00 ZPP 


8006190566 Forwards LER 80~054/01T-0 

MANRY, M Georgia Power Co 00/06/10 Ip 


— 8006190574 LER 80-034/OIT-0 on 000529, While repairing RHR Inboard 
injection valve, eng ineer ing staff confirmed that cable 
separation problem existed re containment atmospheric 
control sys Caused by design T i nsta) latl on error 
COGOIN, C L Georgia Power Co 80/06/10 2pp 


8006190607 Forwards LER 80-0S2/03L-0 

HANRY, M Georgia Power Co 00/06/11 Ip 


DOCKET 50-322 8H0REHAM NUCLEAR POWER STATION 


A App 1 icatlon/constroct ion stage documents b correspondence 


0006230110 Advises OWR tn PWR applicants of NRG decision to modify 
Implementation plan presented in Section 4 of NUREO-0577 r# 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria end 
EtSENHUT. DG Division of Licensing 80/05/20 13pp 


0006230001 Summary of 800410 meeting w/Mark H awneri group re 
suppression pool temp response to safety/relief actuations 
Study concluded that limit on temp not needed Request! that 
applicants submit detailed info for evaluation 
SU, T H Containment Systems Branch 00/05/30, 4pp 


0006200067 Forwards requests for add I info to complete review of 
application W/o end 

YOUNGBLOOD, D J Licensing Branch 1, BO/06/02 Ip 


0006180007 Bummary of 000500-09 meeting w/utll in Long Island, NY re 
status of facility const 

WILSON, J N Licensing Branch I 00/06/03 6pp 


8006300049 Forwards "For Comment" edition of NUREO-0619, "BWR Feedwater 
Noiiie Control Rod Drive Return Line Noiile Cracking 
Rept pravldes NRC resolution of Generic Technical Activity 
A“10 W/o end 

EISENHUT, D G Division of Licensing 00/06/06 3pp 


G00617026I Forwards responses to NRC 790327 i- 000303 Info requests 
Info provided to be Included in future FSAR amend 
NOVARRO, J P Long Island Lighting Co 80/06/09 30pp 


8006100621 Notification of 000613 meeting w/BWR Licensing Resolution 
Group in Dethesda, HD to discuss progress 
WlL8QN,vIN Licensing Branch i 80/06/09 lOpp 


9006250321 Summary of 800514 meeting w/utils in Qethesdai KD re 
organliatlon Jk objectives of BWR licensing resolution group 
Agenda U viewgraph end 

WILSON, JN Operating Reactors Branch 4 80/06/17 Itpp 


8006090539 Notification of 800613 meeting w/util in Bethttda,ND to 
Ip discuss specific T-quencher load definition 

WILSON, UN Licensing Branch t 80/05/29 4pp 
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D URC D-rafft/Final Environmental S^atetnenti, suppla correapondence 


800£>270040 FE^ for facilitij 

* Office of Nutltar ReactoT Pegulation, Director NUREO-0285 
77/10/31 265pp Available at NTIB 


F Securitiji medicali omergerc^/ tt fire protection pl«n» 


B005130317 Forufari}« clarification of NRC requirements for emergency 
respante facilitiei defined in 790913 Itr Addl specific 
criteria for facilities under development 

EI 8 ENHUT 1 D Q. Division of Operating Realtors aO/04/2S 6 lpp 


<9 Ad jud i c a targ correspondence 


B006130020 Notice of appearance in proceeding Certificate of Sve end 
OlLMARTiri, D J Suffolk County. Nf BO/05/03 3pp 


BO-0&0&0270 Forwards A3UB B00530 memorandum it order re TMl-l hydrogen 
control contentions ^ KRC FR notice on interim policy 
itatcment re nuclear power plant accident considerations 
under NEPA U/o ends 

BQRDENICK. B Ml Hearing Drench 4 80/0^/04 Ip 


800&0902>12 Forwards documents on loan basis in response to request to 
assist MW Ooidssiith in developing Suffolk County position on 
certain contentions U/o end 

DOROENICK. B M Hearing Branch 4 e0/<l6/05 Spp 


8006110311 Forwards NUREO'>0660' "NRC Action Plan Developed as Result of 
TM1~2 Aceldentj " Volt i & 2. to be used for Shoreham 
Opponents Coalition Contention 7 W/o end 
BORDEMICK, S M Hearing Branch 4 S0/06/0i Ip 


B006190570 Forwards Shoreham Opponents Coalition i NRC stipulation in 
response to ABLE 800^21 order granting eitinslon until 
800606 for intervenor to submit particular i t ed contentions 
Stipulation contains request for addl time 
LATH AM j 6 B Tuoney« Latham 6 Schmitt 80/06/06 Ip 


9006130159 Forwards NRC.util h intervenor Suffolk County 900610 third 
Stipulation re certain Suffolk County contentions 
BORDENICK.B M Hearing Branch 4 80/06/11 Ip 


—8006130162 Third stipulation r« certain Suffolk County contentions 
Specifies contentions that hay# been resolvedt contentions 
that have been merged t* contentions that are retained* 
pending NRC action 

DEMPSEY* P Suffolk County* KY REVELEV. W T Long Island Lighting 
Co BQRDENtCK.D M Hearing Branch 4 BO/06/10 3pp 


8006160053 Forwards first stipulation re Shoreham Opponents Coalition 
contentions L request for addl time 
BOROENICi^* B K Hearing Branch 4 90/06/12 2pp 


— 8006160037 First stipulation re Shoreham Opponents Coalition 
contentions & request fur addl time Particular! t es certain 
contentions Further meeting necessary to formulate others. 

Requests 60'>day extension to reach final agreement 

LATHAM. 8 0 Shoreham Opponents Coalition DORDEMtCK. B M Hearing 
Branch 4 80/06/12 9op 


H Oeneral correspondence 


8006300429 Requests verification of address Related correspondence 
REVELEY*W T Hunton & Williams 80/06/12 Ip 


M Antitrust correspondence 


8D06300246 Requests update of antitrust info per end Reg Ouide 9 3 
9ALTZMAN*J Utility Finance Branch BO/06/16 Ip 


Q Inspection reports. IE Bulletins Ik correspondence 


8006030093 Forwards IE Insp R«pt 50-322/80-04 on 500218-0323 Ho 
none ompl ianc e n-oted 

BRUNNER.E J Region 1. Philadelphia* Reactor Operations Nudeer 
Support Branch. 60/04/17 2pp 


—6006030101 IE Xnsp Repb 50-322/80-04 on 000218-0323 No noncomp lianct 
noted Ha jar areas inspec ted- work ac tivl t i ss* preop erationa 1 
testing U plant acti vit tes* tours af facility* test witnessing 
6. review of training 

KiaTERjH, B Region 1« Philadelphia* Reactor Operations Nuclear 
Support Branch KIOOlNSrJC.. CHONO* T U Region 1. Philadelphia* 
Office of the Director 80/04/09 9pp 


6006250202 Forwards IE Insp Rept 5O-322/0O-O5 on 000317-20 No 
none omp 1 lance noted 

CARLSON^R T Region 1. Ph 1 1 ad e 1 p h 1 a . Reactor Construction 6c 
Engineering Support Branch B0/05/i4 2pp 


—8006250205 IE Insp Rept 50-322/00-05 on 000317-20 No noncompliance 
noted Major areas inspected observation of work* review of 
quality records 6 action on pievlous insp findings 
MCCAUGHY.R W Region 1. Philadelphia. Reactor Construction t 
Engineering Support Branch NARROW* L . PAOLINO* R J Region i* 
Philadelphia* Office of the Director BO/03/09 9pp 


B006300055 Forwards IE Insp Rept 50-322/Q0-O6 on 000324-0427 No 
noncomp 1 lance noted 

QRUNNER.E J Region l, Philadelphia. Reactor Operations Nuclear 
Support Branch 00/05/19 2pp 


—8006300060 IE Insp Rept 50-322/80-06 on 000324-0427 No noncompliance 
noted Major areas inspected work, ac 1 1 vi ties, preoperational 
testi ng* procedure revieui & previous insp findings 
KlSTERiH D Region i* Philadelphia* Reactor Operations Nuclear 
Support Branch HI0C1N3* J C , NlCHOLASi H H Region 1* 
Philadelphia. Office of the Director 00/05/14 lOpp 


G0063D0267 Responds to lE Bulletin 80-02* "Inadequate OA for Nuclear 
Supplied Equipment " Improved interference fit spargers 6 
thermal sleeves mfg for facility* but not yet installed 
No performance history available 

NOVARRO.J F Long Island Lighting Co BO/05/2? 2pp 


0006250071 Requests submittal of info re actions taken to preclude 
occurrence of cracking of jet pump holddown beams described 
in IE Bulletin BO-07 Util should also provide commitment 
to adopt long-term solution 

TEDEGCOi R L Assistant Director for Licensing 80/06/04 3pp 


6006170601 Forwards "Qa Program Plan for Inservice Insp Program* 
Revision 7, per NRC Request 121 16 

NOVARRO.J P Long Island Lighting Co 80/06/09 2pp 


— 0006170606 "QA Program Plan foi Inservice Insp Program." Revision 7 
a Nuclear Energy Service. Inc 00/05/09 I4pp 


S Reportable occurrences* LERs 6 related correspondence 


0006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows 4* 2-inch bees were mfg to 
A234UPB requirement Investigations conducted U closed at 
46 listed facilities 

SEAY* J L Chemtron Corp . Tube Turns Div 90/06/06 Spp 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT* UNIT 2 


A Application/construction stage documents it correspondence 


8006030195 Forwards Matls Engineering Branch input re water chemistry 
programs U/o end 

KMfOHT.JP Assistant Director for Engineering 00/04/07 Ip 


6006230110 Advises BNR 6 FWR applicants of NRC decision to modify 
imp lementat ion plan presented In Section 4 of NUREG-0577 re 
adequacy of applicable support structures Oeneral operating 
reactor review procedure tt acceptance criteria encl 
EISENHJT. 0 0 Division of Licensing 60/05/20 13pp 


8006020345 Advises that installation of insp ports tc plugging of first 
row tubes are not prudent ^ should not be required Control 
rod guide tube support pm leplacement has been completed 
for Unit ! 4* will be done for Unit 2 

CRANE, P A Pacific Gas L Electric Co 00/05/22 2pp 


6006090150 Discusses underclad cracking in reactor vessel noixles 
Requests addl info re nozile base metal matl spec type it 
grade* clad process type, electrode size 6 number of clad 
layers & heat input for each clad 
SCHNENCER.A Licensing Branch 2 60/05/23 Spp 


6006020160 Forwards "Description of Sgs Interaction Program for 
Be 1 sml cal ] y-lnduc ed Events*'’ as suppl to 800507 rept 
CRANE.P A Pacific Gas 6 Electric Co 00/05/27 Ip 


— 8006020171 "Description of 8ys Interaction Program for Beismically- 
Induced Events " 

» Pacific Oas & Electric Co 80/05/27 76pp 
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G006030330 Requests meeting lu/NRC to discuss Q00507 i equest ^'ot addl 
info re automatic suiitcbover of ECCB Info not sufficient to 
conclude that suiitchover is either necessarg or desirable 
CRANE. P A Pacific Gas % Electric Co 80/05/28 2pp 


e00613O119 Notification of 000604 meeting w/utll in DethesdajMD to 
discuss mg t organization shift staffing requirements & lou 
power test program 

QUCKLEY. B C Licensing Branch 3 00/06/02 4pp 


8006190403 Comments on facility licensing NRC should expedite licensing 
of nuclear power plants that meet NRC stds to meet future 
08 energy needs 

HENDERSQN.R Af f i I lat ion Unknown 80/06/02 Ip 


8006l600'l0 Forwards Amend 03 to application for OL re Chapters 4A. 5 8c 8 
of Hosgri rept Certificate of Svc encl 
CRANE. P A Pacific Gas 7, Electric Co 00/06/06 2pp 


— 0006160044 Amend 83 to application for OL. re Chapters 4A« 5 8( B of 
Hosgri rept 

LANGLEY, E, 0. . CRANE, P A Pacific Oas 8 Electric Co 80/06/06 
47pp 


80061S0627 Notification of 800617-19 rieetlng w/util In Ban Luis QhispOi 
CA to audit seismic sys interaction program 
BUCKLEY, a C Licensing Branch 2 00/06/06 4pp 


0006240102 Forwards request for additional info re shielding design 
review, conta inmont monitors t iodine sampling 8< analysis 
sys Addl Info required to continue review of response to 
NUREO-0570 

SCHNENCER.A licensing Branch 3 00/06/06 Qpp 


600617O483 Advises that 12-inch containment pressure/vacuum relief 
valves will be 1 1ml ted . pr i or to fuel loading, to prohibit 
opening more than 30 degrees Limit effective until valve can 
be closed from more open position following postulated LQCA 
CRANE, P A Pacific Gas 8 Electric Co 80/06/13 Ip 


8006300295 Discusses reorgan i lation of Ofc of Nuclear Reactor 
Regulation 8 advises that mgt licensing matters u/respect to 
facilities have been assigned to Q Buckley Reorgani sation 
charts end 

TEDESCD, R L Assistant Director for Licensing 00/06/13 12pp 


0OO624OA16 Advises NRC that 000229 rept> "Response to NUREG-0S7Q Short- 
Term Lessons Learned Requirements.' is util comprehensive 
response to TMI-2 incident supersedes Jol 1979 voluntary 
rep t 

CRANE. P A pacific Gas 7y Electric Co 80/06/10 Ip 


8006250220 Responds to NRC 800123 I tr requesting consultation per 
Section 7 of Endangered Species Act of 1973 re effects of 
faclLlty operation on five endangered species Operation not 
likely to jeopardiie species Recommends monitoring 

HARTINSCN. R K 1 nter i or . Dap t of. Fish t Ulldlife Service 00/06/19 

iBpp 


F Security, medical, emergency f fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISEMI'IUT/D 0 Division of Operating Reactors 00/04/29 61pp 


800612052B Requests that FEMA review of state tt local emergency plan 
be provided consistent w/oncl schedule to avoid potential 
delays in licensing decisions 
AHEARNfEiJF Commission 00/09/13 2pp 


600625J>{>67 Advises that safeguards contingency plan submitted on 
800912 is acceptable If approved Plan withheld 
(ref 10CFR2 790» 

SCKNENCERrA Licensing Branch 3 80/06/06 4pp 


8006160039 Discusses location of principal nearsite emergency 
operations facility Distance factor is not critical 
parameter in selection of location Approval of location at 
San Luis Obispo County sheriff ofc requested 
CRANE, P A pacific Gas C- Electric Co 00/06/09 2pp 


C Adjudicatory correspondence 


8006040194 Notion for stay of proceedings pending review of affidavit 
of nondisclosure petitioned per present motion Affidavit 
implied per ABLAD 000411 second prehearing conference order 
is uncons 1 1 tu t ional, violati ng guarantees of free speech 
JONES. Y^ I . OALDNIN, N A Ban Luis Gbispo Mother^ for Peace 
BALDVIIM.N A Baldwin, W A 00/04/23 9pp 


— 0006040196 Executed affidavit of nondisclosure re documents & info 
obtained from PG6E Certificate of Svc end 

JDNEB. Y I San Luis Obispo Mothers for Peace 60/04/04 5pp 


8006040199 Response in opposition to Hendrie 800421 memorandum re 
participation in pioceedmg NRC i egulations prevent 
part i c ipa t ion of employee who had investigatory role on same 
or related case N/notice of appearance i Certificate of Svc 
FLElSCifAKER, D . JOHNSTON, M P San Luis Qbiapo Mothers for Peace 
JOHNSTON, H P Center for Law in the Public Interest 00/05/05 
tBpp 


8006110417 Response in opposition to intervenor Ban Luis Obispo Kotherc 
for Peace motion to stay proceedings & petition for review 
of nondisclosure affidavit Petitioner failed to satisfy 
burden of proof Certificate of Svc end 

NORTON, D , OEHR,A C , FURDUSH, M H Pacific Oas t Electric Co 
00/05/05 8pp 


8006020922 Advises that ASUAP no longer requires executed Baldwin 
affidavit since original notarlied affidavit of 
nondisclosure has been received 

TOMPKINS, D A Atomic Safety and Licensing Appeal Panel 80/05/06 
Ip 


8006060031 Corrects NP Johnston 000909 notice of appearance, improperl y 
listing Ctr for Law in Public Interest as client Ban Lult 
Obispo Mothers for Peace. Scenic Shoreline Preservation. 

Ecology Action Club et al are actual clients 
FLEISCHAKER. D Fleischakor, 0 8 80/05/21 ip 


8006240313 Opposes, on behalf of 9an Luis Obispo Mothers for Peace, 
800519 notice of Intent to permit Nordiinger participation 
in OL proceeding Potential conflict of interest may arise 
due to prior involvement w/ACRS consultant witnesses 
JONES, Y I Jones, Brown C Uf ford 00/09/23 2pp 


8006110210 Motion to revise NRC 000905 response to joint Interveners^ 
motions to reopen 800320 reco-rd Presents RL Rothman k PT 
Kuo 000519 joint affidavit as revision to 000909 joint 
affidavit Change Involved does not invalidate design 
KETCHEN.E O Hearing Branch 4 00/06/06 Opp 


--B0061 10226 Affidavit pointing out error In previous affidavit filed u/ 
NRC response to intervenor s ' joint motion to reopen Imperial 
(/alley earthquake data does not Invalidate Nemark design 
response spectra for facility Certificate of Svc end 
KUO, P T . ROTHMAN. R Office of Nuclear Reactor Regu-Utlon, 

Director 80/05/19 7pp 


800618051? Advises ASLAB that recent as-built audit demonstrates 
significant breakdown in util OA program Breakdown is 
magnified because pipe supports anchors were supposedly 
lOOX relnspected in response to NRC 1976 78 audits 

FLEiacHAKERi D Fleischaker, 1> 8 00/06/10 3pp 


—0006180522 Responds to Items 2, 3 ( 4 of IE Bulletin 79-14, "Belsmie 
Analysts for As-3ullt Safety-Related Piping Bys " Plant 
procedures for as-built documentation will assure strict 
conformity between sys conf i gura tlon if design documents 
LOCKE, R F Pacific Oas it Electric Co 00/04/17 3pp 


6006120332 Notifies ASLAB that CA Governor EG Qrown Intends to 
participate In hearing re security plan issue Brown was 
admitted to proceeding as participant by A5LB 791116 order 
BROWN, H H Hill Christopher Phillips KLINE, J A , GEORDIQU^B 5 
California, State of 80/06/11 3pp 


— 8006120334 Submits names pf attys appearing on behalf of CA Governor 
EG Drown for security plan hearing Brown was admitted to 
proceeding as participant by A5L0 791116 order Certificate 
of Svc anc 1 

DROUN.H H Hill Christopher h Phillips 00/06/11 6pp 


0006130271 Memorandum i order CLI-80-24 re intervenor Ban Luts Obispo 
Mothers for Peace access to util physical security plan 
Endorses ALA0-41D guidelines for making plans available, w/ 
ane exception Addl views of Commissioner Bradford end 
CHILK, 8 J Office of the Secretary of the Commission 00/06/li 
epp 
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a0'0&l90607 Hiffiorandum directed to par t advisi ng that author 
partic 1 patio-n in proceeding does not viaiatc C oinin i s s L on 
regulations or due process requirements Author lulU continue 
to taVe part in seismic issues 
HENDRt£«J H Commission BO/06/16 5pp 


0006190559 Agrees to intervenor objectioTi to h Nordlinger assignment as 
counsil re security plan proc eed » ng* per (1 Nordlinger . 

commitment to ititervenor 

BICKUlTfL Office of the General Counsel 00/06/17 Ip 


0006230474 Discusses Foruiarding of public comments re operation of 
facilities Messages tend to be repetitive Fails to see need 
to serve on ail parties Ltrs not already in public record 
should be placed in PDR 6 local PDR in Sa-n Luis ObispoiCA 
fiDl^CRSiE S Atomic Safety and Licensing Doard Panel 80/06/17 Ip 


Q006230357 Memorandum advising parties that author did not participate 
in Commissioner Kennedy decision re recusancy 6 Commissioner 
Hendrie decision to take part in proceeding Author uill take 
part in other license application matters 

DlGKWlTiL Office of the General Counsel 00/06/18 ip 


Q006260159 Forwards Director's decision per 2 206 V FR notice m 
response to Friends of the Earth 791024 petition to require 
priperafrion of supplemental environ statements on Class 9 
accidents at Diablo Cany ani Ranc ho Scco Pale Verde 
DENTON f H R Office of Nuclear Reactor Ragulatiorii Director 

80/06/ 19 2pp 


••-3006260159 Responds to 791024 petition requesting preparation of 
supplemental EI5 re impact of Class 9 accidents at 
facilities No special circumstances eiist ufhich would 
warrant reopening proceedings Request denied 
DENTON/ H R Office of Nuclear Reactor Regulation/ Director 
80/06/19 2pp 


--S00626Di61 Director's decision per 2 2D6 denying Friends of the Earth 
791024 petition to require preparation of supplemental ElS 
on Class 9 accidents No special circumstances eiist which 
would warrant reopening environ proceedings 

DENTON/H R Office of Nuclear Reactor Regulatlonr Director 
BO/06/19 17pp 


'--8006260163 Notice of issuance of Director's decision per ^ S06 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental EI5 re Class 7 accidents 

DENTON « H R Office of Nuclear Reactor Regulation/ Director 
aO/06/19 2pp 


300626D269 Decision ALAD-5901/ g rant i ng i ntervenors ' motion to reopen 
record to admit imperial Valley earthquake data Holds 
decision on remaining appeal in abeyance until data is 
evaluated New data may effect keg seismic findings 
BlSHOPiC J Atomic Safety and Licensing Appeal Panel 80/06/24 
29pp 


8006270305 Response stating no objection to Governor EO Drown of State 
of CA par 1 1 clpat 1 on in security plan hearing before ASLAD re 
OL proceeding Certificate of 3vc end 
TQOftTELLOTTEi J Healing Branch 4 80/06/25 4pp 


8006300432 Order directing parties to inform A5LAB. by B00707/ of option 
that should be selected from Conmisslon B0061 1 ruling, 

CL I -80-24 r remand 1 ng protected info issue to ASLAD Request* 

State of CA vi ews, a 1 th ough not yet participant in OL issue 
DlSHOP/C J Atomic Safety and Licensing Appeal Panel BO/06/25 
Spp 


H Deneral correspondence 


80060605D4 Advise* that 800512 Itr being foruardad to Washington* 
DC headquarters for inclusion in appropriate public docket 
file 

HANCHETT/J 0 Region 5* San Francisco, Office of the Director 
BO/05/15 Ip 


— 80Q6D6D5D7 Suggests that facility CL be granted a* eipedl t lously as 
possible Further delay will cause rotating outages & 
incoTivenienc es Unused facility burns abundant nuclear fuel 
6 wastes precious oil 

SACC I / R R Affiliation Unknown 80/05/12 2pp 


-8006060513 Suggests further seismic research before consideration of 
DL for facility Possibility exists for major earthquake in 
San Lull Obispo area Opposes opening of plant 
UND, D Affiliation Unknown 60/05/09 Ip 


— 8006060516 Requests specific info on granting of OL far facility per 
W Schoenfclder inquiry Constituent believes unused plant 
wastes millions of barrels of oil every month should be 
opened w/o further deld:y 

LAOOMAR81NO, R House of Rep 80/05/08 Ip 


— B006060519 Forwards 800402 transcript of in camera hearing on security 
plan in San Luis Obispo/CA Appkicanb concerned that no 
special handling or identi f i rat ion made for security info 
Requests that NRC inform court reporters W/o end 
NORTON. B Affiliation Unknown 60/04/28 Ip 


— B006060522 Request? that facility OL 
questions still remain No analysis 
accident has been made 
* Affiliation Unknown BO/04/22 


not be granted Too many 
of effects of Class 9 

ip 


unanswered 


—*0006060528 Urges early licensing of facility to save rate paying 
citizens of CA added cost for imported oil St to save US 
undesirable consequences of importing approx 20 million 
barrels of oil per yr 

BASHFQRDi A L Affiliatian Unknown 00/04/29 Ip 


— B006060530 Advises that 000402 Itr is being forwarded to Wash ing ton, DC 
headquarters for inclusion in appropriate public docket 
file 

HANCHETT.U G Region 5, Ban Francisco/ Office of the Director 
00/04/28 Ip 


— 8006060537 Requests that NRC consider feasibility of converting 
facility to natural or methane gas Inherent risk exists for 
nearby papulation if nuclear accident triggers major 
earthquake or vice versa 

CLANCY/ P Affiliation Unknown 00/04/02 Ip 


8006300663 FOIA request for documents re UM Hendr i e ' par t ic ipation in 
facility licensing proceed mg, Hosgf i fault or offshore 
faulting 6 USDS studies 

JOHNSTON, M P Center for Law in the Public Interest 00/05/15 

2pp 


0006190575 Opposes licensing of facility due to Hosgri fault 80052E) 
earthquake proving that fault is active Facility licensing 
would be criminally irresponsible 
RAWLS, N Affiliation Unknown 80/05/29 Ip 


0006190519 Opposes licensing of facility due to location near Hosgrl 
fault Earthquake in CA is very real danger 
KLOPPINO. J Affiliation Unknown 00/06/02 Ip 


B006190599 Requests that NRC reopen seismic hearings before granting 
facility GL due to recent Hosgri fault earthquake Plant was 
not designed to bear force of earthquake Fault might be 
capab le 

ALLINA.A A Affiliation Unknown 80/06/02 Ip 


0006200540 Responds to end 000418 Itr to President Carter expressing 
concern re licensing delays Delays caused by post-TMI 
efforts S subsequent application of "lessons learned '* 

Facility is one of foui high priority plants 

DENTQN, H R Office of Nuclear Reactor Regulation, Director 

eO/06/02 2pp 


8006190592 Requests that GL be denied due to earthquake along Hosorl 
fault 

BENNETT, J , DENNETT. « Affiliation Unknown 80/06/03 Ip 


0006190597 Urges that OL be denied due to 000520 earthquake on 
Hosgri fault 

JOHNSON, I Affiliation Unknown 00/06/04 Ip 


0006300347 Forwards constituent Anson 000507 comments re wind speed 
assumptions used in development of nuclear emergency 
regulations NRC plans for public evacuation based on 
absolute fantasy 

CRANSTON, A Senate 60/06/04 6p p 


8006190460 Opposes issuance of GL due to prevalence of seismic activity 
in area 

8ANDER0N. J U Af ft Uati on Unknown 00/06/05 Ip 


6006190465 Forwards RH Leddy B0050B Itr expressing concern for plant 
safety due to prorimity to earthquake fault Requests 
response directed to constituent 
LAODNARSINO, R J House of Rep 00/06/05 3pp 


8006190450 Opposes issuarico of CL doe to proximity of active fault 
BTEELE, r , BTFELEp M Affiliation Unknown 00/06/07 Ip 
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6006 1 eO«i 2^-1 Forwards updated description of util corporate structure^ 
reflecting establishment of nuclear power generation dept 
or onsite safety review group S' mg t oversight group for 
incorporation into FSAR 

CRAMEiP A Pacific Gas % Electric Co 60/06/0? 16pp 


60061?05H Opposes licensing of facility due to location near Hosgri 
fault NRC criteria recommend that nuclear reactors should 
not be sited neater than i2 1/2 miles to earthquake fault 
Facility IS located practically on fault 
CATTOJR.M Affiliation Unknown 80/06/10 Ip 


9006230463 Responds to I tr re position on low power testing permit for 
facilities Proposed study to consider alternative approaches 
to energy problems will not result in delay in 1 t censing/ but 
will give bettci info on which to base decisions 
PANETTA/L E House of Rep 80/06/ 12 2pp 


B0Q6170441 Opposes granting of QL due to proximity to Hosgri fault 
Plant should be converted to nan'~nuclcar fuel immediately 
MDRATEZ/P Affiliation Unknown 00/06/16 Ip 


3006300662 Responds to FOIA request for documents re JM Hendrie 
participation in facility licensing proceed mg. Hosgr i fault 
or offshore faulting V USOS studies Forwards documents 
listed in App A h NUREG -75/007 W/o ends 

FELTDtJ/ J M Division of Rules and Records 80/06/24 3pp 


0 Inspection reportsi IE Hulletins i correspondence 


3006190299 Forwaids response to IE Qulletins 79>-06A U 79’'06Ai Revi s Ion 
1> "^Review of Qperational Errors Sys Misalignments During 
TMl incident Operating procedures have been revised to 
incorporate Westlnghouse owners group guidelines 
CRAME, P A Pacific Gas U Electric Co 80/05/02 6pp 

S Reportable occurrences/ LERs I related correspondence 


8006250060 PNS~V-80“005 on 800602/ con trac tor received bomb threat for 
facility from unknown caller Licensee advised 6 search 
conducted 

SCHUSTER/ M D . NORDERHAUQ. L R Region 5/ San Franc icco. Office of 
the Director 80/06/02 iP 


DOCKET 50-324 QRUNSWICK STEAM ELECTRIC PLANT* UNIT 2 


F Security* medical* emergency U fire protection plane 


3006090467 Forwards proposed rule entitled* '♦Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 ” Rule 
adds new Section 50 4B (■ App R to lOCpRSO is expected 
to be published in PR by end of May 

EISENHUT. D G Division of Licensing 00/05/19 46pp 


3006130063 Forwards revised Pages 1-14 t new Page i4a for proposod 
rule 1DCPR50 "Fire Protoction Program for Nuclear Pciwer 
Plante Operating Prior to 790101*" transmitted by NRC 800519 
Itr Page 14a not enc I 

EISENHUT* D Q Division of Licensing 00/05/22 73pp 


3006090562 Forwards request for addl info re review of safeguards 
contingency p lani suliml ttad 790323 Info should be submitted 
within 3D days to maintain review schedule Request withheld 
4rof 10CFR2 790) 

IPPOLITQ/T A aporating Reactors Branch 2 80/05/27 2pp 


3006200070 Requests pari ic ipat ion in NRC study of poop le-related 
problems In nuclear safeguards Involves collection of data 
on licensee security forces h prac tices* Inc lud ing visit to 
facility to interview security mgt personnel 
iPPQLITOiT A Operating Reactors Branch 2 80/06/03 2pp 


8006240315 Forwards descriptions of plant emergency ctrs to meet 
end-of-yr requirements t commitments Util not planning to 
construct new facilities Existing bldgs will serve 
functions 

UTLEY/E E Carolina Power Light Co 80/06/10 lOpp 


I Financial information 


8006120011 Responds to 80050B request for comment on util 8-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial Info 
filed tw/NRC 

CHRISTENOURY/ E Hearings Division 00/05/29 Ip 


P Cperating License stage documents 4. correspondence 


80061S0503 "Degraded Orid Protection tor Class IE Power Sys at 
Brunswick Steam Electric Plant.Units 1 & 2* " technical 
evaluation rept 

CLEVELAND* C d EOS'O Idaho* Inc FIN A-6256 8006120503 80/02/29 

12pp 


B00609016S Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for Till Action Plan Include 
shift mann ingi 1 1 cens mg exams t* licensee dissemination 
of operating experiences Response requested within 30 days 
EISEi'jHUT/D O Division of Licensing 00/05/07 ISOpp 


9006030S14 Summary of 000422-23 meeting w/Mark I owners group in San 
Joso/CA re confirmatory analysis J' testing programs 
concerning Mark I containment long-term program 

GRIMES. C I Assistant Director for Plant Systems 00/05/09 Bpp 


8006130122 Requests comments on NUREG-0577* "Potential for Low Fracture 
Toughness L Lamellar Tearing on PWR Steam Generator U 
Reactor Coolant Pump Supports '• Pioposed review procedure k 
imp lementa tion schedule enc I 

EISENHUT. D G Divliion of Licensing 00/05/19 72pp 


8006190126 Responds to G0Q31B Itr ro NRC position on util approach of 
applying AfF position paper for procurement of off-the-shelf 
items NRC docs not concur w/util approach Procurement of 
spare or replacement parts aubj to QA controls 
HAASS.WP Quality Assurance Branch BO/05/23 2pp 


8006030470 Application to amend License DPR-62* s ubmttted as change to 
Tech Specs Fee one I 

UTLEY, E E Carolina Power ^ Light Co SO/05/27 2pp 


— Q006030475 Proposed revision to Tech Spec Table 3 7 5-1 for safety- 
related hydraulic snubbers 

♦ Carolina Power I Light Co 80/09/27 Ip 


8006050370 Discusses analysis of dc power supply failure on ECC8 
performance requested in NRC Q00425 Itr Analysis rept will 
be submitted by 800829 Analysis of ECCS equipment 
qualification re flooding will be submitted by B00917 
UTLEY. E E Carolina Power 4c Light Co 80/05/29 Ip, 


8006090251 Forwards revised response to 791231 Itr re implementation 
of short-term Lessons Learned Task Force Item 2 2 1 C. shift 
i’ relief turnover procedures 

UTLEV.E E Carolina Power k Light Co 80/05/30 2pp 


3006300604 Ltr to all BUR licensees forwarding "For Comment" edition 
of NUREO-0619j "BUR Feedwater Noiite tt Control Rod Drive 
Return Line Notile Cracking " Comments will be evaluated by 
NRC prior to final m-ipiementation U/o enc I 
EISENHUT. 0 0 Division of Licensing 80/06/05 22pp 


0OO617OG41 Notifies of fee requirement far 790628 route approval 
request Invoice will be sent under separate cover 
MILLER. W O License Fee Management Dranch 60/06/06 Ip 


8006240596 Advises that Qfc of Controller has been notified to issue 
invoice re 790620 request For route approval to cover 
shipments of irradiated reactor fuel from HD Robinson 
Riant to facilities 

HILLER* M 0 License Fee Management Branch 00/06/06 Ip 


8006270034 Forwards Amends 28 t 51 to Licenses OPR-71 Ic DPR-62i 
resp act Ive I y . safety evaluation 4 notice of issuance it 
aval lab i 1 i ty 

IPPOLXTO.T A Dparatlng Reactors Branch 2 00/06/U Bpp 


—8006270037 Amends 28 U 51 to Licenses DPR-71 I* DPR-62, resp ectively* 
changing Tech Specs to establish revised safety k operating 
limits for operation in fuel Cycle 4 I* revising table of 
safety-related hydraulic snubbers 

IPPOLITO. T A Operating Reactors Branch 2 00/06/11 175pp 


— 8006270039 Safety evaluation supporting Amends 2B It 51 to Licenses 
DPR-71 i) DPR-62j respective ly Suppl 2 to fire protection 
safety evaluation enc 1 

a □peratlng Reactors Dranch 2 BO/06/11 5pp 


— 8006270042 Notice of issuance k availability of Amends 2B k 51 to 
Licenses DPR-71 k OPR-62, respec tive 1 y 

DEVAN.R P Operating Reactors Branch 2 00/06/11 Gpp 
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3006230309 Application for amenti to titenses DPR-71 fc 0 PR- 6 Z, c lar if y mg 
t*rn op»rabU as follouiup to 800512 response re siiiigle 
failure criteria for safety sys m poiuer reactors 
UXLEfp E E Carolina Pouer I- Light Co aO/06/lB 2pp 

— B006230390 Revised Tech Specs re single failure criteria for safety 
syi in pousr reactors 

e Carolina Pouer t Light Co 80/06/13 8pp 

0006240475 Forwards info re GE turbine disks In response to NRC 800516 
Itr Stress corrosion cracks have no*- been observed Water 
erosion found in keyways of wheels is being studied Erosion 
process should not require replacenent of wheels 
UTLE/p E E Carolina Power 6 Light Co BQ/06/2O I4pp 


<3 Inspection reports, IE Dullefeins 6 correspondence 


B006020S73 Forwards lE Insp Repts 50-324/80-09 6 50-325/80-10 on 
800317-20 No noncoep 1 1 anc e noted 

nURPHy. C E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Oranefi 80/04/14 Spp 

— B006020575 IE Insp Repts 50-324/80-09 6 50-325/80-10 on 800317-21 No 
noncofljpl lance noted Major areas inspected inservlte insp 
work observation 6 data reviewi inservice insp program review 
6 torus mod work observation 

HERDTi A R Region 2i Atlanta. Reactor Construction & Engineering 
Support Sraneh BLAKE, 3 Region 2, Atlanta, Office of the 
Director 80/04/14 23pp 


8006200092 Forwards IE Circular 80-09, '’BUR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time “ No written response 
required 

O'REILLy, JP Region 2, Atlanta, Office of the Director 80/04/18 

2pp 


8006iB0006 Forwards Waste Packaging Insp Rept €0-06 on €00414-15 No 
noncomp 1 iance noted 

STghR.J P Region 2, Atlanta. Fuel Facility & Materials Safety 
Branch GO/05/Oi 2pp 


—8006180012 Waste Packaging Insp Rept 80-06 on 800414-15 No 
noncompliance noted Major areas inspected shipping paper 
requirements, DOT placarding requirements, radi atton levels 6 
removable contamination 

TROUPrO L , MCARTHUR. T C Region 2, Atlanta, Fuel Facility 6 
Materials Safety Branch eo/OS/Oi 5pp 


6006060583 Forwards IE Bulletin 80-11, "Masonry Wall Design " Requires 
action 6 written response IE Info Notice 79-28, 

"Gverloading of Structural Elements Due to Pipe Support 
Loads" end 

O^REILLyiJ P Region 2, Atlanta. Office of the Director BO/OS/OB 

2pp 


0006050311 Forwards IE Bulletin 80-12, 'Decay Heat Removal Sys 
Cptrability " No written response required IE Info Notice 
80-20r "Loss of Decay Heat Removal Capability at Davls-Besse 
Unit 1 White in Refueling Mode" end 

O'REILLY.J P Region 2, Atlanta. Office of the Director €0/05/09 

2pp 


800617085! Ack receipt of 800501 supplemental response providing neu 
completion dates for revising safety & nonsaf ety-re lated sys 
descriptions per IE Insp Repts 50-324/79-02 & 50-325/79-03 
LEWIS, R C RfP'ion 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/13 ip 


— 8006170857 Advises that nine safety-related sys descriptions completed* 
nine rewritten m draft form 6 work on final four in 
progress Rewrite will be completed by S0063Q Other sys 
descriptions will be completed by 810430 
TOLLISONiA C Carolina Power ^ Light Co 80/03/01 Ip 


8006300128 Forwards IE Circular BO-U. "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
0*REILLy, J P Region 2, Atlanta, Office of the Director 00/05/13 

2pp 


ir addl info re cracks in keyway 6 bore 
house low pressure turbines 
uring next major outage IE 
documents end 

s Branch 2 80/03/16 3pp 

50-324/80-14 St 50-325/80-17 on 
ed 

eactor Operations Nuclear Support 


— 8006300266 IE Insp Repts 50-324/B0-14 % 50-325/80-17 on 800331-0502 Np 
noncotnp 1 lance noted Major areas inspected control room 
obs ervat ions, rad iat i on fire protection 
OUZTSi J E Region 2, Atlanta, Office of the Director 
KELLOGG, P J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/05/20 5pp 


BOO610O22O Responds to IF Bulletin 60-06 Adequate response cannot be 
prepared on requested schedule Sixty-day ex bens i on. unt i I 
BOOBl 1, necessary to allow for adequate review of as-built 
drawings I per formanc e of add] testing 
FURR, D J Carolina Power 6 Light Co 00/05/23 Ip 


8006030374 Forwards revised "Inservice Insp Program, Pump 6 Valve 
Testing," 6 related drawings Info re standby gas treatment 
sgs not included Drauiings available in Central Files only 
UTLEY, E E Carolina Power «■ Light Co BO/OS/27 ip 


— ‘B006030376 "Insorvitr Insp Program, Pump 4 Valve Testing " 
* Carolina Power Light Co 80/05/27 70pp 


8O061B0363 Responds to IE Insp Repts 50-384/00-10 fc, 50-325/80-tl 
Procedure will be implemented by 800701 to assure that all 
procedures are revised to reflect newly installed valves 
within two wks of being declaied operational 
TOLUISON, A C Carolina Power 6 Light Co 00/06/10 2pp 


8006240047 Forwards notice of violation 4- notice of proposed 
impQfiition of civil penalties re 800222 unmoni tored, 
uncontrolled release gf airborne radioactive matl to environ 
from facilities 

STELLO. V Office of Inspection V Enf orcemient. Office of the 
Director 00/06/11 2pp 


—8006240051 Notice of violation from insp on 000310-14 4 0402-03 
None ompl lance noted failure to determine magnitude of 
release of airborne radioactive matl from auxiliary boiler 
stack 6 failure to report release to NRC within 14 days 
* Office of Inspection V Enforcement, Office of the Director 
€0/06/11 4pp 


—800624005? Notice of proposed Krposition of civi.1 penalties in amount 
of *24,000 re 600222 unmon itored, uncontra 1 led release of 
airborne radioactive matl to environ from facilities 
* Office of Inspection ^ Enforcement, Office of the Director 
80/06/11 Ip 


R Periodic operating repoi ts V related correspondence 


8006110092 Forwards monthly operating repts for May 1900 
TOLLISON, A C Carolina Power 6 Light Co 00/06/06 Ip 


— G006110095 Monthly operating repts for May 1980 

WILLIS, E Carolina Power 4 Light Co 00/06/03 9pp 


8 Reportable occurrences, LERs 4 related correspondence 


8006040307 Forwards updated LER 79-093/03L-2 

TOLUISON, A C Carolina Power 6 Light Co BO/05/15 Ip 


—*0006040310 Updated LEW 79-093/03L-2 on 791 120, dur ihg startup# rod* 42-33 
4 26-07 rod overtravel alarmed when withdrawn to notch 40 
Caused by incorrect placement of uncoupling pin in spud BWR 
6 uncoupling pins will be used to prevent problem 
TOLLI0aN,A C Carolina Power t Light Co 80/05/15 2 pp 


B006030331 Forwards "Meteorological Analysis of Brunswick Steam 
Electric Plant Release on €00221-22 " Includes offsite dose 
calculat ions 

T0LLI80N, A C Carolina Power V Light Co 80/05/27 30pp 


-8006030332 "Meteorological Analysis of Brunswick Steam Electric Plant 
Release on 80022J-22 " Includes offsite dose calculations 
* Carolina Power 4 Light Co 80/05/27 245pp 


8006030352 Responds to 000522 tel con 4 submits info i*e scram discharge 
vo| float rwitch failure on 791114 Insp of level switches 
revealed float ball on rod block switch crushed I float ball 
stem on high level switch bent Ball ^ ball stem replaced 
TOLLISDN 4 A C Carolina Power i Light Co 00/05/20 2pp 

80 06030 395 Forwards LER 00-037/ 03L-0 

TGLLISDN.A C Carolina Power 4 Light Co BO/05/30 Ip 
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— 0006030399 I ER 0O”O37/O3L-O on 600502i tuh 1 1 e removing control rod 
driveline for maint<mefcal bracing fell on cable for 
1 n termd'd 1 a to range mom bor Hi causing sepaiation from 
connector Cau«e not stated Connector replaced 
TOULieON.A C Carolina Power t Light Co 30/05/30 Ip 


3006090349 Forwards LER B0--04a/03L-0 

rOLLlSQll.A C Carolina Power *< Light Co 30/06/03 Ip 


— 8006090355 LER aO~043/03L-0 on B00507. dui i ng current refueling outage, 
standbi/ gas treatment operabilitg test was not performed tig 
required 800425 date Caused by administrative oversight 
Satisfactorily performed ari 300507 

TQLLIS0N,A C Carolina Power t- light Co 30/06/03 ip 


9006500024 Final Part 21 rept re miied heat of steel supplied by US 
Steel from which 4-inch elbows it 2-»nch tees were mfg to 
A2341^P8 requirement Investigations conducted tc closed at 
46 1 1 sted fac 1 1 1 1 i es 

SEAVi, J L Chemtron Corp , Tube Turns Div 00/06/06 3pp 


9006100496 Forwards LER 0O-O44/O3L-O 

TOLLJSOfirA C Carolina Power I Light Co 30/06/11 Ip 


-0006180505 LER 0O-O44/O3L-O on 000516, dur ing source range monitor (6RM) 
operability PT 1 7 lifull in i out indication of SRH A not 
received it SRM D produced erratic indications Caused by 
bloiirn drive circuit fuse 4' moisture in detector connection 
rDLLiaONiA C Carolina Power 4 Light Co 80/06/11 2pp 


8006240134 EN-80-020 on 300613< order imposing civil penalties Issued 
based on *it alleged items of none omp 1 i anc e le 000222 
unmon i tor«d/ uncontrol 1 ed release of airborne radwasto 
DROCKETT, T M , THOMPSON, D Office of Inspection ii Enforcement, 
Office af the Director 00/06/11 


80061B0429 RO while performing required insps per JE Dulletln 79-OlD, 
determined that documentation did not eilst to prove that 
eplices connecting Automatic Valve Co solenoids are 
environmentally qualified Splices being evaluated 
TOLLI6016A C Carolina Power i. Light Co 80/06/12 2pp 


8006250267 RO 2-30-46 on 800611. insp pet IE Dulletln 79091D revealed 
lack of environ qualification documentation of splices 
connecting solenoid pigtail leads on safety-relief valves to 
power cables 

TOLLISON. A C Carolina Power 4 Light Co 80/06/12 2pp 


0006180455 Forwards LER 00-021 /03L-0 

TOLLrSOtfj A C Carolina Power U Light Co 00/06/13 Ip 


‘3006180465 LER 80~021/03L“0' on 800516. dur ing performance of reactor 
low pressure channel caUbr functional testj switches 1 2 

of a-E2l-PS-N021D were fourid out of caiibr Caused by 
instrument drift Bwltches recalbir 

TOLUISONiA C Carolina Powor i Light Co 00/06/13 2pp 


DOCKET 90-325 BRUKSMICK STEAM FLECTRIC PLANT, UNIT 1 


F Security, medical, emergency it fire protection plans 


8006090487 Forwards proposed rule entitled, "fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 i> App R to 10CFR50 it is expected 
to be published in FR by end of May 

ElBENHUTi l> 0 Division of Licensing 90/05/19 46pp 


9006130063 Forwards revised Pages 1-14 it new Page 14a for proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 800519 
Itr.Page I4a not end 

EISENHUT, J> O Division of Licensing 80/05/22 73pp 


G006090S62 Forwards request for addl info re review of safeguards 
contingency p Ian, submi tted 790323 Info should be submitted 
within 30 days to maintain review schedule Request withheld 
(ref 10CFR2 7901 

TPPOLITO.T A Operating Reactors Branch 2 00/05/27 2pp 


0006200070 Requests participation in NRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces i prac ti ces, Inc lud ing visit to 
facility to interview security mgt personnel 
IPPOLITD, T A Operating Reactors Branch S 00/06/03, 2pp 


0006240315 Forwards descriptions of plant emergency ctrs to meet 
ond-of-yr requlrementa f, commitments Util not planning to 
construct new facilities Existing bldgs will serve 
f unc t ions 

UTLEY. E E Carol ina Power i> Light Co 00/06/18 li^PP 


I Financial Information 


8006120011 Responds to 30 0 508 request for comment on util S-7 
registration statement Review identified no inaccurate 
statentents re NRC legulatory requirements or financial info 
filed w/NRC 

CHRISTENDURV, E Hearings Division 00/05/29 Ip 


P Operating license stage documents 6, correspondence 


0006120503 "Degraded Grid Protection for Class IE Power 8ys at 
Brunswick Steam Electric Plant, Units 1 1, 2, " technical 
evaluation repi 

CLEVELAND- C J EGStO Idaho, Inc FIlxl A-62S6 8006120503 00/02/29 

I2pp 


3006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift mannl ng, 1 icons ing exams i licensee dissemination 
of operating experiences Response requested within 30 days 
ElBENHUt, D O Division of Licensing 80/09/07 150pp 


B00603O514 Summary of 000422-23 meeting w/Mark I owners group in San 
Jose, CA re confirmatory analysis it testing programs 
concerning Mark I containment long-term program 

ORlMESrC I Assistant Director for plant Systems 80/05/09 Bpp 


B006130J22 Requests comments on NUREO-0577, "Potential for Low Fracture 
Toughness ir Lamellar Tearing on PWR Steam Generator it 
fleactar Coolant Pump Supports '■ Proposed review procedure & 
implementation schedule end 

EIBENHVT, D 0 Division of Licensing 80/05/19 72pp 


0006020230 Application for amend to License DPH-71 requesting Tech Spec 
changes to complete second refueling 4 begin Cycle 3 
operation "Supplemental Reload Licensing Submittal for 
Orunsuilck Steam Electrical Plant 1/nft 1 Reload 2. '■ end 
UTLEY, E E Carolina Power it Light Co 80/05/23 Ipp 


--3006020237 Tech Spec changes to Section 3/4 2 re power distribution it 
avorage planar linear heat generation rate 
« Carolina Power 4 Light Co 80/09/23 9pp 


—8006020243 "Supplemental Reload Licensing Submittal for Brunswick Stum 
Electric Plant Unit t Reload 2 " 

ENOEL.R E General Electric Co KEDQ-24239 BO/01/31 32pp 


0O-O-619O126 Responds to 0OO31B Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
Items NRC does not concur w/util approach Procurement of 
spare or replacement parts eubj to OA controls 
HAA88, N P Duality Assurance Branch 80/05/23 2pp 


8006050370 Dlscussep analysis of dc power supply failure on ECC8 
performance requestod in NRG 800425 Itr Analysis rept will 
be submitted by 60002? Analysis of ECCB equipment 
qual i f lea t ion re flooding will be submitted by B00917 
UTLEY, E E Carolina Power V Light Co BO/09/29 Ip 


8006050251 Forwards revised response to 791231 Itr re Implementation 
of short-term Lesions Learned Task Force Itgm 2 2 1 C, shift 
& relief turnover procedures 

UTLEY, E E Carolina Power Light Co BO/09/30 2pp 


8006090325 Application to amend Tech Specs, Impiementlng temporary 
change in setpoint valves of three RBEP-l safety relief 
valves Fee encl 

UTLEY, EE Carolina Power i Light Co 80/05/30, 2pp 


— 0006090329 Revised Page 3/4 4 2 to Tech Specs for reactor coolant sys, 
implementing temporary change In setpoint values of three 
B5EP-I safety relief valves 
■» Carolina Power Light Co 00/09/30 Ip 


6006110127 Requests that NRC review of outage-related technical Issues 
be expedited so that appropriate license amends can be 
Issued prior to scheduled B00625 criticality 
UTLEYfE E Carolina Power ^ light Co 80/06/04 ip 
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300^300604 Ltr to fill BUR liceniees torujard i ng ^Tor Coniment” edition 
of NUREO-06t9i “aWR Teedwater Mo^sle V Control Rod Drive 
Return Line l^oiile Cracking ' Cotrirnento ui 1 1 be evaluated bg 
NRC prior to final implcniontat i on 14 /q end 
EISEHHLIT, D 0 DivuLoci of Ui censing eo/06/&5 SZpp 


&006l70a41 Motlfies of fee req.ui recent for 790626 rDute approval 
request Invoice uitl be sent under separate cover 
hILLERi VI 6 License Tee Management Branch 60/06/06 Ip 


9006240596 Advises that Ofc of Controller has been notified to issue 
invoice ra 790629 request for route approval to cover 
shipments of irradiated reactor fuel from HB Robinson 
Plant to facilities 

hILLERiVl Q License Fee Management Branch 60/06/06 Ip 


9006160461 Otscussos App J of I0CFR50 re testing schedule Confirms 
understanding that Tgpo C testing nag be performed during 
Fall 1980 malnt portion of refueling outage 
TOLLlSOfLA C Carolina Power I Light Co 80/06/11 Ip 


B006270034 Forwards Amends 28 1 51 to Licenses DPR-71 6 DPR~62r 
r eipec t ivetgj safety evaluation L notice of issuance fc 
aval lab 11 i tg 

IPPOLlTOi T A Operating Reactors Branch 2 ■00/06/11 3pp 


>9006270037 Amends 29 fic 51 to Licenses DPR~7l ir DPP-62, respectively, 
changing Tech Specs to establish revised safety ^ operating 
limits for operation in fuel Cycle 4 % revising table of 
safety-related hydraulic snubbers 

IPPOLITQ, T A Operating Peactors Branch 2 80/06/11 I75pp 


•6006270039 Safety evaluation supporting Amends 28 51 to Licenses 

DPift-71 l< DPR-6a, resp ective 1 y Buppl 2 to fire protection 
safety evaluation enci 

• Operating Reactors Branch 2 60/06/11 3pp 


—6006270042 Notice of issuance if ava i 1 abi 1 i ty of Amends 20 4» SI to 
Licenses OPR-71 & DPR-62/ respec ti ve 1 y 

BEVANjR D Operating Reactors Branch 2 60/06/11 3pp 


900623:0399 Application for amend to Licenses OPR-71 & OPR-62, c larif y ing 
term operable as followup to 60C>512 response re single 
failure criteria for safety sys in power reactors 
UTLEV, E E Carolina Power & Light Co 00/06/18 2pp 


— 0006230390 Revised Tech Specs re single failure ertteria for safety 
sys In power reactors 

* Carolina Pauer Light Co 60/06/10 9pp 


8006240475 Forwards info re QE turbine disks in response to NRC 0OOS16 
I kr Stress corrosion cracks have not been observed Uater 
•rosion found in keyways of wheels is being studied Erosion 
process should not require replacement of wheels 
UTLEY. E B Carolina Power & Light Co 90/06/20 I4pp 


0 Inspection reports, IE Bulletins be correspondence 


6009230330 Forwards waste packaging insp rept on 600313-14 
No noncompliance noted 

STOKRiJ' P Region 2. Atlanta, Fuel Facility 4, Materials Safety 
Branch 00/04/07 2pp 


— 8009230341 Uasie packaging insp rept on 800313-14 No noncornpl iance 
noted Major areas inspectsd licensee-shipper vehicles 
Inspected for compliance w/DDT NRC regulations including 
shipping paper U DOT placarding requirement 

POTTEft,iJ P Region 2. Atlanta. Fuel Facility fc Materials Safety 
Branch BO/03/26 4pp 


6006020973 Forward* IE Insp Repts 90-324/90-09 4< 50-325/80-10 on 
000317-20 No noncornpl lance noted 

HURPHYi C E Region 2, Atlanta, Reactor Construction 4< Engineering 
Support Branch- 60/04/14 2pp 


—8006020575 IE Insp Repts 50-324/80-09 50-325/00-10 on 600317-21 No 

noncomp I iance noted Major areas inspected Inservice insp 
work observation 4c data review, ins ervlce insp program review 
Zi torus mad work observation 

HERDTfA R Region 2, Atlanta. Reactor Construction tc Engineering 
Support Branch BLAKE# J* Region 2, Atlanta. Office of the 
Director 811/04/14 S3pp 


6006200092 Forwards IE Circular 80-00 "BUR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No wntte'n response 
required 

O'ftEILLYiJ P Region 2, Atlanta, Office of the Director 00/04/10 

2pp 


0006180008 Forwards Waste Packaging Insp Rept 60-06 on 600414-15 No 
none nmp I lance noted 

6TGHR. xJ P Region 2. Atlanta. Fuel Facility Materials Safety 
□ranch 80/05/01 2pp 


— 8006160012 ks'aste Packaging Insp Rept 80-06 on 900414-15 No 
noncomp 1 1 anco noted Major areas inspected shipping paper 
requir omenta. DOT placarding requt rements. rad iati on levels t< 
removable contamination 

TROUP. 0 L . MCARTHUR, T C Region. 2, Atlanta. Fuel Facility 6 
Materials Safety Branch 60/05/01 5pp 


0006060583 Forwards IE Bulletin 80-11, "Masonry Wall Design " Requires 
action t written response IE Info Notice 79-28, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/00 

2pp 


8006050311 Forwards IE Bulletin 60-12, "Decay Heat Removal Sys 
Operability " No uirittan respon-se required IE Info Notice 
90-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit I Uhile in Refueling Mode" end 

O'REILLY, vf P Region 2 Atlanta, Office of the Director 00/05/09 

app 


8006170651 Ack receipt of BOOSOl supplemental response providing new 
completion dates for revising safety L nonsaf ety-T e lated sys 
descriptions per IE Insp Repts 50-324/79-05 fc 50-325/79-02 
LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/13 Ip 


— 9006170B57 Advises that nine safety -related sys descriptions comp I e ted « 
nine rewritten in draft form 4 work on final four in 
progress Rewrite will be completed by 600630 Other sys 
descriptions will be completed by 010430 
TQLLt80N. A C Carolina Power t Light Co 00/03/01 Ip 


8006300128 Forwards IE Circular 90-11, 'Emergency Diesel Generator Lube 
Oil Cooler Failures '' No written response required 

O'REILLY, J P Region 2, Atlanta, Drfice of the Director 80/05/13 

2pp 


B006020060 Forwards request for addl info re cracks in keyway J* bore 
sections of discs in Westlnghouse low pressure turbines 
Recommends ultrasonic insp during next major outage lE 
Info Notice 79-37 it related documents end 

IPPOLITO. T A Operating Reactors Branch 2 80/03/16 3pp 


8006300261 Forwards IE Insp Repts 50-324/80-14 t 50-325/80-17 on 
800331-0502 No noncomp 1 i anc e noted 

LEWlSiR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/20 2pp 


—8006300266 IE Insp Repts 50-324/80-14 f SO-32S/0O- 17 on 800331-0502 No 
noncomp I i ance noted Major areas inspected control room 
observations, rad latlori fy fire protection 
0U2T8,J E Region 2. Atlanta, Office of the Director 
KELLOGG. P J Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/05/20 5pp 


6006180228 Responds to IE Bulletin 80-06 Adequate response cannot be 
prepared on requested schedule Slity-day e itens ion, unt 1 1 
80081 1. r.ec cssary to allow for adequate review of as-built 
drawings 4 performance of addl testing 
FURR.B J Carolina Power It light Co 60/05/23 Ip 


8006030374 Forwards revised "Inservice Insp Program, Pump tt Valve 
Testing," t/ related drawings Info re standby gas treatment 
sys not included Drawings available in Central Files only 
UTLEY, E E Carolina Power A Light Co 60/05/27 Ip 


— 8006030376 "Inservice Insp Program, Pump ^ Valve Testing ” 
♦ Carolina Power tc Light Co 00/05/27 /0pp 


8006060336 Advises that long-torm mods resulting from seismic 
reanalysls re lE QuLlotins 79-07 'y 79-14 will be completed 
by end of malnt outage scheduled for mid-Sept 1980 Revises 
790723 completion schedule 

FURR.B J Carolina Power Light Co 60/06/02 2pp 


6006190639 Revises response to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Plpihg Sys" ?. IE Bulletin 79-07, 

"Seismic Safety Analyses of Safety -Related Piping " Mod will 

be completed by end of Sept 1990 maint outage 

FURR,B d Carolina Powei '' Light Co 00/06/02 2pp 
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9006ia03A& Responds to IE Insp Rep^s 50-324/00-10 fy 50-325/80-11 
Protedure uill be iniplomented bi^ 000701 to assure that all 
pr-oceduies are revised to reMect neuilg installed valves 
uilthtn tujo uiks of being declared operational 
TOLLISON.A C Carolina Power fy Light Co 00/06/10 2pp 

0006240047 Foruaids notice of violation t> notice of proposed 
irrpo«ition of civil penalties re B0O222 unmonltored. 
uncontrolled release of an borne radioactive matl to environ 
from facilities 

BTECLO. V Office of Inspection h Enforccmentf Office of the 
Director 80/06/U 2pp 


— 8006340031 Moticc of violation fi om msp on 000310-14 & 0402-03 
iJoncomp 1 lanco noted failure to determine magnitude of 
release of airborne radioactive matl from auKiliarg boiler 
stack U failure to report release to NRC within 14 dags 
» Office of Inspection V Enrol c emont. Office of the Director 
80/06/ 11 4pp 


— 9006240D57 Notice of proposed imposition of civil penalties in amount 
of 4341000 re 800222 unmon i tored. uncontrol led release of 
airborne radioactive mall to environ from facilities 
a Office of Inspection h Enforcements Office of the Director 
80/06/ 11 Ip 


R Periodic operating reports I related corresporidenc e 


8006110092 Forwards morithlg operating repts for Mag 1980 
TOLLISON.A C Carolina Pouier Light Co 00/06/06 Ip 


--0OD6 1 10095 Month Ig operating repts for Mag 1900 

MILLtSiE Carolina Power Light Co 00/06/03 9pp 


S Reportable occurrences) LCRs 6 re lated correspondence 


0006030331 Forwards "Meteorological Analgsis of Brunswick Btoam 
Electric Plant Release on 000221-22 " Includes offsite dose 
calc u lat 1 one 

TOLL I SON) A C Carolina Power 6 Light Co 00/05/37 30pp 


— 8006030332 "Me tooro 1 og i ca 1 Analgsis of Brunswick Steam Electric Plant 
Release on 800221-22 " Includes offsite dose calculations 
a Carolina Power U Light Co 00/05/27 24Spp 


6006030352 Responds to 800522 telcon K* submits info re scram discharge 
vol float switch failure on 791114 Insp of level switches 
revealed float ball on rod block switch crushed (< float ball 
stem on high level switch bent Ball &. ball stem replaced 
TOLLISONiAC Carolina Power 4 Light Co 00/05/20 2pp 


8006040333 Forwards LCR 00 047/03L-0 

TOLLl&ON. A C Carolina Power I Light Cp 00/05/20 Ip 


0006040339 LER 00-047/031 -0 on 000501. RHR flow indicator LE11-FI-333B 
on remote shutdown panel showed 6)200 gpm w/sgs shut down 
Caused bg malfunctioning indicator Indicator i transmitter 
callbr iji sgs returned to sve 

raLLISON, A C Carolina Power 4 Light Co 00/05/28 IP 


8006030009 Forwards LER aO-O30/O3L-O 

TOLLIBQN.AC Carolina Power I Light Co 00/05/30 Ip 


— 0006050015 LER B0-03B/03L-0 on 000501 r d ur ing normal operation) lA 
reactor recirculation pump tripped on motor generator set 
low oil pressure Caused by PCV-1739 controlling erratically 
during radom periods 8i possible setpoint drift 
TQLLISQNiA C Carolina Power Light Co 0O/OS/2B 2pp 


0006090314 fiO 800422) fire protection alarm for Zone 9iS0-ft elevation 
of reactor b Idg) annunc la ted 4 would not reset Caused by 
loniiation detector reacting to steam from local steam 
leak Leak will be repaired 

TOLLIEONjA C Carolina Power U Light Co 00/06/02 Ip 


0006090392 Forwards LER 00-049/031-0 

TGLLISDN.A C Carolina Power I Light Co 00/06/03 Ip 


--8006090398 LER 0O-O49/O3L-O on 000516) d uring routine surveillance) 
position 00 for rod i4-l5 did not indicate Probably caused 
by ground in prototypic inlet piping Problem under 
investigation 

TOLL ISON) A C Carolina Power f‘ Light Co 00/06/03 Ip 


0006110194 Forwards LFR fl0-048/03L-0 

TQLLiaOMrA C Carolina Powor 6 Light Co 80/06/05 Ip 


--8006110198 LER 80-048/03L-0 on 800503. during normal survei 1 lancoi cal ibr 
adjustment screw cap an reactor level instrument was leaking 
woter Caused by inoperable switch 2 Callbr adjustment screw 
cap gasket was replaced & switch 2 contacts cleaned 
TOLL ISDN- A C Carolina Power 4 Light Co 80/06/05 2p p 

8006200024 Final Part 21 repfc re mixed heat of steel supplied by US 
Steel from which 4-lnch elbows K 2-inch tees were mfg to 
A234tyPB requirement Investigations conducted 6 closed at 
46 1 i sted facilities 

SEAV) J L Chemtron Corp r Tube Turns Oiv 80/06/06 3pp 


0006100447 Forwards LER e0-052/O3L-0 

TOLL ISDN. A C Carolina Power 4 Light Co 80/06/11 ip 


—8006100449 LER 0O-O52/O3L-O on B0051 4, dur i ng normal surveillance) 
prlmarii containment oxygon analy ler# l-CAC-ATH-1259-2) found 
giving erratic indications Caused *bg Corrosion In magnetic 
analyier sample cell Unit replaced i returned to sve 
TOLLISON.A C Carolina Power 4 Light Co 80/06/11 2pp 


8006240134 EN-a0-'020 on 800613* or der imposing civil penalties issued 
based on six alleged items of noncompliance re 0DO223 
unmonl tored . uncontrol 1 ed release of airborne radwaste 
□ ROCKETT) T W , THOMPSON. D Office of Inspection & Enforcement) 
Office of the Director SO/06/il 


8006180425 RO while performing required insps per IE Bulletin 79-Ot0) 
(fetormlned that documentation did not exist to prove that 
splices connecting Automatic Valve Co solenoids are 
envi ronmonta I Ig qualified Splices being evaluated 
TOLLtSOfLA C Carolina Power & Light Co 00/06/12 2pp 


0006250267 RD 2-80-46 on 0OO6it.insp per IE Bulletin 7?09iB revealed 
lack of environ qual i f ica tlon documentation of splices 
connecting solenoid pigtail leads on safety-relief valves to 
power cables 

TOLLISON) A C Carolina Powor 4( Light Co 60/06/12 2pp 


8006180452 Forwards LER 00-051 /03L-0 

TOLLI&QNfA C Carolina Powor U Light Co 80/06/13 ip 


— 0006100434 LER 80-051/031-0 on 000515. during normal turvei llance. 
containment atm-oophere dilution tank vol observed less than 
required limit Caused by inability to open CAC tank manual 
outlet isolation valve* CAC -HV-44 

TDLLlfiQNfA C Carolina Power «« Light Co 00/06/13 2pp 


DOCKET 50-327 SEOUOVAH NUCLEAR PLANT* UNIT i 


A App 1 Ication/construciion stage documents correspondence 


0006190327 Discusses review of FSAR Table 17 2“li "Critical Structures) 
Sys Components) “ re operational QA program Forwards 
request for addl info to be transmitted to util 
HAA6S)WP Ouality Assurance Branch 00/06/05 4pp 


F Security* medical, emergency 4 fire protection plans 


8005130317 Forwards c lari f lea tlon of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EIBEMHUT)!) G Division of Operating Reactors 80/04/25 61pp 


8006060294 Forwards addl Info to training qualification plan Info 
withheld (ref I0CFR2 790) 

MILLS. L M Tennessee Valley Authority 80/06/02 2pp 


0006130307 Forwards revised schedule for responses to Auxiliary Bys 
Branch fire protection review questions Proposed Train B 
circuit reroute scheme shown on end marked up overtime 
drawings Drawings available In Central Files only. 

MILLS) L M Tennessee Valley Authority 80/06/11 lOpp 


8006260164 Forwards TVA radiological emergency plan h Tti multi- 
jurisdictional radiological emergency response plan Three 
cross refs end 

HILLS) L M Tennessee Valley Authority BO/06/19 60pp 


— G006260165 TVA radiological emergency plan 

a Tennessee Valley Authority 80/06/09 SSQpp 

— 0006260166 TN multi-jurisdictional radiological emergency response 
p Ian 

e Tennessee. Btate of 90/06/19 400pp 
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H corresp^ondence 


BOD6020157 Responds to B00236 Itr to President Carter re licensing 
nuclear plants Provides statement (Tiade bg President on 
791207 NftC IS in process dP preparing action plan specifying 
actions far revieui fj appruval 

DEKrONi^f Ft Office of Nuclear Reactor Regulation. Director 
aO/04/21 2pp 


H Utility Final Safety Analysis Report iFSAR) t* amends 


B00&11OS57 Application far Amend 65 to Licenses DPR-72 CPPR-7a> 
containing revisons to Chapter 3 of F9AR 
MILLS.! M Tennessee Valley Authority BO/06/06 3pp 


— S00&11026]2 Revisions to Chapter 3 of FSAR. provi ding responses to NRC 
ret^uetts for add 1 info re foundation engineering diesel 
generators Sc Inservlcc tnsp programs Constitutes Amend &5 to 
Licenses DPR-72 CPPR-73 

• Tennessee Valley Authority 80/06706 A4pp 


0006190391 Foruards proposed revisions to facility F&AR# Dues t i on 5 9A 
re inservice insp program Revises request for relief from 
A8ME Section 11. covering third party inspector Si pressure 
retaining melds in piping V steam generator nottles 
MILLS. L M Tennessee Valley Authority GO/06/13 Spp 


0 Advisory Committee on Reactor Safeguards reports U correspondence 


G0062305Z7 Notice of ACRS Subcommittee on Sequoyah Nuclear Plant Units 
1 S( 2 800A28 meeting in Hash ingtoni DC to continue revleu 
of TVA application for licence to operate 

HOVLS. J C Office of the Secretary of the Conmisslon GO/04/04 
3pp 


8006190206 Notice of indefinite postponement of ACRS Subcommittee 
E00426 meeting re Sequoyah Nuclear Plant Units 1 & 2 
HDYLE. vf C ACRS Advisory Committee on Reactor Safeguards 
Q0/04/i6 ip 


B0062S0074 Notice of ACRS Subcommittee on Sequoyah Nuclear Plant 
800603 meeting in Mashington. DC to revi eu OL application 
Some closed sessions may be needed to explore matters 
involving proprietary info 

HOYLE.O C Office of the Secretary of the CDmmtssion 80/03/12 
3pp 


8Q06240593 Notice of ACRS 800605-07 meeting in Hash i ng ton. DC to discuss 
facility QL Some closed sessions necessary to prevent 
frustration of responsibilities 

HDYLEj J C Office of the Secretary of the Commission 80/03/19 

6pp 


8006060608 Transcript of ACRS Sob comm it tee an Sequoyah Nuclear Power 
Stbtlon meeting on 800602 in Nash ing ton. DC Pp 1-331 
Morning sessiem Viewgraphs & related matis encl 
» ACRS - Advisory Committee on Reactor Safeguards 80/06/02 
300pp 


P Operating license stage dacuments it correspondence 


B00609016S Forwards addl TNI-2 related requl remeafes to operating 
reactors Licensees requirements for THl Action Plan include 
shift manning. 1 1 cent 1 ng exams 4. licensee dissemination 
of operating experiences Response requested within 30 days 
EI&ENHUT. D O Division of Licensing 80/05/07 ISOpp 


8006060098 Advises that Qfc of Nuclear Reactor Regulation will take 
lead In reviewing OL prior to author i xatton of full power 
Objectives include c 1 arl ty . an f orccab i I i tyi Tfil-re lated 
requirements, review of Tech Specs movement toward STS 
DENTON. H R Office of Nuclear Reactor Regulation. Director 

00/03/08, 2pp 


Advises that Commissian intends to use facility QL as model 
or clarity t enforceability Project manager should 
ich Specs in conjunction u/TE & group working on 
1 paper re Tech Specs Memo encl 

Of the Secretary of the Commission 80/04/11 


jggestion to make facility CL model license for 
)iltty IE should also be Involved to help 
Fting Tech Specs to fit facility Marked-up 

ion 00/03/10 ^pp 


—8006060112 Proposes that facility QL be used as model license for 
clarity t enforceability Task force from various depts 
would review full power license prior to Commission SECV 
IS requested to poll Commissioners t respond by 600318 
BRADFORD. P Commission 00/03/11 ip 


B0Q6130123 Requests comments on NL/REG-0577# "Potential for Low Fracture 
Toughness U Lamellar Tearing on PWR Steam Generator fic 
Reactor Coolant Pump Suppoits " Proposed review procedure f* 
imp lemen tail art schedule encl 

EISENHUT. DO Division of Licensing 80/05/19 72pp 


6005230276 Forwards "Flood Insurance Study" if seven oversize drawings 
in response to 80OS0S Itr to hydrologic engineering 
questions re Executive Order 11988 

MILLS. L M Tennessee Valley Authority 80/05/20 lOpp 


— 6005230283 ‘'Flood Insurance Study." Hamilton County. TN 

e Housing V Urban Development. Dep t of. Federal Disaster Assistance 
Admin 79/02/2B 49p p 


6006030417 Forwards proposal for seismic margin p rogram. requ i red by 
NUftE0-06tl Program provides basis for NRC to complete 
evaluation of seismic qual i f i cat i on of structures 6 
equipment necessary for safe shutdown 

MILLS. L H Tennessee Valley Authority 00/05/27 3pp 


8006020178 Application for amend to License DPR-77 Proposed Tech Spec 
changes enc 1 < cons ist ing of mod to several action statements 
to allow entry into Modes 3 b 4 before completion of action 
listed in O'Reilly 800429 Itr 

HILLS, L M Tennessee Valley Authority 80/05/28 Ip 


— 60060201B3 Proposed Tech Spec changes re mods to several action 
statements to allou entry into Modes 364 before completion 
of actions listed in O'Reiny 000429 Itr 
* Tennessee Valley Authority 80/05/20 Spp 


6006190770 Submits status rept Plant is currently in cold shutdown All 
Insps b any required hanger re-work will be completed by 
800621 Initial criticality is estimated to be 6007D4 One wk 
of std tero power physics tests will be conducted 
STAHLEi C Licensing Branch 2 80/06/06 2pp 


0006190615 Advises that Uestinghouse responded to NRC questions re 
Barton Lot 2 transmitters in 000321 1 tr. N8-TMA-'824B Info 
applicable to unusual behavior of transmitters at plant 
during qualification testing 

MILLS. L M Tennessee Valley Authority 80/06/13 Ipp 


8006300321 Application to amend License DPR-77. c lar If y ing meaning 
of term "operable'’ b application to single failure criterion 
for safety sys Reasons 6 just i f leat4on end 
HILLS. L M Tennessee Valley Authority 80/06/13 Ip 


>8006200326 Proposed Tech Spue 3/4 0 re limiting conditions for 
operation for License DPR-77 

a Tennessee Valley Authority 00/06/13 lOpp 


6006230300 Notification of 600619 meeting w/utils in Dethesda. MD to 
discuss issuance of full power license for facilities 
DRQMERICK. A W Licensing Branch 1 KERRIGAN. J 0 Licensing Branch 
3 STAHLE.C R Licensing Branch 2 80/06/16 6pp 


8006340323 Forwards revised response to Ouestion 12 16 re employee 
access to high radiation areas Revision includes description 
of admlnlstrat 1 ve procedures controlling access to areas 
adjacent to fuel transfer tube 

MILLS. L M Tennessee Valley Authority 80/06/17 2pp 


8006240472 Requests change to Tech Specs to permit plant heatup u/ 
Inoperable hanger RCH-llS located on prossurizor relief 

line 

KILLS.LH Tennessee Valley Authority 80/06/20 Ip 


8006300387 Forwards addl info requested by NRC re changes to Tech 6p«c 
2 2 1 for reactor trip sys instrumentation setpoints 8< 3 9 1 
for boron concentration — refueling 

HILLS. L M Tennessee Valley Authority 80/06/23 llpp 


8006300391 Foruards revised responses to Ouestions 031 127.040 60 i 
031 129 of NRC 790Q01 Itr re seismic qualification of Class 
IE electrical equipment Ropts re cable samples t- IEEE-323- 
1974 qual 1 f tcati on encl 

MILLS. L M Tennessee Valley Authority 80/06/23 lOpp 


— 800630'0397 “Delphi Pneumatic Test Procedure " 

LEWISiO Comsip. Inc , Delphi Systems Div 73/06/18 2pp 
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— e006300400 "Rodiafcion of Cell Number 885*F)nal Ropt 

UILLJS.D E IRT Corp 79/08/23 7pp 


— 8006300409 "Seismic Vibiafcion Test of ElO Senes Transmitters 

SEARS, J A , MCCASLAND.J^ , RAMGELU* R Acton Environ Testing Corp 
76/03/32 30pp 


— 8006300414 "Test Proceduie for Seismc Vibrat ton. Qua 1 1 f ication Test of 
SlO Series MCA/RRW Transmittets ' 

SEARS, J A . MCCASLANDf K 0 Acton Environ Testing Corp 73/09/30 
35pp 


--B006300422 "Gage Differential Pressure Transmitters Type EiO Series 
SCHREINER, M , CASAURGN, M < TQLF, rt L Acton Environ Testing Corp 
73/ J 0/31 lOpp 


— Q006300429 "Qualification Test of Electrical Cables Under Simulated 
LOCA/DUE Sequential Exposure to Environs of Radiation, 

Thermal Aging, Steam f, Chemical Sprag ■' 

** Isomedii, Inc (subs of Maesfield Enterprises, Inc ) 

78/06/30 42pp 


S00630024B Application to amend License DPR-l 1, mod i fy ing Tech Spec 
3 4 10. re RCS structural integrity to permit plant heatup 
u/itiaperab 1 B pipe hanget on pressurlzer relief line 
Foruards proposed changes to Tech Specs 
MILLS, L M Tennessee Valley Authority 80/06/24 2pp 


--8006300257 Proposed changes to Tech Specs Section 34 10 re RCS 
structural Integr i ty , perml tt mg plant heatup u/inoperable 
pipe hanget on pressuriier relief line Reasons fit 
justifications for proposed changes enc 1 
* Tennessee Valley Authority 80/06/24 4pp 


Q Inspection reports, IE Bulletins & correspondence 


8006090516 Foruards IE Insp Rept 50-327/80-13 on 800301-31 t< notice 
of violation 

LEiflS.R C Region 2, Atlanta Reactor Operations Nuclear Support 
Drench 80/04/20 2pp 


—0006090519 Notice of violation from insp on 000301-31 

« Region 2. Atlanta, Office of the Director BO/04/20 Ip 


—8006090521 IE Insp fiept 50-327/00-13 on 800301-31 Noncomp I iance noted 
failure to maintain & implement procedure required by Tech 
Specs re Fuel loading 

DANCE^H C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch COTTLE. W T Region 2. Atlanta, Office of the Director 
80/04/20 9pp 


S006060i59 Forwards IE DulUtin 60-tl, "Masonry Wall Design *■' No action 
or written response required IE Info Notice 79-20, 

"Overloading of Structural Elements Due to Pipe Support 
Loads'* end 

□ ■'REILLY, J P Region 2, Atlanta, Office of the Director 80/05/08 
3pp 


G006040267 Foruiards IE Bulletin 00-12. "Decay Heat Removal Gys 
□peratility " No written response required lE Info Notice 
00-20. "Loss of Decay Heat Removal Capability at Davif-Dflsse 
IVnit I While in Refueling Mode" end 

d'REILLV, J P Region 2. Atlanta, Office of the Director 00/05/09 
3pp 


0006120034 Forwards IE Circula» 80-11. "Emergency Diesel Oenerator Lube 
Oil Cooler Failures " No written response required 

O'RElLLVivl P Region 2, Atlanta, Office of the Director 00/05/13 
3pp 


B006170193 Adc receipt of 800506 lir informing NRC of steps tateii to 
correct deviations noted in IE Insp Repts 50-327/80-10 V 
50-328/00-06 

HURPMYrC E Region 2, Atlanta. Reactor Construction Sr Engineering 
Support Branch 80/05/23 2pp 


— G036}7O21J Responds to NRC 000414 Itr re deviations noted in IE Insp 
Repts SO-^aBy/ao-lO St S0-32S/B0-06 corre'ctlve actions* 
detailed instructions S procedures prepared Plant fire 
brigatfe recons tt uc ted S Security Instruction 13 revised 
MILLS, L M Tennessee Valley Authority 00/05/06. 4pp 


—0006170215 Forwards IE Insp Repts 50-327/80-10 L 50-320/80-06 on 
800319-ai 1' notice of deviation 

MURPHY, C E Region 2. Atlanta. Reactor Construction L Engineering 
Support Branch 00/04/14 2pp 


— 8006170222 Notice of deviation from Insp on 000319-21 

* Region 2, Atlanta, Office of the Director 80/04/11 Ip 


—0006170228 IE Insp Repts 50-327/80-10 t. 50-328/80-06 on 800310-21 
Noncamp 1 lante noted fire fighting procedures not provided 
for all aa f ety-re lated areas 

CONLQN. T F Region 3, Atlanta, Reactor Construction b Engineering 
Support Qi aiich MILLER, M H Region 2, Atlanta, Office of the 
Director 80/04/11 7p p 


8006230249 Ac k receipt of 000523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/80-14 k 
30-320/00-08 

MURPHY, C E Region 2, Atlanta, Reactor Construction 8. Engineering 
Support Branch 80/06/03 2pp 


— -8006230267 Responds to NRC 800501 Itr re violations noted In IE Insp 
Repts 50-327/60-14 f" 50-320/00-08 Corrective actions 
Survoitlance Instruction 114 will be revised to require 
otaminatLon of Class ? pressure retaining bolting 
MILLS, L H Tennessee Valley Authority 80/05/23 Dpp 


— B006230273 Foruxards IE Insp Repts 50-327/80-14 L 50-329/80-03 on 
800331-0403 It notice of violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction 8, Engineering 
Support Branch 80/05/01 Spp 


— 8006230341 Notice of violation from insp on 800331-0403 

s Region 3, Atlanta, Reactor Construction 6 Engineering Support 
Branch 80/04/28 Ip 


—0006230350 IE Insp Repts 50-327/80-14 t, 50-320/00-00 an 800331-0403 
Noncompliance noted failure to comply w/preservlce/lnservlc« 
insp requirements L failure of records to adequately define 
practical exam criteria 

HERDTiA R Region 2, Atlanta, Reactor Construction L Engineering 
Support Branch ZAJAC,L O Region 2, Atlanta, Office of th* 
Director 90/04/20 6pp 


0006200099 Ack receipt of 000522 Itr informing NRC Of steps taken to 
correct violations noted in IE Insp Repts 50-327/79-34 L 
30-320/79-19 

MURPHY, C E Region 2, Atlanta. Reactor Construction 8e Engineering 
Support Branch 00/06/04 2pp 


8006170502 Responds to IE Insp Repts 50-327/80-14 L 50-328/80-08 All of 
Section 3 of facility surveillance Instructions 114 reviewed 
for compliance w/Section XI of ASME boiler L pressure vessel 
code 

MILLS, L M Tennessee Valloy Authority 00/06/09 ip 


0006240234 Responds to IE Bulletin 80-12 re decay heat removal sys 
reliability Forwards results of investigation Administrative 
procedural changes instituted to require at least two 
independent means of supplying adequate heat removal 
CROSS. J I Tennessee Valley Authority 00/06/09 3pp 


0006240260 Forwards responso to IE Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Freeze protection for 
refueling water storage tank at Sequoyah L Watts Bar is 
provided hy redundant heaters & tank insulation 
MILLS, L M Tenneesee Valley Authority 00/06/09 0pp 


8006190596 Forwards response to NRC 000321 Itr re noncompliances noted 
in EE Insp Rept 50-327/60-13 Corrective actions detailed 
review of 430 supports on safety sys outside containment 
initiated insp of piping configuration undertaken 
MILL6,L M Tennessee Valley Authority 80/06/12 2pp 


R Periodic operating reports S, related correspondence 


8006030000 "NPDE8 Discharge Monitoring Rept for Feb 1980." 
a Tennessee Valley Authority 90/03/01 iOOpp 


8006130295 Forwards monthly operating rept for Hay 1960 

BALLENTt HE, V H Tennessee Valley Authority 80/06/06 Ip 


— 8006130296 Monthly operating rept for Hay 1900 
* Tennessee Valley Authority 80/06/03 9pp 


8 Reportable occurrences, LERs L related correspondence 


0006110250 RO on 900427, 2-1 nch containment spray test lines anelyzed 
using incprrecfc outside diameter for pipe resulting in 
analytical model being otore rigid than actual pipe Caused 
by error in Input not found during checking 
BAULENTlNEt V M Tennessee Valley Authority QO/OS/02 ip 
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BOOfeSlOaia RO SQRC*'50-327/BOOA‘? on 000514. in.su#f JCient cUJirance 
found bptufopR Support Guido l-SJH-Oli ^-inch 
lni«ction pip? Apparsntlij caused bij incorrect installation 
due to tni»int?rpr?tatior of specs Guide support repaired 
BALLEWriME. 0 i1 Tennessee k/a 11 eg Author i tg SO^'OS/IS Ip 


800t030397 FortJards LCR 60-049/017-0 

CALHOlPNf. JR Tennessee Valleg Authorety 80703/27 Ip 


-"800A030408 LER 80-049/01T-0 on G0051 suppor t guide. t-SlH-B7. found u/no 
clearance at top 1« bottom or -i-inch safetg injection pipe 
Improper Installation caused bq isi t Interpre tat ion of 
installation specs Support modified 

SHEARINCEM. J D Tennessee Valley Authortty 00/05/32 2pp 


BOO&OaO40O Foruards LER 60-047/OiT-0 

CALHOJMi J R Tennessee Valley Authority 80/05/27 Ip 


--aDOA 030490 LER BiO-047/OlT-O on 600513. two support fiiembers found to be 
reversed for hangers Caused bg confusion of side by side 
lines during installation L subsequent reversal Supports 
renoved Jl< reinstalled in proper orientation 

SHEARINOEM. J D Tennessee Valley Authority 00/05/37 2pp 


8006030427 Forwards LER B0-043/O3L-O 

CALHOJNi J ft Tennessee Valley Authority 80/05/28 Ip 


— S006030447 LER eO-043/03L-0 on B00430. f 1 ow switches rS-90-212 141 

found inoperable Caused by debris collecting on switch 
preventing actuation Switch cleaned t returned to operable 
status Design change request initiated 

HEREFORD. J M Tennessee Valley Authority 80/05/28 Ip 


3006030453 Forwards LER 80-051 /OlT-0 

CALHOUN. J R Tennessee Valley Authority 80/05/28 Ip 


— 8006030460 LER S0-051/OIT-0 on 000516. during IE Bulletin 79-14 support 
Inip. discovered that l-CVCH-300 was improperly designed Pipe 
lugs had moved out of hanger due to thermal eipanslon 
Caused by design error Lugs lengthened 

BWEARINCEM. J D Tennessee Valley Authority 80/05728 2pp 


8006030457 Forwards LER Q0-041/Q3L-0 

CALHOUN. J, ft Tennessee Valley Authority 80/05729 Ip 


— B006030463 LER BO-041/03L-0 on 900430. while In Hade 5. valve 0-FCV-32~li0 
Isolated on lew essentia) air pressure, causing valves 
j-FCV- 90-100. 1 1 5. 109. 1 16. 1 14 & 110 to close Caute unknoun 
MCORIFF. JM Tennessee Valley Authority 90705/29 Ip 


0006050026 Forwards first interim deficiency rept re design of spent 
fuel pool gates not meeting Seismic Category 1 requirementi 
HILLS. L M Tennessee Valley Authority 80/05/29 Ip 


--0OO6O5OO31 First interim deficiency rept re spent fuel pool gates not 
designed to Seismic Category 1 requirements Cause not 
stated Evaluation being conducted Complete corrective 
action oiill be forwarded by Unit 1 initial criticality 
• Tinnassee Valley Authority 00/05/29 tp 


BQ06060394 Forwards LER 80-048/011-0 

GALKQUHi J ft Tennessee Valley Authority 00/05729 ip 


— 0006060403 LER 60-0407011-0 on 00051 5. w/Un 1 1 t In Mode 3. test switches 
on containment purge exhaust radiation monitors were 
discovered to be in test position making monitor inoperable 
Caused by personnel error honltors restored 
OAVLTi 0 if Tennessee Valley Authority 80/05/20 2pp 


8006060412 Forwards LER 0O-O5O/O3L-O 

CALHOUN. J R Tennessee Valley Authority 80/06702 Ip 


— S006060416 LER 0O-O5O/O3L-O on 000505. flow switches F5-90-22S 6 
F8-90-i34 found inoperab I e. wMc h resulted In placing plant 
into Action 29 Caused by debris collecting on flow switch, 
preventing actuation Bwitch cleaned 4 returned to sve 
HEREFORD. J M Tennessee Valley Authority 0O7D6/O2 2pp 


8006090330 Forwards final deficiency rept re Rusirin fire dampers 
H1LI.S. L M Tennessee Valley Authority 00706/02 Ip 


— 8006090336 Final deficiency rept re Ruskin fire dampers ftuskin 
developed alternate fix to correct problem w/vertica) spring 
closure t potential for jammed blades 
a Tennessee Valley Authority 00/06/02 3pp 


8006110270 Forwards LER 80-052/031,-0 

CALHOUN. J R Tennessee Valley Authority BO/06/04 Ip 


— 9006110276 LER BO-05a/03L-0. on 000506. sve bldg vent monitor was 
declared inoperable when alarm uould not clear in 
conjunction w/erratic upscale readings Probably caused by 
high frequency uelding Design change has been initiated 
HEREFORD. J M Tennesseo Valley Authority SO/06/04 2pp 


0006110173 Forwards LER a0-056/03L-0 

CALHOUN. J R Tennessee Valley Authority 00/06/05 Ip 


—Q0061 10193 LER GO-056/03L-0 on 800503. common circuit breaker feeding 
radiation monitors found opened . causing loss of electrical 
power Caused by personnel overloading circuit Breaker was 
closed Personnel instructed on proper procedures 
RQKtNE.ft F Tennessee Valley Authority 60/06/05 2pp 


0006110219 Forwards LER 60-064 /oaL-0 

CALHOUN. J n Tennessee Valley Authority 60/06/06 Ip 

— 8006U0223 LER ao-064/03L-0 on 300509. all lones of ice condenser were 
giving open door alarms Probably caused by warm air leaking 
into lower portion of ice condenser Affected doors were 
blocked closed 

RECORD. D J Tennessee Valley Authority 80706/06 2pp 


6006110283 Forwards LER 80-054 /03L~0 

CALHOUN. J R Tennessee Valley Authority 80/06/06 Ip 


— 0006110294 LER BOi-OSA/OSL-O on 000509. design review revealed 
discrepancies between a s-1 nsta 1 led insulation weights 6 
those actually used during piping sys analysis Caused by 
unavai lab i I i ty of drawings 

PREVO, JC Tennessee Valley Authority 80/06/06 2pp 

8006200024 Final Part 21 rept re miied heat of steel supplied by US 
Steel from which 4-inch elbows t- 2-inch tees were mfg to 
A234WP0 requirement I ns e s 1 1 gations conducted L closed at 
46 listed facilities 

SEAY. J L Chemtron Corp . Tube Turns Div 80/06/06 3pp 


000616006'? Notifies of noncompliance w/effloent limitations of NPDES 
permit Operational sewage treatment plant effluent sample 
collected on 600521 exceeded 45 mg/liter Caused by 
accumulation of effluent in sand t-iJter 

EL-ASHRY. M T Tennessee Valley Authority 00/06/ JO Ip 


0006170554 Forwards LER ao-057703L-0 

CALHOUN. J R Tennessee Valley Authority 00/06/10 Ip 


— a006i 70561 LER BO-057/03L-0 on 900512. while PT-6B-322 out of svc. sense 
line blew loose at compression fitting taking channel out of 
ftvc V leaving less then three operable channels Reactor 
coolant sys pressure forced line from fitting 
CURTIS. J W Tennessee Valley Authority 00/06/10 Ip 


B006I70S36 Forwards LER B0-059/03L~0 

CALHOUN. J R Tennessee Valley Authority B0/06/U Ip 


--0006170541 LER 0O-OS97O3U-O on 000514. during routine exam of process 
Ins truenents. c oo 1 i ng bower blowdown effluent flow monitor 
found indicating flow greater than pumps could deliver 
Cause not stated Flow element will be removed & inspected 
CURTIS. J W Tennessee Valley Authority 60/06/11 Ip 


8006170695 Forwards LER 60-06 3/03L-0 

CALHOUN, JR Tennessee Val ley Authority 80/06/11 ip 


—0006170691 LER 8Q-063/03L-0 on 8005 1 3. op era tor mistakenly tripped 
normal feeder from 6 9 VV unit board 2D-D w/o putting 
synchroscope switches to "on" position Loss of power to 6 9 
kV shutdown board 2A-A resulted Caused by operator error 
RECORD, D J Tennessee Valley Authority 80/06/11 2pp 


8006190521 Forwards LER BO-044 /01T~0 

CALHOUN, JR Tennessee Val ley Authority 80/06/11 Ip 


— 9006160524 LER 6Q-044/01T-0 on 800507. four Ruskin Hfg Co fire dampers 
were identified that could potentially fail due to problem 
in spring closure mdchanism Caused by design error in 
reinforcing bracket All four dampers modified 
CRAIOOE. EA Tennessee Valley Authority 00/06/11 2pp 


6006190527 Forwards LER Q0-06?/03L~0 

CALHOUN. R Tennessee Valley Authority 80/06/11 Ip 
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— e004ilB0533 tER 00-062/0 iL -0 on 000513. while in Mode 3» 2 pairs of 
containment pvrge s-ys lines discovcted open Caused by 
instrument deficiency SOI 30 2A allowing operator to open 
lower purge val^fes Valves closed upon discovery 
RFC OR Op D J Tennessee Valley Autbonty B0/O6/11 2pp 


Q006170S43 Forwards LCR 0O-O58/O3L-O 

CALHOUN. J R Tennessee Valley Authority 00/06/12 Ip 


—8006170549 LER 00-050/011-0 on 000514, rad lat lan monitor RI1-90-101H 
declared inoperable duo to erratic upscale readings Caused 
by arch In ml c i oswi tz-h in continuous advance operating mode 
of filter paper drive mechanism 

HEREFORD. J M Tennessee Valley Authority 00/06/12 Ip 


0006170599 NPfiES noricomp 1 lanc e not x P ica 1 1 on on 000605. pH vaiue of yard 
drainage dischaige 007 exceeded max peimlt limitations 
Cause 1 * unknown Investigation will be made corrective 
measures taken if problofli recuis 

EL— ASnny, M T Tennessee Valley Authority 00/06/12 Ip 


8006100404 Forwards LER BO-067/03L-0 

CALHOUN, J n Tennessee Valley Authority QO/06/12 Ip 


— 8006130487 LER nO-067/03L-0 on 800515, while control room emergency air 
cleanup fan B-fl was out or svcpB tram ventilation sys 
reniiored Inoperable Caused by need to replace substitute 
equivalent motor w/orlginal Sys leturncd to svc 
U'ATSQNiW A Tennessee Valley Authority 80/06/12 Ip 


0006180530 Forwards LER 80-055/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/06/12 Ip 


— BOO610O535 LFR ao-055/03L“0 on 000515, du» j ng Mode 3 tasting, loop 2 
hot leg resistance temp detector found in error by 3 
degrees Caused by h 1 gbei -thfin-norma 1 resistance between 
resistancD temp dctectoi b process instrument rack 
FRVE, M E Tennessee Valley Authority 00/06/12 Ip 


8006200451 Forwards UFR ao-066/03L-0 

CALHOUN, U R Tennessee Valley Authority 80/06/13 Ip 


— 8006200457 LER 80-066/03L~0 on 000516, conta inment Isolatlpn valves 
FCVl “7i -14, -25 ft' -32 determmaef not protected against steam 
jet resuiling from crack In loop 1 main steam riser Caused 
by design error Action inlttaied to install proper supports 
SWEARINGEN, U D Tennossee Volley Authority BO/06/13 2pp 


800620049B Forwards LER 0O-O60/O1T“O 

CALHOUN, J R Tennessee Valley Authority 00/06/13 Ip 


— 8006240396 Supplemental LER 80-045/01T-1 on 900509, gate between spent 
fuel pool ft cask loading area found not to be designed or 
constructed to Category f requirements Caused by Dverlooklitg 
loading effects in seismic analysis 

HAEHR,8 R Tennessee Valley Authority 00/06/10 2pp 


0OO6S4O32B Forwards final deficiency rept re spent fuel pool gates 
MILLS, L M Tennessee Val ley Authority 80/06/10 ip 


— B00624D230 Final deficiency rept re spent fuel pool gates OA aspects of 
gate integrity will be verified Midheight restraints will be 
attached to pool wall gate to prevent damage to spent fuel 
elements during seismic event 

» Tennessee Valley Authority BO/06/10 2pp 


8006240372 Second interim deficiency rept re UHI hydraulic isolation 
valve accumulator weighing sys Review of mod proposed by 
Mestinghouse is not complete Next rept will be submitted by 
B00724 

tllLUS. L M Tennessee Valley Authority 00/06/10 Ip 


0006240412 Forwards LER 80-072/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/06/10 Ip 


—0006240423 LER 0O-O72/O3L-O on 90052S, essential raw cooling water 
effluent monitors O-RE-90-134/141 declared inoperable Caused 
by spurious high rad spikes ft high rad alarm Changeout of 
relay ft further investigations planned 

HEREFORD, J M Tennessee Valley Authority 00/06/10 ip 


9006S60160 Forwards suppl info for deficiency rept re DBA movements of 
steel containment vessel 

MILLS, L K Tennessee Valley Authority 80/06/10 Ip 


— 8006260162 Suppl info for final deficiency rept re DDA movamenti of 
steel containment vessel All addl lines reanalyied New 
supports ft changes to existing supports needed for RHR spray 
header piping 

a Tennessee Valley Authority 00/06/10 Ip 


8006240374 Forwards LER aO-074/03L-0 

CALHOUN, vl R Tennessee Valley Authority 00/06/19 Ip 


—0006240300 LER 0O-O74/O3L-O on 000321 . vo I tag e ft frequency failed to 
vtobiliie uhllo performing surveillance test on diesel 
generator IB-D Cause unknown Diesel allowed to cool down for 
1-h ft voltage ft frequency stabiliied 
RDMINEiD Tennessee Valley Authority 00/06/19 Ip 


8006240410 Forwards LCR 00-06 1/03L-0 

CALHOUN, JR Tennessee Valley Authority 80/06/19 ip 


-8006200497 LER B0-068/O1T-O on S00530, I nf armed that wide range steam 
generator level transmitters not qualified to withstand 
pos t’^acc 1 dent environ Caused by design error Qualified 
transmitters being obtained fur installation 
REVNOLD6, R H Tennessee Valley Authoiity 60/06/13 2pp 


— 0006240420 LER 80-061 /03L-0 on 800521. aux 1 1 lary bldg, vent radiation 
non i tor, 0-RM-90-100, declared inoperable due to spurious 
high rad spikes Caused by defective 24-volt power supply 
Power supply replaced ft monitor returned to ivc 
HEREFORD, J M Tennessee Valley Authority 00/06/19 Ip 


8006200475 Forwards LFR 80-071 /03L-0 

CALHOUN, J n Tennessee Valley Authority 00/06/16 Ip 


— 0006200484 LCR 80-071 /03L-0 on 800517, rup ture disc on boric acid 
evaporator found ruptui ed, pi ovi d i ng path for contents of 
waste gas decay tank to escape into room Cause unknown Event 
not immediately discovered due to no ra d loac tivi ty in tanks 
record, D J Tennessee Valley Authority 00/06/16 2PP 


8006240425 Forwards LER GO-0/0/03L-0 

CALHOUN. J R Tennessee Valley Authority 60/06/16 Ip 


0006300516 Forwards LER 0O-O77/O3U-O 

CALHOUfT.J R Tennessee Valley- Authority 00/06/24 Ip. 


— B006300523 LER-eo-077/03L-0 on 000325, B train RHR ft B train containment 
spray pumps were inoperable because valve fCV-63-73 falltii 
to open Caused by valve falling to actuate interlock limit 
sui tch 

RECORD, D J Tennessee Valley Authority 80/06/24 2pp 


V Operator Examinations 


■8006240433 LER 80-O70/031 -0 on 000517, dur mg cooldown from Mode 3, 
refueling water storage tank water level fell below required 
limit Caused by failuie to initiate early makeup Makeup 
immediately initiated 

RECORD, D J Tennessee Valley Authority 80/06/16 2pp. 


6006240161 Act receipt of 000414 Itr requesting review of addl training 
for future applicants for licenses Concurs w/propoial to 
licBhso nine sonior operators at Sequoyah for participation 
as licensed personnel at Watts Dar 
SCHWE:NCER,A Licensing Branch 2 00/06/03 2pp 


8006240363 Forwards LER 80-075/0 lT-0 

CALHOUN. J R Tennessee Valley Authority 00/06/17 Ip 


— 8006240369 LER 80-075/01T-0 on 800524, aux 1 1 lary essential raw cooling 
pump 0-0 failed duiing surveillance testing Caused by 
personnel error in calculating pump differential pressure 
Instrumentation recalibr ft pump retested 

SULLIVAN, J H Tennessee Valley Authority 80/06/17 2pp 


DOCKET 30-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 


A App 1 Icat lon/constpue tion stage documents ft correspondence 


0006030417 Forwards proposal for seismic margin program, required by 
NUREO-06U Program provides basis for NRC to complete 
evaluation of seismic qualification of structures ft 
equipment necessary for safe shutdown 

MILLS, L M Tennessee Valley Authority 00/05/27 3pp 


8006240300 Forwards supplemental LER 0O-O45/OIT-1 

CALHOUN, J R Tennessee Valley Authority 80/06/17 ip 
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6006190327 Discusses revicup of FSAR Table 17 S**!. "Critical Structurest 
S^s t C&mpQiien tsr *’ re operalior>al OA pregram Forwards 
rec^uest for addl itifo to be transmitted to wt I J 
HAASS< H P Qualiti^ Assurance Oranch 60/06/05 ^pp 


800619061S Advises that Uestihghouse responded to FiRC questions re 
Oarton Lot 2 transmitter! tn 600521 I tr . NS-TMA-324B Info 
applicable to unusual behavior of transmitters at plant 
during qualification testing 

niLLS^L H Tennessee Valley /lUthoriti^ 80/06/13 Ipp 


600625030B Notification «f 600619 meeting lu/utils ii> QethesdafND to 
discuss issuance of full poucr license for facilities 
ORnH£RICK,A If Licensing Oranch 1 80/06/16 6pp 


S006240323 Forwards revised response to Question 12 16 re empioqee 
access to high radiation areas Revision includes description 
of administrative procedures conti oiling access to areas 
adjacent to fuel transfer tube 

MILLS. L M Tennessee Vatleg Authority 80/06/17 2pp 


0006300391 Forwards revised responses to Questions 031 127.040 60 tc 
031 129 of NRC 790801 1 tr re seismic qualification of Class 
IE electrical equipment Repts re cable samples ft. t£E£-323- 
1974 qualification enc 1 

HILLS. L fl Tennessee Valley Authority 80/06/23 lOpp 


— 8006300397 "Delphi Pneumatic Test Procedure " 

LEIdlSi 0 Gomsip.Inc . Delphi Systems Div 75/06/16 2pp 


— 8006300400 "Radiation Testing of Cell Number BQ5i Final Rept 
WlLLlSrD E inr Corp 79/08/23 7pp 


— B006300409 "Seismic Vibration Test of ElO Series Transmitters 
SEARS. vl A Ac tan Environ Testing Corp 76/03/22 30pp 


— B0063004I4 "Test Procedure for Seismic Vibration* Qualification Test o# 
ElO Series HCA/RflW Transmitters " 

SEARSiW A Acton Environ Testing Corp 73/09/30 25pp 


— 8006300422 "Oage L Differential Pressure Transmitters Type ElO Series 
SCHREINER* if Acton Environ Testing Corp 73/10/31 lOpp 


—>800630042? "Qua! if Ication Test of Electrical Cables Under Simulated 
LOCA/DGE Qg Sequential Exposure to Environs of Radiation* 

Thermal Aging* Steam U Chemical Spray " 

a Isonedix. Inc Isubs of Maesfleld Enterprises! Inc ) 

78/06/30 42 pp 


F Bicurity, medical* emergency ^ fire protection plans 


8005130317 Foruards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Add I specific 
criteria for facilities under development 

EIEENHUT.D 0 Division of Operating Reactors 80/04/25 61pp 


8006120528 Requests that FEMA ravieui of state & local emergency plan 
be provided consistent w/«ncl schedule to avoid potential 
delays In licensing decisions 
AHEARHE.g F Commission 80/05/13 2p p 


8006060294 Foruards addl infn to training tn qualification plan Info 
withheld (ref 10CFR2 790) 

MILLS* L 11 Tennessee Valley Authority 90/06/02 2pp. 


8006130307 Faruards revised schedule for responses to Auxiliary 8t|s 
Branch fire protection revieu) questions Proposed Train B 
circuit reroute scheme shown on end marked up overslif 
drawings Draulnys available in Central Files only 
MILLSiL 4il Tennessee Valley Authority 80/06/11 lOpp 


800626016'! Forwards TVA radiological emergency plan & TN multi- 
jurisdictional radiological emergency response plan Three 
cross refs encl 

MILLS* t (1 Tennessee Valley Authority 80/06/i9 60pp 


— 6006260165 TVA radiological emergency plan 

« Tennessee Valley Authority 80/06/09 SSOpp 


— B0(?6260l66 TN mul ti -jur i sd i ct i onal radiological emergency response 
p Ian 

* Tennessee, State of BO/06/19 400pp 


K Utility Final Safely Analysis Report (FSAR! L amends 


8006H0259 Application for Amend 65 to Licenses DPR-72 6 CPPR-73i 
containing rcvisons to Chapter 3 of FSAR 
MILLS. L W Tennessee Valley Authority 80/06/06 3pp 


— 6006110262 Revisions to Chapter 3 of FSAR* prov i d i ng responses to NRC 
requests for addl info re foundation engineering diesel 
generators K inservice insp programs Constitutes Amend 65 to 
Licenses DPR-72 t CPPR-73 

» Tennessee Valley Authoiity 80/06/06 44pp 


0006190391 Forwards proposed tevisions to facility F5AR. Que s t i on 5 9A 
re inservicr insp program Re/iscs request for relief from 
A6ME Section It. covering third party i ns pec tor s. p r e s sore 
retaining welds in piping V steam generator noiiles 
MILLS, LM Tennessee Valley Authority 00/06/13 Spp 


Q Advisory Committee on Reactor Bafeguai ds reports correspondence 


8006230227 Notice of ACRB Subcommittee on Sequoyah Nuclear Plant Units 
1 2 800428 meeting in Was h ing i on. DC to continue review 

of TVA applicatlotf for license to operate 

HOYLE, J C Office of the Secretary of the Commission 80/04/04 
3pp 


6006190206 Notice of indefinite postponement of ACRS Subcommittee 
800428 meeting re Sequoyah Nuclear Plant Units 162 
HOYLE, j C ACRS ** Advisory Committee on Reactor Safeguards 
00/04/16 Ip 


B006250074 Notice of ACRS Subcommittee on Sequoyah Nuclear Plant 
B00602 meeting in Nash ington, DC to review OL application 
8ome closed sessions may be needed to explore matters 
involving proprietary info 

HDYLE. J C Office of the Secretary of the Commission 80/OS/12 
3pp 


8006060606 Transcript of ACRS Subcommittee on Sequoyah Nuclear Power 
Station meeting on S00602 in Nash ington. DC Pp 1-231 
Morning session Viewgraphs ^ related matls encl 
• ACRS - Advisory Committee on Reactor Safeguards 90/06/02 
3O0pp 


P Operating license stage documents correspondence 


8006300430 Requests exemption from performing prepparational reduced 
pressure containment integrated leak rate test Establishment 
of correlation between full & reduced pressure tests 
unnecessary 

MILLS* L M Tennessee Valley Authority 60/06/23 ip 


Q Inspection reports. IE Bulletins 4* correspondenc e 


B006060159 Forwards IE Bulletin 60-11. "Masonry Nall Design *' No action 
or written response required IE Info Notice 79-26, 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/05/OB 
3pp 


8006180393 Forwards IE Insp Rept 30-328/00-09 on 800421-23 No 
noticompl iance noted 

murphy, C E Region 2. Atlanta* Reactor Construction & Engineering 
Support Drench 80/05/08 2pp 


- — ■8006160397 IE Insp Rept 50-326/80-09 on 600421-23 No none omp 1 1 anc e 
noted Major areas inspected licensee identified items QA 
audits 

CANTRELL, F S Region 2, Atlanta. Reactor Construction 
Engineering Support Branch MACFARLAND, C R Region 2, Atlanta. 
Office of the Director 00/05/08 Spp 


6006040267 Forwards IE Bulletin 60-12. "Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davis-Desse 
Unit 1 Uhile in Refueling Mode" encl 

□ '■REILLY. J P Region 2, Atlanta. Office of the Director 80/05/09 
3pp 


6006120034 Forwards IE Circular 80—11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY. J P Region 2, Atlanta* Office of the Director 60/03/13 

app 
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GOOA>l70n3 Ac k receipt ot 80050& Itr infDf/ning NRC af <teps tAken to 
correct deviations noted m IE Insp Rept^ 50-327/00-10 & 
3O'-320/SO-Oii 

MURPH/i C E Region 2< Atlanta; Reactor Cons true tton* & Engineering 
Support Itranch 00/05/23 2pp 


— 0006170211 Responds to NRC aOO<U'l Itr re deviations noted in IE Insp 
flepts 50-327/00-10 5O-320/aO'-O6» Corrective actions 

detailed instructions t procedures prepared Plant fire 
brigade t ec ons ti uc ted t Security Instruction 13 revised 
MILLS; L H Tennciseo Valley Authority 00/05/06 App 


--0006170215 forwards IE Insp Repts 50-327/80-10 Ic 50—320/00-06 on 
000310-21 f notice of deviation 

MURPHY; C E Region 2. Atlanta; Reactor Construction S< Engineering 
Support Branch 80/01/14 2pp 


--9006170222 Notice of dsMation from insp on 800319-21 

P Region 2; Atlanta; Office of the Director 80/04/11 tp 


--□006170220 IE Insp Repts 50-327/00-10 50-339/00-06 on 000319-21 

Moncomp 1 lance noted fire fighting procedures not provided 
for all safety-related areas 

CON LON. T E Region 2; Atlanta. Reactor Construction U EngineeTing 
Support Branch HILLER. W H Region 2, Atlanta. Office of the 
Director 00/04/11 7pp 


8006230^49 Ack receipt of B00523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropfcs 50-327/00-14 8( 
50-320/80-09 

KLrtinHY.C E Region 2. Atlanta. Reactor Construction Engineering 
Gupport Branch QO/OA'OB 2pp 


-'0006230367 Responds to NRC B00501 Itr re violations noted in lE Insp 
Repts SO-327/BO-14 it 50-320/00-08 Corrective actions 
Surveillance Instruction 114 will bo revised to reguire 
examination of Class 2 picssure retaining bolting 
MILLS; L i'i Tennessee Valley Authority 90/05/23 app 


— 0006230273 Forwards IE Insp Repts 50-327/80-14 t/ 30-320/00-08 on 
000331-0403 notice of violation 

MURPHY, C E Region 2. Atlanta, Reactor Construction it Engineering 
Support Branch 80/05/01 2pp 


— B00'623D341 Notice of violation from insp on 000331-0403 

* Region 2. Atlanta, Reactor Const! uctlon it Engineering Support 
Draneb 00/04/20 ip 


— 0006230350 IE Insp Repts 50-327/00-14 90-32B/00-09 on 800331-0403 

Woncofflp 1 1 ante noted failure to comply u/pteservlce/inservice 
insp requLiemcnts 6 failure of records to adequately define 
practical exam criteria 

HERDT;A R Region 2, Atlanta, Reactor Construction fc Engineering 
Support Branch ZAUAC;L D Region 2, Atlanta. Office of the 
Director 80/04/20 6pp 


0006200099 Ack receipt of 800522 lir informing NRC of steps taken to 
rorrect violations noted in IE Insp Repts 50**327/79-34 it 
50-328/77-19 

MURFHY.C E Region 2. Atlanta. Roacior Construction U Engineering 
Support Branch 80/06/04 2pp 


8006170582 Responds to IE Insp Repts 50-327/00-14 it 30-328/80-00 All of 
Section 3 of facility suiveilJance Instructions 114 reviewed 
for compliance w/Section XI of ASMC boiler if pressure vessel 
code 

MILLS, L M Tennessee Valley Authority 80/06/09 Ip 

0006240260 Forwards i espouse to IE Oullotin 00-05 re vacuum conditions 
resulting in damage to holdup tanks Freeze protection for 
refueling water stoiage tank at Sequoyah & Notts Par is 
provided by redundant healers it tank insulation 
MILLS. L M Tennessee Valley Authority 80/06/09 Gpp 


R Periodic operating reports It related correspondence 


— 8006030398 Final deficiencij rept re temp effect on main steam safety 
valve setpoint Ambient temp affects steam generator temp 
Valvo room temp adjusted by exhaust fan Thermostat added 
to valve room to limit temp range to 80-120 F 
4 Tennessee Valley Authority 90/05/27 Ip 

8006040306 Forwards final deficiency rapt re oirittad piping rupture 
protective devices 

MILLS. L M Tennessee Valley Authority 00/05/29 Ip 


— 9006040300 Final deficiency rept re pipe rupture protective devices 
omitted from diawing of :2~irich upper head injection line & 
steam generator blowdown line Devices will bo installed 
Drawings will be revised to leflect changes 
« Tennessee Valley Authority 80/05/29 Ip 


6006050026 Forwards first interim deficiency rept r« design of spent 
fuel pool gates not meeting Seismic Category 1 re<iui rem ents 
MILLS, LM Tennessee Valley Authority 80/05/29 tp 


— 0006050031 First interim deficiency rept re spent fuel pool gat«s not 
designed to Seismic Category f req^uirements Cause not 
stated Evaluation being conducted Complete corrective 
action will be forwarded by Unit I initial criticality 
* Tennessee Valley Authority 00/05/29 tp 


B006090330 Forwards final deficiency rept re Ruslrln fire dampers 
MILLS. L M Tennessee Valley Authority 00/06/02 ip 


— 0006090336 Final deficiency rept re Ruskin. fire dampers. Rusk In 
developed alternate fix to correct problem w/v»rtical spring 
closure i potential for jammed blades 
* Tennessee Valley Authority 80/06/02 3pp 


0006200024 Final Part 21 rept re miied heat of steel supplied by UB 
Steel from which 4-inch elbows & 2-inch bees were mfg to 
AS34WPB requirement Investigations conducted it closed at 
46 listed facilities 

SEAV. J L Chemtron Corp . Tube Turns Dlv 80/06/06 3pp 


0006160069 Notifies of noncomp 1 lance u/effluent limitations of NPDES 
permit Operational sewage treatment plant effluent sample 
collected on 000521 exceeded 45 mg/liter Caused by 
accumulation of effluent in sand filter 

EL-A9HftY.M T Tennessee Valley Authority 00/06/10 Ip 


8006170545 Forwards first interim deficiency rept re design criteria 
for secondary side pipe breaks Next rept will be submitted 
by 600904 

MILLSrC M Tennessee Valley Authority 80/06/11 Ip 


— 0006170552 First interim deficiency rept re design criteria for 
secondary side pipe breaks Criteria does not provide for 
propagation of main steam cracks to other lines Evaluation 
underway of pipe rupture interaction 
* Tennessee Valley Authority 00/06/11 tp 


0006170659 Forwards revision to 000527 final deficiency rept re temp 
effect of main steam valve setpoint 

MILLSrL M Tennessee Valley Authority 80/06/ i 1 Ip 


— 8006170672 Revision to 800527 final deficiency rept re temp effect of 
main steam valve setpoint Hea ting. vent i latlon & air 
conditioning sys for valve rooms being modified to provide 
narrower temp range of 80-180 F 
a Tennessee Valley Authority 60/06/il Ip. 


0006170599 NPDE8 noncomp liance notification on 800605. pH value of yard 
drainage discharge 007 exceeded max permit t imi tat 1 ons- 
Cause Is unknown Investigation will be made corrective 
measures taken. If problem recurs 

EL-ASHRY. M T Tennessee Valley Authority 80/06/12 Ip 


8006240320 Forwerds final deficiency rept re spent fuel pool gates. 
MILLS. L M Tennessee Valley Authority 00/06/10 Ip 


8006030000 '’NPDES Discharge Monitoring Rept for Feb 1900 

« Tennessee Valley Authority 00/03/01 lOOpp — 8006240330 Final deficiency rept re spent fuel pool gates OA aspects of 

gate Integrity will be verified Midheight restraints will be 
attached to pool wall gate to prevent damage to spent fuel 
3 Reportable occurrences. LERs t' related correspondence elements during seismic event 

» Tennessee Valley Authority 00/06/10 2pp 

8006030392 Forwards final deficiency rept re temp effect on main 

steam safety valve setpoint 0006240372 8econd interim deficiency rept re UHI hydraulic isolation 

MILLS, L M Tennessee Valley Authority 80/05/27 Ip. valve accumulator weighing sys Review of mod proposed by 

Westinghouse is not complete Next rept will be submitted by 
000724 

MILLS, L M Tennessee Valley Authority 80/06/10 ip 
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8006260160 FoTuards suppl info for deticiencg rept re DBA movements of 
^te»l containment vessel 

MILLS- L H Tennessee yalLey Authority 00/06/10 Ip 


--6006260162 &uppl info for final deficiency rept re DBA mDve/nents of 
steel containment vessel All addl lines reanali/ied Neui 
support* I- changes to existing supports needed for RHR spray 
header piping 

* Tennatsee Valley Authoriby 00/06/lS Ip 


DOCKET 50-329 MIDLAND PLANT. UNIT I 


A App I Icat 1 on/cans tr uc 1 1 an stage dacuments It correspondence 


0006230110 Advises OVJR tc PWR applicants of WRC decision to aiodlfg 
implementation plan presented in Section -4 of NVREO-0377 re 
adei^uacy of applicable support structure* Oenerel operating 
reactor revieu procedure t< acceptance criteiia end 
ei5ENHUT,Q 0 Division of Licensing Q0/D9/20 I3pp 


□006ZD0062 Notification of 600613 meeting u/util in Bethesdai MD to 
discuss resumption of t schedule for licensing revieu 
Agenda background info end 

HOOD- P S Operating Reactor* Branch 3 8D/06/02 5pp 


8006250D10 Notification 900613 meeting ui/util in Qethesda.HD to 
dlscuft resumption of schedules for facility licensing 
review 

HQDD-D B Licensing Branch 2 90/06/02 7pp 


9006200361 Foruiards new application page as replacement for original 
submitted 9Q0330 Replacement page necessitated by clerical 
error consisting of incorrect amend number 
COOK. J W Consumers Power Co SD/06/li 3pp 


—8006200365 Amend 79 to application far CP fj OL- revising application 
page to correct amend number 

COOK- J U Consumera Power Co 80/06/11 Ip 


9006300650 Forwards requests for add 1 field eip lora t ions fc info Corps 
of Engineers has requested addl borings N soil data to 
permit verification of util conclusions re plant fill 
settle^ont problem & foundation dssigti 

■KNIQHT. U P Assistant Directoi for Components & Structure* 
Engineering 0O/O6/S3 7pp 


—0006300655 Forwards revised Enel 1 to S00327 request for addl borings & 
soil data 

MCCALLlBTEfl I P Army- Dept ofi Corps of Engineers 80/04/30 6pp 


6006240409 Advises NRC that util has developed tentative timetable for 
submitting cost ^ const schedule revisions Info uill be 
incorporated into Revision il of enviion rept & submitted to 
NRC ty 000915 

COOK. J N Consumers Power Co 8D/06/20 Ip 


F Security, medicalj emergency & fire protection plans 


8005130317 Forwards c lar i f ica tlon of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

ElSEIfKUT. D 0 Division uf Operating Reactors 80/04/25 6lpp 


8QQ6230031 Notification af 800611 meeting ui/util in Bethesda. HD to 
discuss facility security plan 
HOQDi D S Licensing Branch 3 90/06/10 3pp 


0 Adjudicatory correspondence 


8006120045 Response in opposition to H Sinclair 800402 motion to 
produce documents Reserves right to move for protective 
order If compelled to produce Request is too btoad ic outside 
scope of proceeding Certificate of Sve encl 

FARM ELL. A S Consumers Power Co PARHELLiA 9 tsham. Lincoln ic 

Beale 00/05/07 6pp 


B006050044 Answer In support of NRC 800430 motion for issuance of 
amended notice of hearing re 791206 order modifying CPs 
Beconds NRC request to serve copies of amend ■ when granted, to 
all OL proceeding parties Certificate of Sve encl 

FARNELLi A S Coniumers Power Co FARNELLiA S Isham. Lincoln tc 
Baaie 00/05/15 3pp 


8006050565 Advises that CPC answer to NRC motion for amended notice of 
bearing i* CPC answer to notice of bearing re CP mod have 
been incorrectly Served 

5MITH» 1 W Atomic Safety and Licensing Board Panel 80/05/20 Ip 


8006160596 Forwards display ad verl i sement rc hearing on order for mod 
□t CP Advertisement will he printed in local newspapers FR 
notice of hearing amended notice of hearing were published 
8Q0320 1 052Q. respec t r'e 1 y 

SCHUENCER.A Licensing Branch 3 00/05/30 Ip 


9006110261 Requests permission ror Mapleian intervenor consultants to 
attend 8O0613 meeting in Hethesda-MD 
MARSHALL. W H Affiliation Unknown 90/06/09 Ip 

B0061B0302 Response to CPC 900527 motion for partial consolidation of 
discovery rioves tor permission to postpone further response 
until determination of i ntorvent t on Urges permission for 
800627 filing if postponement denied W/Certif icate of Sve 
PATON-U D Hearing Branch 4 80/06/16 Qpp 


8006230365 Petition to interv-ene re order for mod of CPs Alleges 
inefficient oiercise of atomic energy use which will create 
adverse environ effects on Cities of Hid land. Sag maw h Bay 
City Certificate of Sve encl 

GILBERT. C Affiliation Unknown 80/06/16 3pp 

9006300423 Requests admittance as intervenor in hearing re CP mod 
Admittance on previous occasions accepted 
MARSHALL. W H Lapleton Intewenors 00/06/23 Ip 


H General correspondence 


9006110073 Requests that future correspondence be mailed to JW Cook at 
1945 West Parnall Road . Jac V son. Ml 
COOK. J U Consumers Power Co 90/06/05 Ip 


B00611025B Praises NRC position re insp f- testing of saf ety-re lated std 
concrete items t objections due to evccptions taken in 
concrete const Requests info re implicatian in NRC 000582 
Itr to util that exceptions in QC requirements made 
MARHSALL.W H Maple ton Intervenor* 80/06/05 2pp 


0006170569 Notifies of inability to attend 500613 meeting in 
Bethesda. MD due to lack of timely info Requests that timely 
notification be given in future 

marshall. W H Mapieton Intervenors 80/06/14 Ip 


8006300392 Forwards WH Marshall 800410 Itr re const of facility 
Requests copy of reply 

OURENBERGEH. 0 Senate. Finance 60/06/18 Ip 


--8006300395 Urges Comnnssion to take action to halt facility const 
Citlien rights are being overlooked by imposing future 
radioactive abuses U conditions m violation of 
Constitution Ltr will be sent to all senators i- news media 
MARSHALL. W H Affiliation Unknown 80/04/10 2pp 


K Utility Final Setfety Analysis Report (FSARl *4 amends 


8006090309 Forwards Revision 20 to F9AR t* supplemental piping S( 
instrument ref di awings Amend 77 to combined CP QL 
application encl Drawings available in Central Files only 
caOK. J W Consuiticrs Pawar Co 00/05/30 Ip 


—8006090309 Amend 77 to combined CP A OL app 1 icat 1 on. revising St adding 
info to FEAR 

COOK/ j W Consumers Power Co 80/05/30 tp 


— 8006090312 Revision 28 to F&AR» provid ing changes in various sections 
resulting from routine design developments 8* re-review 
program Constitutes Amend 77 to combined CP U UL 
application 

H» Consumers Power Co 80/05/30 550pp 


8006180362 Forwards Certificate of Sve for Amend 78 to CP U OL 
app 1 ications. cons 1 st ing of Revision 29 to TSAR 
BACON. 0 L Consumers Powet Co 80/06/09 2pp 


B006240399 Forwards Certificate of Sve for 000611 ltr submitting Amend 
78 to application for CPs OLs, cons i st i ng of Revision 28 to 
FEAR 

□RUNNER. J F Consumers Power Go 00/06/20 2pp 


M Antitrust con es pondenco 


B006230380 Responds to 800530 Hr seeking status of proposed settlement 
consideration ASLQ unable to predict data of formal decision 
but decision process is entering final phase 

CLARK. M K Atomic Safety and Licensing Board Panel 80/06/16 Ip 
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Q Inspection reports- IE Bulletins correspondence 


GOO-6170755 Forijards IE Insp Rept% 50- 327/80-10 *> 50-330/00-10 on 
fiOoaOl-27 & notice of violation 

F10F5EULI-0 Region 3* Chicago, Reactai Construction t Engineering 
Support Branch 80/04/26 2pp 


— 0CO6i7O75Q Notice of violation trom insp on a002Ol“a9 

n Region 3< Chicago. Office of the Director 80/04/22 Ip 

—8006170763 IE Insp Repte 50-329/D0-10 * 50-330/80-10 on 000201-29 
None omp 1 1 anc e noted failure to piopei Ig follou uiorh 
procedure foi trail fit-up of internal core support 
a sse^b I g 

I^NOP, R C - COOK.R / Region 3, Chicogo. Office of the Director 
83/04/22 6pp 


3006060017 Advises that ccimplete le^iow of ceitain ASHE safety-re latorf 
pipes uas aubnitted in 770716 response to lE nulletin 79-03 
Actions ** conclusions described dose out IE Bulletin 79- 
03A 

HOW ELL I 3 H Consutrers Pouier Co 00/05/07 Ip 


0006060223 Foruards corrected pages to IE Insp Ropts 50-329/Q0-09 I* 
50-330/80-10 

FIOJlELLIfG Region 3# Chicago, Reactor Construction it Engineering 
Support Branch 80/05/12 Ip 

— 8006060226 Corrected Pages I f/ 3 to IF Insp Repts 9O-329/SO-09 6 
50-330/00-10 on 800201-29 

C08!^*R J . KNaP,n C Region 3, Chicago, Office of the Director 
BO/05/09 2pp 


8006250306 Forwards IE Insp Repts DO-329/QO-1 1 A 50-330/00-12 on 
800430-050? No noncompllance noted 

FIORELLI,G Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/05/16 2pp 

--8006230310 IE Insp Repts 50 329/80-U 50-330/00-12 on 000430-0902 

No noncompliance noted Major areas inspected installation of 
safety-related hangers V restiaints f review of QC records 
DANIELSON, 0 H Region 3, Chicago, Reactor Construction i 
Engincoring Support Branch fiN, I T Region 3, Chicago^ Office of 
the Director 00/05/15 5pp 

8006300139 Forwards IE Insp Repts 50-329/00-14 ^ 50-330/00-15 on 
000502 No noncomp ] lanco noted 

HEPPLFR. J G Region 3. Chicago, Office of the Director 00/05/22 
2pp 

--8006300152 IE Insp Repts 50-329/80-14 it 50-330/80-lS on 000502 N» 
noncompliance noted Major areas inspected reactor vessel 
holdown anchor bolts t Region 3 findings on allegations re 
heating f, ventilation instaliatlon 

KNOP, R C Region 3, Chicago, Office of the Director nORELUl^O 
Region 3, Chicago, Reactor Construction it Engineering Support 
Branch 80/05/21 4pp 


8006230213 Responds to IE Bulletin y9-03A, "Long i tud Ina 1 Weld Defects 
In ASME BA-3ieiTypo 304 Stainless Steel Pipe " Further 
review of manufacturers of A3ME 8A-3l?rType 300 Sorias 
uelded pipe indicates i of in util 000507 I tr is incorrect 
COOK, J W Consumers Power Co 00/06/04 Ip 


0006240505 Forwards interim response to IE Bulletin 80-05, "Vaco wm 
Conditions Resulting in Damage to Chemical Vol Control Sys 
holdup Tanks " Vacuum leliof valves will be covered by 
periodic maint program List of insp tesults end 
CDOK, J W Consumers Power Co 80/06/09 6pp 


0006200527 Ack receipt of 800515 Ur informing NRC af steps taken to 
correct violations noted in IF Insp Repts 50-329/60-01 b 
50-330/80-01 

FlORELLIrO Region 3, Chicago, Reactor Construction <5c Engineering 
Support Branch 00/06/10 Ip 


--8006300537 Responds to NRC 800418 Ur re violations noted In IE Insp 
Repts 50-339/00-01 50-330/90-01 Corrective action* freeie 

uii 1 1 be placed on implementing design changes 90 days prior 
to scheduled turnover 

coon, J W Consumers Power Co 80/05/15 3pp 


0006260325 Ack receipt of 800522 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-329/00-09 Se 
50-330/80-10 

nORELLl-O Region 3, Chicago, Reactor Construction tc Engineering 
Support Branch 80/06/11 Ip 


— 800-6260342 Responds to NRC 000426 Itr ro violation noted in JE Insp 
Repts 50-329/80-09 tt 50-330/80-10 Corrective actions 
none omr ormanc e rept re fajlurc to approve acceptance 
criteria mod for reactor vessel levelncss was issued 
COOK J W Consumers Power Co 80/05/22 3pp 


R Periodic operating reports 6 related c orr o spondenc o 


8006300439 Forwai ds Bechtel r06W ir CPC nonconformance rep ts, Bech te 1 
nonconformance rept log sheets b QA requests it CPC 
corrective action repts for month ending 800531 
COOK. J W Consumers Power Co 80/06/12 400pp 


S Reportable occurrences, LERs i related correspondence 


8006200000 Fart 21 rept re classification of dampers Bechtel Power Carp 
classi-fios dampers as nonsaf e ty-r e lated cq.ulpment Dampen 
do not have potential to create substantial safety hazard S< 
da not foil under Port &l reporting requirements 
SLOAN, D E American Warming t Ventilating, Inc 80/06/03 2pp 


8006200024 Final Part 21 rept ie mixed heat of steel supplied by US 
Steel from which 4-inch elbows i 2-~inch tees were mfg to 
A234WPH requirement Investigations conducted i closed at 
46 listed facilities 

SEAY, J L Chemtron Corp , Tube Turns Div 00/06/06 3pp 


0006180266 Interim deficiency rept le internal containment coatinge 
having loss of adhesion bebuieen successive layers of caating 
sys Procedures f testing mothods for removal of failed 
coatings under pieparation Next rept will be sent by B00915 
COOK, J W Consumers Power Co 80/06/11 3pp 


0OO6SSOSOO Ack receipt of 000516 interim rept re reactor vessel broken 
anchor bolts 

F1QRELLI,<5 Region 3, Chicago, Reactor Construction it. Engineering 
Support Branch 00/06/11 Ip 


80062S0360 Ac k receipt of 800522 interim deficiency rept ro N8BS 
component identification Mill review final rept on matter 
upon receipt 

riaRELLI,0 Region 3, Chicago, Reactor Construction it Engineering 
Support Branch QO/06/ll Ip 


6006160005 Interim deficiency rept re Unit 1 reactor vessel broken 
anchor bolt Forwards Addendum 1, ’‘Investigation of 
Proaervlee Failure of Midland Reactor Pressure Vessel Anchor 
Studs “ Next rept wilt be sent by 000801 
COOK, J W Consumers Power Co 80/06/12 2pp 


—8006160003 Addendum 1, "Investigation of Preservice Failure of Midland 
Reactor Pressure Vessel Anchor Studs,” for Bechtel Carp 
a Teledync Engineering Services 70-3907-1 ADDI 60/06/06 
23pp 


8006100469 Interim deficiency rept re component qualification test 
documentation re-review Util developing program It schedule 
to complete review U provide associated documentation 
reiiuestod Interim or final rapt will bo sent by 000919 
CQOK/U W Consumers Power Co 60/06/13 60pp 


0006300277 Interim deficiency rept re potential overstreesed conditien 
In letdown cooler supports B&M analysts of nozzle loads for 
effects on support structure Is complete Loads are confirmed 
to exceed allowable loads Redesign planned 
COOK, U M Consumers Power Co BO/06/19 Ip 


V Operator Eicami nations 


8006240161 Ack receipt of 0004 14 Ur requesting review of add! training 
for i-otwrc applicants for licenses Concurs w/proposal to 
license nine senior operators at Sequoyah for participation 
as licensed personnel at Watts Bar 
SCHMENCERrA Licensing Branch 2 80/06/03 2pp 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A App 1 ication/construc t ion stage documents U correspondence 


0006230110 Advises BWR PKR applicants of NRG decision to modify 
implementation plan presented In Section 4 of NUnEO-0577 re 
adeq.uacy of applicable support structures General operating 
reactor review procedure t* acceptance criteria end 
EI0ENHUT, 0 0 Division PP Licensing 80/05/80 I3pp 
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0006200062 Moti f 1 cat 1 on of 800613 iri^eting u/utll >n 0«thesdAi^D to 
ditcuti r e-«untp 1 1 on of % schedule far licensing rpviffu 
^g«nda t bacirgrouncf info end 

HOODj D S Operating Reactors Oranch 3 80/06/02 5pp 


80062500t0 jcatton 000613 iTieeting w/util In DRthBsda»MD to 

diicuts r«sujription of schedulers for facility licensing 
revieu 

HOOOf 0 S Licensing Branch 3 00/06/02 7pp 


0006200261 Forurards neu appLicatian page as replacement for original 
submitted 800920 Replacement page necessitated bg clerical 
error -consisting of incorrect awend number 
COOK, J M Consumers Faucr Co 00/06/i 1 2pp 


— 0006300365 Amend 70 to application for CR %> OL* rrvis inj application 
page to correct amend number 

COOKp J If Consumers Power Co aO/06/11 Ip 


G0O6160242 Foru:ards ’'Independent Piping AnalysiSi Mi d land Unit Z 
iCurrrnt Design Info}*" in response to NRC 000410 request 
□varsire drawings end 

COOKt-J U Confumtrs Power Co 60/06/12 lOOpp 


0OO63OD6SO Forwards requests for addl field explorations 6 info Corps 
of Engineers has requested addl borings it soil data to 
partnlt verification of util condgslons re plant fill 
settlement problem 6 foundation design 

KNlOHTiJ P Assistant Director for Components 6 Structures 
Engineering 00/06/13 7pp 


~-0OO63OO655 Forwards revised End 1 to 000327 request for addl borings t( 
soil data 

MCCALL IS TER j P, Army, Dept of» Corps of Engineers 60/04/30 6pp 


8006240409 Advises WRC that util has developed tentative timetable for 
submitting cost 4( const schedule revisions Info will be 
incorporated into flevision 11 of environ rapt fc submitted to 
MRC by 800919 

COOKi J if Consumers Power Co 00/06/20 tp 


F Security* mcdicalt emergeneg 6 fire protection plans 


0009130317 Forwards clarification of MRC requirements for emergency 
retpanst facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

ElSEMHUTrD 0 Division Of Operating Reactors eo/04/29 61pp 


8006230031 Notification of 800611 meeting w/utll in Dethesda/HD to 
discuss facility security plan 
HOOD, D. S Licensing Branch 3 80/06/10 3pp 


0 Ad jiudlcatary carresfbndence 


0006120045 Response in opposition to M Sinclair B00402 motion to 
produce documents Reserves right to move for protective 
order If compelled to produce Request Is too broad 6 outside 
scope of proceeding Certificate of Sve end 

FARNELL, A S Consumers Power Co FARMELL.A 5 I sham. Lincoln L 
Beale eD/D5/07 6pp 


0OD6O9OO44 Answer if support of NflC 0OO43D motion for isitiance of 
amended notice of hearing re 791206 order modifying CPs 
Seconds MRC request to serve copies of amendr when granted, to 
all OL proceeding parties Certificate of Sve end 
FARMELU.A 8 Consumers Power Co FAHNELL. A S Isham, Lincoln fc 
Beale 80/OS/I 9 3pp 


0006050565 Advises that CPC answer to MRC motion for amended notice of 
hearing i CPC answer to notice of hearing re CP mod have 
been incorrectly served 

SMITH,! N Atomic Safety and Licensing Board Panel 00/05/20 Ip, 


BOO61SO906 Forwards display advertisement re hearing on order fop mod 
of CP Advertisement will be printed in local newspapers F0 
notice of hearing & amended notice of hearing were published 
000320 6 OS20f respec ti vel V 

BCHWENCER, A Licensing Branch 3 BO/09/30 Ip 


800-6230365 Petition to intervene re ordei for mod of CPs All egos 
inefficient erercise of dtomsc energy use which will creato 
adverse environ effects on Cities of Mid land, Bag inau 6 Bay 
City Certificate of Sve enc 1 

GIUQLRT/C Af fi ] lat ion unknown 80/06/16 3pp 


8006200423 Requests admittance as mtervonor In hearing re CP mod 
Admittance on previo-us occasions accepted 
MARSHALL, W H Maple ton Inter venors 80/06/23 Ip 


H General correspondence 


8006110073 Requests that future correspondence be mailed to JH Cool at 
1945 West Parnall Road, Jac tson, MI 
COOi^iJ W Consumers Power Co 80/06/05 Ip 


8006] 10258 Praises MfIC position re insp 6 testing of saf ety^reUkiij iti 
concrete items nbjo-ctions due to exceptions taken in 
concrete const Requests info re implication in MRC 000322 
Itr to util that exceptions in QC requirements made 
HARHSALL,W H Maplefcon Inters enors 00/06/05 2pp 


8006170569 Notifies of inability to attend 000613 meeting in 
Botheeda, tIO due to lack of timely info Requests that timely 
not i f i cat 1 on be given in future 

MARSHALL* N H Maple ton Interveners 80/06/1 4 Ip 


8006300392 Forwards WH Marshall 800410 Itr re const of facility 
Requests copy of reply 

DORENDERGER, 0 Senate, Finance 00/06/18 Ip 


"■'>8006300395 Urges Cummission to take action to halt facility contk 
Citiieti rights are being overlooked by imposing future 
radioactive abuse* V conditions in violation of 
Constitution Ltr will be sent to all senators 6 news media 
MARSHALL, W K Aff 1 1 lafc ion Unknown 00/04/10 2pp 


K Utility Final Safety Analysis Report (FSAR) 6 amends 


8006090308 Forwards Revision 20 to FSAR 6 supplementfll piping & 
instrument ref drawings Amend 77 to combined CP & OL 
application end Drawings available in Central Files only 
CC10K,U M Consumers Power Co 80/05/30 Ip 


— 6006090309 Amend 77 to combined CP it OL app I icatlon, revl si ng 6 eidlnj 
info to FSAR 

C-OOK,J Id Consumers Power Co 00/05/30 Ip 


-~a0060903l2 Revision 28 to FSAR, provid ing changes In various teetlarii 
resulting from routine design developments i re-revipw 
program Constitutes Amend 77 to combined CP 6 OL 
application 

A Consumer* Power Co 60/05/30 550pp 


000-61B0262 Forwards Certificate of Sve for Amend 78 to CP tt OL 
appl i c ations, cqnsi * 1 1 ng of Revision 20 to FSAR 
BACON, J L Consumers Power Co 80/06/09 2pp 


8006240399 Forwards Certificate of Sve for 800611 Ur submitting Aasnl 
78 to application for CPs 6 OLs, consisting of Revision 20 to 
FBAR 

BRt/MNEB»J F Consumers Power Co 00/06/20 2pp 


41 Antitrust corresp ondence 


8006230380 Responds to 800930 Ur seeking status of proposed settU«rnt 
consideration A5LB unable to predict date of formal decision 
but decision process is entering final phase 

■CLARK, H K Atomic Safety and Licensing Hoard Panel 80/06/16 If 


Q Inspection reports, IE Bulletin* if correspondence 


8006020080 Forwards IE Tnsp Rept SO-OOO/SO-O? on 800329“27 No 
noncomp 1 xance noted 

FI0RELLI,G Region 3, Chicago, Reactor Construction l< Engineerinfl 
Support Branch B0/D4/26 2pp 

— e0060200B4 IE Insp Rep fc 50~330/80-09 on 0OO325*-27 No noncomp I lane* 
noted Major area* inspected containment preitressing work 
procedures, work activities 6 quality records 
HAYES, D M Region 3, Chicago, Reactor Construction 6 
Support Branch GALLAGHER, E J Region 3, Chicago^ Office of thr 
Director 80/04/10 4pp 
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2006170755 Forwards IE Insp Repts 50~329/B0~10 50-330/BO-10 on 

800201-29 % notice of violatinn 

FIDRELLIjG Region 3« CKicago. Reactoi Construction fc Engineering 
Support Branch 80/04/26 2pp 


— S00617075B Notice of violation from msp on B00201-29 

* Region 3> Chicagoi Office of the Director BO/04/22 Ip 


— 0006170763 IE Insp Repts 50-329/aO-lO SO-BaO/aO-lO on 000201-29 
Non c amp 1 1 anc e noted feiluie to properlif follow work 
procedure foi trail fit-up of internal core support 
assemb Ig 

UNDP - 1 R C ■ COGKi R J Region 3. Chicago. Office of the Director 
00/04/22 6pp 


8006060017 Advises that complete i eview of certain ASME saf e tg-rela ted 
pipes was submitted in 790716 response to IE Qullotln 79-03 
Actions i conclusions described close out IE bulletin 79- 
03A 

HOWELU. S H Consumers Power Co 80/05/07 ip 


0006060223 Forwards corrected pages to IE Insp Repts 50-'329/aO“09 
50-330/00-10 

FIORELLIiG Region 3< Chicago. Reactor Construction S> Engineering 
Support Branch QO/05/12 tp 


—6006060226 Corrected Pages 1 t 3 to IE Insp Repts 50-329/80-09 it 
50-330/80-10 on 000201-29 

COOK. R J . KNDPjR C Region 3. Chicago. Office of tha Director 
00/05/09 2pp 


0006280306 Forwards lE Insp Repts 50-329/80-11 ic 50-330/00-12 on 
600430-0502 No noncompliance noted 

FIORE4.LI«0 Region 3> Chicago. Reactor Construction 6 Engineering 
Support Branch 80/05/16 2pp 


—6006250310 IE Insp Repts 50-327/00-11 6 50-330/00-12 on 800430-0502 
No noncomp 1 iance noted Major areas inspected installation of 
saf e tij-re latcd hangers restraints > review of QC records 
DANIELSON, n H Region 3. Chicago. Reactor Construction St 
Engineering Support Drench YIN. I T Region 3. Chicago. Office of 
the Director 60/05/15 5pp 


8006300137 Forwards IE Insp Repts 5O-329/Q0-14 6 50-330/00-18 on 
600502 Mo noncompliance noted 

HEPPLER, J 0 Region 3. Chicago. Office of the Director 80/05/22 

2pp 


—0006300152 IE Insp Repts 50-329/00-14 <- 50-330/00-15 on 800502 No 
nan c amp 1 lance noted Majoi areas inspected reactor vessel 
holdown anchor bolts 6 Region 3 findings on allegations re 
heating ventilation installation 

KNOP.R C Region 3. Chicago. Office of the Director FlORELLIiO 
ftegiop 3. Chicago. Reactor Construction it Engineering Support 
Branch 00/05/21 4pp 


0006230213 Responds bo IE Bulletin 79-03A. "Longitudinal Meld Defects 
in ASME BA-3I2.Tvpe 304 Stainless Steel Pipe " Further 
review af manufacturers of ASME SA-312. Tgpe 300 Series 
welded pipe Indicates ref in util 600507 Itr is incorrect 
COOK» J N Consumers Power Co 80/06/04 Ip 


8006240585 Forwards interim response to IE Bulletin 00-05* "Vacuum 
Canditians Resulting in Damage to Chemical Vol Control Qys 
Holdup Tanks " Vacuum relief valves will bo covered hg 
periodic mamt program List of insp results end 
COOK* J U Consumers Power Co 80/06/0? 6pp 


8006200827 Ac k receipt of B00515 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/80-01 & 
50-330/00-01 

FIORELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Oranch 00/06/10 Ip 


— 6006200537 Responds to NRC 800410 Itr re violations notod in IE Insp 
Repts 50-329/00-01 it 50-330/00-01 Corrective actions freeii 
will be placed on Implemenblng design changes 90 dag* prior 
to scheduled turnover 

COOK I J W Consumers Power Co 80/05/18 3pp 


8006260325 Ack receipt of G00522 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-329/00-09 
50-330/00-10 

FrQRELLI*G Region 3> Chicago. Reactor Construction 6 Engineering 
Support Branch 00/06/11 Ip 


— 0006260342 Responds to NRC 800426 Itr re violation noted In IE Insp 
Repts 80-329/80-09 i 50-330/80-10 Corrective actions 
none oiTif ormance rept re failure to approve acceptance 
criteria mod for reactor vessel levelness was issued 
COOK. J N Consumers Power Co 6O/0S/22 3pp 


R Periodic operating reports & related correspondence 


0006300439 Forwards Bechtel. 8&N CPC nonconformance r e pts* B ech te I 
nunc onformanc e rept log sheets 6 OA requests it CPC 
corrective action repts for month ending 000331 
COOK. J N Consumers Power Co 80/06/12 400pp 


S Reportable occurrences. LERs 6 related correspondence 


0OO62OOOOB Part 21 rept re c Las s i f ica tlon of dampers Bechtel Power Corp 
classifies dampers as nonsafe tg-re lated equipment Dampers 
do nob have potential to create substantial sofrtg hazard i. 
do not fail under Part 21 reporting requirements 

SLOAN. D E American Warming 4 Ventilating. Inc 60/06/03 2p p 


B006200024 Final Part 21 rept re mixed heat of steel supplied hg US 
Steel from which 4-iiich elbows 6 2-inch tees were mfg to 
A234UPQ requ 1 retnent Investigations conducted closed at 
46 listed facilities 

SEAY. J L Chemtron Corp . Tube Turn* Div 80/06/06 3pp 


8006160266 Interim deficiency rept re internal containment coatings 
having loss of adhesion between successive lagers of coating 
sg* Procedures !< testing mathods for removal of failed 
coatings under preparation Next rept will be sent by B0091S 
COOK. J If Consumers Power Co BO/06/lj 3p p 


6006250200 Ack receipt of 0OQ5L6 Interim rept re reactor vessel broken 
anchor bolts 

FIORELLIrO Region 3. Chicago. Reactor Construction l< Engineering 
Support Oranch 00/06/11 tp 


Q0062S0360 Ack receipt of 000522 Interim deficiency rept re NBBQ 
component identification Will review final rept on matter 
upon receipt 

FIORELLl.O Region 3. Chicago. Reactor Construction I. Engineering 
Support Branch 80/06/11 Ip 


8006160005 Interim deficiency rept re Unit 1 reactor vessel broken 
anchor bolt Forwards Addendum 1. "Investigation of 
Preservice Failure of Midland Reactor Pressure Vessel Anchor 
Studs " Nest rept will be sent by 800001 
COOK. J N Consumers Power Co 00/06/12 2pp 


— 0006160006 Addendum i. "Investigation of Preservice Failure of Kidland 
Reactor Pressure Vessel Anchor Studs. " far Bechtel Corp 
» Teledyne Engineering Services TR-3Ba7-l ADD! 00/06/06 
25pp 


0OO61GO469 rnterim deficiency rept re component qua 1 i f ication test 
documentation re-revi «w. Ut 1 1 developing program & schedule 
to complete review & provide associated documentation 
requested Interim or final rept will be sent by 000919. 

COOK* J N Consumers Power Co 60/06/13 60pp 


6006300277 Interim deficiency rept re potential ovtrstra* sed condition 
in letdown cooler supports B&U analysis of noiile loads for 
effects on support structure is complete Loads are confirmed 
to exceed allowable toads Redesign planned 
COOK* J U Consumers Power Co 80/06/19 Ip 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency I. fire protection plans 


8006020247 Notifies that new telephone syi called Health Physics 
Network (HPN) has been installed at site Sys intended for 
use during emergencies to link all power plants NRC 
Emergency Notification Sys hotline will alio be used 
KEPPLER. J Q Region 3* Chicago* Office of the Director 80/04/18 

api> 


8006040144 Forward* review of emergency plan against criteria contained 
in NUREG-06S4 Per 800423 meeting. plan will be revised to 
incorporate NRC review resubmitted by B0D623, 

IPPOLITOtT A Operating Reactors Branch 2 60/05/15 l^pp 


8006070407 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101," Rule 
adde new Section 50 40 App R to lOCFRSO Is expected 
to be published in FR by end of May. 

EI8ENHUT.D Q Division of Licensing 00/05/19 ‘ 46pp 


8006030365 Forwards fire protection review. I tern 3 2. 3 re fire harrier 
penetration test data. 

HALUrR E Qrookhaven National Laboratory 80/05/22 2pp, 
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G006130063 Furujards rsvlaed Pages 1-14 neu Page 14a #fjr proposed 
rol> lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101,’' fcransnitted by NRC B0O519 
Itr Page 1.4a not encl 

EISENHUT.D 0 Division of Licensing 30/05/22 73pp 


8006190113 Requests participation in studg of people-related probleffn 
In. nuclear safeguards NRC representatives will visit 
facility tt interview security imgt personnel 

IPPOLlTOi T A Operating Reactors Branch 2 QO/06/03 2pp 


8006160133 Discusses co/rmi tments made during 900430 meeting Revised 
emergency plan will be submitted by Q00722 Response to 
KflC 800307 Itr re radiological environ monitoring will be 
provided by 000627 

RaaT,L D Iowa Electric Light t< Power Co BO/06/04 Ip 


8006190122 Forwards status summary of fire protection safety 
evaluation open IssuesillHC positions on issues & QNL 
evaluations of fire protection review 

IPPOLlTOi T A Operating Reactors Dranch 2 00/06/04 Spp 


0006170539 Forwards partial response to 791022 Itr re alternate safe 
shutdown capability Response partial U should be considered 
preliminary Detailed analysis in process of final revieu 
Final review of analysis should be completed within two wks 
R0DT< L D Iowa Electric Light li Power Co QO/06/05 3pp 


0006100400 Submits special rapt re standby diesel generator day tant 
room fire protection sprinkler sys Rept describes sprinkler 
mods 4. corrective actions taken during sys inoperability to 
ensure plant safety t restore sprinkler sys capability 
MlNECKi D L loua Electric Light «- Power Co 80/06/09 2pp 


0006230270 Summary of 000529 meeting w/utll in Detbesda,MP re emergency 
preparedness for facility 

KEVERNi T Operating Reacto-rs Dranch S 80/06/11 4pp 


9006240183 Forwards page changes to modified amended security plan 
Changes withheld trof 10CPn2 790> 

ROOT/ L D Iowa Electric Light S Power Co B0/-06/17 Ip 


0 Adjudicatory correspondence 


8006160091 Order granting extension until 800625 for Commission to 
elect whether to review Director's 800213 decision denying 
petition re Hark 1 containment under IOCFR2 206 

CHlLK/8 J Office of the Secretary of the Commission 80/06/11 
IP 


P Operating license stage documonks 6 correspondence 


8006090165 Forwards addl THI-2 related requirements to operating 
raackors Licensees requirements for TMI Action Plan Include 
shift manning/ 1 i cans i ng eiama & licensee dissemination 
of operating experiences Response tequesbed within 30 days 
eiSENHUT/D 0 Division of Lt censing 60/05/07 ISOpp 


6006030514 Summary of 000422-23 meating w/hark i owners group in Ban 
Jot«i CA TP can f 1 rma tory analysis 6 testing programs 
concerning Mark I containment long-term program 

0RIHE5/C I Assistant Director for Plant Systems 80/05/07 Bpp 


8006130122 Requests comments on NUnEO-OS77/ "Potentlol for Low Fracture 
Toughness Lamellar Tearing an PHR Steam Oenerator 6 
Reactor Coolant Pump Supports " Proposed review procedure & 
ir^plcmentation schedule encl 

EISENHUT/D G Division of Licensing 80/05/17 72pp 


0006300604 Ltr to all DUR licans««s forwarding "For Comment" edition 
of NURE0-0617 j "DliR Feedwater Noiile 4 Control Rod Drive 
Return Line Nociie Clacking ‘ Comments will be evaluated by 
URC prior to final imp lementabion U/o end 
EISEKHUr. D 0 Division of Licensing 80/06/05 22pp 


— 8006250262 Safety evaluation supporting average power range monHar 
channel gam adjustments dui ing reactor startup 6 appioach 
to full power 

* Operating Reactors Dranch 2 B0-'06/ll app 


8006230370 Submits schedule for response to NRC 800423 Itr r* effnt c* 
dc power supply failuie on ECCS performance Response lu i 1 ]. tt 
provitfed by 000731 

ROOT/L D Iowa Electric Light 6 Power Co 00/06/16 Sp 


8D06230501 Forwards pfoposed changes to facility Tech Spn-cs per NRC 
B00410 request 6 l0CrR50 59 r, 10CFR50 90 requirements 
HOOT/L D Iowa Electric Light Power Co 00/06/17 2pp 


--B006230504 Pioposed reactor Tech Spec change 121. amending a gf 
License DPR-49 Reflects request for more detailed definiticn 
of “operable. “ deletes single recirculation loop license 
amend f updates facility staffing section 
« Iowa Electric Light Ir Power Co 00/06/17 32pp 


Q Inspection reports. IF Bulletins 6 correspondence 


80062C0102 Forwards IE Clicular 00-00. "QWR Tech Spue I nconsi stincy - 
Reactor Protection Sys Response Tine “ No written rcsponie 
requ 1 red 

HEPPLER/J G Region 3. Chicago. Office of the Director £!O/0i/lD 
IP 


0006170761 Forwards IF Insp Rept 30-331/00-06 on 800407-10 No 
noncompliance noted 

FIORELLI.O Region 3. Chicago/ RcactoT Construction U Engititirinj 
Support Dranch 90/05/03 2pp 


' — 0006170766 lE Insp Rept SO— 331/80-06 on 900407—10 No rioncemp I ienre 
noted Major areas inspected specs, pi ocodures# observe tlon of 
uorki intornal torus mods ^ ultrasonic exam of jet pump 
beams 

DANIELODNi D H Region 3. Chicago. Reactor Construction t 
Engineering Support Dranch KEY/U J Region 3/ Chicago. Cffio cr 
the Director 90/05/02 6pp 


9006030469 Forwards supplementary response to IE Bulletin 79-10 rt 
audibility problem encountered during personnel evacuation 
Evaluation of alarm sys in inaccessible areas of plant 
identified two areas where alarm is not audible 
ROOr.L P Iowa Electric Light f/ Power Co 0O/OS/O6 Spp 


0006030403 Forwards response to Item 3 of IE Bulletin 79-26/ 'Uersn 
Lass from BUR Control Blades " Shutdown iraTgin test verifi«d 
that full withdrawal of any control blade from xenon-free 
core will not result in criticality 

ROOT. U D Iowa Electric Light Power Co 90/05/00 2pp 


9006060003 Forwards request for addl info re turbine disc craciin) ts 
learn more about underlying reasons far indications li 
probable growth rate IE Info Notice 79-37 U summary of 
800107 meeting w/GE end 

IPPOLITO. T A Operating Reactors Branch 2 00/05/16 3pp 


8006020062 Ack receipt of 000500 Itr informing NRC of step* taisn to 
correct violations noted in IE Insp Rept 50-331/90-09 
DAVIS. A B Region 3, Chicago. Fool Facility b Materials flifsiy 
Branch 00/05/21 Ip 


--0OO6O2OO64 Responds to NRC B00421 Itr re violations noted in 1£ Icji 
Rept 50-331/80-05 Corrective actions plant supervisors glvir 
training on notification of Uhplatinod releases U batch 
sampling requirements 

ROCITiL D Iowa Electric Light & Power Co B0/05/OQ Bpp 


8006230205 Acl^ receipt of 000430 Itr informing NRC of Steps tilir Is 
corroct violations noted in IE Insp Rept 50-331/00-04 
HEI8NHAN/R F Region 3. Chicago. Reactor Operations Nuclixr 
Dranch BO/05/30 2pp 


■ — 8006230209 Responds to NRC 800403 Itr re violations noted in IE Inip 
Rept 50-331/80-04 Con active actions plant managers wbt# 
advised of requirements of Tech Spec 603 that temporary 
procedure changes be only minor in nature 
RQDTrL D Iowa Electric Light t/ Power Co 00/04/30 3pp 


8006260255 Responds to IC Bulletin 00-06. "Engineered Safety Future* 
(ESP) Reset Controls " Test procedures are being doveleped 
te test engineered safety feature equipment Forwards 
oversize drawings Diawings available in Central Files only 
ROOT, L D Iowa Electric Light Power Co 00/06/1/ 32pp 


— 8006260344 "Reactor Core Cooling Sys " Sheet 42 
a Bechtel Corp 7004 73/IP/04 Ip 
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"-3006^60363 "Re<actor Core Cooling S^3 " Sheet 53 
* Dechtei Coi p 7884 74/01/15 Ip 


"-B006260395 "Nuclear Steam Suppii^ Shutoff Sya " Sheet 34 
(ACTUAL REVISION STATUS DCR 906,800304 ) 

* Bechtel Corp 7084 74/04/11 Ip 


— B006260401 ''Nuclear Steam Supply Shutoff Sys " Sheet 10 
(ACTUAL RFViSiQfl STATUS DCR 909,800219 ) 

* Oechtel Corp 78B4 75/11/17 Ip 


—800A170665 Updated LER 79-014/OlX-l on 790703, reiul ts of teiting ro 
I£ DuHetiti 79-02 indicated potential generic problem 
ui/anclio-r bolts not meeting seismic design criteria Caused bg 
faultg installation ft Inadeciuate design 

DUD08T, E loua Electric Light & Poucr Co 80/06/09 2pp 


3006S30432 RO on 300515, stand bg diesel generator dag tank room 
sprinkler sgs remo-ved from svc for mod Mod work took longer 
than anticipated fte sprintter sgs inoperable for more than 14 
dags Pire u/atch established until mod completion 
WINECK. D L loua Electric Light ft, Pouer Co 90/06/09 2pp 


— 3006260431 "Elementarg Diagram Nuclear Steam Bupplg Shutoff Bgs 
Sheet 7 

» General Electric Co 74/02/24 Ip 


0DO627O25B Forwards LER 80-021 /03L-0 

NINECK. P L toud Electric Light Sc Power Co 80/06/20 Ip 


— 0006260497 "Elementarg Diagram Nuclear Steam Supply Shutoff Sys 
Sheet B 

* General Electric Co 73/06/15 Ip 


—8006270261 LER 30-021 /03L-D on 800524, while performing HPCI operability 
t esting » HPC I turbine would not reach rated speed within 
required time Caused by component failure Leather hydraulic 
seal in stop valve replaced u>/SUNA~N seal 

TQOKER,D U Iowa Electric Light ftc Power Co 80/06/20 tp 


R Periodic operating reports ft, related correspondence 


0006190461 Forwards monthly operating rept for Mag 1900 

MINECK,D L Iowa Electric Light 5 Power Co 30/06/13 Ip 


— 8006190464 Monthly operating rept for May 1900 

VAN BlCKELiJ Iowa Floctric Light &■ Power Co 00/06/13 7p p 


S Reportable occurrences. LEHs ft, related correspondenco 


3006110335 RO on 800227, dur ing refueling outage insp of reactor core 
isolation cooling turb ine , governor end 6 pump end journal 
bearings upper caps found partially wiped Cause 
undetermined Governor end ft- pump end journal replaced 
MlNECti, n L Iowa Electric Light Power Co 80/05/23 2pp 


8006030297 Forwards LER QO-O10/O1T-O 

MINECK, D L Iowa Electric Light ^ Power Co 30/03/27 Ip 


— 8006030293 LER 0O-O 10/01 T-0 on 000519, oil drain petcoek on hydraulic 
governor found open w/no oil indication on sight glass Cause 
unknown Pelcock closed h oil added 

TODRER, D W Iowa Electric Light ftc Power Co 80/03/27 Spp 


B006030299 Forwards LER a0-0l9/0ir-0 

MlNECKiD U Iowa Electric Light ft. Power Co 00/05/27 Ip 


B006270264 Forwards LER eO-020/03L-0 

HitviECK, D L Iowa Electric Light ft, Power Co 00/06/20 Ip 


— 8006270267 LER ao-020/03L-0 on 000523, during normal surveillance 
testing of emergency bus tame delay relays, seven Gould tTE- 
27D undervoltage relays found to have excessive delays 
Caused by Instrument drift Relays recalibr 
RAGER,M louia Electric Light h Power Co 00/06/20 Ip 


80062 70271 Forwards updated LER 79-004/03l(-l 

MINECK, D L Iowa Electric Light L Power Co 00/06/20 Ip 


—0006270274 Updated LER 79-004y03X-'l on 79031 1, subsequent to startup, 
drywelL to suppression chamber differential pressure failed 
to achieve psld within required time Caused by leakage 
through containment purge butterfly valve 
DUDQSr, E loua Electric Light S< Power Co 00/06/20 Ip 


DOCKET 90-333 JAMES A FIT2PATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency ft4 fire protection plans 


8006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 46 ft. App R to 10CFR50 ft, is expected 
to be published in FR by end of May 

EIEENKUT. DO Division of Licensing 00/09/19 46pp 


— 8006030441 LER 80-019/01 T-0 on 800520, three 5-amp fuses servicing A, 0 ft- 
C annunciator cabinets In panel 1CQ3 blew during shift alarm 
testing Resulted in loss of both channels of core spray 
sparger break detection alarm sys Cause unknown 
TOaKCR,D W Iowa Electric Light U Power Co 00/05/27 2pp 


8006030467 Forwards LER 80-017/03L-0 

MINECK, D L Iowa Electric Light ft< Power Co 30/05/27 Ip 


— 8006030473 LER 80-017/03L-0 on 000430, A reactor circulation pomp motor 
generator set tripped Caused by electrical short in motor 
Cause of short unknown Motor removed ft, rewound 
TDOKERi D W Iowa Electric Light 6 Power Co 80/09/27 Ip 


8006090339 Forwards updated LER 70-021 /03X-1 

MINECK, D L Iowa Electric Light ft, Power Co 30/06/02 ip 


8006130063 Forwards revised Pages 1-14 & new Page t4a for proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by MRC 000519 
Itr Page 14a not end 

EI6ENHUT, DO Division of Licensingi 00/05/22 73pp 


8006090546 Forwards request for addl info re 800430 Revision 1 of 
safeguards contingency plan Request withheld 
(ref I0CFR2 790) 

IPPOUITO. T A Operating Reactors Branch 2 80/05/20 2pp. 


8006190316 Requests par tic ipatlon In NRC study of people-related 
problems In nuclear safeguards Involves collection of data 
on licensee security forces & practl ces, includ ing visit to 
facility to interview security mgt personnel 
IPPOLITO, T A Operating Reactors Branch 2 80/06/03 2pp 


— 8006090346 Updated LER 78~02l/03X-l on 780401. during perfortnance of 
preventive maint.two control rod drive hydraulic control 
unit water level switches would not respond Caused by switch 
plastic float becoming stuck 

DUB03T. E L Iowa Electric Light it Power Co 80/06/02. Ip 


8006090371 Forwards updated LER 79-016/OlX-l 

MINECK, D L Iowa Electric Light ft, Power (?o 80/06/02 Ip 


— 80O6O9O3BO Updated LER 77-016/OlX-l on 790729, during normal operation, 
plant heat rates it efficiencies dutermined to be better 
than normally expected Investigation revealed leaking 
instrument causing measurement error 

DUDOBT, E U Iowa Electric Light & Power Co 00/06/02 2pp 


B00617065B Forwards updated LER 79-014/OlX-l 

MINECK, D L Iowa Electric Light ?< Power Co 80/06/09 Ip 


8006300440 Responds to NRC 800603 Itr re cooperation w/people-related 
security problem study Interested in participating during 
Fall 1980 after refueling outage ft< for as long as info is 
received 

MALTESE, M J Power Authority of the State of New York 00/06/23 

2pp 


H General correspondence 


800626018-0 Requests that following names be included on correspondence 
distribution Hit OT Derry, JP Bayne, OM Wilverd lug, CM Pratt ft. 

RJ Pasternak 

BAYNE, J P Power Authority of the Btate of New York 80/06/20 

2pp 


P Operating license stage documents ft< correspondence 


8006D90165 Perwardi addl 7111-2 related requirements to operating 
reactors Licensees requirements for TMl Action Plan include 
shift rnannl ng, 1 1 c enslng exams fti. licensee dissemination 
of operating esperlences Response requested within 30 days 
EISEWHUr, D Q Division of Licensing 80/03/07 iSOpp 
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800&030514 Sirmm/irv of G0&422-23 me«ting y/HArk I owner t group in San 
Jote^CA re conf i r^natori/ anal^«-l« iSc tceting program! 
eone^rninj Mafl f containment long'^term program 

ORlMESfC I As*iitant Director for Plant Sgstemi BD/05/09 Qpp 


0OO613O122 Request* cammenti an NURGO“0577, "Potential for Lou Fracture 
Toughn*** 4 Lameilar Tearing on PWR 3t«am Generator & 

Rfactor Coolant Pump Support! " Prapofod review procedure & 
lap 1 emantation icheduel end 

SiaENHUTrD 0 Division of Liconelng 80/05/19 72pp 


800*300604 Ltr Id all BWR licensees forwarding "For Comment" edition 
of WUflE0"06l9< "8WR Feedwater Noiile & Control Rad Drive 
Return Line Noitle Craclrtng '' Canments will be evaluated by 
NRC prior to final 1/np lamentation If/o end 
ElSENHUTrO O D1 Vi lion of Licenelng BO/06/03 22pp 


6006160137 Advitps that util will provide required info re effect of 
dc power lupply failure on £C€6 performance by 600715 
EARLVrP, J PoMcr Authority of the State of Hew Vork 60/06/09 Ip 


8006190499 Reiponds to NRC 800610 611 requests for info re containment 
vent &. purge syi Lieencee wilt initall »taps to limit travel 
of SO ti S4*’Lnch containment vent 6 purge sy« isolation 
valves to less than SO degree* open 

BAVNEi J P Powar Autborltg of the State of New Vork, SO/06/13 
Spp 


G0O6340Q01 Raqua*t« discussion u/NRG re alternatives to strict 
interpretation of addl THI-S related requirements as 
forwarded bg NRC 600507 ltr Flexibility necessary In 
implementation schedules for good cause shown 

BAVNEj J P Power Authority of the State of New Vork BO/OS/l? 

2pf 


-Qi .rifpectioTi reporter Bulletins 6 correspondence 


6006050493 Olscusaei I£ Imp Rept 50'333/79-14 re col lec tion* ttoragi 6 
maint of QA r ec ords, Ilk 1 J Is meeting previously stated 
cammltniantt Rsquasts suspension of implementation 
requirements until NRC rules on proposed 5*<yr schedule 
LEONARD/ vT 0 Rosier Authority of the State of New Yor% 79/09/06 
2PP 


— 0006050498 Discusses JE Inip Rept 50-333/78-14 re collection storage fc 
maint of OA records NRC denies S-yr extension to implement 
computerised reeo-rds ngt sgs Requests alternative corrective 
action. 

ORlERrB H Region 1# Phtlade lphia< Office of the Director 
79/08/30 3pp 


-“B006050005 Discusses IE Infp Rept 50-333/70-14 re col lec tlon/ s turage & 
maint of QA records Full Implementation of computerized 
records mgt syi wilt require S yrs 8yt placed In svc on 
780838, 

LEONARD. vT D Power Authority of the Btafce of New Vor* 79/06/23 

apf 


8005330330 Forvards waste packaging Insp rept on 000313-14 
No noncompliance noted 

8rOHR/»l,P Raglan 3/ Atlanta* Fuel Facility 6 Naltrials Safety 
Branch 80/04/07 2pp, 


— 8005330341 Mast# packaging Insp rept on 000313-14 No noncompliance 
noted Najor areas inspected I icansee-ih ipptr vehicles 
inspected for co-mpllance w/DOT NRC regulations including 
shipping paper it DOT placarding requirement 

POTTER. J.P Region 2. Atlanta. Fuel Facility ir Haterials Safety 
Branch 80/03/29 4pp 


B006300077 Forwards IE Circular flO~OB* "flWfi Tech Spac Incunsl i tency - 
Reactor Protection 8ys Rasponse Time." No written response 
required 

ORIER. B H Region 1. Phi lafelph i a. Office of the Director 
80/04/18 Ip. 


8006180607 Forward* waste packaging Insp rept on 000313-14. No 
noncomp] lance noted 

9H1TN.0H Region I. Philadelphia* Fuel Facility & Materials Safety 
Branch 60/04/24 2pp. 


— 0006180611 Waste packaging insp rept on 800313-14 No noncomp I lance 
noted Nejor arees ins pec ted; I i ceniae-shlpp er vehlclee for 
camp I lance v/NHC 6 DOT raguletions incLuding shipping 
papers. p lecardlng 6 radiation levels. 

POTTER. J P . BROWN* R A Region 3/ Atlanta* Fuel Facility 9t 
Platerials Safety Branch. 80/03/38 6pp 


0006020073 Ac Ji recotpt of 600403 t 10 Itrs informing NRC of steps 
taken ta correct violations noted in IE Insp Rept 
50-333/aO-Ol 

GRIERpB H Region 1* Ph i ladelph ia, Office of the Director 
80/05/03 Jp 


--8006020076 Responds to NRC 60031] ltr re violations noted lr> IE Ing 
Rapt 50-333/00-01 Corrective actions failure to perform 
shutdown margin test discussed w/operations superintendent 6 
shift supervisor on duty at time of event 
PASTERNAK. R J Power Authority of the State of New York 
0O/<>4/O2 3pp 


— QOO6O2OO01 Advises that corrective action per 000408 telcon lo corrict 
Item A violation noted in tE Insp Rept 50-333/60-01 has 
commenced Mamt activity will be discussed w/operatlng 
shifts hy 000501 

PASTERNAK, R J Power Authority of the State of New York 
00/04/10 app 


—8006020085 Forwards l£ Insp Rept SO-333/80-01 on 600204-06 6 15 b 
naticc of violation 

BRUNNER/E J Region 1. Ph 1 ladelphla. Reactor Operations Nucltir 
Support Branch 00/03/1] 2pp 


— 0006020008 Notice Of violation from insp on 800204-08 & IS 

« Region 1. Ph 1 lade Iph i a. Office of the Director 60/03/04 Lp 


—8006020092 IE Insp Rept 50-333/60-01 on 000204-08 6 15 None dmpUanCr 
(noted failure to comply w/Tech Specs pricjr to making control 
rod inoperable & to control release of liquid w/pH outside 
Tech Spec range 

STETKA.T F Region 1. Philadelphia. Office of the Director 

KISTERfH B Region 1« Ph i ladelph la. Reactor Operations Nuclisr 

Support Branch 8-0/03/04 13pp 


6006030246 Responds to IE Bulletin 80-07 re BWR jet putnp assembly 
failure Continued operation to end of current fuel cycle is 
justified Data evaluation does not indicate significant 
degradation or Inoparah 1 1 i ty of any jet pump 

PASTERNAK, 0 J Power Authority of the State of New York 60/05/07 

2pp 


6006250108 Forwards IE Insp Ropt 50-333/90-04 on 000331-0404 No 
noncornpl lance noted 

BRUNNER, E J Region- t. Phi lade Iph ia, Reactor Operations Nuclear 
Support Branch 60/05/07 2pp 


—6006250190 IE Insp Rept 50-333/60-04 on 800331-0404 No noncpmpUsnci 
noted. Major areas inspected previous insp items. plant 
operations IE Bulletin 79-010 

KISTER.H B Region 1, Philadelphia, Reactor Operations Nuclear 
Eupport Branch STETKA/T F , BAUNACK, W N Region 1, Philadelphia. 
Office of the Director 00/05/05 6pp 


8006060589 Forwards request for addl info re turbine disc integrity 
Response requested within 30 days of receipt of Jtr 
Recommends development of schedule for performing full 
ultrasonic insp of low pressure turbine during next outage, 
IPPOLITO, T A Operating Reactors Branch 2 00/05/16 3pp 


—0006060590 ''Steam Purity Stress Corrosion Cracking " 

» General Electric Co. GEK-72281 79/00/31 Upp. 


8OO6130O76 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed in app 
FELTON, J ff Division of Rules and Records 00/05/23 3pp 


— 8006J30096 Discusses IE Insp Rept 50-333/75-03 on 750224-0305 Forwards 
notice of violation Excerpt onii/ end 

O'REILLY. J P Atomic Energy Commission. Directorate of Regulaferjry 
□peratiohs 75/04/16 3pp 


6006240013 Advises that AE has undertaken revision of rept responding 
to IF Bulletiiv 79-016, "Environ Dual if Ication of Class lE 
Equipment '* Expects to sutrnit response bg 000607 

PASTERNAK. R J Power Authority of the State of Naiu Vork, 60/03/23 

2pp 


0006250220 Confirms areas needing clarification in response to IE 
Bulletin 79-OJD per 000514 site insp Request* written 
response within 24-h of receipt of ltr if actual plan* 6 
actions differ front described requirements 
ORlERrB. N Region 1. Phi ladelph ia, Office of the Director 
00/05/23 2p p 
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R Perioific operating reports related correspondence 


eOOi>ltOiai Forwards tnonthlii operating rept for May 1^00 

PASTERNAKiR J Power Authority of the State of Neu Yori BO/06/03 
Ip 


— Q0061101B8 Monthly operating rept for May 19B0 

Z-UFELTjE Power Authority of the State of New York 00/06/03 
12PP 


S Reportable occurrences. LERs 6 related correspondence 


8006020303 Forwards LER 00-04 1/04T-0 

PASTERNAK. R J Power Authority of the State nf Neui York BO/03/27 
IP 


— 8006020310 LER 0O-O41/O4T-O on BOOS 13, during normal refueling, r tUase 
of t-131 approx 30X In excess of ETS occurred follouing 
filling of refueling cavity Cause net stated Release 
occurred via normal ventilation sys to environ 

CHtUDSrH V Power Authority of the State of New York BO/03/27 
IP 


8006020355 Forwards LER aO“042/03L-0 

PASTERNAK, R J Power Authority of the State of New York 00/05/27 
IP 


— 9006020361 LER 0O~O42/O3L-O on 000428, during normal shutdown 
operat ions, recorder pen for source-range monitors 0 6 0 
stuck Caused by normal wear 6 tear Dearlng replaced 6 
recorder recalibr Recorder returned to sve within 24-h 
CHILDS, W V Power Authority of the State of New York 80/05/27 
IP 


8006020367 Forwards LER 80-046/03L-0 

PASTERNAKiR J Power Authority of the State of New York 80/09/27 

Ip 


“-8006020370 LER B0-046/03L-O on B00430, during normal operation, 
surveillance testing to satisfy Tech Spec 4 2-1 revealed 
two shutdown cooling permissive switches were set in excess 
of limit Caused by instrument drift Switches recalibr 
s Power Authority of the State of New York 00/05/27 ip 


B006020372 Forwards LER 80-047/03L-0 

PASTERNAK, R J Power Authority of the State of New York BO/05/27 

Ip 


— 8006020977 LER 0O-O47/O3L-O on 000501. while surveillance testing to 
satisfy Tech Spec 4 2-2, reactor core isolation cooling high 
ambient temp swi tcht 13-TE-89ar f a i led to operate Caused by 
wire broken during hookup of test equipment Wirt repaired 
♦ Power Authority of the Gtate of New York 80/05/27 Ip 


8006020383 Forwards LER 0O-O44/O3U-O 

PASTERNAKiR J Power Authority of the State of New York 00/09/27 

Ip 


— 8006020387 LER 80~044/03L-0 on 000420, during normal operation 
surv# i 1 lance, of f-gas timer was set at 19 minutes 20-si 
exceeding Tech Spec limits Caused by accidental bumping or 
loosening of adjustment knob lock Timer was readjusted, 
a Power Authority of the State of New York 00/05/27. Ip 


8006020391 Forwards LER aO-045/03L-0 

PASTERNAK., R J Power Authority of the State of New York 80/09/27 

tp 


--8006020396 LER 0O-O45/O3L-O on 000429, dur Ing normal opera t ton, rod to 
block monitor A became inoperable when control rod 26-19 was 
selected due to inadequate number of low power range monitor 
Inputs Caused by age Monitor strings will be replaced 
CHILDS, W.V Power Authority of the State of New York 00/09/27 
Ip 


8006020412 Forwardi LER 0O-O43/O3L-O 

PASTERNAKiR J power Authority of the State of New York 80/05/27 
IP 


— 0006020417 LER aO-043/03L-0 on 000420, dur ing shutdown operation*, 
euTVeil lance to satisfy safety requ irements of Tech Spec 
4 1-t revealed average power range monitor B scratn in rod 
block setpoint above limit Caused by Instrument drift, 
a power Authority of the State of New York 00/09/27 Ip 


0006110006 Forwards LER 80-049/03L-0 

PASTERNAK, R vf Power Authority of the State of New York 

tp 


— 0006110010 LER 0O-O49/O3L-O on 000507. duri ng plant shutdown cooldown 
for ref tie 1 ing. torus water level exceeded Tech Spec limit 
Caused by release of drywell to torus differential pressure 
Addition of water to torus restored level within limit 
CHILDS, N if Power Authurlty of the State of New York 80/06/06 
ip 


8006110016 Forwards LER 60-050/03L-0 

PASTERNAKIR J Power Authority of the State of New York 00/06/06 

ip 


—0006110021 LER BO-050/03L-0 on BOOSt)9, M3IV failed leak tightness limit 
of Tech Spec Caused by packing leakage due to agt Valve 
repacked 

CHILDS. N V Power Authority of the State of New York 80/06/06 
Ip 


8006110069 Forwards LER dO-O40/O3L''O 

PASTERNAKiR I Power Authority of the State of New York 00/06/06 

Ip 


— 8006110077 LER 0O-O4a/O3L-O on 300507, p ersonne 1 discharged contents of 
laundry drain tank w/o obtaining permit Operating procedures 
are being modified to more clearly indicate requirement to 
obtain discharge permit prior to start of discharge 
CHILDS. W V Power Authority of the State of New York 00/06/06 
Ip 


0OO610OSOO Forwards LER 80-091 /O3L-0 

PASTERNAKiR O Power Authority of the State of New York 80/06/13 

Ip 


—8006180503 LER 80-05l/03L~0 on 000521, during lurvellUnce testing, 
recorder for SRH channels A 6 C found operating in degraded 
mode Caused by instrument drift Recorder recalibr It tested 
sat 1 sfac tor i ly in SRH functional test 

a Power Authority of the State of New York 60/06/13 Ip 


DOCKET SO-334 BEAVER VALLEY POWER STATION, UNIT I 


P Security, medical, emergency & fire protection plant 


8006090497 Forward* proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 ** Rule 
adds new Section 50 40 U App R to 10CFR90 L is expected 
to be published In FR by and of May 

EISENHUT. O Q Division of Licensing. 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 6 new Page I4a for proposed 
rule 1OCFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 800519 
Itr Pago 14a not end 

EISENHUT.D 0 Division of Licensing 80/05/22 73pp 


B006240291 Forwards suppl to- physical security plan Suppl withheld 
(ref 10CFR2 790) 

OUNN.C N Duquesne Light Co 80/06/20 Ip 


H General correspondence 


0006200450 Notifies of change in mailing address NRC mailing label 
tncl 

aiSSERTiF. J Duquesne Light Co BO/06/13 2pp 


P Operating license stage documents 6 corrispondenc ■ 


800609016S Forward* add] TMI-2 related requirements to opereting 
reactors Licensees requirements for TMI Action Plan include 
shift manning, licensing exains L licensee dissemination 
of operating experiences Response requested within 30 days 
eiSENHUT, D 0 Division o# Licensing 0O/O5/O7 ISOpp 


8006130122 Requests comments an NURE0-C>577, “Potential for Low Fracture 
Toughness b Lamellar Tearing on PNR Bteam Generator h 
Reactor Coolant Pump Support* “ Proposed review procedure k 
implementation schedule end 

EISENHUT, D Q Division of Licensing BO/OS/19. 72pp 


80061,70532 Responds ta 0QO5O7 Itr 6 schedule for implementation of 
Tf1E-2-r elated requirements. Discusses shift manning . scope k 
criteria for llcenilng exam, proc edure* for feedback of 
operating experience 6 contrat room habitability 
DUNN, C N Duquesne Light Co SO/06/09 4pp. 


00/06/06 
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600&200310 forw^-rds rBiDonse to NRC 800501 Itr rft ,ade<iuacii of station 
eltctrlc d l«tr lb utioo voltages Lou voltage condition 

ufllL be naintained onli| during operation time of 
undtrvo i tage relag tt uill have no effect on plant tafatg 
DLNNi C N Duituesna Light Co 60/06717 7pp 


0 ln«p»ction reports! IE Dullatlns & correspondence 


8006190374 Foruarda IE Insp R«pt 30-334/BO-U on 800A15-17 No 
noncomp 1 1 ance noted ^ 

CARLSONi R T Region i, Ph i lade Iph la- Reactor Construction 6 
Engineering Support DrancL 00/05/01 2pp 


--0006190270 IE Insp Kept 5O-334/0O- I 1 on 000415-17 No noncompl ianc« 
noted Major areas Inspected iueldlng 6 nondestructive exam 
essociated u/rec ircu lation sprag tc lou head safety injection 
lys mad 

TRIPPjL £ Region Phi lad elph iai Reactor Construction 6 
Engineering Support Branch MCBREARTV, R Region 1. Ph i ladelphi 
Office of the Director 00/04/59 App 


8006020018 Act rcccipb of Q00205 Itr re number of Inspe/audlts being 
performed Insps are intended to occur infreiiuentl y 6 u)i 1 1 
involve Minicnal duplication of itisp effort 

BTELLO# V Office of Inspection ?< Enforcement# Office of the 
Director BO/05/05 2pp 


—8006080051 Responds to NRC 791304 Itr re performance Sc appraisal 
function Oood sys of checks & balance via OA audit is 
deslrabl ei though possibly too demanding on key personnel 
eCHAFFERcS 0 Duquesne Light Co 80/02/05 2pp 


8006070137 Provides add 1 info re eitensioh of time to complete response 
to Item 4# IE Bulletin 79-OlD Pursuing program to establish 
environ conditions uhleh Class IE electrical equipment meg 
tiperlence falloulng HELD V to determine aging factors 
DUNN#C N Ouquesne Light Co 80/05/09 2pp 


B00630D037 Forwards IE tnsp Rept 5O-334/G0-OB on 600324-20 No 
noncompliance noted 

BRUNNERiE J Region 1> Philadelphia# Reactor Operations Nuclear 
Support Branch 80/05/09 2pp 


—8006300043 IE Insp Rept 50-334/60-08 on 600324-20 No none amp 1 lance 
noted Major areas inspected OA program rtvleu#QA/QC 
administrative design change ^ mod con trol# measurement 6 
test previous insp items 

OREENKANrE 0 Region 1# Phlladelphiai Reactor Operations Nuclear 
Support Branch NAPUDA#0 Region 1# Philadelphia. Office of the 
Director BELWE. H Ouality Assurance Branch 80/09/07 Itpp 


B006030256 Act receipt of 800439 itr informing NRC of steps taken to 
correct violations noted in IE Ihsp Rept 50-334/00-0-1 
QRlERiB K Region l.< Philadelphia. Office of the Director 
80/05/10 Ip 


--8006030562 Responds to NRC 600403 Itr ro violations noted in IE tnip 
Rept ao-334/GO-at Corrective actions operating manual change 
notice Issued to pr-ovlde addl check of alarrn/trlp setpoint 
Computer scheduling card format will be changed 
DUNN# C N Duquesne Light Co 00/04/39 6pp 


—8006030564 Forwards IE Insp Rept 50-334/80-01 on 600114-0208 h notice 
of violation, 

BRUNNERj E J Region !#• Phi lade Iphla. Reactor Operations Nuclear 
Support Branch 80/04/03 2pp 


— 8006030266 Notice of violation Prom insp on 600114-0208 

e Region 1# Philadelphia# Reactor Operations Nuclear Support 
Branch 80/04/02 3pp 


— 800603026B IE Insp Flept 50-334 /&0-01 on 800114-0208 Noncomp I lance 
noted inadequate implementation of administrative controls 
for jumpers/lifted leads 6 radiation monitor setpbints set 
in excess of Tech Spec limits 

MCCABE# E C Region }» Philadelphia# Reactor Operations Nuclear 
Support Branch BECKMAN, D A . RHOADS, Q 0 Region I# Philadelphia. 

nP-Xlrn nX fKa “''^04/02 29pp 


— B006110I94 "Insp Rept Inside Recirculation Spray Pumps “ 

SEI0ER.J D , CAREY, J J Duquesne Light Co 80/03/3! 7pp 


0OO6liOO6i Responds to IE Dulletin BO-O'?, "Hydromotor Actuator 
Deficiencies •' No tigdromotoi actuators installed at plant 
DUNN# C N Duquesne Light Co BO/06/04 Ip 


0006110575 Responds to IE Builettn 80-06 Test for demonstration that 
all equipment remains In emergency mode upon removal 6/or 
manual resetting of various isolating or actuation signals 
will be completed prior to scheduled startup in Jul 
DUNN# C N Duquesne Light Co 80/06/04 4pp 


6006300552 Responds to IE Dulletin 80-06# "Engineered Safety Feature 
(E8Fk Reset Controls " Lists equipment that does not remain 
in emergency mode ^ lists proposed corrective action tc 
implementation schedule 

DUNN# C M Duquesne Light Co 00/06/04 4pp 


0006110360 Responds to IE Bullatln 80-12, "Decay Heat Removal Sys 
Operability " Review of LERs completed Operating monual 
procedures will be modified prior to startup Facility will 
be adequately safeguarded against degradation 
DUNNpC W Duquesne Light Co 00/06/06 4pp 


8006240439 Responds to NRC 000921 Itr re violation noted In IE Imp 
Rept 90-334/80-06 Corrective actions maint work request 
initiated to repair firo doors Closure linkages adjusted 
l(/or roplaced u/heavy-duty mechanisms 
DUNN.C N Duquesne Light Co 80/06/10 3pp 


R Periodic operating reports I related correspondence 


B006060379 Forwards NPDES discharge monitoring rept for Apr 19P0 
MOORE# 0 W Duquesne Light Co SO/05/30 2pp 


—8006060381 NPDES discharge monitoring rept for Apr 1980 
MQORE.O W Duquesne Light Co 00/04/30 12pp 


8006060390 Forwardfl monthly operating rept for Feb 1900 
DUNNrC M Duquesne Light Co 00/06/02 Ip 


— 8006060391 Monthly operating rept for Tcb 1900 
TIMKO#D R Duquesne Light Co 00/03/07 4pp 


0006160014 Forwards monthly operating rept for May 1900 
DUNN#C N Duquesne Light Co BO/06/10 ip 


—8006160016 Monthly operating rept for May 1900 
TIMKO.D R Duquesne Light Co 00/06/02 4pp 


8 Reportable occurrences. LERs related correspondence 


8006130260 RO on 800519, d urlng diesel driven fire pump test. high tonp 
alarm received Pump shut down three times upon activation 
Cause not stated Putnp out of sve %t temporary fire pump 
hooked up 

NERLtNO. U A Duquesne Light Co 80/05/20 Ip 


8006020398 Forwards LER 80-a26/03L-0 

WEXLINO.J A Duquesne Light Co 80/05/21 Ip 


— 6006020362 LER 80-026/03U-0 Oh 8004P2. pump being used to start liquid 
waste discharge observed to have higher than normal flow 
Caused by leaking effluent Valves Corrective actions 
scheduled to be completed as soon as possible 
WERLINO. J A Duquesne Light Co 00/05/21 4pp 


0006120265 RO on B00521 > during routine containment tour# leaking vilf 
high point vent nipple found During ropalt , sue t i on valve 
closed causing loss of RHR flow Caused by false high 
pressure signal due to instrument loop de-energi j Ing 
WERLINOfd A Ouquesne Light Co 00/09/21 2pp 


8006030406 Forwards LER 80-027/03L-0 

WERLINO.J A Duquesne Light Co 80/05/20 2pp 


— B006030415 LER Bl)-0?7/03L-0 on 800430. during maint on diesel generatcr 
lube oil cooler# i nte t na Is of river water flapper-type check 
valve were disrovorod in cooler Caused by eroded hinge pin 
guides on valves Valves will be replaced 
LACEY, U 8 Duquesne Light Co 00/05/28 2pp 


8006060365 Forwards LERs 80-003/OIT-0 6 00-030/01 T-0 
NERUIN0#J. A Duquesne Light Co 00/06/02 Ip 
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'-B006060374 LER eO-003/OJ T-0 on 800124. overs tTBSS condition was 8006240379 Forwards followup to LER 80-025 re status of work being 

cunfirmed to eiist dutjng |>ostulate<} seismic event w/plpe performed on safety-related tanks Repairs to one or more 

support H-9S on component cooling water sys line CC-323 seam welds on each tank inspected to date should be 

Caused by use of incoiroct method of pipe stress analysis performed 

LACEY. U S Dunuesne Light Co BD/06/02 Ip CAREY, J J Duquesne Light Co 00/06/18 4pp 


— 0006060395 LER 0O-O3O/OIT-O on 000519, plant operators testing diescl- 
driven fire pump when high temp alarm was received it 
diesel ovei heated Caused by biittle fan belt slipping 
LACEY. W S Ouquesno Light Co 0O/O&/O2 Ip 


8006090373 Forwards LERs BO 03a/03L-0 Q0-028/03L-0 

MERLINS, J A Duquesne Light Co 00/06/02 2pp 


““80060903b2 LER 90-032/03L'0 on 800503. dur ing control board insp. vol 
control tank outlet valve uias found ^hut Caused by short 
circul+ed lead in level comparator Shorted wire replaced 
lACEY, W 8 Duquosne Light Co 00/06/02 Ip 


--Q0060903B9 LER 0O-OP8/O3L-O on 800504, power was lost to vital bus 
inverter 4 due to blown main power supply fuse Cause 
unkrioum Fuse it loctifier replaced Frequency adjusted 
LACEY. W 8 Duquosne Light Co 80/06/02 Ip 


B0061806t2 PKO- 1 “00-086 on 000602, utils informed NRC of tornado watch 
In vicinity of plants Foicast included potential for severe 
thund ers terms, 1 arge hail t damaging winds Licensees 
implemented energency procedures 

MCCABE. E C Region 1, FhiUdelphia. Office of the Director 
eO/06/02 2pp 


0OO6HOIO8 Forwards LER 80-040/01T-0 

WERLING.J A Duquesne Light Co 80/06/04 2pp 


-□006110112 lER 0O-O4O/OIT-O on Q00603, ques t i ons on quality of 
radiographs at facility led to radiograph roinsp Caused 
by personnel error in intei protation of radiograph prints 
Defects repaired & i e -rad i ographed 
LACEYiM S Duquesne Light Co 00/06/04 2pp 


9006110121 Forwards LER GO-031/01T-0 

WERLING. J A Duquesne Light Co 00/06/04 2p p 


--B006U0126 LER 90-031 /OlT-0 on 000521, upon finding leaking RHR sys 
vent valve we 1 d. eva luat ion commenced to re-energiie RHR 
isolation valve In case of gross failure Caused by 
de-onergwed process control signal i. vent weld leak 
LACEV ( H S Duquesne Light Co 00/06/04 2pp 


8006160041 RO on 000529, me teor o 1 og i c a 1 instrumentatl ion computer 
channels found not responding properly to automatic calibr 
signals Caused by output resistors not being removed during 
900515 move Resistors removed h sys calibr verified 
WERLfMOrJA Duquesne Light Co 00/06/09 2p p 


e006l709S« Foruards LERs 0O-O34/O3L-0, 0O-O35/O3t-O & 0O-O36/O3L-O 
MERLINO/J A Duquesne Light Co 80/06/09 2pp 


- -0006170563 LER 0O-O34/O3L-O on D005I2, during air flow surveillance test 
on fire suppression sys.appios 50'/. of sprinkler notiles 
found plugged Caused by rust 8^ unidontl f i ed mail Monies 
will be cleaned ^ sys blown down w/air 
LACEY. W S Duquesne Light Co 00/06/07 IF 


— 0006170571 LER 00-035/031-0 on Q00512, during fuel bldg surveillance 
lost, internal pressure found to be less than negative 1/Q 
inch water column tvlaiive to atmospheric pressure Caused by 
unmarked damper which drifted shut Damper removed 
LACEY, W B Duquesne Light Co 80/06/09 IP 


-8006170376 LER 80-036/0TL-O on 600514, boric acid buildup noticed around 
soc-o-let weld on RKR pump , RH-P-IAi vent valve, RH-2n Pipe 
weld found cracked Caused by vibrat ion. pipe nipple length it 
valve weight which combined to provide bend 
LACEY, M3 Duquesne Light Co 00/06/09 IP 


800623095/ Forwards LER QO-03B/03U-0 

MERLINO, J A Duquesne Light Co 00/06/16. 2pp 


—8006230562 LER 0O“O3G/OaL-O on 000517, gaseous waste tank, OW-TK-lA, 
pressure decreased front 10 to 6 psig Caused by leaks on 
flanges of flow orifice JL pressure transmitter Tanks 
manually isolated until maint S' testing can be completed 
lACEY. W 6 Duquesne Light Co 80/06/16 Ip 


0006250260 RO 80-037/01T during review of radiographs of reactor 
containment liner seam we Ids, port ion of one weld is code 
rejectabla Authenticity of other seam ueld radiographs 
questionable Investigation continuing 
MERLINO, \J A Duquesne Light Co 00/06/90 Ip 


DOCKET 50-335 ST LUCIE PLANT, U.NIT 1 


F Security, medical, emergency t fire protection plans 


B006090487 Forwards proposed role entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 49 i App R to 10CFR50 t is eipected 
to be published in FR by end of May 

CISENHUT. D 0 Division of Licensing 00/05/19 46pp 


0006130063 Forwards revised Pages 1-14 L new Page I4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79010!." transmitted by NRC G00519 
Itr Page 14a not end 

EISENHOT. D 0 Division of Licensing 00/05/22 73pp 


0006190301 Forwards security p Ian, Revision 2 
Plan withheld <ref 10CFn2 790) 

UHRIO, R e Florida Power 6 Light Co 80/06/10 Ip 


0006250203 Forwards safeguards contingency plan. Revision 1, in response 
to NRC 000418 request for addl info Revision withheld 
fref 10CFR2 790) 

UHRIO. R E Florida Power t« Light Co SO/06/19 Ip 


J Insurance t indemnity information 


8006030421 Forwards Endorsement 35 to NELIA Policy NF-227 

FIELDER, J Harsh it McLennan. Inc . H S' M Nuclear Consultants, Inc 
Div QO/05/29 2pp 


8006160113 Forwards Endorsement 20 to flAELU Policy KF-BS 

FIELDER, J Harsh it McLennan, Inc , H S M Nuclear Consultants, Inc 
Div 80/06/09 2pp 


M Antitrust correspondence 


0006240137 Notice by Orlando Utils Commission to withdraw intervention 
it request to Institute proceeding pe Commission 700727 
order City of Orlando, pet i tioner S util 900606 settlement 
resolved Issues U/affidavit i Certificate of Sve 
MI8E,W C Orlando, FL WISE. W C Uise, W C 80/06/20 App 


P Operating license stage documents it correspondence 


B006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for THl Action Plan include 
shift manning, 1 icensing exams it licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT. DG Division of Licensing 80/05/07 ISOpp 


0006130122 Requests comments on NUREO-0577, "Potential for Low Fracture 
Toughness S, Lamellar Tearing on PMR Bteam Generator b 
Reactor Coolant Pump Supports " Proposed review procedure 8< 
Implementation schedule end 

EI0ENHUT, DO Division of Licensing 80/05/19 72pp 


B006050235 Advises that vendor analyses supporting proposed mod to 
automatic initiation of auxiliary feedwater sys flow will be 
delayed Submittal expected by 800620 Operational date will 
coincide w/safety analysis transmittal 
UHRIO,« E Florida Power i Light Co 00/05/29 2pp 


0006060310 Forwards five C-E repts re code for calculating PWR screm 
act ivit ies, control element assembly group withdrawal & 
three-part rept for statistical combination for 
uncertainties Proprietary version withheld (ref 10CFR2 790) 

UHRIQ. E E Florida Power i Light Co 80/05/29 Ip 


“0OO6O6O3J3 "CEAW Method of Analyzing Sequential Control Element 
Assembly Group Withdrawal Event for Analog Protected Sys," 
nonproprietary version 

# Combustion Engineering, Inc CEN-126<F)“NP 80/01 /3i lOOpp 
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— 80060603t^ "FIESTA One Difnein n>nal» TsJO Group Space-Time Kinetics Code 
for Calci^lating PWR Scram Attivltle* ” 

DECHEfi^U Cofflbuitsan EngluB eri ng» Inc CEW-*1»2<F) 79/11/30 

70PP 

— SQO-6060321 "Statistical Combination of Uhcerta I nt ib» Methodo 1 ogy* Part 

1 C“E Calculated Local Poti>ier Density Thermal Margin/Low 
Pressure LSSS for St Lucie Vnit I," itonpropr 1 etary version 

* Combustion Engineering, Jnc CEN-123CF)-NP PTl 79/l2/3t 

lOOpp 

— 8006060326 "Statistical Combination of Uncertainties Metbodol ogy. Par t 

2 Combination of Syi Parameter Uncertainties in Thermal 
Margin Anaiyses far St Lucie Unit Jj-" nonpropr 1 etary 
vart 1 on 

» Combustion Engineering, Inc Fl'NP PTS 00/01/31 

lOOpp 

— 9006060329 ''Statist ital Combination of Uncertainties Methodology . Par t 

3 C-E Caieulatad Psparture From rfudleate Bolling Linear 
Heat Rate Limiting Conditions for Operation for St Lucie 
Unit li” non p ropr 1 e tary version 

* Combustion Engineering, fnc CEW-123iF)''NP PT3 00/02/39 

ioopp 

0006190120 Discusses util 791109 submittal re degraded grid voitaga 
Foruardt request for adrfl Info 

CLARKi R A Operating Reactors Sranch 3 80/05/29 3pp 

6006100471 Forwards Info re TMI-related requlTementSf in response to 
MRC 000507 Itr 

UKRI0<^R F Flortde Fewer «e Light Co 00/06/13 3pp 


0006300339 Notification of 600620 meeting w/utiJ C-E in Bethe5da»MD 
to discuss history, Indications U analysis of voiding 6 
corrective actions re 800611 event at facility 
CONNERi E L Operating Reactors Branch 3 80/06/19 2pp 


B0062401B9 Discusses main steam line break analysis Results show that 
piak containment pressure is not influenced by assumed 
addition of auiiliary feedwater ruptured steam generator 
Forwards assumptions used in analysts 
UHRIC,R E Florida Power U Light Ca 80/06/20 lOpp 


&Q06270311 Application for amend to App A of License DPR"67i mod 1 f y Ing 
definition of operability U appl i cabl U ty of limiting 
conditions for operation to coincide w/words in 8TS per 
NRC 800410 Itr 

UHRlOfft E Florida Power 1 Light Co 0O/-D6/2O Ip 


— 0006270314 Eefety evaluation supporting amend to App A of License 
DPR" 67 

a Florida Power 4 Light Co 60 / 06/20 ip 


—0006270317 Revised Tech Epees per proposed amend t« App A of License 
DPR“67 i mod 1 f y 1 ng definlki-ons of operability U applicability 
of limiting conditions for operation to coincide w/words in 
STS* 

e Florida Power 8< Light Co 80/06/20 7pp 


Q Inspectlpn reports^ IE Bulletins it correspondence 


S006t30035 Forwards IE Insp Rept 50-335/00-09 on 000400-10 No 
nontompl lance noted 

MURPHVfC.E Region 2i Atlanta^ Reactor Construction !< Engineering 
0upport Branch. 80/04/3G 2pp 


— 8006130038 IE Insp Rept 50-335/80-09 on 000408-10 No noncompliance 
noted Major areas {nsp icted; instal led iciuipment revlaw per 
IE Bulletin 79-OlB 

CDNL0N,T E, Region 2i Atlanta, Reactor Construction & Engineering 
Support Srancli. RUFF, A B Region 2, Atlanta, Office of tha 
Director 00/04 /29 2p p 


8006060-569 Forwards IE Bulletin 00-11, ♦'Masonry Wall Design " Req.uires 
■ctien U written response IE Info Notice 79-20, 

"Overleadlrg of Structural Elements Due to Pipe Support 
Loads" end. 

O^RElLLTi J P. Region 2, Atlanta, Office of the Director, 80/05/00 

2pp 


0006050286 Forwards IE Bulletin 00-12, "Decay Heat Removal Sys 
□ptrab 1 1 1 ty, Requires actian response ulthin 30 days 
IE Info Notice 00-20, "Loss of Decay Heat Removal Capability 
at Davis-Betse Unit 1 Uhlle in Refueling Mode'' end 
Q'REILLYi J P- Region 2, Atlanta, Office of the Director 00/09/09 
2pp. 


8006300107 Farwards IE Circular BO-U. "Emergency Diesel Oenerator L\\i 
Oil Cooler Failures " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 00/05/13 
2PP 


8006300269 Forwards IE Insp Rept 90“333/e0-13 on 800429-0502 
Nq none emp k 1 anc e noted 

MURPHY, C E Region 2, Atlanta, Reactoi Construction Engtnearlr^ 
Support Branch 80/09/16 2pp 


—8006300273 lE Insp Rept 30-335/80-13 on 800429-0502 No noncomfUaner 
noted Major areas inspected inservice insp 6 licensee 
responses to IE Bulletin 79-17 

Cn0WLEY,D H Region 2. Atlanta, Office of the Director 
HERDTiA R Region 2, Atlanta, Reactor Construction 8t Engineerlni 
Support Drancli 00/05/19 4pp 


0006040013 Ad receipt of 800110,0321 S' 0501 Itrs informing MAC of 
steps taken to correct \iaIations noted in lE Insp Repts 
50-250/79-35,50-251/79-35,50-335/79-33 U 50-389/79-23 
HURPHY/C E Region 2, Atlanta Reactoi Construction ?< Enginesrlnj 
Support Branch BO/05/19 Ip 


— 0006040021 Responds to NRC /9l2t9 Itr re violations noted In IE Inij 
Repts SO'250/79-35, 90-251/79-35. 50-339/79-33 5, 50-309/79-22 
Corrective actions QA pi ocedures will be revised w/full 
compliance achieved by 800731 

UHRIG.R E Florida Power t Light Co 80/05/01 ip 


—0006040025 Responds to NRC 791219 I 000220 Itrs re vialationi iioiei it 
IE Insp Repts 50-250/79*35 f 0 - 251 /79-39, 90-335/79-33 
ti 50-309/79-22 Corrective actions OA procedures will be 
revised re imp lementat i on of 10CFR2] 

UHRlOfR E Floi Ida Power Light Co 00/03/21 3pp 


6006230159 Ac k receipt of 000513 Itr Informing NRC of steps taken tc 
correct violations noted in IF Insp Rept 50-335/00-00 
LEUIS.R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/06/02 Ip 


— 8006230166 Responds to NRC 600418 itr re violations noted in IE Imj 
Rept 50-335/80-03 Corrective actions interim moasures taken 
to supply audible flui count to refueling area 
UHRIO, R E Florida Power ^ Light Co 00/09/13 2pp 


— 0006230171 Forwards IE Insp Rept 50-335/00-08 on 800401-03 it not 1 1 e 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Buppotl 
Branch 80/04/10 2pp 


— 8006230173 Notice of violation from insp on 000401-03 

* Region 2, Atlanta, Reactor Operations Nuclear Support Brarich 
00/04/ IS Ip 


—8006230179 IE Insp Rept 50-335/00-09 on 800401-03 None omp 1 1 and netld 
failure to have flux monitor indication audible in 
containment during core alterations 

a Region S, Atlanta, Reactor Operations Nuclear Support Branch 
00/04/15 4pp 


8006250294 Forwa.rds response to IE Bulletin 80-12 Failure of any klnjli- 
active companenb during decay heat removal sys operation 
will not result in loss of cooling 

UHRIO.R E Florida Power 6 Light Co 00/06/11 4pp 


6006250307 Responds to IE Bulletin 00-05 Existing measures for vituva 
protection are adequate ^ no further mods are required 
UKRIO.R £ Florida Power & Light Co 00/06/11 3pp 


R. Periodic operating ropoi ts h. related correspondence 


8006170467 Forwards monthly operating repts for Hay 1900 
SCHMIDT, A D Florida Power Light Co 80/06/07 Ip 


— 8006170479 Monthly operating rept for May 1900 

CHILSDN. V T Florida Power Light Co 80/06/07 6pp 


6 Reportable occurrences, LERs 4 related correspondence 


8006050325 RO 335-80-37 on 800514, C-E informed util that partial 
draining of RCS tuhsle in Mode 5 is condition not analyied 
for boron dilution «venfc Plant operating procedures revised 
to increase shutdawfi margin 

WETHYrC M Florida Power Light Co 80/05/15 Ip 


8006030443 Forwards LER 80-027/09T~0 

SCHMIDT, A D Florida Power i Light Co 00/05/21 Ip 
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—800^030 4^19 LER BO-027/09T-0 on B0O514. dur mg shutdown for m^lnt^NSSS 
notified util that (partial draining of RCS while in Mode 5 
IS condition that has not been analgied for boron dilution 
ev'OTit ProccduT es revised to increase min shutdown riargin 
SCHOPPflAN.M A Florida PoweT i Light Co BO/09/21 2pp 


G006U0037 Forwards LER QO-025/01T-0 

SCHMIDT. A D Florida Power fy Light Co BO/05/26 Ip 


— 00 O&l 10042 LER 80-025/01T-0 on B00512. dur ing planned secondary shutdown 
for turbine ma intr steam header would not dopressuriie 
following steam stop closure due to sheared bypass valve 
stems Cause undetermined Valve stems replaced 
SCHCPPMAN.h A Florida Power fy Light Co 80/05/26 2pp 


8006170675 Forwards LER S0-019/03L-O 

SCHMIDT. A a Florida Powei & Light Co 00/05/31 Ip 


— BC0617O68& IER 00-01 ‘J/OSL-O on 000501 . dui ing normal refueling 
opera tions. 1 eak check of personnel air lock indicated 
leaVago in excess of Tech Specs Caused by defective air lock 
handwheel shaft packing gland Packing glands adjusted 
SCHOPPHAN. M A Florida Power f* Light Co SO/OS/Sl Ip 


8006170542 Forwards LER 00-02 1 /03L-0 

SCHMIDT. A 0 Florida Power V Light Co 80/06/06 Ip 


— 8006170551 LER 80-021/03L-0 on 800507. dur ing normal surveillance 
post-malnt testing. 1A d i es e i' gonora tor failed to synchroniie 
to emergency bus Caused by frequency permissive relay being 
set incoriectly Relay setpoint corrected 
SCMOPPMAN. M A Florida Power & Light Co 80/06/06 IP 


B006170647 Forwards LER 0O-O2O/O3L-O 

SCHMlDTi A 0 Florida Power 6 Light Co 00/06/06 Ip 


—6006170652 LER 0O-O2O/O3L-O on 000507. during heatup following 
refue 1 ing. aux 1 1 iary feed pump governor found out of 
adjustment Caused by drifting of speed sotting 
potent! omoter Potentiometer readjusted 

SCHOPPMAN. M A Florida Power t Light Co 80/06/06 Ip 


8006230483 Forwards LER e0-O23/O3L-0 

SCHMIDT. A D Floi ida Power t Light Co 00/06/10 Ip 


— 8006230495 LER 80-023/03L-0 on 80051 1 . dur ing power asc ens lorn control 
element assemblies 19 f* 50 dropped to full insertion Caused 
by failure of iS-volt power supply units Qoth control 
element assemblies were restored 

BCHOPPMAN. M A Florida Power V Light Co 00/06/10 Ip 


6006230405 RO 335-80-29 on 80061 1 1 gr ound occurred on bus ID dc causing 
containment isolation valve HCV-14-6 to fail closed 
Apparently caused by water in solonoid from steam leak. 

Cooldown continuing Damaged valve seals will be replaced 
werHY.C M Florida Power fy Light Co 80/06/11 2pp 


0006230464 Forwards LER aO-024/03L-0 

SCHMIDT, A 0 Florida Power t, Light Co 00/06/15 Ip 


--0006230476 LCR 00-024/031-0 on 000516. while shut down for nfuoUngr 
periodic test of engineered safety features showed 10 diesel 
generators load sequence timers were out of tolerance Caused 
by setpoint drift Maladjusted relays caused other problems 
BCHQPPHAN. M A Florida Power 4- Light Co 80/06/13 2pp. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER Si AT ION. UNIT 3 


F Security, medical, emergency 6 fire protection plant 


BD060604S6 Forwards request for addl info re facilities' emergency 
plans Plans should be evaluated against NUREO-06S4 U «ncl 
comments by 800630 

CRUTCHFJl ED, D 11 Operating Reactors Drench 5 00/05/12 36pp 


8006090487 Forwards proposed rule entitled, 'Tire Prgtectio-n Program 
for Nuclear Power Plants Operating Prior to 790101 ” Rule 
adds new Section SO 40 fy App R to 10CFR5D is expected 
to be published in FR by end of May ^ 

ElSENHUTiD 0 Division of Licensing 00/03/19 46pp 


0006130063 Forwards revised Pages 1-14 lU new Page 14a for proposed 
rule 10 CFR 90 "Fire Protection Program for Nuclear Powier 
Plants Operating Prior to 790101,'* transmitted by NRC 000519 
Itr page i4a nut encl 

EIBENHUT. D G Division of Licensing 80/05/22 73pp 


8006060367 Submits info to reaffirm adequacy of current fir* protection 
plans to fulfill SER commitments One oversize drawing encl 
COUNSIL.W G Northeast Nuclear Energy Co isubs of Northeast 
Utilities) C0UN3IL.U G Connecticut Vankee Atomic Power Co 
BO/OS/29 0pp 


H General correspondence 


8006170464 Advises of personnel change EU Mrocjka relieved JF Opeka at 
station superintendent on 800601 
MRGCZKA.E J Northeast Utilities 80/06/02 Ip 


P Operating license stage documents 6 correspondence 


0006090165 Forwards addl TMI-S related requirements to operating 
reactors Licensees requirements for THI Action Plan include 
shift ntann i ng, 1 Icens Itig exams L licensee dissemination 
of operating experiences Response requested within 30 dags 
EISENHUT. 0 0 Division of Licensing BO/05/07 150pp 


0006130122 Requests comments on NUREG-OS77, "Potential for Low Fracture 
Toughness % Lamellar Tearing on PMR Steam Oenerator & 

Reactor Coolant Pump Supports '* Proposed review procedure 6 
Implementation schedule encl 

ElSENHUTiD 0 Division of Licensing 80/05/1? 72pp 


9006020203 Application to amend License DPR-65 by incorporating 
revisions to Tech Specs for Millstone 2 in response to NRC 
800410 request Proposed changes are necessary for safe 
operation of facility Millstone 2 is only unit w/Tech Specs 
COUNSIL.N O Connecticut Yankee Atomic Power Cu C0UN8IL,U 0 
Northeast Nuclear Energy Co isubs of Northeast UtUitles) 
00/05/21 3pp 


--0006020211 Proposed revisions to Tech Specs for Millstone 2. 
incorporating requirements of NRC 600410 Itr to all power 
reactor licensees 

« Northeast Nuclear Energy Co (subs of Northeast Utilltlet) 
80/03/31 7pp 


8006060306 Forwards proprietary version of basic safety ript addendum. 
"Nuclear Uncertainties."^ supplementing rept Section 4 0 
Describes power peaking factor uncertainty analysis used in 
reload fuel design Rept withheld trof 10CFR2 7901 
COUNSILiN O Northeast Nuclear Energy Co (subs of Northsast 
Utilities) eO/05/26 2pp 


0006180416 Forwards Amend 50 to License DPR-63 It notice of issuance It 
availabill ty 

CLARK. R A Operating Reactors Branch 3 90/05/29 Gpp 


—8006180417 Amend 58 to License DPR-65. changing Tech Specs to permit 
storage of fuel assemblies containing 3 3Sii by weight 
U-235 in high density spent fuel storage racks in spent fuel 
storage pool 

CLARK.R A Operating Reactors Branch 3 80/05/29 Spp 


— 0006130410 Notice of issuance It availability of Amend 50 to License 
DPR- 63 

CLARK, R A Operating Reactors Branch 3 00/05/29 2pp 


0006030474 Forwards addendum to "Basic Safety Rept'* re nuclear 
uncertainties, nonproprl etary version 

CQUNSlLiH O Northeast Nuclear Energy Do (subs of Northeast 
Utilities) 60/03/30 Ip 


— 6006030476 Addendum to "Basic 8afetv Rept" re nuclear uncertainties, 
nonproprietary version 

e .Northeast Nuclear Energy Go (subs of Northeast Utilities) 
00/09/31 22pp 


0006110407 Nutif Ication of B00604 meeting w/util Nestinghouse in 
Bvthestfa.IlD to discuss cure power di stributlon, setpoint 
cnethodulog y, uncer ta 1 nty analysis L pruposed Tech Spec 
changes re Cycle 4 reload w/Wts t inghouse fuel 
CONNER, £ L Operating Reactors Branch 3 00/09/30 2pp 


0006110307 Discusses small break LQCA EGGS performance results 
Primarily effect function of sys charac ter Istics such as 
ECG8 flow rates, safety injection tank actuation pressures 
4 core pobier level Supporting info encl 
CaUNSlLrlf G Northeast Util ities 00/06/02 14pp 


6006160045 Provides descriptive info 4* design assessment of proposed 
low level raduaste storage facility unsite No NRC review 
required Facility will bo operational late 1900 
COUNSIL.N O Northeast Nuclear Energy Co (subs of Northeast 
UtlMtiesl 80/06/02 9pp 
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Q0061&0047 Forward* ‘Reload Safeti; Analij*ii.“ cJ etnon* tra t i ng that Cycle 
4 reload a5»urfls continued conforriance to design & safety 
I Iml ts Of fac n I ty 

COUNSILj W 0 Northeast Nuclear Energy Co tsubs of Northeast 
t/tilitles) 8G/06/Q3 Spp 


8006090191 Forwards IE Investigation Rept 1 ,2 on S0030S-07 

19-20. in response to allegations re illegal jhlpments of 
spent fuel 

NARTIN. W G Region 1. Philadelphia. Sof eguoi ds tlronch 10/04/10 


Ip 


C. 


”“8006160048 "Reload Safety Analysis ■' 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/06/30 23pp 


e00624059B Forwards Anends 68 59 to Licenses DPR-21 !< DPR-6S/ 

respectively 6 notice of issuance iU availability 
CLARK. R A Operating Reactor* Qranch 3 BO/06/03 4pp 


— 8006240604 Anends 6S 6 59 to Licenses DPR-Sl DRR-65i resp ec 1 1 vs 1 y. 

deleting Sections 4 I tc 4 2 from ETS 

CLARK. R A Operating Reactors Oranch 3 CRUTCHFIELD, D C 
Operating Reactors Branch 5 80/06/03 7pp 


8006240607 Notice of issuance 6 availability of Amends 6B t 59 to 
Licenses DPR-21 L DrR-6Si r e s p ec 1 1 vo I y 

CLARK, fi A Operating Reactors Branch 3 00/06/03 2pp 


0006190457 Forwards infn re five addl TMI**2 related requirements 
applying to operating reactors per 800507 request Integrated 
*******"4^it of collective impact of all requirements should 
be conducted 

CCJUNSIL.H 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNSIL.W G Connecticut Vantoe Atonic Power Co 

00/06/10 30pp 


8006190602 Forward* "Large Break L0CA/ECC9 Performance Results " 
Analysis showed double-ended cold leg guillotine break at 
pump discharge to be liniting large break Review of results 
tfatermined that applicable fee was submitted B00509 
COUNSlLiH 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities! COONS I L, M G Northeast Utilities SO/06/ll Ip 


— 6006190610 "Large Break LOCA/ECCS Performance Results " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 80/06/30 3Bpp 


B006250IS2 Forwards IC Insp Repts 50-245/00-04 V 50-336/00-03 on 
800301-29 No noncomp 1 i atic e noted 

DRUNNERi E J Region i. Philadelphia, Roactur Op orations Nu clear 
Support Branch QO/05/02 2pp 


—8006250157 IE Insp Ropts 50-245/00*04 50-336/00-03 on 000301-29 Nrj 

noncumpl lance noted Mtjqi areas inspected plant upo rations, 
logs H records, previous insp Pi nd mgs. rad i oac t i vo mat! 
sh i pments I me i n t t IE bulletins f ciiculars 

KEirifOi R R Region I, Philadelphia, Reactoi Operations Nuclear 
Support Branch SHEDLGSKV, J T , ZIMtlERflAN.R P Rogian 1. 

Ph 1 ladelph la, Office of the Director 0O/OS/O1 I3pp 


6006040011 Responds to IE Bulletin QO-OS. ''Vacuum ('onditlon Resulting 
in Damage to Chemical Vol Conti ol Sys Holdup Tanks " Review 
of all sys has been completed Adequate vacuum prutecliori 
exists for sys under potentially damaging vacuum conditions 
COUNSIL.U G Northeast Nuclear Energy Co Isuba of Noitheast 
Utilities) BO/05/07 3pp 


6006240611 Ack receipt of 600500 iti informing NRC of incorrect 
statements made in le Insp Rept 50-293/80-12 Corrected pages 
end V)/D enc 1 

MARTIN, IJG Region 1. Philadelphia, Safeguards Branch 00/05/22 


““S006240617 Responds to NRC 000410 Ur Northeast Nuclear Energy Co 
incorrectly identified as util licensed to operate Haddam 
Neck Plant 

COUNSIL, W G Northeast Nucleai Energy Co (subs qf Northeast 
Utilities) 00/05/08 2pp 


8006200037 Forwards IE Circular 0O-13, "Grid Btrap Damage in 
Nestinghouse Fuel Assemblies '* No written response required 
GRIER, DH Region Ph I lade 1 ph i a, Office of the Dirertor 
00/05/28 ip 


3006190408 Forwards info re design basis transient 6 accident 
conditions providing basis for auxiliary feedwater sys flow 
Tiqulrementi. in response to NRC 791022 request Based on 
feedwater sys complies u/Sectlon 1 4 
COUNSlLrW G Northeast Utilities COUNSIL, i) Q Northeast Nuclea 
Energy Co (subs of Northeast Utilities) 60/06/16 30pp 


R 


Periodic operating reports ^ related 


con espondence 


8006230506 Forwards monthly nporating rept for May 1900 
MROCZKA, E J NoTthoast Utilities 80/06/16 Ip 


QCQ6240466 Forwards info requestc 
turbine discs Scheduled insp pr 
confirm absence of turbine disc 
rotors 

COUNSIL, N 0 Northeast Nuclear 
Utilities) 80/06/16 llpp 


f by NRC 800515 Itr re low pressure 
igram at facility will 
cracking in low pressure 

Energy Co (subs of Northeast 


aO063OO652 Summary of 600318 meeting w/util 
reload w/Nestinghouse fuel 
CONNER, £ L Operating Reactors Branch 3 


^ Uestinghouse re Cycle 4 

80/06/10 29pp 


2 ^sports, IE Bulletins 6 correspondence 


t>P-**ons 


-22 on 
Nuclear 


-“S0060S0524 IE Insp Repts 50“245/79-J 
noncompliance noted Major areas ir 
physical security, exam of feeduatc 
79-13xfirD protection t surveillar 
MCCABE.E C Region 1. Phiiadelphi 
Support Branch SHEDL05KY, j t f 
the Director 79/10/30 Spp 


6 50-336/79-22 on 790804-0901 No 
Bcted plant tours, 
piping per lE Bulletin 
testing 

Reactor Operations Nuclear 
ion 1. Rhl ladelphia, Office qf 


““8006230515 Monthly operating rept fur May 1900 

HDWLETT,GH Northeast Utilities 00/06/02 5pp 


occurrences. LEHs i, i olatod corrospundenco 


6006020306 Forwards LER QO-0 18/01 T-0 
OPEKAr J F Northeast Nuclear Fnergy Cu 
Utilities) 80/05/22 Ip 


(subs of Northeast 


““8006020392 LER 0O-O18/O1T-O on 800500, dur Ing ongalno h 
analysis fur IE, Bulletin 79-02. both sve wotoi header 
inoperable Caused by inadequate hanger hasepUie sup 

hangers compl 

CRISCIONE, J Northeast Nuclear Energy Co (subs qf 
Utilities) 80/05/82 2pp 


anger basaplatu 
s 

ports 

elnd 

Not theasi 


8006060275 Forwards LER 0O-O2O/O3L -0 
OPEKA.JF Northeast Utilities 00/05/29 app 


uTi uuu«tuv, our ing power 

pressure was too low due to stuck pressurlier spi 
steam generator level dui' 

GURNEY, P V Northeast Utilities 60 / 03 /P 9 Ip 


OT at ion, flC0 
valve N 
1 oad 




auucnii>24B Forwards LER 00-021 /03L-0 

-uttn. t„ p,„v. 

FOSTER I tightened ® 

UtUUI^" X'*"' 


8006170657 Forwards LER 80-01 1/03L-1 

Northeast Nuclear Energy Co 
Utilities) 80/06/06 Jp 


(subs of Northeast 



DOCKETED ITEMS 


— 60061/06^1 LER BO“Oll/03L-l orv SOOSOSj f o 1 1 auj i ng 5 h utd aun. broken saddle 
clamp bolt fuund or tigdraulic ^nubbei hanger 490002 Caused 
bg fatigue ^ high impact loading Rolts raplaced ui/high 
strength bolts for high temp sve 

CLEMENfiC Northeast tlwclear Energy Co <sub9 of iMortheast 
Utilities) BO/ 06/ 06 ip 


DOCKET 50-030 NORTH ANNA POWER STATION, UNIT 1 


F Security, medical, emergency i- fire protection plans 


8006020011 Foiiuards r<»iuest for add I info needed to complete NRC 
review of guard training qualification p Ian, submit ted by 
util 780810 1 tr Info request withheld (lef 10CFR2 790) 

CLAflKi R A Operating Reactors llranch 3 00/05/19 2pp 


00-06090487 Foruiards proposed rule entitled, '’Firo Protection Program 
for Nuclear Power Plants Qpeiafcing Prior to 790101 " Rule 
adds neu Section 30 48 ** App R to- lOCFRSO 6 i% expected 
to be published in FR by end of Mag 

EISENHUT, D G Division o-f Licensing BO/05/19 46pp 


8006130063 Forwards revised Pages 1-14 ty new Pago l4o for proposed 
rule lOCFRSO '‘Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101. " transmitted by NRC 800519 
1 tr Page I4a not encl 

EISENHUT. D Q Division of Licensing 80/03/22 73pp 


B006030016 Responds to NRC 000519 Ifcr rs guard training 
requal 1 f i cat ion program Response will be forwarded by 
800714 

SYLVIA. D R Virginia Electric \ Power Co QO/05/3B Ip 


8006110005 Forwards Revision i to emergency plan Section A utU require 
mod resulting Prom 8003T0 meeting w/NRC U will be forwarded 
upon co-mpletion Commonwealth of VA Q00320 Itr one I 
BAUM, E A Virginia Electric (f Power Co 80/06/06 5pp 


— 8006110007 Revision I to emergency plan 

-* Virginia Electric Power Co 80/06/09 lOOpp 


8006240469 Forwards addl changes to station emergency p Ian. c omp 1 etlng 
response to IW Roe 800S1S comments 

HAt/M, E A Virginia Electric 6 Power Co BO/06/20 2pp 


--8006240470 Emcigency p 1 am Revi s i on 2 

e Virginia Electric 6 Power Co 60/06/tB 27pp 


9006260193 Forwards Revision 3 to omergo-ncy p 1 an. d isc ussed w/NRC on 
000620 Also forwards Sheriff of Ha-nover County. VA 000603 Itr 
of agreoment 4- list of changes to emergency plan 
BAUM. E A Virginia Electric 6 Power Co 00/06/23 Ip 


— 8006260184 Revision 3 to emergency plan. Sheriff of Hanover County, VA 
000605 itr of agreement V list of changes encl 
* Virginia Ekoctnc t Power Co 00/06/25 23pp 


0 Adjudicatory correspondence 


8006190018 Notifies that time has elapsed for Commission consideration 
of petitions foi review of ALAl)-5B4 Since Cammlssien has 
not granted pe ti t i on. p et i t i on is deemed denied 

CHILK. S J Office of the Secretary of the Commission 80/09/89 
ip 


8006180429 Recommends that ASUAD compos t tion be changed to remove 
imbalance between lawyer fx technical members t> that 
unnecessary legalistic bur dons > pr oced ui e% tt requirements be 
« 1 im i-natc d 

DEALE. V B Valentine B Doalc 00/06/09 4pp 


B006240347 Advises of change in info in 800324 Itr Ifest 1 nghause exit 
energy S. probability analyses will not be ready until Oct 
1980 analyses will require six addi wks Crack slie 

tables withheld (ref 10CFR2 790) 

CIRI8TMAN.JN Hunton % Mliliams 80/06/20 2pp 


8006300413 Ac k receipt of 000620 Itr re tut blno missile issue Delay in 
Ues t k ng h ouse analyses Is not matter of serious concern to 
ASLAD ASLAD must he promptly notified if disk cracking map 
is postponed beyond Dec 1960 

BISHOP. C J Atomic Safety and I icenslng Appeal Panel 00/06/24 

Ip 


P Operating license stage documents 6 correspondence 


8006090169 Forwards addl nil-2 related requirements to operating 
reactors Licensees requirements for Till Action Plan include 
shift manning. 1 icons ing exams & licensee dissemination 
of operating expeiiences Response requested within 30 dags 
EISENHUT, DO Division of Licensing 00/05/07 tSOpp 


0OO6O9O32S Forwards Amend 10 to License NPF-4, safety evaluation & 
notlcQ of issuance L availability 

CLARK. R A Operating Reactors Branch 3 80/05/19 2pp 


— 800-6090529 Amend 19 to License NPF-4. c urre c 1 1 ng administrative err 
presently existing in Tech Specs re max response ti^re 
expected from onset of detected degraded offsite pourer sys 
-CLARK, R A Operating Reactors Branch 3 BO/05/19 5pp 


— 0006090534 Safety evaluation supporting Amend 18 to Llconse NPF-4 
♦ Office of Nuclear Reactor Regulation. Director 80/05/19 i 


— 8-006090537 Notice of issuance 5 availability of Amend 10 to Liceni 
NPF-4 

CLARK, R A Operating Reactors Branch 3 80/03/18 2pp 


8006130122 Requests comments on NURE8-0977. "Potential for Low Fract 
Toughness f/ Lamellar Tearing on PWR Steam Oenorator h 
Reacfcxir Coolant Pomp Supports “ Proposed review procedure & 
implementation schedule encl 

EISENHVT, D C Division of Licensing 80/05/19 /Spp 


0006020173 Advises that. c ontrary to date stated in 000428 Itr. tempor 
post-accident containment atmospheric sys will be installed 
by 000630. per NUREO-0578 Permanent sys will be installed by 
810101 Sketches encl 

SYLVIA, B R Virginia Electric it Powei Co 00/0-5/20 4pp 


3006050223 Application to amend DL w/Tech Spec Change 38. remaving 
Snubber 103, inata 1 led on safety injection sys in safeguards 
area, from Table 3 7-4 Proposed Change 30 JJt Class III fee 
ftncl 

FEROUSQN, J H Virginia Eloctnc U Power Co 80/06/02 3pp 


— 8006050227 Proposed Change 30 to Tech Sp ec s. removing Snubber lOJ f 
Table 3 7-4 

* Virginia Electric 4 Power Co 30/06/02 Ip 


B0062S0006 Confirms 000602 telcon authortiing amend to OL Tech Speci 
License NPF-4 is amend ed. de let i ng snubber 103. on Pago 
3/4 7-54 Formal copies of amend L FR notice forthcoming 
NOVAK. T H Assistant Director for Operating Reactors 00/06/03 
3pp 


0006110063 Provides commitment to meet addl TMl-2 related requiremer 
identified in NflC 000307 I ti . provid i ng equipment procurement 
schedules do not impact implementation of hardware changes 
SYLVIA. D R Virginia Electric it Power Co 80/06/06 Ip 


8006130334 Proposes multiphase plan to address NRC concerns re 
multistructure amplified response spectra being used to 
analyie piping lys in low head V high head safety injection 
lines List of mu 1 tis true ture problems sample problem end 
SVLVIA.D R Virginia Electric t> Power Co 00/06/06 iBpp 


8006250139 Forwards "North Anna Operational Background Chemistry 
Review " Addl info concerntng Westinghouse boric acid 
treatment program to be forwarded within feu uks 
SYLVIA, B R Virginia Electric it Power Co 30/06/10 Ip 


— 8006250143 “North Anna Operational Background Chemistry Review 
9AWaCHKA,S 0 . PEARL. W L NWT Corp 80/06/30 46pp 


GOO63OO3B0 Confirms agreement re review criteria for control rod bai 
reactivity worth tests Modified Table A 2 of VEP-FRD-36' 

"Control Rod Reactivity Worth Determlnotion by Rod Swap 
Technique" encl 

THOMAS, W M Vlrgl-nia Electric it Power Co 80/06/36 6pp 


8006300456 Forwards histoiy of experienced total U partial power 
outages at fac I I i ti es, per NRC 000509 request 
SVLVIA.D R Virginia Electric 6 Power Co 00/06/26 4pp 


Q Inspection reports. IE Bulletins it correspondence 

8006160181 Forwards fE Insp Repts SO-33&/0O-16 U 50-339/80-17 on 
800303-0411 No noncomp 1 iance noted 

LEWI9.R C Region 2, Atlanta Reactor Operations Nuclear Support 
Branch 00/04/29 2pp 
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DOCKETED ITEMS 


— B006l60iat IE Intp ftopts 50-339/80-16 V 50-339/80-17 on 600303-0411 No 
noncomp 1 l^nce- note^d Major areas inspected short-term Lessons 
Lrained <NUJ)EO-O57a> . TMl-2 action plan ( NL;ReO-0660 ) U plant 
readineis ^or fuel loading 

KELLOOOp P J Region 2« Atlanta^ Reactor Operations Nuclear Support 
Branch KIDDiM 8 Region 2. Atlantop OfFlce of the Director 
e'0/'04/29 13pp 


e00i0p9O0B2 Eoruarda IE Insp Repts 50-33B/80-1B «< 50-339/BO- 19 on 
600'413'**16 No noncotnp 1 iance noted 

LEWISiR C Region 2i Atlantar Reactor Operations Nuclear Support 
Branch 80/05/02 2pp 


— BOOAO900B8 IE ln»p Repts 30-338/80-18 «. 50-339/80-19 on B00413-16 No 
none omp 1 lance noted Major areas Inspected initial Fuel 
1 oad Ing of Unit 2 

UPRIGHT^ C M Region 2 p Atlanta^ Reactor Qperatloni Nuclear Support 
Branch BURNETTp P T r DONAT, T J Region 2 p Atlanta, Office of the 
Director BO/05/01 Spp 


800606051S Portaards IE Dulletin 80-11, "Masonrg Nall Design " Requires 
action & written response IE Info Notice 79-20, 

"□verload ing of Structural Elements Due to Pipe Support 
Loads" encl 

0'REILLY»J P Region 2, Atlanta, Office of the Director 80/05/00 
2PP 


6006200105 Forwards lE Insp Repts 50-338/80-17, 5O-4O4/0O-O2 & 
50-405/00-02 an 00040 9 & 10 No noncompl lance noted 
HURPHYi C E Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch 80/05/08 Spp 


—8006200114 IE Intp Repts 50-330/80-17150-404/80-02 1< 50-405/80-02 
on 000409 it 10 No noncamp 1 iance noted Major areas inspected 
IE Bulletins 79-17 i* 80-00 activities re cracks in berated 
water «gs t containnent liner penetration welds 

HERDT, A R Region 2i Atlanta, Reactor Construction St Engineering 
Support Branch ECONDHOS, M Region 2 p Atlantai Office of the 
Director 80/05/07 4pp 


8OO6O4OS40 Forwards IE Bulletin 80-12, "Decag Heat Removal Bys 
Operability " Requires action & response within 30 days 
IE Info Notice 60-20, "Loss of Decay Heat Removal Capability 
at Davis-Bessa Unit I Uhlie in Refueling Mode" encl 
O'REILLY, JP Region 2, Atlanta, Office of the Director 60/05/07 

2pp 


8006300137 Forwards IE Circular 80-11, "Emergency Diesel Oenerator Lube 
Oil Cooler Failures *' No written response required 
O'REILLY, JP Region S, Atlanta, Office of the Director 80/05/13 

2pp 


6006200604 Responds to IE Bulletin 79-27, "Lo4« of Non-Class IE 
Ini trumantat i on )t Control Power 8ys Bus During Operation " 

No equipment on other instrument control power buses is 
reeded td maintain hot or cold shutdown condition 
SYLk/IAiD R Virginia Electric & Power Co 80/05/30 54pp 


0006240336 Forwards response to IE Bulletin 80-05 re vacuum conditions 
resultirg in damage to holdup tanks Two potential problem 
areas invoWlrg boron evaporator bottoms tank U boric acid 
storage tanks identified 

SYLVIA, 8 R Virginia Electric k Power Co 80/06/0? 3pp 


8006120386 Forwards response to notice of violation contained in IE 
Insp Repts 50-330/80-20 k 50-339/80-21 Corrective action 
all equipment will respond to safeguards engineered 
actuation resets in FSAR 

SYLVIA, 6 R Virginia Electric & Power Co 80/06/10 3pp 


800630-0253 Forwards response to IE Bulletin 80-09 Hydramotor actuator 
Models AH-90 8< NH-90 are not used at facility 
SYLVIA. B R Virginia Electric k Power Co BO/06/10 3pp 


8006300235 Forwards response to IE Bulletin 60-12 re decay heat removal 
sys operability Current procedures provide adequate 
safeguards for redundancy or diversity requirements but will 
be changed if subsystem is operable 

SYLVIA, B R Virginia Electric k Power Co 80/06/11 4pp 


6006300349 Responds to IE Bulletin 00-06 requesting review of drawings 
for all sgs serving safety-related functions at schematic 
1 eve 1 , verification of controls k proposed design mods 
Actions & schedules delineated In Item 3 

BYLVIAiB R Virginia Electric k Power Co BO/06/12 lOpp 


R Periodic operating reports -L related correspondence 


80-06090252 Forwards '‘Special Tests k Design Changes 1979 " 
0YLVIA,B R Virginia Electric k Power Co 80/06/05 Ip 


- — 9006090253 "Special Tests St Design Changes 1979 " 

* Virginia Electric t Power Co 80/06/05 26pp 


8006120301 Forwards monthly operating repts for May 1900 
SYLVTAp D R Virginia Electric V Power Co BO/06/09 Ip 


— 0006120304 Monthly operating repts for May 1980 

HARVEY, B L Virginia Electric k Power Co 90/06/03 9pp 


S Reportable occurrences, LFRs k related correspondence 


0006130370 PNO- 11 -90-093 on 800523, safety injection actuation occurred 
when vital electrical bus was lost while plant was shutdown 
following unplanned reactor trip Caused by C steam generator 
feedwater regulating valve failure to open 

WEBSTER, E H , KELLOOO, P V Region 9, Atlanta, Office of the 
Director 80/05/23 Ip 


8006050304 Forwards RO 8O-47/OIT-0 24-h followup rept 

MADISON, W R Virginia Electric k Power Co 80/05/27 Ip 


—8006050300 RO 0O-47/O1T-O on 000523, ac t i vat I on of ECCS was initiated by 
high steam line flow/lo-io Tavo signal Vital Bus l-lll was 
dr-energlied at time of ECC5 initiation Caused by frequency 
oscillations in dc to ac inverter for Vital Dus l-III 
-» Virginia Electric k Power Co 00/05/27 2pp 


8006060407 Forwards LER 80-04l/03L~0 

CARTMRIOHTpM R Virginia Electric k Power Co 80/05/30 Ip 


— B006060410 LER 80-041/03L-0 on 800503. during review of operations 
periodic test schedg I e, quarter 1 y inservice insp gf D LHSI 
pump check valves determined not performed within required 
interval Caused by inadvertent deletion from schedule 
CARTWRIGHT, M R Virginia Electric k Power Co 00/05/30 2pp 


0006090359 Forwards LER 80-047/01 T-O 

CARTWRIGHT, W R Virginia Electric k Power Co 80/06/04 Ip 


—8006090361 LER 0O-O47/OIT-O on 800523, safety Injection occurred due to 
high steam line flow signal coincident w/lo-lo tave Caused 
by loss of vital Dus l-1 1 1 which removes power from 
feedwater flow/steam flow comparators for steam generators 
CARTWRIGHT, W H Virginia Electric k Power Co 80/06/04 4pp 


0006110324 RO several lines In low head high safety injection sys 
were not analyied for effects of fluid temp below 70 F 
Review of new nozile loads showed load on pump exceeded 
vendor allowable load Multiphase program proposed 
SYLVIA. 0 R Virginia Electric k Power Co 80/06/06 10pp 


0006230499 Proposes multi-phase plan to address NRC concerns re 
amplified response spectra curves used as basis for analyses 
whan piping sys is subjected to more than one spectra 
SYLVIA, D R Virginia Electric k Power Co 90/06/06 llpp 


0006120331 Forwards LER 0O-O43/O3L-O 

CARTWRIGHT. W R Virginia Electric k Power Co 90/06/09 Ip 


—0006120333 LER B0-043/O3L-0 on 800510, while performing monthly 
surveillance test l-PT-36 1 on solid state protection train 
A, permissive P-ll failed Caused by failure of logic card, 
universal card 4li Logic card replaced 

CARTWRIGHT. W R Virginia Electric k Power Co BO/06/09 2pp 


8006120359 Forwards LER 80-044/03L-0 

CARTWRIGHT, W R Virginia Electric k Power Co 90/06/09 Ip 


— 8006120362 LER B0'*044/03L-0 on BOOSIO, control power fuses for 
containment particulate ^ gas radiation monitors bleu when 
restarting sample pump Possibly caused by current feedback 
from motor contactor 

CARTWRIGHT. W R Virginia Electric k Power Co, 00/06/09 2pp 


8006130174 Deficiency rept re safeguards area exhaust sys Exhaust sys 
modified to ensure operability following seismic event Mod 
consisted of installing mechanical means of opening central 
area exhaust ductwork on auxiliary bldg roof 
SYLVIA, D R Virginia Fiectric k Power Co 80/06/09 3pp 


8006230444 Updates 791031,1115,30 4 1220 repts re safeguards area 
exhaust sys not being entirely selsmlcally designed Lists 
essential equipment which might not receive adequate 
cooling Affected equipment modified to assure operability 
SYLVIA, B R Virginia Electric k Power Co 80/06/09 3pp 
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8006170643 Forwards LER a0'045/03L~0 

CARTWRIGHT, W R Virginia Electric U Pouier Co 80/06/11 ip 


— 8006170650 LER 0O-O45/O3U-O on 800513. deviatl on of plus between 
auxiliary shutdown panel Indicator UI''14S9C tt control roam 
indicator LI’'1-*461 was exceeded Caused bg packing leak on 
isolation valve l-RC-*ia9 Valve repaired 

CARTWRIGHT, W R Virginia Electric & Power Co 80/06/11 2pp 


0006230503 Forwards LER a0-04B/03L*-0 

CARTWRIGHT, W R Virginia Electric ic power Co 80/06/lB ip 


— 8006230509 LER 0O-O48/O3L-O on 800520, one of two flow paths from 
refueling chemical addition tank to RUST was Isolated to 
perform malnt on leaking drain valve Caused by leak through 
valve packing t valve seat requiring removal of drain valve 
CARTWRIGHT, W R Virginia Electric & Power Co 60/06/16 2pp 


8006230516 Forwards LER 0O~OS1/O3L-O 

CARTWRIGHT, W R Virginia Electric ii Power Co 80/06/19 ip 


—8006230524 LER aO-051/03L-0 on 800523, w/uni t at hot standby, fuel oil 
vol in IJ emergency diesel generator day tank found u/iess 
than min vol of 750 gallons Caused by neither fuel oil 
transfer pump refilling day tank 

CARTWRIGHT, W R Virginia Electric & Power Co 60/06/19 2pp 


8006270262 Foruiards LER 0O-O53/O3L-O 

CARTWRIGHT. W R Virginia Electric U Power Co BO/06/20 Ip 


*'“•8006270265 LER 0O-O53/O3L-O on B00601, w/wni t in cold shutdown, RHR pumps 
d«-*energ i led for more than i~h Caused by need to repair 
valve packing leak resulting from personnel error Pump 
returned to sve following repair 

CARTWRIGHT. W R Virginia Electric U Power Co BO/06/20 2pp 


B006270310 Forwards LER 0O-O49/O3L-O 

CARTWRIGHT. W R Virginia Electric & Power Co BO/06/20 Ip 


—8006270315 LER fiO-049/03L-0 on 800524, in Mode 3, mechanical chiller 
that maintains temp of containment bldg failed Caused by 
air voids in chilled water* sys due to leaking valves 
previously secured recirculation fans 

CARTWRIGHT, W R Virginia Electric 8- Power Co 80/06/20 2pp 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


E NRC Safety Evaluation Report <SER), suppls &. correspondence 


8006170518 Notifies that util efforts to satisfy , requirements for 
Issuance of full power 8ER ii. OL amend will be complete 
by early Jul 19B0 

FERGUSON. J Virginia Electric U Power Co 80/06/12 ip 


F Security, medical, emergency it fire protection plans 


6005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 

ElSENHUT.D G Division of Operating Reactors 80/04/85 6lpp 


8006120528 Requests that FEMA review of state $c local emergency plan 
be provided consistent w/encl schedule to avoid potential 
delays in licensing decisions 
AHEARNE, J F Commission 00/05/13 2pp 


6006020011 Forwards request for addl ^ info needed to complete NRC 
review of guard training ^ qualification p Ian, submitted by 
util 780818 Ur Info request withheld (ref lOCFRa 790) 

CLARK, R A Operating Reactors Branch 3 80/05/19 2pp 


8006030016 Responds to NRC 000519 Itr re guard training Si 
requalification program Response will be forwarded by 
0007 1 4 

SYLVIA, 0 R Virginia Electric it Power Co 80/05/28 Ip 


8D06090O63 Notification of 800530 meeting ui/util in BethesdaihO to 
discuss emergency plan 

DR011ERICK, A g Licensing Branch 1 60/05/30 3pp 


8006130155 Summary of 800530 meeting w/util re facility emergency plan 
DROMERICK.AW Licensing Branch I 80/06/02 4pp 


8006110005 Forwards Revision 1 to emergency plan Section 4 will require 
mod resulting from 800530 meeting w/NRC t, will be forwarded 
upon completion Commonwealth of VA 800520 Itr end 
BAUM. E A Virginia Electric & Power Co 00/06/06 5pp 


— ‘6006110007 Revision I to emergency plan 

a Virginia Electric A Power Co 60/06/09 lOOpp 


B006250361 Notification of 600619 site visit to discuss emergency 
operating procedures 

DRGMERICK, A W Licensing Branch I 00/06/17 4pp 


6006240469 Forwards add! changes to station emergency plan, comp leting 
response to IW Roe 800315 comments 

BAUM, E A Virginia Electric it Power Co 80/06/20 2pp 


— 6006240476 Emergency plan, Revl sion 2 

* Virginia Electric i> Power Co 80/06/10 27pp 


6006260183 Forwards Revision 3 to emergency plan, discussed u/NRC on 
000620 Also forwards Sheriff of Hanover County, VA 800605 Itr 
of agreement tn list of changes to emergency plan 
BAUM, E A Virginia Electric 8< Power Co 80/06/25 Ip 


— 8006260(64 Revision 3 to emergency plan Sheriff of Hanover County, VA 
800605 Itr of agreement if list of changes end 
* Virginia Electric it Power Co 80/06/25 23pp 


0 Adjudicatory correspondence 


8006190018 Notifies that time has elapsed for Commission consideration 
of petitions for review of ALAB-SB4 Since Commission hat 
not granted petl tton. peti tion is deemed denied 

CHILK.B Office of the Secretary of the Commistlon 00/05/29. 

Ip 


6006180429 Recommends that ASLAB composition be changed to remove 
imbalance between lawyer ^ technical members St that 
unnecessary legalistic bur dens, procedures i requirements be 
eliminated 

DEALE/V B Valentine B Deale 80/06/09 4pp 


8006240347 Advises of change In Info in 800324 Itr Weitinghouse exit 
energy tf probability analyses will not be ready until Oct 
1980 analyses will require six addl wks Crack fiie 
tables withheld (ref 10CFR2 790) 

CIRISTMAN. JN Hunton Uilliams 80/06/20 2pp 


6006300413 Ack receipt of 800620 Itr re turbine missile Issue Delay in 
Uestlnghouse analyses is not matter of serious concern to 
ASLAB A6LAD must be promptly notified if disk cracking insp 
is postponed beyond Dec 1980 • 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/06/24 

tp 


P Operating license stage documents h correspondence 


B006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, licensing exams it licensee dissemination 
of operating experiences Response requested within 30 days 
ElSENHUT.D 0 Division of Licensing BO/05/07 150pp i 


8006130122 Requests comments on NuREO-0577, “Potential for Lou Fracture 
Toughness it Lamellar Tearing on PWR Steam Generator 1« 

Reactor Coolant Pump Supports " Proposed review procedure L 
Implementation schedule encl 

ElSENHUTiD 0 Division of Licensing 80/05/19 72pp 


8006030067 Notification of 800520 meeting u/util In Bethesda,MD to 
discuss environ qual i f Ications of Class IE electrical 
equipment instrumentation 

DROM£RICK,A M Licensing Branch I 80/05/22 3pp. 


8006020173 Advises that, contrary to date stated in 0OO42B Itr, temporary 
poit-accldent containment atmospheric sys will be installed 
by 000630, per NUnEG-0578 Permanent sys wilt be installed by 
810101 Sketches encl 

SYLVIA, 0 R Virginia Electric & Power Co 00/05/28 4pp 


8006050329 Forwards revised Emergency Procedures 2-EP-l through S-EP-S 
reflecting recent analyses $< NS88 vendor recommendations 
Submittal also addresses NUREO-0660, I terns I C 7 I C 8 
SYLVIA, B R Virginia Electric it Power Co 80/05/30 Ip 


— 8006050330 "Reactor Trip," revised emergency procedures, 

HARVEY, 8 U Virginia Electric t Power Co 79/(2/15 0PP. 
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DOCKETED ITEMS 


''"6006050333 "LOCAi " revised entergoneg procedurps 

HARVEV. B L j C ARTWR I GHTi tJ ^/irginia Elsctric 6 Power Co 
80/05/32 20pp 


■8006050336 **Loia of Secpndarg Coolanti " reviied emergeneg procedures 
HARVEY. S L . KELLAKE. J D Vlrjinia Electric V Power Co 80/09/22 
30pp 


— 8006050339 "Steam Generator Tube Rupture« " revised emergency 
|)roccidures 

HARVEY. 3 L . CARTWRiOHTrW Virpinia Electric U Power Co 
BO/05/22 25pp 


— 8006050341 "Sjifetg Injoction**' revised emergency procedures 

HARVEY. S L . KELLAME, J D Virginia Electric 6 Power Co BO/03/13 

20pp 


8006120081 Notification of 800605 meeting w/utll in Louisa. VA to 
discuss use of masonry walls 

DRGHERICKiA Vf Licensing Branch 1 80/05/30 Spp 


B006200302 Forwards request for addl info re high range monitors to 
continue review of FSAR Requests submittal by 600615 
DROMERlCKrA W Licensing Branch 1 80/05/31 4pp 


8006200602 Forwards request for addl info re containment sump 
performance Requests info be submitted by 800620 
DRDKERIGK.AH LI c ens i ng Br a nc h 1 80/09/31 9PP 


8006180025 Summary of 600528 meeting w/utll It SliW re environ 
qualification of safety-related electrical equipment 
DR8KERICK.A H Licensing Branch 1 80/06/02 9pp 


8006090341 Requests that Tests 8. 9a 6 9b be deleted from proposed test 
program Proposes to adapt TVA results from tests to 
simulator to augment operator training Test similar to Test 
9b win be performed using decay heat 

ayLVIAiB R Virginia Electric It Power Co 90/06/05, 2pp 


6006230068 Approves request to withhold 800429 application 
lupp 1 cnenting 791107 submittal re guide tube wear 
Cref iOCFR2 790) 

YOUNCBLOaD. B J Licensing Branch 1 00/06/05 2pp 


8006110063 Prdvldes commitment to meet addl Thl"2 related requirementsj 
idsntiflad in NRC 000507 1 tr^ provid Ing equipment procurement 
schadulat do not impact implementation of hardware changes 
SVLVlAiQ R Virginia Electric Power Co 80/06/06. Ip 


8006130334 Proposes multiphase plan to address NRC concerns re 
mult i struc tur e amplified response spectra being used to 
analyse piping sys in l/tw head & high head safety injection 
lines List of mult Istructure problems !< sample problem end 
aVLVIAiB R Virginia Electric 6 Power Co 80/06/06 18pp 


8QO61203B8 Confirms compliance w/THl’'2 Bulletins U Orders Task Force 
final recommetidatlons (Items C. 3 9 through C 3 12). 

Proportional integral differential controller on pressgriier 
power operated relief valve modified 

BYLVIAiB n Virginia Electric L Power Co -80/06/07 2pp. 


8006120395 Forwards addl Info re NUREG-0578. Item 2 1 6 a. Integrity &gs 
Outside Cantaltiment Likely to Contain Radioactive Metis, 

Leakage test results indicate elimination of leakage after 
malnt It completes leakage evaluation for NUREG-066D 
8YLVIAf0 R Virginia Electric L Power Co 80/06/09 2pp. 


9006170611 Forwards final Procedures 2*'ST-8. 2-ST- 1 1 . 3“ST“6 & 2-ST-9 for 
special (low power) test prog ram. incorporat iny Nestinghouse 

6 N88S vendor comments Also forwards variation of Tests 2 6 

7 

SYLVIA. B R Virginia Electric 4- Power Co 80/06/13 3pp 


— 8006170615 "Natural Cliculation Verification." final procedure fnr 
special (low powdr) test program 

KANN.G A Virginia Electric 6 Power Co 80/06/12 40pp 


— 6006170621 "Effect of Steam Generator Secondary Side Isolation on 
Natural Circulation.'^ final procedure for special (low 
power) tost program 

KANN. 0 A Virginia Electric 6 Power Co 80/06/12 44pp 


— 8006170626 "Cooldown Capability of Chemical & Vol Control 9ys. " final 
procedure for special (low power) test program 
KANN.O A Virginia Electric t Power Co 80/06/12 16pp 


— 8006170633 "Natural Circulation W/Simulated Loss of Power Conditions." 
final procedure for special (low power) teat program 
KANN.O A Virginia Electric V Power Co 80/06/12 16pp 


80061B0532 Forwards description of containment high range radiation 
monitors required per NURE0-0578i Item 21 8 b. in response to 
NRC 800531 Ifcp Floor plan drawing end 

SYLVIA. D R Virginia Electric i< Power Co 80/06/16 4pp 


B0062S0308 Notification of 800619 meeting w/utils in Bethesda.MD to 
discuss issuance of full power license for facilities 
OROMERICK. A M Licensing Branch I KERRIGAN. J D Licensing Branch 
3 STABLE. C R Licensing Branch 2 00/06/16 6pp 


8Q062004BO Submits suppl to util 800610 Itr re proposed indicator 
circuit relamplng for facility control room Further 
discussions have decided relamping unnecessary Lamp failures 
will be replaced per 800610 Itr info 

BROWN. B C Virginia Electric 6 Power Co 00/06/17 Ip 


8006190463 Forwards safety analysis 6 discussion of required aiemptions 
to Tech Specs for special low power test program Requests 
amend to license which would permit performance of special 
test program by temporarily exempting certain Tech Specs 
FEROUSON.J H Virginia Electric it Power Co 80/06/18 60pp 


6006300259 Forwards request for addl info for review of FSAR re branch 
technical position RSD 5-1 Requests advisement if info will 
not be available by Q0D630 

YOUNGBLOaO. 0 V Licensing Branch 1 60/06/18 Spp 


8006300303 Notification of 800626 meeting w/util in Louisa County. VA 
to discuss battery room ventilation sys 
DROMERICKiA W Licensing Branch 1 00/06/18 4pp 


8006250128 Forwards "Electrical Equipment Qua 1 1 f icati on. NUREO-OSSa 
Review." In response to NRC 000219 Itr ti 800526 meeting 
In Bethesda. MD Rept is complete except for info not yet 
supplied by vendor 

BROUN. 8 C Virginia Electric L Power Co 80/06/20 Ip 


— 8006250129 "Electrical Equipment Qual if 1 cation. NUREG-OSSB Review 
e Virginia Electric I Power Co 80/06/20 300pp 


6006250269 Forwards response to request for addl info for review of 
F8AR Overtitc drawings end 

SYLVIA. B R Virginia Electric U Power Co 80/06/23 I3pp 


— 6006250296 "Typical Arrangement Containment Sump Screen 
# Virginia Electric L Power Co 80/06/23 2pp 


8006120376 Forwards evaluation of battery room ventilation sys which 
exhausts into control room Neither hydrogen accumulation nor 
loss of battery electrolyte will pose safety haxard or 
control room habitability problem 

8YLVIA«0 R, Virginia Electric U Power Co 60/06/10 9pp 


■B0062S0300 "Machine Location - Reactor Conta inment. Plan Elevation 291 
Fti 10 Inches " Sheet 1 

a Stone It Webster Engineering Corp 79/lO/li Ip 


—8006290302 "Machine Location - Reactor Conta inment. Plan Elevation 
262 Ft. 10 Inches " Sheet 2 

a Stone I Uebster Engineering Corp 79/lO/lt Ip 


— 8006250309 "Machine Location - Reactor Containment. Plan Elevation 
241 Ft " Sheet 3 

a Stone Webster Engineering Corp 79/10/11 Ip 


—0006250312 "Machine Location - Reactor Containment. Plan Elevation 
216 Ft. 11 Inches " Sheet 4 

a Stone I Webster Engineering Corp 60/04/12 Ip 



DOCKETED ITEMS 


1B7 


— GOO-6250314 ’'Machine Uoc«ition - Reactor Containnenti Sec t ions 1"1,7-7 j 
S-B 4 9-9 ” Sheet 5 

« Stone 4 Webster Engineering Corp 79/10/11 Ip 


— 800625031Q "Machine Location - Reactor Con ta i nment . Sec 1 1 onfi 2-2 S-5 
6-6 ” Sheet 6 

♦ Stone ?* Webster Engineering Corp 79/10/11 tp 


--0006250316 "Machine Location - Reactor Con ta i nmen t> Sec 1 1 one 3-3 St 4-4 
Sheet 7 

♦ Stone 4 Webster Engineering Corp BO/04/12 Ip 


B006040261 Forwards IE Qulletin 80-12. "Decag Heat Re/noval 8y< 
Operability " No written response required IE Info Notice 
BD-ZOi "Loss of Decay (-{eat Removal Capability at I^vle-Bi-sse 
Unit I While in Refueling Mode' end 

O’REILLY. J P Region Z, Atlanta. Office of the Director BO/09/09 

app 


Q006300137 Forwards IE Circular 80-11. "Emergency Diesel Ocnerator Luba 
Oil Cooler Failures " No written response required 

□’REILLY, JP Region Z, Atlanta. Office of the Director 80/05/13 

app 


8006250120 Forwards comparison of auxiliary feedwater ays w/8RP as 
rettuired by NUREQ-066D Submits supplemental info requested 
by NRC Unit P auxiliary feedwater sys is essentially 
identical to Unit I sys 

SYLVIA, a R Virginia Electric &- Power Co 80/06/24 lOpp 


8006300501 Forwards revisions to Procedures 2-31-8,2-81-9 h 2-8T-il re 
natural circulation verification training plan for conduct 
of tests submitted 

SYLVIA, B fl Virginia Electric 4 Power Co 80/06/24 2pp 


8006200604 Responds to IE Bulletin 79-27, "Loss of Non-Clais IE 
Instrumentation 4 Control Power Sys Bus During Qperetion 
No equipment on other instrument 4 control power buses is 
needed to maintain hot or cold shutdown condition 
SYLVIA, a H Virginia Electric 4 Power Co BO/05/30 S4pp 


8006240238 Forwards response to IE Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Two potential problem 
areas involving boron evaporator bottoms tank 4 boric acid 
storage tanks identified 

SYLVIA, B R Virginia Electric & Power Co 00/06/09 3pp 


— Q006300507 Changes to Procedure 2-ST-B. "Natural Circulation 
Verification " 

• Virginia Electric 4 Power Co 80/06/24 Ip 


—8006300509 Changes bo Procedure 2-ST-9. "Natural Circulation 
w/8ltnulated Loss of Circulation Verification " 

* Virginia Electric 4, Power Co 00/06/24 Ip 


— 8006300512 Changes to Procedut e 2-31-11, "Effect of Steam Generator 
Secondary Side Isolation on Natural Circulation " 

* Virginia Electric 4 Power Co 80/06/24 Ip 


0006300390 Confirms agreetnent re t evlew criteria for control rod bank 
reactivity worth tests Modified Table A 2 of VEP-FRD-36, 

"Contl'ol Rod Reactivity Worth Determination by Rod Swap 
Technique" end 

THOMAS, W N Virginia Electric t Power Co 00/06/26 6pp 


Q Inspection reports, IE Bulletins 4 correspondence 


□006160101 Forwards IE tnsp Repts 50-330/90-16 4 50-339/80-17 on 
800303-0411 No noncomp Uance rioted 

LEWIS, R C Region 2. Atlartta. Reactor Operations Nuclear Support 
Branch 80/04/2? 2pp 


—8006160106 IE Insp Ropts 5Q-338/B0-16 4 50-339/80-17 on 000303-0411 No 
noncompliance noted Major areas inspected short-term Lessons 
Learned <NURE0-0578I , TMI-2 action plan <NURE0-O66O) 4* plant 
readiness for fuel loading 

KELLOOOi P J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch K1DD,M 3 Reglan 2. Atlanta, Office of the Director 
00/04/29 I3pp 


0006090002 Forwards IE Insp Repte 50-330/80-18 4 50-339/00-19 on 
800413-16 No noncomp I lane B noted 

LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/02 2pp 


—0006090000 IE Insp Repts 50-339/00-18 4 50-339/00-19 on 000413-16 No 
noncompl lancc noted Major areas inspected initial fuel 
loading of Unit 2 

UPRIOHTiC M Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch BURNETT. P T , DONAT,! J Region 2, Atlanta, Office of the 
Diraetar 80/05/01 Spp 


0006060410 Forwards IE Bulletin 00-11, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-20, 

'*Ovsrloading of Structural Elements Due to Pipe Support 
Loads" end 

□’REILLY, J P Region 2. Atlanta, Office of the Director 80/05/00 

2pp 


0006200126 Forwards IE Insp Rept 50''339/80-l8 on 00041 5-t0 Mo 
noncomp I lance noted 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/05/08 2pp 


— 0006200128 IE Insp Rept 50-339/80-10 on 800415-10 No noncompl iance 
noted Major areas inspected containment 4 startup testing 
procedures 

UPRIGHT, C M Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch FORD, E J Region 2, Atlanta. Office of the Director 
a0/05/0a 3pp 


8006120306 Forwards response to notice of violation contained in t£ 
Insp Repts 5O-330/BO-2O 4 50-339/00-21 Corrective action 
all equipment will respond to safeguards engineered 
actuation resets in FSAR 

SYLVIA, n R Virginia Electric 4 Power Co 00/06/10 Spp 


0006300253 Forwards response to IE Bulletin 80-09 Hydramotor actuator 
Models AH-90 4 NH-90 are not used at facility 
SYLVIA. B R Virginia Electric 4 Power Co 00/06/10 3pp 


0006300235 Forwards response to IE Bull et in 80-12 re decay heat removal 
sys operability Current procedures provide adequate 
safeguards for redundancy or diversity requirements but will 
be changed if subsystem is inoperable 

SYLVIA, B R Virginia Electric 4 Power Co 00/06/11 4pp 


8006300349 Responds to IE Bulletin 60-06 requesting review of drawings 
for all sys serving safety-related functions at schematic 
leve 1, ver i f icatlon of controls 4 proposed design mods. 

Actions 4 schedules delineated in Item 3 

SYLVIA. 0 R Virginia Electric t Power Co 00/06/12 lOpp 


8006250132 Forwards Westinghouse rept re low pressure turbine disc 
ultrasonic insp Insp performed to address concerns about 
d i sc-to-sha f t keyway cracking detected at Other facilities 
SYLVIA, B R Virginia Electric 4 Power Co 00/06/24 43pp 


R Periodic operating reports 4 related correspondence 


8006120301 Forwards monthly operating repts for Kay 1980 
SYLVIA. B R Virginia Electric 4 Power Co 80/06/09 Ip 


— 8006120304 Monthly uperating repts for May 1980 

HARVEY, 0 L Virginia Electric 4 Power Co 00/06/02 0pp 


8 Reportable occurrences, LERs 4 related correspondence 


0006160261 Part 21 rept re defective emergency diesel generator exhaust 
silencer support sys Seismic design calculated w/base 
support plato Drawings did not indicate base plate Util 
Informed NRC of defect on 790302 Problem corrected 
WILDiP A Stone 4 Webster, Inc 80/05/29 Spp 


0006050351 RO 0O-iO/OlT-O on 800605. during review of ECCS piping, 
loading on low head safety injection pump notzles was 
discovered to exceed design stress allowable Caused by 
deficiency in piping sys stress analysis 
* Virginia Electric 4 Power Co 00/06/05 Ip 


8006110252 Forwards LER eo-OtO/OlT-0 

CARTWRIGHT, W R Virginia Electric 4 Power Cg 00/06/05 Ip 


—0006110257 LER 80-010/OIT-0 on 000523, during review of ECCS piping for 
fluid temp below 70 F, determined that loadings on both low 
head safety injection pump norzles exceeded design stress 
allowables Caused by deficiency in sys stress analysis 
CARTWRIGHT, W R Virginia Electric 4 Power <}o 80/06/05 3pp 


0006110324 RO several lines in low head 4 high safety injection sye 
were not analyzed for effects of fluid temp below 70 F 
Review of new notile loads showed load on pump exceeded 
vendor allowable load Multiphase program proposed 
SYLVIA. B R Virginia Electric 4 Power Co 00/06/06 10pp 
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Q006200024 Fin^l Part 21 r«pt re nited heat of stetl vupplisd fay US 
Steel frojn which 4-inch elbows tt 3-ioch tees wen mfg to 
AS34I4PQ r ic^u i r e^nent Inves 1 1 ga ti ons conducted tc closed at 
46 listed facilities 

SEAY< J L Chemtron Corp > Tube Turns Div QO/06/0^ 3pp 


— 0006230500 LER 00-01 1/03L-0 on 800520i personnel 
not seal comp lately, caus ing air leakage while 
surveillance test 2~PT-62 4 Caused by leakage 
inner U. outer doors New seals were installed 
CARTURIOhiT. g R Virginia Electric & Power Co 


air lock doors would 
perf orniing 
past seats on 

80/06/1<7 2pp 


G00623049? Proposes multi-phase plan to address NRC concerns re 
amplified response spectra curves used as basis for analytes 
when piping sys is subjected to more than one spectra 
BYLVIA. B R Virginia Electric Sc Power Co 00/06/06 Upp 


8006130174 Deficiency rept re safeguards at ea exhaust syi Exhaust syi 
modified to ensure operability following seismic event Hod 
consisted of installing mechanical means of opening central 
area exhaust ductwork on auxiliary bldg roof 
aVLVlA>a R Virginia Electric i Power Co 80/06/09 3pp 


B006230444 Updates 791031,1115,30 t t22Q repts rt safeguards area 
exhaust sys not being entirely selsmlcally designed Lists 
estehtial eciuipment which might not receive adequate 
cooling Affected equipment modified to assure operability 
SYLVIA, fl R Virginia Electric «< Power Co 80/06/09 3pp 


8006160053 Forwards LER 80-0Oa/03L-0 

CARTWRiOHTi R Virginia Electric 6 Power Co 80/06/10 Ip 


— 8006160056 LER eO-008/03L-(> on aQ032li during Kodt 3 operation, redundant 
channel protection was lost Caused by personnel not placing 
lave protection loop failed channel in trip mode within 
required time Failed channel placed in trip mode 
CARTHftlOHT.H R Virginia Electric t Power Co 80/06/10 2pp 


8006160076 Forwards LER ao-004/03L-'0 

CARTWRIOHTi W R Virginia Electric Power Co 80/06/10 Ip 


—8006160079 LER B0-C04/03L'-0 on 800Sl9i during Mode 3 operation, steam 
generator level channel LT-247S Indicated level 9X lower 
than two redundant channels Caused by voltage drift Channel 
was placed In trip mode 

CARTHRIOHTiM R Virginia Electric 6 Power Co 80/06/10 2pp 


0006170580 Forwards LER eo-007/03L-0 

CARTWRIOHTi li R Virginia Electric L Power Co 80/06/11 Ip 


0006230534 Forwards LER a0-O06/03L-0 

CARTHRIOHT.W R Virginia Electric tt Power Co 00/06/19 Ip 


—8006230539 LER 8D-006/03L-0 on 0OO5SO, dur ing startup testing In Hode 3. 
B steam generator narrow range level channel til was 
observed reading below redundant level channels t, drifting 
low Caused by air pocket in steam generator sensing line 
CARTWRIOHT.g R Virginia Electric 4. Power Co 00/06/19 2pp 


8006270236 Forwards LER BO-003/03L-0 

CARTURIOHT, U R Virginia FUctrii; L Power Co 00/06/20 Ip 


—8006270241 LER 0O-OO3/O3L-O on 000528, 2H diestl generator frequency L 
voltage response was not verified every 8-h, contrary to Tech 
Spec Caused by faulty lead on monitoring instrumentation 
Offsite power sources verified L found acceptable 
CARTWRIGHT, W R Virginia Electric 8* Power Co 00/06/20 2pp 


8006270270 Forwards LER 80-01 S/03L-0 

CARTWRIGHT, W R Virginia Electric Power Co 80/06/23 Ip 


—8006270275 LER 80-OIS/03L-0 on 80052Si personnt 1 air lock outer door 
could not be closed due to hydraulic sys failure Caused by 
broken pressure gauge connection Connection repairedi tested 
tc returned to svc 

CARTWRIGHT, W R Virginia Electric Power Co, 00/06/23 2pp 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


A Application/construction stage documents L correspondence 


0006230110 Advises 8WR L PWR applicants of NRC decision to modify 
Implementation plan presented In Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure tt acceptance criteria end 
E18BNH0T, D 0 Division of Licensing 00/05/20. 13pp 


— 80061705B7 LER 80-007/03L-0 on 800521, dur ing mode 3 operat Ion, channel 
in teve protection loop 2 failed in high direction Cause is 
unknown Failed channel was removed from svc 6 replaced by 

spare 

CARTWRIGHT. W R Virginia Electric h Power Co 80/06/11 2pp 


8006170694 Forwards LER BO-OOS/OaL-O 
CARTWRIGHT, W R Virginia Electric t. Power Co 00/06/11. Ip 


8006120016 Forwards request for addl info for review of F8AR F8AR 
should be amended to comply w/encl requirements Requests 
notification If Info will not be available by GOOBOl 
BCHWENCER.A Licensing Branch 2 80/05/27, 14pp. 


0006100621 Notification of 800613 meeting w/BWR Licensing Resolution 
Group in Dethesda«MD to discuss progress 
MIL80N, J N Licensing Branch 1 00/06/0? lOpp 


—8006170701 LER 80-005/03L->0 on 300517, 2V emergency diesel generator 
tripped after starting & operability of 2H diesel generator 
was not vertfisd within 1-h Caused by existing procedures 
not specifying test connections required to test diesel 
CARTWRIGHT, W R Virginia Electric U Power Co 80/06/11 2pp 


8006230417 Forwards lER 80-Oi3/03L-0 

CARTWRIGHT. W R Virginia Electric 6 Power Co 80/06/10 Ip 


—8006230410 LER B0-O13/03L-O on 800520 27.w/unlt in hot standby, 
semplfs of boron injection tank U ”C" boric acid storage 
found to contain less than 20,000 ppm boron Caused by leaks 
past inlet valves M0V-2B67 A 6 D Switch settings increased 
CARTWR I GHiTi W R Virginia Electric U Power Co 80/06/10 2pp 


8006230442 Forwards LER 80-020/03L-0 

CARTWRIGHT, W R Virginia Electric & Power Co 00/06/18 Ip 


—0006230447 LER a0'O2O/03L-0 on 000529, during Mode 3 condition, 72-h 
periodic test of containment personnel hatch was not 
accomplished due to failure of doors to close Caused by 
failure OP limit switch on Inner door Switch replaced 
CARTWRIGHT. M R Virginia Electric ti Power Co 00/06/10 2pp 


8006230544 Forwards LER 00-009/031-0 

CARTWRIGHT, W R Virginia Electric 6 Power Co 80/06/10 Ip 


--B006230551 LER S0''00?/03L-0 on 800522, power supply for main steam 
pressure protection channel III failed high, causing steam 
line pressure mismatch Caused by failed card In power 
supply Card wes replaced U calibr 

CARTWRIGHT, bl R Virginia Electric S. Power Co 00/06/10 2pp 

8006230494 Forwards LER 00-01 i/03L-0 

CARTWRIGHT. W R Virginia Electric U Power Co 80/06/19 Ip 


6006250321 Summary of 600514 meeting w/utUs in Bethesda.MD re 
orgahliation S- objectives of BWR licensing resolution group 
Agenda tt viewgraph end 

WILSON, J N Operating Reactors Branch 4 00/06/17. llpp 


F Security, medical, emergency L fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT.D 0 Division of Operating Reactors 00/04/25 61pp 


H General correspondence 


0006200504 Forwards IE Investigation Rept 50-341/00-02 on 800121-23 tt 
0211-12 

PH1LLIP8.G A Region 3. Chicago. Office of the Director. 00/05/20 

Ip 


0006170281 Responds to end 000321 Itr to President Carter expressing 
concern w/NRC Investigation of media allegations that 
serious problems exist at facility Resumes of certain people 
did contain false mfo but were not retied on in hiring 
DIRCKS, W J Office of the Executive Director for Operations 
00/05/29 3pp 


0QO619OO15 Responds to 000321 Itr to President Carter re qualifications 
of design personnel Qualifications of design personnel 
adequate although util has not established requirements 
Notice of violation was issued 

THORNBUflO, H P Division of Roactor Construction Inspection 
80/06/02 7pp 



DOCKETED ITEMS 


159 


8006340009 Responds to 000327 Itr to President CerteT re qualification 
oF design personnel Qualifications uere adequate for 
perfortnance oF job func ti on< al though util failed to 
establish pel sonnel requirements 

THDRNHURG. H 0 Division of Reacfeor Construction Inspection 
80^06/02 3pp 


Q006370126 Responds to 800421 Itr le MB Nelson concerns about NRC 
i nve s 1 1 sa 1 1 on of alleged problems at const site 
Investigation revealed that certain util activities failed 
to cofnplg u/soiall bore piping suspension design controls 
DIRCKSpW J Dffice of the Executive Director for Operations 
80/06/02 app 


-~800627012? Requests response to end MB Nelson 600414 Itr r* NRC 
investigation of alleged pioblems at const site 
PURSELL-C 0 House of Hep a0/04-/2l 3pp 


B006230093 Responds to 800323 Hr to Representative P Flndleg re 
investigation at const site Ihves 1 1 gat ion prompted btj ABC 
television allegations of unqualified personnel employed as 
designers NKC investigation t utsl response end 
STELLQ. V Office Of Inspection t Enforcement* Office of the 
Director C 80/06/03 2p p 


t Financial information 


6006170404 Forwards Northern Ml Electrics Cooperative, Inc* No Iver tne 
Electric Cooperative ^ Detroit Edison Annual Financial 
Repts 1979 

THOMAS. E 0 LeDoeof. Lamb. Leihy 6 MacRae 60/06/13 Ip 


— 9006170405 Annual Financial Rept 1779 

* Northern Michigan Electric Cooperative, Inc 80/0S/22 30pp 


>8006170407 Annual Financial Rept 1779 

* Wolverine Electric Cooperative 00/02/01 21pp 


— 8006170400 Annual Financial Rept 1777 

* Detroit Edison Co 60/02/25 40pp 


P Operating license stage do-cuments & correspondence 


9006030514 Summary of 0OO422-23 meeting w/MarV I owners group in San 
Jose, CA re confirmatory analysis I testing programs 
concerning Mark 1 containment long— teim program 

CRIMES. C I Assistant Director for Plant Systems BO/05/09 0pp. 


Q Ins-pectlon reports, IE Bulletins t- correspondence 


QD06040253 Responds to IE Bulletin 60-02, ’’Inadequate OA for Nuclear 
Supplied Equipment " Thermal sleeves for feedwater tioiiles 
-uiere mfg by Marvin Engineering Spargers were not mfg by 
Marvin QE supportive Itr eticl 
HINES. £ Detroit Edison Co 80/05/13 3pp 


G006200256 Forwards IE Inep Rept 50'->34 1/00-05 on 800421-23 No 
noncompliance noted 

HEISHMAN.R F Region 3, Chicago. Reactor Operations Nuclear Support 
□ranch 80/05/14 2pp 


— Q006200266 lE Insp Rept 50-341/80-05 on 000421-23 No noncompliance 
noted Major areas inspected p reoperational testing QA 
program i action on previous insp Findings 
LITTLE, W S . SWANSON. E R Region 3. Chicago. Office of the 
Director 8 . 1 / 05/12 3pp 


0006300030 Forwards IE Insp Ropk 50-341/80-07 on 000430-0502 Nq 
noncomp 1 iance noted 

DAVIS, A B Region 3. Chicago. Fuel Facility 6 Materials Safety 
Dranc(i 80/05/20 2pp 


— 8006300033 IE Insp Rept 50-341/00-07 on 000430-0502 No noncompHanct 
noted Major areas inspected environ protec t i an, emergency 
planning h confirmatory measureincnts 

ES3I0, T M . OESTMANN, M 0 Region 3, Chicago. Office of the 
Director 80/05/16 8p p 


0006300148 Forwards IE Insp Rept 50-341 /QO-08 qn 800500 No 
nosicompl lance noted 

KGPPLER. J 0 Region 3. Chicago. Office of the Director 00/05/21 

2pp 


— Q006300156 IE Insp Rept 50-341 /GO-OB on B0050B No noncomplianc# noted 
Major areas discussed communications between licensee !< 

Region 3 re public affairs 

KEPPLER- J 0 , NORELIiis.C E Region 3, Chicago, Office of the 
Director FIQRELLI.O Region 3, Chicago, Reactor Construction ti 
Engineering Support Branch 80/05/20 2pp 


B0062404B1 Submits addl info requested by NRC 800324 Itr re IE Insp 
Rept 50-341/79-25 Procedures developed include deviation 
disposition request, corrective ac t ion, pro ject audit response 
t reorgani f at ion 

HINES, e Detroit Edison Co 90/06/09 3pp 


0006230681 Forwards response t6 IE Bulletin 80-09, "Hydrainot or Actuator 
Deficiencies ” Present pi eopera tional testing program 
sufficient to demonstrate functional adequacy 
HtNES.E Detroit Edison Co 00/06/13 6pp 


60D6300566 Forwards 0OD529 internal memo in response to IE Bulletin fiO- 
09 Present preoperational testing program is sufficient to 
demonstrate hydramotor actuator adequacy Test program mod 
not required 

HINES, E Detroit Edison Co S0/D6/13 6pp 


8006270062 Forwards attachment to util response to IE Insp Rept 
50-341/80-02 Attachment was omitted from original response 
due to error 

FlORELLirO Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/06/17 9pp 


S Reportable occurrences, LERs 4- related correspondence 


6006270282 Forwards final deficiency rept re use of improper seismic 
design criteria for design of OA Level 1 3/0-lnch li 5/0-lnch 
instrumentation ^ control tubing 
FAHRNER.M J Detroit Edison Co 80/06/10 Ip 


— 6006270286 Final deficiency rept re use of improper itiimlc design 
criteria for design of QA Level I □/B-lnch Ic 9/fi-lnch 
instrumentation U control tubing Improperly designed tubing 
sys already installed will receive appropriate mods 
CASIOLIA.JH Detroit Edison Co 60/06/10 3pp 


6006250363 Ack receipt of 000523 interim deflciencvp rept re cut 
reinforcing bar UlU review final rept on matter upon 
receipt 

FIORELUI.O Region 3, Chicago. Reactor Construction (< Engineerins 
Support Branch 00/06/ 11 ip 


0DO635O369 Ack receipt of 000506 interim deficiency rept re defective 
Meetinghouse switches Hill review final rept on matter upon 
receipt 

FIQRELLL.O Region 3. Chicago, Reactor Construction 6 Engineering 
Support Branch 80/06/11 ip 


8006250370 Ack receipt of 600514 interim deficiency rept re seismic 
Category t instrumentation tc control tubing Hill review 
final rept on matter upon receipt 

PIDRELLl.O Region 3. Chicago, Reactor Construction It Engineering 
Support Branch 00/06/11 Ip 

8006270230 Interim deficiency rept re nonseismic equipment Installed 
over or in close proximity to safety-related equipment 
Repair of affected equipment not yet begun Final rept will 
be delayed until 000915 

FAHRNER.W J Detroit Edison Co 80/06/12 Ip 


8006270330 forwards final deficiency rept re defective Hestlnghouie 
switches 

FAHRNER 4 U J Detroit Edison Co 00/06/13 Ip 


—8006270334 Final deficiency rept re defective Heitinghouse switches 
located in distribution cabinets Failure of switches limited 
to manual operation of opening It closing b was detected 
during normal start-up testing Switches replaced 
* Detroit Edison Co 80/05/17 Ip 


DDCKET 50-344 TROJAN NUCLEAR PLANT, PORTLAND GENERAL ELECTRIC 


F Security, medical, emergency It fire protection plans 


Q006D704B7 Forwards proposed rule entitled, 'Tire' Protection Program 
for Nuclear Power Plants Operating Prior to 790101," Rule 
adds new Section 50 48 S' App R to 10CFR5D !< is expected 
to be published in FR by end of May 

EI5ENHUT, D 0 Division of Licensing 00/05/19. 46pp. 
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Q0061300&3 Fqruartfs r«vised Pages 1~14 I neu Page 14a for proposed 
ruli iOCFRSO "Fire Protection Program for Nuclear Power 
PUhti Operating Prior to 790101." transmitted bg NRC S00919 
Ur Pas* 14a not encl 

EISENHUT.DO Division of Licensing 00/05/22 73pp 


000^170516 Forwards util draft responses to NRC it DR DDE review of 
ficllltg eecuritg plan Re^usts B00626 It 27 meeting w/NRC 
OR DOE to discuss review comment responses i proposed 
eicuritg plan revisions Plan withheld (ref 10CFR2 790) 

BROEHLfO J Portland General Electric Co B0/D6/13 2pp 


8006240401 Requests presence of C OasUn at util & DR DOE meeting in 
PortlandiQR Requests meeting w/NRC 6t DR DDE to coordinate 
riiponses to areas of concern prior to 600703 
OOODWIN. C Portland General Electric Co 80/06/20 tp 


0 4^d jud icitorg correspondence 


6006170139 Forwards list of requests far design changes associated u/ 
control bldg design mods proceeding Util will inform ASLD of 
further activities per 790330 prehearing conference 
W/€ertl f icate of Sve Related correspondence 
JDKNSON.R W Portland General Electric Co 80/05/0S 5pp 


9006030552 Forwards technical rept re effects of volcanism 6 landslides 
from Mount St Helens on facilitg RB HcNuilen affidavit encl 
D£NTON< H H Office of Nuclear Reactor Regulation. Director 
BO/ 05/09 3pp 


— B006030S59 Technical rept re possible impact of Mount 8t Helens on 
facilitg in form of affidavit filed w/ASLB in spent fuel 
pool proceeding 

HGHULLEH. R B 76/04/12 20pp 


—6006030872 Eipresses concern for public health It safety due to 
proximity of volcanic activity at Mount St Helens to 
facillti; Requests shutdown tt relocation of fusionable matl 
In evant of impending disaster 
WHITE. D Lane County. OR 80/04/08 ip 


6006060533 Forwards State of OR proposed findings of fact $» conclusions 
of lam re design mods for facility 6 memo of points It 
authorities in support of State of QR proposed findings of 
fact Ic conciuslons of law 

OSTRANDER. F H Oregon. State of 00/05/19 Ip 


— 9006060539 State of OR proposed findings of fact & conclusions of law 
ra design mods for facility If proposed findings are 
Included ty A8LB in initial dec 1 s ion. State of DR will concur 
w/pTOposed licensee findings I. conclusions 
OSTRANDER. F U Oregon. State of 80/05/19 7pp 


— fl006060'544 Memo of points & authorities in support of State of OR 
proposed findings of fact If conclusions of taw Proposed 
findings are intended to increase likelihood that mods to 
facility will meet seismic safety stds 
OSTRANDER. F W Oregon. State of 00/05/19 6pp 


S006D20500 Order instituting corrections to B00331'0403 It 0416-17 
evidentiary hearing transcripts Pp 3.640-4.620 
HILLER. M E. Atomic Safety and Licensing Hoard Panel 80/05/22 
47pp 


8006060497 Response to NRC L State of OR proposed findings of fact l< 
conclusions of law Reporting requirement will detract from 
other licensee resp ons ib i Uties ^ should not be Imposed NRC 
agrees to Footnotes 2. 3 It 4 Certificate of 8vc end 
CARR, A V r AXELRAD, rt Portland General Electric Co CARR. A V 
Louens tein. Newman. Re 1 Sr Axetrad Ir Toll 80/05/29 13pp 


8006030135 Admits tt corrects error in NRC 800519 proposed findings of 
fact It conclusions of law on control bldg mod. stated 
In Footnote 34 on Page 134 
CRAYiJ R Hearing Branch I 00/05/30 3pp 


8006060293 Order requesting licensee to supply affidavit re licensee 
800519 rept on discovery of inadequate connection in 
auxiliary bldg wall Cause of occurrence It other related 
natters should be identified Certificate of Sve encl 
HILLER. M E Atomic Safety and Licensing Board Panel 60/06/02 
5pp 


9006110221 Certifies sve of licensee Itr w/LER 00-07 on 800602 
iJOHNSDNrR W Portland General Electric Co 60/06/02 2pp 


B00611033B Responds to NRC 800602 order requesting licensee to supply 
info by affidavit re LER 00-07 submitted 0OD519 to Region 5 
Licensee plans to complete insp by 000606 Certificate of Sve 
enc 1 

AXELRAD. M Lowens te i n . Neurran. Re i s . Ax e 1 rad & Toll 90/06/05 3pp 


B006120153 States no objections to NRC 600530 proposed correction of 
Footnote 34 on Page 134 of NRC 000519 proposed findings 
Concerns analysis of displacements at interface between 
control fc turbine bldgs Ccitificate of Sve encl 

AXLERAO, 11 Lowenste in. Newman. Re 1 s. Axe I rad Ic Toll 00/06/09 2pp 


H General correspondence 


6006240632 Expresses concern re proximity of facility to Mount St 
Helens volcano Facility should be closed down 
RARD.C Affiliation Unknown 80/05/13 2pp 


t Financial information 


0006190625 Forwards Chase Manhattan Dank 000505 acknowledgement re 
extension of credit until 810509 TR Selllken 000515 Itr re 
secondary financial protection also encl 

SNEOECOR. E Portland General Electric Co 00/06/12 3pp 


— 6006190645 Reconfirms obligation on behalf of Eugene Uater Ic Electric 
Board concerning retrospective premiums under Price 
Anderson Act Bonneville Power Administration obligated to 
pay retrospective premiums 

HITTLE. L 0 Energy. Dept of 80/06/03 2pp 


P Operating license stage documents correspondence 


6006090165 Forwards addl TMI-2 related t equirements to operating 
reactors Licensees requirements for TKI Action Plan include 
shift manning. 1 1 cens ing exams 6 licensee dissemination 
of operating expeiiences Response requested within 30 days 
EISENHUT.D 0 Division of Licensing 00/05/07 I50pp 


8006050536 Forwards request for add! info re review of 791005 |< 000225 
Itrs concerning adequacy of station electric distribution 
sys voltages Response should be submitted within 45 days to 
maintain review schedule 

CLARK. f< A Operating Reactors Branch 3 00/05/14 4pp 


6006060247 forwards request for addl info re NRC requirements for 
auxiliary feedwater sys Response requested within 45 days to 
maintain review schedule 

CLARK, R A Operating Reactors Branch 3 00/05/14 7pp 


0006060219 Disregard summary of 000501-02 meeting w/util l< Bechtel re 
wall w/seismic anchor attached being structurally inadequate 
to resist earthquake Purpose was to develop evaluation 
criteria for masonry walls List of attendees end 
TRAMMELL.C M Operating Reactors Branch 3 80/05/16 Spp 


0006130122 Requests comments on NUREO-0577. "Potential for Low Fracture 
Toughness V Lamellar Tearing on PWR Steam Generator l< 

Reactor Coolant Pump Supports Proposed review procedure It 
implementation scheduei encl 

EISENHUT.D G Division of Licensing 00/05/19 72pp 


0006060363 Forwards requests for design changes re mod program 
described in rept on design mods. Involving piping supports 
to qualify piping sys for response spectra 

MCCARREL. 5 F Portland General Electric Co 00/05/20 Spp 


0006190166 Ack receipt of 000327 Itr describing program for removal of 
Rows 162 U-bend samples from D steam generator Proposed 
steam generator evaluation program found acceptable Provides 
schedule for reporting results of Nestinghouse lab analyses 
CLARK, R A Operating Reactors Branch 3 80/05/22 2pp 


0006030391 Informs that interim procedural changes for nonconsorvatlve 
features identified in rod drop analysis will remain in 
effect until longer term solutions have been developed via 
Uestinghouse topical rept due mld-1900 

GOODWIN. C Portland General Electric Co 80/05/20 2pp 


8006050321 Forwards application to amend License NPF-1 . providing 
increased operational Flexibility to deal w/steam generator 
tube corros ion. subml tied as Revision 1 to License Change 
Application 20 Certificate of Sve encl 

GOODWIN. C Portland General Electric Co 00/06/02 2pp 
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— 9006050354 Application to amend License NFF'-l, incorpovating «econdarg 
uateir chemistry monitoring program* submi tted a* Revision 1 
to License Change Application 20< in response to NRC 79060i 
1 tr 

QQQDUULC Portland General Electric Co 80/06/02 Ip 


— S006050326 Tech Spec change request for Tech Spec 8oction 2 t It re 
secondary uater chemistry monitoring program* rep lac ing Tech 
Specs Sections 371 3*4 7 1 3 i Table 4 7-3 concerning 
limiting condition Sc surveillance requirements 
■* Portland General Electric Co BO/06/02 Spp 


8006240171 Foruiards Amend 44 to License NPF—l* safety evaluation & 
notice of issuance b availability 

CLARK* R A Operating Reactors Branch 3 00/06/06 3pp 


— B00624017S Amend 44 to License MPF-*! . revi s mg power distribution it 
control rod insertion limits for reactor tore 
CLARK, R A Operating Reactors Branch 3 80/06/06 lOpp 


—0006240177 Safety evaluation supporting Amend 44 to License NPF-i 

* Office of Nuclear Reactor Regulation* Dtreebor 80/06/06 3pp 


—0006240179 Notice of issuance V availability of Amend 44 to License 
NPF-1 

CLARK* R A Operating Reactors Branch 3 00/06/06 2PP 


0006160124 Notifies that comments on NUReO/CR-l280* “Power Plant 
Staffing**' will not bo submitted by 800609 Requests 60>*iiay 
extension of comment period 

GOODHlNrC Portland General Electric Co 80/06/09 2pp 


0006230409 Forwards response to NRC 800S07 Itr re implementation of 
five addl TMl-2 related action items 

QQDDN1N*C Portland General Electric Co 80/06/16 9pp 


8006230625 ''Schematic Diagram Auxiliary Feedwater Pump Auto Start 
Steam Generator Blowdown Isolation " Sheet 2 
* Bechtel Corp 6478 78/11/24 Ip 


9006230604 Forwards addl info re containment purge sys requested by 
NRC 800318 Itr Provides lesponso to questions tc ''as“built“ 
tabulation of engineered safety features equipment required 
to operate automatically following accident 
OODOMIN. C Portland General Electric Co 80/06/16 17pp 


—8006230605 “Schematic Diagram Auxiliary Feedwater Pump Diesel 
Controls* '• as-bullt Sheet 1 
* Bechtel Corp 6470 79/01/09 Ip 


--0006230606 “Schematic Diagram Feedwater Control Valves," as-built Shoot 
1 

* Bechtel Corp 6478 77/01/10 Ip 


—0006230607 “Schematic Diagram Containment Spray Valve ♦' Sheet 3, 
* Bechtel Corp 6478 79/10/30 Ip 


—8006230608 “Schematic Diagram Diesel Generator Control,'* as-built 
* Bechtel Corp 6470 78/06/09 ip 


— 8006230609 “Schematic Diagram RHR Pumps “ 
e Bechtel Corp 6478 77/01/10 Ip 


— 8006230610 “Schematic Diagram Component Cooling Water 8ys Isolation 
Valves* *’ as-built 

» Bechtel Corp 6470 77/01/10 Ip 


--0OO623O61 1 ‘'Schematic Diagram Kain Steam Line Isolation Valves," 
as-built Sheet 1 

* Bechtel Corp 6478 77/01/10 Ip 


—8006230612 “Schematic Diagram Component Cooling Water 6ys Containment 
Isolation Valves," as-built Sheet 3 
# Bechtel Corp 6478 77/01/10 Ip 


— 0006230613 "Schematic Diagram 4,160 Volt Diesel Generator, ACB* “ 
as-bui 1 t 

* Bechtel Corp 6470 77/09/20 Ip 


— 8006230614 “Schematic Diagram Component Cooling Water Pumps “ Sheet 3 
« Bechtel Corp 6478 75/10/2i Ip 


— B006230615 “Schematic Diagram Reactor Coolant Drain Tank Sample 
Isolation Valve " 

* Bechtel Corp 6478 77/Oi/lO Ip 


— 8006230616 “Schematic Diagram Steam Line Dram Valvet," as-built 
s Bechtel Corp 6478 77/Ol/iO Ip 


— 8006230618 “Schematic Diagram Reactor Coolant Pumps " 
* Bechtel Corp 6478 70/09/27 Ip 


—0006230620 “Schematic Diagram Chemical ^ Vol Control Sys Valves," 
as-built Sheet 6 

* Bechtel Corp 6478 77/Oi/lO ip 


— B006230621 "Schematic Diagram Component Cooling Water Pumps " Sheet 2 
* Bechtel Corp 6478 75/10/21 Ip 


— 0006230622 “Schematic Diagram Steam Generator Bloudoun Sample Valves " 
4 Bechtel Corp 6478 75/05/30 Ip 


— 8006230623 “Schematic Diagram Heating U Venti latian, West Diesel 
Generator Damper U Condensate/Recirculating Valve Circuit," 
as-bui It 

* Bechtel Corp 6478 70/09/20 Ip 


—8006230624 “Schematic Diagram Unit Generator Dact-Up Protection," 
as-built " Sheet 2 

4 Bechtel Corp 6470 70/09/20 Ip 


--B006230626 “Schematic Diagram Feedwater Turbine Trip Reset Circuit " 
Sheet a 

* Bechtel Corp 6478 75/08/14 Ip 


—8006230627 “Schematic Diagram Component Cooling Hater Pumps ♦' Sheet 1 
4 Bechtel Corp 6478 75/10/21 Ip 


—0006230628 “Schematic Diagram Chemical b Vol Control Sys Valves " 
Sheet 2 

e Bechtel Corp 6470 79/11/05 Ip 


—8006230629 “Schematic Diagram Feedwater Turbine Trip 8i Reset Circuit*" 
as-built Sheet 1 

* Bechtel Corp 6470 79/03/29 Ip 


— 0006230630 ''Schematic Diagram Auxiliary Feedwater Pump Auto Start b 
Steam Generator Dloudoun Isolation," as-built Sheet 1 
4 Bechtel Corp 6470 79/04/18 Ip 


—0006230631 "Schematic Diagram Charging Pumps <C*ntrif ugal > " 
« Bechtel Corp 6470 75/07/14 Ip 


— 0006230633 “Schematic Diagram Heating U Ventilation Kotor Control Sys, 
Control Bldg “ 

* Bechtel Corp 6470 79/12/20 Ip 


—8006230634 “Schematic Diagram Auxiliary Feedwater Pump Turbine Steam 
Inlet Valves " 

4 Dechtel Corp 6479 75/09/05 Ip 


—8006230635 "Schematic Diagram Chemical Vol Control 6gs Valves “ 
Sheet t 

4 Bechtel Corp 6478 79/11/05 Ip 


— 0006230636 ‘'Schematic Diagram Sample Isolation Valves**' as-bullt, 
4 Bechtel Corp 6470 77/01/10 Ip 


—0006230637 “Schematic Diagram Feedwater Control Valves,'* ai-bullt Sheet 
2 

4 Bechtel Corp 6470 77/01/10 Ip 


— 8006230638 ‘'Schematic Diagram Feedwater Bypass Control Valves," 
as-bullt Sheet 1 

4 Bechtel Corp 6478 77/01/10 Ip 


— 8006230639 "Schematic Diagram' Sve Water Pumps “ Sheet 3 
4 Bechtel Corp 6479 75/10/21 Ip 


— 8006230640 “Schematic Diagram Feedwater Control VaWee* " as-buiU Sheet 
2 

4 Bechtel Corp 6470 77/01/10 Ip 


—8006230641 “Schematic Diagram Main Steam Line Isolation Bypass Valves," 
as-bullt 

4 Bechtel Corp 6478 77/01/10 Ip 


— 0006230643 "Schematic Diagram Containment Air Coolers “ 
4 Bechtel Corp 6470 74/06/07 Ip 
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■GC05230644 "Sfhf r^tic Diagram SvC Uat^r Pu’^pi ' Sh»«t 2 
« B*cht*I Cci-p 6473 77/02/10 Ip 


"■’■0COi23Ot45 "5cht(r«tic Dx«gr«n Ccnt«inji»nt liol^tion Valvt> ” 
SMft 2 

* D«Cht»l Cai-p 6473 77/Ol/tO Ip 


-3006230646 ‘'ScKtnatic Di4grjn Sttan L»n* Itolation Valvt**" 

*i-b6ilt 5hfet 2 

• fl»cbt«l Carp 6473 77/01/10 Jp 


' — 6006230670 "Schematic Diagram Engineered Safeguards Initiation on 
Preferred or Standby Poweri " As-built Sheet 2 
» Occhtel Co^p 6478 73/06/00 Ip 


♦♦“0006230672 "Bchematic Diagram PCS Valvesi *' as-bullt Sheet 2 
* Oechtel Coi-p 6478 77/01/10 Ip 


'--6006230675 "Bch^rnatic Diagram Safety Injection By* Valves* '■ a*-built 
Sheet 3 

» Bechtel Coi-p 6478 77/01/10 Ip 






■"“BOO623O640 "Schefnatic Diagrai Steau Generator Dloudoun 
Valve '■ 

* Bechtel Corp 6470 75/11/24 Ip 

— ‘6OO&23064? “Schematic Diagram Feedwater Control Valvts> " ae-built Sheet 
I 

* Bechtel Cofp 647B 77/01/10 Ip 

— 8006230650 “Schematic Dia gram Containment Sooip Pumpi Discharge 
Isolation Valve WD4180. “ ae-built Sheet 2 

* Bechtel Corp 6478 77/Ol/tO Ip 

60Q6330651 "Schematic Diagram Sve Water Pumpt *■ Sheet 1 

* Bechtel Corp 6470 77/02/10 Ip 

■*•-00062^652 "Schematic Diagram Safety Injection Pumps " 

* Bechtel Corp 6478 73/08/17 Ip 

•^-3036230653 "Schematic Diagram Chemical & Vol Control Sgs Valves< “ 
as-built Sheet 13 

* Bechtel Corp 6478 77/01/10 Ip 

■*-00062^655 “Schiaatic Diagram Containment Spray Pi/rnps, “ as^built 
» Bechtel Corp 6478 77/01/10 Ip 

Shilrii** Chemical t Vol Control Sys Valveii " 

* Dechtil Corp 6478 77/01/10 Ip 

—80062^658 "Schematic Diagram Containment Isolation Valve." a*-hulit 

* Bechtel Corp 6478 77/01/10 Ip 

-8004M04W Di.jr.* Ch.«le.l 1 Vol Control Sv. Volvo., » 

* Bechtel Corp 6478 77/01/10 Ip 

* Bechtel Corp 6478 70/06/09 Ip 

-aOOJBM62 ;S.*..0UC D.„ro, Cho.u.i ^ Vo, Control Volvo.,.. 

* Bechtel Corp 6478 77/01/10 Ip 

l>t*»ro. S.f.tv Inj.ctlon S,. V.W.., » ..-kutlt 

* Bechtel Corp 6478 77/01/10 Ip 

Isolation Motor 

* Bechtel Corp 6478 79/08/10 ip 

-6006^665 "Schematic Dlegram Safety Injection Sys Valvee. " as-built 
^ fitChfel Corp 6478 77/01/10 ip 

®°jtoUtun Volv^^iJiai'^IJ.J'JfJ'ShMt 1“'"’ ‘’“ohor,, 

* B.ctt.l Cor, 6478 ‘ 

-•'80{}62'30667 "Schtnetic Diaeram Safaf.. i.. ^ 

Sheet B ^ Injection Sys Valvcsi " as-built 

* Bechtel Corp 6478 77/01/10 ip 

-8006^68 "Schematic Diagram fiCS Valves " Sheet 3 

* Bechtel Corp 6478 73/07/25 ip " * ^ 

-0006230669 -Scheme Hr Diaor.,« r 

Sheet 4 * ^ injection Sys Valves." as-bullt 

* Boehtel Corp 6478 79/00/iO ip 


■ — 8006230678 "Schematic Diagram Containment Vont Hadlation Monitor 
Isolation Valv0, as-built 

* Bechtel Corp 6470 77/01/10 Ip 

0006230679 "Schematic Diagram Component Cooling iJator By t, Conta Inmant 
Isolation Valves." as^built Sheet 4 

* Bechtel Corp 6470 77/01/10 Ip 

8006230682 "Sche^natic Diagram Containment Room Emorgancy Ventilation 
Sys. " as-bullt 

* Bechtel CoT'p 6478 77/01/10 Ip 

—0006230684 "Schematic Diagram RCS Valves." as built Sheet 4 

* Bechtel Corp 6478 77/01/10 Ip 

—0006230685 "Schematic Diagram Engineered Safety Features Initiation on 
Preferred or Standby Poweri " as-built Sheet 1 

* Bechtel Corp 6478 79/10/30 Ip 

—8006230687 "Schematic Diagram Heating Ventilation Miolor Control 8yf 
CB-2.Conferol Blrfg," as-built Sheet I 

* Bechtel Corp 6470 77/01/10 Ip 

—8006230609 "Schematic Diagram Engineered Safeguards Component OooUng 
6 Sve Mater Solenoid Valves." as-bullt Sheet 2 
« Bechtel Corp 6470 76/10/10 Ip 

—8006230690 Diagram Containment Purge Isolation Control 

e Bechtel Corp 6478 77/01/10 Ip 

-aowasoivv ..8ch.m*t(c Oia,p.« En3ln..rea a»..ju.rd. Conponint CqoIIiii, 
Dvc water boioriold Valves." as'-built Sheet 1 
e Bechtel Corp 647B 77/Ol/tO Ip 

e Bechtel Corp 6478 79/01/09 Ip 

— 800M30707 "Bch.m.tic Diagram Containment a.rag Volvo," a*-t«ilt Dhoot 


* Dechtel Corp 6470 77/01/10 


Ip 


in:.,, .; . :; 

ireCARREUa F Pnrtlano O.n.ral Bl.otrie Co 00/06/16 Spp 

ap.c. .or mlt.rnita ^;«ln I«‘' 

Mr. prot.ctlon C.rtlficato o5 sJc .ncl ‘ *■ 

OOOOHIN,C Portland Oon.rol El.ctrlo Co BO/ 06/17 Spp 

for olUrSot. ohutdomn „ I ®'’"’ 

to .td T.ch Spacm on fire orol.otioi h!^ f "*1' P*7i*»0n« 

0000«IN,c Portland O.n.rranHc^j:' ‘ ‘ 

B006230597 Tech Qpmes 3/4 7 9 & 6 o TjiM* ■.* n . 

» Portland O.nmral Electric Co, 80/06/19 llpp 

OOODHINiC Portland O.neral Electric Co ao/06/19 ip 
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— 80062^0331 Applic<jfcion for amend to License NPF-l, submi tted as license 
Change Application 57* Revision 1* changing Tech Specs for 
limiting conditions for operat i on« survei i lance requirements 
6 bases* Safetij evaluation enc 1 

GOODt'ltrh C Portland General Electric Co BO/06/19 5pp 


—0006240333 Tech Specs 3 1 2 7> 4 1 2 7 , 3/4 1 2-3, 3/4 7 2-3/4 B 2, 3 7 0 2 
& 4 7 0 2 for limiting conditions for operation, surve i 1 lance 
requirements fc- bases of borated water U fire protection sys 
» Portland General Electric Co 00/06/19 4pp 


B006240365 Forwards response to 000515 request for Info re turbine disc 
cracking Licensee has developed schedule for performing 
ultrasonic wheel bore insp of at Itast one low pressure 
turbine during 1901 refueling outage 

OODDWINiC Portland General Electric Co 00/06/19 7pp 


Q Inspection reports* IE Bulletins i correspondence 


BOO625OO0O Forwards IE Insp fiept 50-344/00-09 on 800431-24 No 
noncomp I ianco noted 

CREU0I J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/05/15 2pp 


—8006250083 IE Insp fiept 50-344/00-09 on 000421-24 No noncomp 1 iance 
noted hajor areas inspected onsite review comrnl ttee, QA/QC 
program, procedures* proc urement test equipment 

STERNQERG, D h Region 5* San Francisco, Reactor Operations Nuclear 
Support Branch HORN, A J , BAOACLIO* M J Region 5* San Francisco, 
Office of the Director 80/05/13 6 pp 


8006250008 Forwards IE Insp Rept 50-344/00-10 on 000401-30 No 
noncomp 1 lance noted 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 00/05/15 2 pp 


—0006230093 IE Insp Rept 30-344/80-10 on 000401-30 No none ompl lance 
noted Major areas inspected plant operations, malnt, 
surveillance tos t Ing* phgs i cal security, review it audit, 
refueling t> LER followup 

5TERNDER0, D M Region 3, San Francisco, Reactor Operations Nuclear 
Support Branch MALMROS- M H . JOHNSON. 0 W Region 5, Ban 
Francisco. Office of the Director 00/05/12 6 pp 


6006130076 Addl response to FOIA request for six categories of 
documents re CPC Forwards documents listed In app 
FELTON, J M Division of Rules and Records 00/05/23 3pp 


—8006130003 Discusses results of special insp re discovery of pipe caps 
on containment pressure sensing lines Lists reasons why 
imposition of civil penalty for violation would not be 
appropr late 

CREWS* J L Region 4, Dallas* Reactor Qperatlons Nuclear Support 
Branch 78/01/04 3pp 


0006200049 Forwards IF Circular 00-13, *'Grid Strap Damage in 
Westlnghouse Fuel Assemblies No written response required 
ENOELKENi R H Region 5, San Francisco, Office of the Director 
00/05/20 Ip 


0006260003 Grants interim relief from certain inservice insp 4 testing 
ASME Section XI reqirements In response to util 790014 it 
1224 requests Forwards related FR notice 
CLARK, R A Dperating Reactors Branch 3 00/06/10 4pp 


— 0006260007 Notice of granting of interim relief from ASME Section XI 
Inservlce Insp & testing requirements 

CLARKrR A Operating Reactors Branch 3 80/06/10 2pp 


0DO626OO26 Requests that end IE Info Notice 00-21, "Anchorage it 
Support of Saf ety-Related Electrical Equipment," be 
forwarded to facility control bldg licensing board 
listed parties 

EISENHUT, D Q Division of Licensing 80/06/12 3pp 


— 0006260040 Requests written response to IE Info Notice 80-21, 
"Anchorage U Support of Safety-Related Electrical 
Equipment," since deficiencies found at other plants may 
have bearing on seismic qualification of equipment 
CLARK, R A Operating Reactors Branch 3 80/06/12. Ip 


8006180472 Responds to IE Bulletin 00-06* "Engineered Safety Feature 
(E8F1 Reset Controls " All safety-related equipment remeins 
in emergency mode upon removal or reset of actuation signal 
Concern raised in bulletin not applicable 
ORDEHU, D J Portland General Electric Co 60/06/13 3pp 


0006230423 Responds to IE Bulletin 80-06, "Engineered Safety Feature* 
(E 8 F) Reset Controls " Mod to control circuit of steam line 
drain isolation valves will be completed before conclusion 
of next refueling outage in 1901 

LENFBCH, J W . CHRISTENSEN, S Portland General Electric Co 
00/06/13 3pp 


R Periodic operating reports t related correspondence 


0006110273 Forwards monthly operating rept for May 1980 
YUNDT.C P Portland General Electric Co 80/06/02 Ip 


— 6006110277 Monthly operating rept for May 1900 

BAIR.O 0 Portland General Electric Co 00/06/02 4pp 


0 Reportable occurrences, LERs & related correspondence 


0006050236 PNO-V-BO-037 on 000518, Mount St Helen erupted Unit 2 has 
approx l/B-inch of ash on ground, some ash dust Inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive matls in sys components underway * 

Dt8H0P,T N Region 5, San Francisco, Office of the Director 
80/05/ i 9 2 pp 


0OO6O6O34B Forwards util 900519 Itr directed to NRC Region S rt 
discovery of auxiliary bldg wall Inadequately connected to 
interfacing structural elements Detailed rept w/corrective 
action tf possible similar conditions will be provided 
AXELRAO, K Louenste in, Newman, Reis. Axelrad b Toll 00/05/20 2pp 


— 0006060350 Submits followup to 800516 rept re discovery of auxiliary 
bldg wal 1 , inadequately connected to interfacing structural 
elements Detailed rept w/corrective action it possible 
similar conditions will be provided 

BRQEML* D Portland General Electric Co 00/05/19 4pp 


8006060411 Forwards LER 80-007/0 lT-0 

BROEHL.D J Portland General Electric Co 60/05/30 Ip 


— 6006060415 LER 80-007/01T-0 On OOOSI 61 masonry wall in auxiliary bldg 
was discovered not connected to interfacing ttructures at 
top Caused by misinterpretation of design drawings Positive 
connection being made w/grouted reinforcing steel 
ERICKSON, L Portland General Electric Co 80/03/30 16pp 


0006090379 Forwards LER BO-OOB/OIT-O 

YONOTiC P Portland General Electric Co 80/05/30 2pp 


— 6006090304 LER a0-009/0lT-0 on 800516, during refueling operations, 
discovered that containment integrity was breached Caused by 
personnel error Two separate malnt activities ware being 
performed w/no coordination 

PARRY, J C Portland General Electric Co 00/05/30 Ip 


0006110313 Notifies that effects of wall problem, in LER 79-15, have 
been evaluated Changing modes from 6 to 5 prior to return 
to power operations would not reduce established safety 
margin Certificate of Sve end 

OOODNIN, C Portland General Electric Co 80/06/04 6 pp 


8006240319 Forwards Suppl 4 to LER 79-lS, provld Ing criteria 6 
methodology for Bechtel evaluation of out-of-plene loads on 
heavy double Wythe masonry walls 

BROEHL, D J Portland General Electric Co 60/06/10 2pp 


—8006240321 Suppl 4 to LER 79-15, provid ing interim structural evaluation 
criteria for out-of-plane loads on heavy weight double wythe 
masonry walls Supportive matl end 
e Portland General Electric Co 80/06/10 99pp 


8006200498 Forwards Suppl 1 to LER eO-007/01T-0, providing description 
of engineering review, reportab le noncomf ormancet S< related 
evaluation results 

BROEHL, D J Portland General Electric Co 00/06/16 6 pp 


0006300486 Forwards LER 80-009/03L-0 

YUNDTrC P Pacific Gas i Electric Co 80/06/20 2pp. 


—8006300492 LER 0O-OO9/O3L-O on 000522, fol lowing ref uel Ing, spent fuel 
pool was partially drained while draining refueling cavity 
Caused by personnel error Personnel have been Veinstructed 
it procedure changed 

PERRVi J C Pacific Gas V Electric Co 00/06/20 Ip 
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DOCKET 60-346 DAV!3-D£SSE KUCLEAR POWER STATION. UNIT 1 


F S»ciir L tij. medical, emer^srictj & fire protection platii 


8006020250 Notifies that telephone sijs called Health Phtjsics 

Network (HPN) has been installed at site Sys intended for 
use during eji^ergenc i e« to link all pQuor plants NRC 
Emtrg«(ici| Notification 5^ s hotline uill also be used 
KEPPLCR, J G Region 3. Chicago, Office of the Director 00/04/18 

2pp 


0006060584 Advises that revised 800327 amergencg plan meets 
re4.u irementi eicept for long-torfn onsite capabiliti^ for 
detection of inadeq.uate core caollng 6 far improved accident 
sampling Deficiencies should be eliminated bg 810101 
REID^n H Operating Reactors Branch 4 80/05/17 2pp 


6006070487 Faruiards proposed rule entitled, "Fire Protection Program 
for Nuclear Pouier Plants Operating Prior to 790101 " Hole 
adds new Section SO 40 6 App R to 10CF850 & is expected 
to be published in FR b^ end of flag 

ei8ENHljT,D O Division of Licensing 80/05/19 46pp 


0006130063 Forwards revised Pages 1-14 6 neu Page i4a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear PoiDar 
Plants Gperatlng Prior to 770101 p'' transmitted b^ NRC 000519 
Itr Page 14a not «ncl 

E10BNHUT«P O Division of Licensing 00/05/22 73pp 


G00606<i303 Forwards addl info 4 revisions for safeguards contingency 
plan Ends withheld (ref tOCFRS 790) 

CROUSE. R P Toledo Edison Co 80/06/02 3pp 


0006190200 Notification of B0061D meobing w/uiil 6 D&W in Bethesda.MD 
to discuss status of findings re fuel assembly holddown 
spring failures 

OARNERi D J Operating Reactors Branch 4 00/06/04 2pp 


8006300052 Discusses licensee plans to increase onsite waste storage 
Rec^uests reviews of onsite storage additions in monthly 
operating tept following period in which evaluation was 
completed Draft NRC onsite storage licensing position end 
REID. R W Operating Reactors Branch 4 80/06/12 lOpp 


0OO617O4S6 Forwards application for amend to License NPF-3i mod i f y i ng 
ET8 

CROUSE- R P Toledo Edison Co 80/06/13 Ip 


— 0006170463 Application for amend to License NPF-3, mod i f y ing ETS 
Eliminates Sections 2 1.2 2-2 3, 3 1 . 4 0, 5 4 1 Part A 6 
changes table of contents. 1 is ts of figures 6 table. 8< 

Section 1 0 of App D to Tech Specs 

CROUSE, R P Toledo Edison Co 00/06/13 3pp 


— 8006170472 Mod to ET8 eliminating Sections 2 1,2 2, 2 3, 3 1,4 0> 3 4 I 
Part A % changing table of contents, 1 i sts of figures & 
table. ?< Section I 0 of App 3 to Toch Specs 
» Toledo Edison Co 80/06/13 7pp 


0006240494 Responds to NRC 000905 request for info re loss of offsite 
power Two incidents of total loss 6 throe incidents of 
partial loss of offsite power have occurred at facility 
Events were previously reported in LERs 
CRDUSE.R P Toledo Edison Co 00/06/17 3pp 


0006300440 Notification of BQ0627 meeting lu/ubll in Dethesda-MD to 
discuss util proposals for fulflDin;} NRC requlTifflents re 
smtrgency planning facilities 

garner, D J Operating Reactors Branch 4 00/06/20 2pp 


H Ocncral correspondence 


0006060200 Forwards constituent J Qranum B00407 Itr requesting Info re 
espansion of power plant Related correspondence 
GLENN, J Senate, Governmental Affairs aO/09/SO 2pp 


0006230460 Forwards info re low pressure turbine wheel cracks, in 
response to NRC 000513 itr 

CRDUSE.R F Toledo Edison Co 00/06/18 6pp 


0 Inspection reports, IE Bulletins & corresporidcnce 


8006170795 Forwards IE Insp Rept 9O‘-346/0O“O6 on 800310-14, 17'-2l, 24-20 
^ 0401-04 No noncomp 1 iance noted 

HEISHMAN, R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch BO/09/01 2pp 


M Antitrust correspondence 


&006060'314 Requests that deadline for requests for hearings be extended 
to 000709 re availability of transmission sve Extension will 
allow NRC t< intervenoT to wort out language discord between 
FERC Dpinion 84 ?c NRC 800S13 order 

ODLDSERG.R Cleveland, OH GOLDBERG, R Goldb erg- Fi eldman S, 

Lettam. P C 80/06/02 2pp 


0006170535 Motion for mod of NRC 000913 order to require filtng of 
transmits 1 on schedule per PERC 0 OOSO 5 order Requests 
hearing on 000513 order if NRC denies mad Certificate of 0vc 
enc 1 

URBAN, J R Juitlce-Dept of 80/06/09 13pp 


P Operating license stage documents & correspondence 


— B006I70799 IE Insp Ropt 90-346/80-06 on 000310-14,17-21,24-28 6 000401 
04 No noncompliance noted Ma 4 or areas Inspected followup on 
evipus insp findings operational safety info meeting w/local 
officials tt radiation protection 

REVE8, L A , TAMQLINO, T N Region 3, Chicago, Office of the 
Director 00/04/29 7pp 


0006050522 Forwards response to IE Bulletin 00-04 Existing F8AR 
analysis of reactivity increase following M9LD inside or 
outside containment considers 8- conservatively models all 
potential water sources 

CRDUSE.R P Toledo Edison Co 80/05/05 4pp 


8006030210 Forwards supplemontal response to IE Bulletin 79-27 
Procedures reviewed revised to detail operator action in 
event of loss in indication &/or function 
CRDUSE.R P Toledo Edison Co 00/09/06 3pp 


80060IA)2B3 Forwards documents for Auxiliary 8ys Branch review of 
auxiliary fseduatir reliability analysis for B-SrW operating 
plants N/d ends 

CAPRA. R A Light Water Reactors Branch 3 00/01/17 3pp 


8006090165 Forwards add 1 TMI-2 related requirements to operating 
reactors Licensees requirtments for TMI Action Plan include 
shift manning- 1 i censing exams 6 licensee disstminat ion 
of operating axperiencos Response requested within 30 days 
EI6ENHUT, DG, Division of Licensing 60/09/07 ISOpp 


6006020119 Requests extensio^n to 800619 for completion of activities re 
screening of contractor employees^ 

CROU0E. R P Toledo Edison Co 00/05/19 Ip 


0006050927 Responds to IE Dullotln 79-27, '’Loss of Non-Class IE 
Instrumen tation 6 Control Power Sys Bus During Dperation " 
Design changes requested to further decrease non-nuclear 
instrumentation/integrated control sys vu Inerab 1 1 i ty 
CRaU0E,R P Toledo Edison Co 00/05/06 3pp 


8006090532 Forwards IE Info Notice 79—37 ui/errata sheet Requests add 1 
Info re turbine discs Recommends that schedule be developed 
to perform full ultrasonic test of at least one low pressure 
turbine before next major outage 

RCIDfR W Operating Reactors Branch 4 80/05/13 3pp 


8006030001 Forwards IE Insp Ropt 50-346/00-13 an 000430-0502 notice 
of violation Notice of violation withheld trof 10CFR2 790) 

KiNDcJ A Region 3, Chicogo, Safeguards Branch 00/05/21 2pp 


8006130122 Raquasts comments on NUREO-0577, "Potential for Low Fracture 
Toughness h Lamellar Tearing on PWR Steam Generator t* 

Reactor Coolant Pump Bupports " Proposed review procedure & 
Implementation schedule end 

EISENHOT, D, G Division of Licensing, BO/OS/ 19 72 pp 


8006190173 Confirms arrangements for 000604 meeting in Glen Ellyn, IL to 
discuss mgt control Kt outqge activities 

KEPPLERiJ 0. Region 3- Chicago, Office of the Director 00/05/27, 

Ip 


—0006030083 IE Insp Repb gO-346/80-13 on B00430-0502 Areas inspected 
physical harriers St access contrl Details withheld 
(ref 10CFR2 790 J 

HINDfJ A Region 3, Chicago, Safeguards Branch MADEDAi T J • 
CHRI8T0FFeR,0 M Region 3, Chicago, Office of the Director 
80/05/20 Ip 


0006100543 Discusses NRC 800503 immediate action Itr S< util 000580 
response NRC has no comments or questions re actions taken 
to correct Items D t, C NRC comments on Item A contained in 
and End withheld (ref 10CFR2 790) 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/06/05 

8pp 
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QD-06230201 Fnru/ards response to IE Bulletin 0O~12< "Deceij Heat Removal 
Sys Operability '* Review described in Enel 1 revealed error 
Decay heat pomp suction was not Isolated by containment 
isolation actuation as stated in Page 2 
CROUSE* R P Toledo Edison Co 80/06/05 8pp 


8006200379 Responds to Item 4D of IE Bulletin 79-14* *'Seismic Analysis 
for As-Duilt Safety-Related Piping Bys ” Forwards 
description of results of follou-Dn analysts identified 
discrepancies for normally accessible safety-related piping 
CROUSE. R P Toledo Edison Co 00/06/16 4pp 


fi Periodic operating reports related correspondence 


B006030311 Informs NRC that typographical errors wore discovered in 
section of recently submitted "1979 Annual Environ Operating 
Rapt " Corrected Pages D-3 V 0-13 enc 1 
CROUSE* R P Toledo Edison Co 00/05/27 Spp 


— 0006030313 Revised Pages 0-3 I B-13 to "1979 Annual Environ Operating 
Rept " Typographical errors corrected 
* Toledo Edison Co BO/05/27 2pp 


0006130274 Forwards monthly operating rept for May 1900 
HURRAY* T D Toledo Edison Co 80/06/09 Ip 


— S00613D273 Monthly operating rept for May 1900 
SARSOUR.Q Toledo Edison Co 00/06/09 Spp 


S Reportable occurrences. lERs t related correspondence 


0006060061 PNO-1 1 1-80-093 on 000313* licensee discovered hold down 
spring on fuel assembly in core was broken More Imps on 
000316-17 revealed 11 cracked or potentially broken springs 
Plant shut down since 800400 Investigation continuing 
REYEB.L A * TAMDUINO* T N . HEISHMAN*R F Region 3. Chicago* Office 
of the Director 00/05/19 2pp 


8006030372 Forwards repts NP-02-80-01 t NP-02-80-01A to provide 30-day 
written notification of overexposure rept W/o NP-02-80-01A 
CROUSE. R P Toledo Edison Go dO/OS/23 Ip 


— 0006030377 RO on 800430. chemi stry tt health physics Individual received 
dose of 4 7 rems Cause of exposure was erroneously low 
reading on meter or misreading of Teletector Individual was 
removed from working in radiation controlled areas 
e Toledo Edison Co 80/05/23 Ip 


8006120354 Forwards revised LER 79-il0/O3L“l 
MURRAY. TD Tol edo Ed Ison Co 80/06/03 Ip 


— B006120357 Revised 79-1I0/O3L-1 on 791126* when reactor coolant pump 
tripped. reac tor protection on sys high flux setpoint reduced 
to 70 yA full power. exceeding limit Caused by procedural 
deficiency due to incorrect info 
KOCIS.R Toledo Edison Co 79/12/21 2pp 


0006120343 Forwards LER 0O-O41/O3L-O 

MURRAY* T D Toledo Edison Co 00/06/06 Ip. 


— 8006120344 LER 80~04l/03L-0 on B005U. during performance of ST 3091 01 
source range functional test* source range Channel I found 
out of tolerance ^ declared Inoperable Caused by component 
failure in test module New module Installed 
UERNER J Toledo Edison Co 80/06/06 3pp 


8006120345 Forwards LER BO-042/03L-0 

MURRAY* T D Toledo Edison Co 00/06/06 ip 


—8006120347 LER 80-042/03L on BOOSIO* dur ing performance of local leak 
rate test* comb ined leakage for all penetrations tested to 
date exceeded combined allowable leakage Caused by buildup 
on valve preventing good seal Valve seats will be relapped 
ROHRER.E H Toledo Edison Co 00/06/00 2pp* 


8006120330 Forwards revised LER 79-124/03L-1 
MURRAY* T D Toledo Edison Co 00/06/09 Ip 


— B006120352 Revised LER 79-124/03L-1 on 791208* dor ing routine pump 
suic th ing* component cooling water pump L would not start 
from control room Caused by failure of breaker AC113 on 
essential switchgear bus Cl to close Breaker replaced 
RUDOLPH* J P Toledo Edison Co 00/01/05 3pp 


8006160002 Forwards LER B0-036/03L-1 

MURRAY* T D Toledo Edison Co 00/06/09 Ip 


— 0006160005 LER aO-036/03L-l on 000407* reac tor protection sys initiated 
high flux trip of reactor Channel 2 trip module reflected 
trip signals from only three of four sys channels Caused by 
failure of trip relay K1 in Channel 2 trip module 
WERHER* B J Toledo Edison Co 00/03/06 2pp 


8006170351 Forwards revised Page 2 to LER 79-09B/03L-O 
MURRAY, T 0 Toledo Edison Co 00/06/10 Ip 


—8006170354 LER 79-O0a/O3L-l Revised Page 2 of LER 79“Oa0/O3L-O 
e Toledo Edison Co 00/06/10 Ip 


8006300333 EN-BO-25 notice of violation t< notice of proposed imposition 
of civil penalty will be issued on or about 600620 Action 
based on alleged noncompl iance re employee overexpoture Nlll 
Issue nows release 

BROCKETT, T W * THOMPSON. 0 Office of Inspection «c Enforcement. 

Office of the Director 80/06/10 Ip 


DOCKET 50-340 JOSEPH M FARLEY NUCLEAR PLANT* UNIT 1 


F Security* medical, emergency ^ fire protection plans 


0006090487 Forwards proposed rule entitled. "Fir* Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO 40 App R to lOCFRSO ii Is expected 
to be published in FR by end of May 

E16ENHUT*00 Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 & new Page 14e for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 000519 
Itr Page 14a not end 

EI6ENHUT.D <3 Division of Licensing 80/05/22 73pp 


P Operating license stage documents correspondence 


0006090165 Forwards addl THI-2 related requirements to apereting 
reactors Licensee requirements for TMI Action Plan include 
shift manning. 1 icens ing exams it licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT. D 0 Division of Licensing 00/05/07 ISOpp 


8006130122 Requests comments on NUREO-0377* "Potential for Low Fracture 
Toughness 6 Lamellar Tearing on PUR Steam Generator It 
Reactor Coolant Pump Supports " Proposed review procedure & 
implementation schedule end 

EISENHUT. D 0 Division of Licensing 80/03/19 72pp 


0006030312 Responds to NRC 80Q40G Itr requesting addl info re auxiliary 
feedwater sys Clarification of util 791120 response to 
recommendat Ion OS-6 end 

CLAYTON* F L Alabama Power Co 00/05/27 23pp 


0006050350 Application to amend OL* author i zing changes to Tech Specs 
Tech Spec 3 0 5 re operability of equipment w/o certain 
electrical power sources is added per NRC request Spec 
3 8 2 2 is in error re number of volt load cts required 
CLAYTON. F L Alabama Power Co 80/05/30 3pp 


— 8006050353 Tech Spec 3 0 5 re operability of equipment w/o certain 
electrical power sources & Tech Spec 3 8 2 2 r» ac 
distribution-shutdown 
* Alabama Power Co 00/05/30 3pp 


0006110017 Forwards addl info re seismic qual if Icatlon of safety 
related non-NSSS electrical 2< mechanical equipment, in 
response to NRC 000523 request 

CLAYTON. F L Alabama Power Co 80/06/05 59pp 


— 0006110022 "Final Seismic Response Spectra. Uoeeph M Parley Nuclear 
Units I tf 2.AL Power Co. Containment Internal Structure " 

* Bechtel Corp 72/12/31 325pp 


—0006110027 "Seismic Response Spectra* Joseph H Farley Nuclear Plant. 
Units 1 6 2i AL Power Co. Auxiliary Bldg " 

* Bechtel Corp 72/08/31 73pp 


8006190493 Advises that response to 000507 request re TMI-2 related 
requirements will be submitted by 800626 
CLAYTON. F L Alabama Power Co 80/06/12 Ip 


T 
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Q Inipsction rsportif IE B-ulletins 2< correspondence 


S Reportable occurrences* LERs i related correspondence 


30060&04i4 Foruards IE Bulletin eO-ll< ‘‘Mafonrv Ifall Design 
or written response required lE Info Notice 79-23* 
"□verloading of Structural Elements Du* to Pip* Support 
Loads" end 

0'REILLY*J P Region 2. Atlanta. Office oP fch* Director 

2pp 


" No ection 


ao/os/oa 


3006060525 Aclt receipt of 800423 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-346/Q0-07 
50-364/00-04 

LEWtBiR C Region 2. Atlanta* Reactor Qperationi Nuclear Support 
Branch 80/05/08 2p p 


— B006060531 Responds to NRC 000410 Itr re violations noted In IE Insp 
Repti 50-340/00-07 4 50-364/80-04 Corrective actions 
cleaning stainless steel pipes u/6c ofech-br i t« pads was 
stopped Cleaning pads returned to warehouse 
CLAVTOHiF L Alabama Power Co 80/04/20 2pp 


—8006060534 Forwards IE Insp Rep is 50-348/60-07 h 50-364/80-04 on 
800204-29 t notice of violation 

LEHiSfR C Region 2# Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/10 3pp 


0006050033 Forwards LERs 80-029/03L-0 h 80-030/03L-0 
CLAYTON. F L Alabama Power Co 00/05/38 Jp 


— G006050036 LER B0-029/03L-0 on 800430. i nt ermed i ate range NIB channel 
N-35 declared inoperable due to loss of power Caused hg 
loose terminal screw on 120-volt vital ac panel lA molded 
case breaker Wire reconnected 

HAIRSTON. W 0 Alabama Power Co 80/05/20 Ip 


—8006050043 LER a0-O30/03L-0 on 800501. rad lation monitor R25A (fuel 
storage pool area) declared inoperable due to power loss 
Caused bg blown fuse Connecting I disconnecting test 
equipment cause for blown fuse Fuse replaced 
HAIR3TON. if 0 Alabama Rower Ca 00/05/28 Ip 


8006200024 Final Part 31 rept re mixed heat of steel supplied bg (JS 
Steel from which 4-‘inch elbows & 2-lnch tees were mfg to 
A234HPD requirement Investigations conducted it closed at 
46 listed facilities 

SEAY. J L Chemtron Corp . Tube Turns Div 00/06/06 3pp 


0006170990 Forward* LER 00-031 /03L-0 

CLAYTON. F L Alabama Power Co 00/06/10 Ip 


--0OO6O6O542 Notice of violation from insp on 800304-39 

♦ Region 2. Atlanta. Reactor Operations Nuclear Support Branch 
00/04/02 Ip 


--B006060550 IE Insp Rapt* 90-340/00-07 50-364/00-04 on 800204-29 

Noncompliance noted unauthor i zed use of Gcotch-brlte pads 
for final cleaning of stainless steel pipe surfaces 
failure to perform work w/approved procedure 

MARTIN.R D Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch 00/04/02 6pp 


8006200076 Forwards IE Insp Repts 50-34S/B0-09 t, 90-364/80-09 on 
600421-29 No nancotnpl iance noted 

8TDHR. J P Region 2* Atlanta. Fuel Facilitg U hateriali Saletg 
Branch 80/09/00 2pp 


—0006170604 LER 0O-O31/O3L-O on 00051 1 . d ig ita 1 rod position indication 
eg* (DRPI) declared inoperable fallowing loss of train A S< 

0 DRPI Caused bg loss of DRPI indication during trouble 
shooting Train A returned to sve following card replacement 
HAIRSTON, H 0 Alabama Power Co 60/06/10 Ip 


0006180432 Interim deficiencg rept re unreacted lime in waste 
settling pond causing pH to exceed upper limit Caused bg 
discharge of clarified water which dissolved calcium sulfate 
lager over lime Discharge terminated f<( acid will be added 
CLAYTON. F L Alabama Power Co 00/06/13 3pp 


0006230348 Forwards LER B0-O32/03L-0 LER 0O-O33/O3L-O 
GLAVTQN. F L Alabama Power Co 00/06/13 Ipp 


—0006200094 IE ln«p Repti 50-340/90-09 6 50-364/B0-O9 on 000421-25 No 
none otnpl lance noted Major areas Inspected radwaste mgt. 
preoperatlanal test procedures. cheml s try 6 health phgsics 
procedures Sc security training 

8T0HR. d P Region 2* Atlanta. Fuel Facility & Materials Safety 
Branch TROUPiC L . tfRAY* J R Region 2. Atlanta. Office of the 
Director GO/OS/08 9pp 


0006090291 Forwards IE DulLetln 80-12) "Decay Heat Removal 8ys 
Qperabllltg " Requires action L response within 30 dags 
IE Info Notice BO'-SO, ‘'Lass of Decay Haat Removal Capability 
at Davis-Beiie Unit 1 Hhilo in Refueling Hod*" end 
O^REILLY. JP Region 2. Atlanta. Office of the Director eo/05/07 

2pp 


8006300074 Forwards IE Circular 80-Jl. "Emergencg Diesel Oenerator Lube 
Oil Cooler Failures '* No written response required 
O'REILLY) J P Region 2. Atlanta. Office of the Director 60/05/13 

2pp 


0006290015 Forwards response to IE Dullctin 00-05 re vacuum conditions 
in chemical L vol control sys holdup tanks Vol control tank 
rsctlves letdown from RC6 6 provides suction for charging 
back Into RC6 

CLAYTON. F L Alabama Power Co 80/06/04 3pp 


8006230182 Responds to IE Bulletin 00-12. "Decay Haat Removal 6gs 
Operabllitg " Redundancy may be provided by having two RHR 
trains operable Diversity may be provided in Modes 2-5 by 
having operable steam generators 
CLAYTON. F L Alabama Power Co SO/06/09 4pp 


8006300572 Responds to IE Bulletin 00-06 6af etg-relat«d componants at 
schematic level have been reviewed to determine whether 
equipment remains in emergency mode following reset of 
I tgnali 

CLAYTON. F L Alabama Power Co 00/06/12 3pp 


R Periodic operating report* It related correspond enc* 


0006180440 Forward* monthly operating rapt for May 1980 
CLAYTON. F L Alabama Power Co 00/06/09 2pp 


— 8006180442 Monthly operating rept for May 1900 

HAIRSTON. N 0 Alabama Power Cu 00/06/01 5pp 


—0006230363 LER 80-O33/03L-0 on 000916. 1-2A diesel generator declared 
inoperable due to speed control failure Caused by personnel 
error in installing dc recorder which blew ac fuse Fuse 
rep 1 aced. personnel Instructed 

HAIRSTON. H 0 Alabama Power Co 80/06/13 tp 


—8006230376 LER 80-03a/03L-0 on 000515. both chlorine detector* were 
Inoperable Caused by plastic strip lodged in B detector tt 
cracked dlaphram in A detector Strip removed ik B made 
operable an 600519 Pump replaced & A operable on 600516 
HAIRSTON. W 0 Alabama Power Co 00/06/13 tp 


8006240360 Forwards LERs 80-034/03L-0 it 0O-O33/O3L-O 
CLAYTON. F L Alabama Power Co 00/06/17 Ip 


— 8006240375 LER 0O-O34/O3L-O on 800519. diesel generator 1C was declared 
Inoperable when generator failed to reach rated speed within 
time specified by Tech Spec Probably caused by leaky check 
valve in fuel oil *y* Valve replaced 
HAIRSTON. W 0 Alabama Power Co 00/06/17 Ip 


—8006240376 LER 0O-O35/O3L-O on 0005 19. d i ei e 1 generator 2C would not 
auto-fttart was declared inoperable Caused by switch being 
Inadvertently placed in run position rather than auto 
position Switch placed In auto 

HAIRSTON. W 0 Alabama Power Co 00/06/18 2pp 


DQCMET 90-352 LIMERICK GENERATING STATION, UNIT I 


A Ap pi Icitlon/construct ion stage document* correspondence 


0006020330 Not! fie* of delay, until late June or early Jul 190Or for 
response to NRC 791218 request for comparison of bla«t 
response spectra w/OBE response 

ORADLCY.E J Philadelphia Electric Co 00/05/20 Ip 


BQ06S30110 Advise* BUR U PUR applicants of NRC decision to modify 
imp lementatio-n plan presented In Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure tt acceptance criteria end 
EISENHur. 0 0 Division of Licensing 00/09/20 I3pp 


8006120121 Sumniary of 000521 meeting w/utll in Bethesda.MD re risk 
■valuation study per end NRC 800506 Itr 
SELLS. 0 Licensing Branch 2 00/09/23 4pp 
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eO0£a23OO01 of 800410 meeting w/Mark II ounert group r« 

supproasion pool temp response to sa f e it^/ro 1 1 e f actuations 
Studij concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SU* T M Containment Systems Branch 60/05/30 4pp 


8006190330 Notification of 800616 meeting ui/util t General Physics in 
Silver Spring, MD to observe h receive orientation on 
s loiulator 

SELLS,!) Licensing Branch 2 00/06/03 2pp 


H General correspondence 


B006020014 Requests public debate ro evacuating large populations near 
pouer plants Opposes plants located in densely populated 
areas 

HAIIMrlt Affiliation Unknown 80/03/19 Ip 


8006020336 Comments on evacuation plan for facility area Philadelphia 
Electric Co should not be granted license Human safety 
should come before economic consideration 
MORRIS. S U Affiliation Unknown 80/05/38 ip 


8006120CS9 Responds to Itr to DDE re constituent inquiry about 
relationship of Merrill Creek Project to facilities NRC has 
no info re relationship Facilities use water from DE Flivor 
Basin 

DIflCKB.W J Office nf the Ejrecutive Director for Operations 
80/05/30 6pp 


8006230467 Forwards Philadelphia City Council 000529 resolution that 
all const at facilities should ceaserto protect health ^ 
safety of area residents i' ratepayers 
3CHWARTZ.G X Philadelphia. PA 00/06/10 5pp 


Q Inspection reports. IE Bulletins h correspondence 


8OO61SO340 Responds to IE Dulletin 80-02 Util feedwater spargers ti 
thermal sleeves not mfg by Marvin Engineering Co Equipment 
not Q- 1 i stedi nor part of or welded to RCPD 
KEMPER. J S Philadelphia Electric Co 80/05/20 2pp 


0006340091 Forwards Kgt Meeting Repts 50-352/80-06 50-353/80-06 on 

800321 

CARLEONiR T Region 1. Philadelphia. Reactor Construction & 
Engineering Support aranch 80/05/29 ip 


—8006240090 Kgt Meeting Repts 50-353/80-06 & 50-353/80-06 on 800321 
Areas covered status of FSAR. r es Ident insp programi QA 
programi recent NRC Insps. c urrent organixatlon of licensee *< 

NRC ^ project status 

CARLSaMift T Region 1. Ph i lade 1 pb ia. Reactor Construction & 
Engineering Support Branch MATTIA, JC . MCOAUOHY.R W Region It 
Ph i ladelphia. Office of the Director 80/05/30 2pp 


8 Reportable occurrences. LERs 6 related correspondence 


6006090053 Ack receipt of 000434 Itr forwarding final deficiency pepfc 
re electrical raceway separation Rept will be reviewed tc 
e va luated 

CARLSON. R T Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch 00/05/14 Ip 


-—8006090062 Final deficiency rept re electrical raceway separatign Field 
const identified exposed seismic Class 1 raceway. condu i t & 
junction box Caused by QC error QC procedure revised by 
indoctrination of QC engineers conducted 
a Philadelphia Electric Co 80/04/30 4pp 

800611033? Forwards final deficiency rept re electrical connections 
on back pressure steam isolation dampers 
KEMPER. J S Philadelphia Electric Co 00/06/06 Ip 

--0OO61IO333 Final deficiency rept re electrical connections on back 
pressure steam isolation dampers mfg by American Harming 
Venti lating. Inc Mfg has agreed to 100*4 insp !< replacement 
program, to be completed by 801231, 

» Philadelphia Electric Co 80/06/06 4pp 


0006200034 Final Part 21 rept re mixed heat of steel supplied by UB 
Steel from which 4-inch elbows hr 3-inch tees were mfg to 
A234HP11 requirement Investigations conducted hr closed at 
46 listed facilities 

6EAV. J L Chemtron Corp . Tube Turns Dlv 00/06/06 3pp 


8006270217 Forwards final deficiency rept re defect in 4 fcV switchgear 
circuit breaker auxiliary switch crank assembly 
KEMPER. J B Philadelphia Electric Co 00/06/20 ip 


0006370334 Final deficiency rept re defect in 4 kV switchgear circuit 
breaker auxiliary switch crank assembly Insp will be 
conducted on switchgear ^ nuts will b« secured on assembly 
studs to prevent loosening. by 001331 
* Philadelphia Electric Co 80/06/20 4pp 


V Operator Examinations 


8006300056 Notification of 000610 meeting w/util in Oethesde.MD to 
discuss current requirements for operator qualification & 

1 icensing 

SELLS. D E Licensing Branch 3 00/06/02 3pp 


DOCKET 50-353 LIMERICK GENERATING STATION. UNIT 3 


A App 1 icati on/construc tioTi stage documents «c correspondence 


8006030330 Notifies of delay. until late June or early Jul 1900. for 
response to NRC 7912J0 request for comparison of blast 
response spectra w/OOE response 

BRADLEY. E J Philadelphia Electric Co 60/05/20 Ip 


8006230110 Advises BHR PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support stiucbures General operating 
reactor review procedure h- acceptance criteria end 
EI6ENHUT, D G Division of Licensing 00/05/20 13pp 


8006130121 Summary of 800521 meeting w/utik in BethesdarMD re risk 
evaluation study per end NRC 800506 Itr 
SELLS. D Licensing Branch 2 00/05/23 4pp 


8006230001 Summary of 600410 meeting w/Iiark II owners group re 
suppression pool temp response to saf ety /ril i ef actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
au. T M Containment Systems Branch 80/05/30 4pp 


0006190330 Notification of 800616 meeting ui/utll General Physics in 
Silver Bprlng.liD to observe V receive orientation on 
s ImulatOr 

SELLS. D Licensing Branch 3 60/06/03 3pp 


H General correspondence 


G0060200H Requests public debate re evacuating large populations near 
power plants Opposes plants located in densely populated 
areas 

HAMM.K Affi I iation Unknown 00/03/19 Ip 


6006020336 Comments on evacuation plan for facility area Philadelphia 
Electric Co should not be granted license Human safety 
should come before economic consideration 
MORRIS. 8 H Affiliation Unknown 00/05/28 Ip 


0006120089 Responds to Itr to DOE re constituent Inquiry about 
relationship of Merrill Creek Project to facilities NRC has 
no info re relationship Facllltie« use water from DE River 
Basin 

DIRCKS.U J Office of the Executive Director for Operations 
80/05/30 6pp 


0006330469 Forwards Philadelphia City Council B00529 resolution that 
all const at facilities should cease, to protect health 
safety of area residents 8< ratepayers 
aCHWARTl.O X Philadelphia. PA 00/06/10 5pp 


Q Inspection reports. IE Bulletins 1. correspondence 


0006130346 Responds to IE DuUetln 80-02 Util feidwater spargers ki 
thermal sleeves not mfg by Marvin Engineering Co Equipment 
not Q-llstedinor part of or welded to RCPD 
KEMPER. J 8 Philadelphia Electric Co 80/05/30 2pp 


8006240091 Forwards Mgt Meeting Ropfes 50-352/00-06 1* 50-353/80-06 on 
800321 

CARLSON. R T Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch 00/05/29 Ip 

— 8006240098 Mgt Meeting Repts 50-352/80-06 tt 50-353/80-06 on 800321 
Areas covered status of F8AR. resident insp program.OA 
program, recent NRC Insps. current organization of licensee It 
NRG Zr project status 

CARLSON.R T Region 1. Ph 1 ladelph la. Reactor Construction It 
Engineering Support Branch MATTIA.J C . MCGAUOHY.R W Region 1. 
Philadelphia. Office of the Director 00/05/20 2pp 
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S Reportable occurrenceti LERi t' reldtod carretpandence 


BOO&090053 Ack receipt of QOOA24 Itr faruarding final deflciencg rept 
re electrical raceuaij reparation Rep-t bit 1 1 be reviewed & 
evaluated 

CARLS-QN^R T Region 1* Philadelphia. Reactor Construction & 
Engineering Support Branch 80/03/14 Ip 


— SOO AO 90062 Final deficiency repfc re electrical raceway separation Field 
const identified exposed seismic Class I raceuay< condui b «< 
junction box Caused by OC error QC procedure revised by 
ind oc tr i na 1 1 on of QC engineers conducted 
* Philadelphia Electric Co BO/04/30 4pp 


800611032? Forwards final deficiency rept re electrical connections 
an back pressure steam isolation dampers 
KEHPER/J S Philadelphia Electric Co 80/06/06 Ip 


— G 0061 10332 Final deficiency rept re electrical connections on back 
pressure steam isolation dampers mfy by American Harming & 
Ventilating/ Inc Mfg has agreed to 10055 insp 6 roplacemant 
program/ to be completed by 001231 
» Philadelphia Electric Co QO/OA/06 4pp 


G006300024 Final Part 2^1 rept re nixed heat of steel supplied by US 
Steel from which 4— inch elbous ic 2-inch tee* were mfg to 
A234HPB requirement Investigation* conducted & closed at 
46 listed laci 1 i ties 

SEAY/J L Chemtron Corp . Tube Turns Div QO/06/06 3pp 


8006270217 Forwards final deficiency rept re defect In A kV switchgear 
circuit breaker auxiliary switch crank assembly 
KEMPER/ J 8 Philadelphia Electric Co BO/06/20 Ip 


— 8006270224 Final deficiency rept re defect In 4 ItV switchgear circuit 
breaker auxiliary sii/itch crank assembly insp will be 
conducted on switchgear 6 nuts will be secured on assembly 
stud* to prevent loosening/ by 801231 
« Philadelphia Electric Co 80/06/20 4pp 


V Operator Examlna tions 


8006200088 Notification of S0O61B meeting w/uiil in Bethesdai liO to 
discuss current requirements for operator qualification U 
1 ice ns ing 

SELL 8 .de Licensing Oranch 2 80/06/02 3pp 


DOCKET SO-354 HOPE CREEK NOCLEAR SFATTON, UNIT I 
A App lication/constr uctlon stage documents Si correspondence 


8006020550 Order granting extension until 800618 for York Committee for 
Safe Environ & Citizens far Safe Environ to file proposed 
findings of fact 6 . conclusions of law NRC findings due on 
800703 intervenors' % applicants' responses on G0071B 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/05/28 

2 pp 


800626020-9 Memorandum 4- order advising that 
germane to consolidated proceedings where 
being determined Ecology Action cause t-or 
must be filed by 800702 

BISHOP/ C J Atomic Safety and Licensing 
3pp 


Sterl: 

ing issue is no longer 

radon 

issue is 

late ; 

interventi on 

Appeal 

Panel 00/06/23 


H General correspondence 


9006120089 Responds to Itr to DDE re constituent inquiry about 
relationship of Merrill Croei Project to facilities NRC has 
no info re relationship Facilities use water from DE River 
Basin 

DIRCKS.tl J Office of the Executive Director for Operations 
80/05/30 6 pp 


a Inspection reports. IE Bulletins & correspondence 


8006020475 Responds to IE Bulletin 80-02. ^‘Inadequate GA for Nuclear 
Supplied Equipment *’ Bulletin is not applicable since OE 
has not purchased reactor feedwater spargers thermal 
sleeves for facility 

MARTIN. T J Public Service Electric 4 Gas Co of New Jersey 
80/05/12 Ip 


0006250223 Ac k receipt of 000418 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/QO~Ol & 
50-355/80-01 

CARLSON/ n T Region 1 / Ph i lade 1 ph 1 a. Reactor Construction & 
Engineering Support Branch 80/05/22 Ip 


—8006250226 Responds to NRC B00314 Itr re vialations noted in lE Imp 
Rept* 50-354/00-01 b 50-355/00-01 Corrective actions QC 
procedures will be revised to address amended QA manual. 

Section 4 

MARTIN/T J Public Service Electric 8 . Oas Co of New Jersey 
BO/04/ie 2 pp 


— 8006250229 Forwards IE Insp Repts 50-354/00-01 6 30-355/00-01 on 
000114-17 <4 notice of violation 

CARLSON/ R T Region 1 / Philadelphia/ Reactor Construction 6 
Engineering Support Branch 00/03/14 2 pp 


—8006250231 Notice of violation from insp on 800114-17 

* Region 1 / Philadelphia/ Office of the Director 00/03/11 ip 


0006030514 Bummary of 000422-23 meeting w/Mark t owners group in San 
Jo«*/CA rt confirmatory analysis & testing pr-ograms 
concerning Mark. I containment long—term program 

GRIMES. C I Assistant Director for Plant Systems SO/05/09 Bpp 


8006230110 Advise* BUR t. PWR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUHEQ-0577 re 
adequacy of applicable support structure* General operating 
reactor revieu procedure -i. acceptance criteria end 
ElBENHUT. D 0 Division of Licensing 00/05/20 13pp 


0006260057 Forwards "For Comment" edition of NUREO-0619 Comment* 
thould be forwarded by 800707 N/o end 
E18ENHJT/D 0 Division of Licensing 80/06/09 Spp 


9006060262 Correction to licensees' 800420 brief on dlipositlon of 
alleged Deficiency 1 Certificate of Sve end 

8 ILBERO 1 J E Metropolitan Edison Co SILDERO^J E Metcalf & Eddy 
RADERiR M Conner/ Moore & Corber 80/05/20 5pp 


0 Adjudicatory correspondence 


8006060245 Request for extension until 800618 for par tie*/ except NRC# to 
submit post-hearing memoranda re radon Issue Record lengthy 
U Intervinor* have other commitment* made prior to Fab 1900 
Certificate of 6 vc end 

KEPFORD/C CItliens for Safe Environment, 80/05/20 4 pp 


8006060547 Response to i ntervervor *» York Committee for Safe Environ 
Cltlieni for Safe Environ request for extension until 
800618 to file proposed findings of fact In generic radon 
proceeding Many delays in proceeding are cause for concern 
CONNER/TB Philadelphia Electric Co TRAVIESO-DJAZ Bhaw, Pittman/ 
Pott* U Trowbridge CONNER, T B Public aervict Electric 4* Oas Co 
of New Jersey 80/05/23 llpp 


— 8006250233 IE Insp Rept* 50-354/00-01 50-355/00-01 on 000114-17 

Noncomp 1 lance noted failure to take prompt corrective action 
re protection of equipment from weather t< ring groove* left 
unprotected froin damage in high activity area 

MCOAUOHY/R W , VARELA, A A , BATEMAN. W H Region 1/ Philadelphia, 
Office of the Director 80/03/11 8 pp 


8 Reportable occurrences, LERs related correspondence 


6006020407 Second interim rept re potential deficiency in primary 
containment relief valves Initial analysis indicates hinge 
block mounting studs inadequate Revised analysis by 000630 
MARTINiT J Public Service Electric it Oas Co of New Jersey 
BO/05/23 2 pp 


0006300005 Ack receipt of 800502 final deficiency rept re weld wire 
documentation 

CARLSON. R T Region 1, Ph 1 lade Iph ia. Reactor Construction 
Engineering Support Branch 00/06/04 Ip 


0006250407 Ack receipt of 800523 interim deficiency rept re primary 
containment relief valves 

CARL80N/R T Region 1. Ph i ladel ph ia. Reactor Construction 8 < 
Engineering Support Branch 80/06/06 IP 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Application/construction stage documents correspondence 


B006G30514 Bummary of 800422-23 meeting w/Mark I owners group in San 
JosCfCA re confirmatory analysis 8 j testing programs 
concerning Mark I containment long-term program 

GRIMES/ C I Assistant Director for Plant Systems 00/05/09 8 pp 



DOCKETED ITEMS 


169 


000^230110 Arfvisca BUR PWR applicants of NRG decision to modify 
1 (ip 1 emontati on plan presented in Section 4 of NUREO-OS77 re 
adequacij of applicable support structures General operating 
reactor revieu/ procedure t acceptance criteria enc 1 
EISENHUT.D G Division of Licensing 80/05/20 I3pp 


B006260057 Foriuards 'Tor Comment" edition of NUREO-0619 Comments 
should be forwarded by 000707 i4/o enc 1 
eiSENHUT-D G Division of Licensing 80/06/09 2pp 


B0060&0262 Correction to licensees' BOO420 brief on disposition of 
allaged Deficiency 1 Certificate of Svc end 

S1LBER0< J E Metropolitan Edison Co SILBEROiJ E Metcalf & Eddy 
RADERi R M Conneri Moore & Corber 00/05/20 5pp 


G Adjudicatory correspondence 


8006060245 Roquest for extension until 000610 for part ies« ex cep t NRCi to 
submit post-hearing memoranda re radon issue Record lengthy 
S5( Intervenors have other commitments made prior to Feb 1980 
Certificate o'f Svc end 

KEPFORDi C Citiiens for Safe Environment 00/05/20 4pp 


8006060547 Response to inter venors/ York Committee for Safe Environ h 
Citiiens for Safe Environ request for extension until 
G0061B to file proposed findings of fact in generic radon 
proceeding Many delays in proceeding are cause for concern 
CONNERi T D Philadelphia Electric Co TRAVIESO-DIAZ Shaur Pittmani 
Potts 4 Trowbridge CONNER i T D Public Service Electric 4 Oas Co 
of New Jersey 80/05/23 Hpp 


8006020550 Order granting extension until 800618 for York Committee for 
Safe Environ & Citiiens for Safe Environ to file proposed 
findings of fact 4 conclusions of laui NRC findings due on 
800703 4 intervenors' 6 applicants' responses on 800710 
DrBHDP»C J Atomic 8afety and Licensing Appeal Panel 80/05/28 

2pp 


8006260209 Memorandum 4 order advising that Sterling issue is no longer 
germane to consolidated proceedings where radon issue Is 
being determined Ecology Action cause for late Intervention 
must be filed by 000702 

DISHQPiC J Atomic Safety and Licensing Appeal Panel 80/06/23 
3PP 


H General correspondence 


8006120009 Responds to Itr to DDE re constituent inquiry about 
relationship of Merrill Creek Project to facilities NFIC has 
no info re relationship Facilities use water from DE River 
Dasin 

DinCKS^W J Office of the Executive Director for Operations 
00/05/30 6pp 


Q Inspection reports^ IE Bulletins 4 correspondence 


0006020475 Responds to IE Bulletin BO-OR, "Inadequate QA for Nuclear 
Supplied Equipment " nulletin is not applicable since OE 
hae not purchased reactor feedwater spargers 4 thermal 
sleeves for facility 

MARTINET J Public Service Electric 4 Gas Co of New Jersey 
80/05/12 Ip 


0006250223 Ac k receipt of SOOdlB Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-354/00-01 4 
50-355/00-01 

CARLSDN»R T Region tr Ph i ladelph la» Reactor Construction 4 
Engineering Support Branch 80/05/22 ip 


— 8006250226 Responds to NRC 800314 Itr re violations noted in IE Insp 
Repta 90-354/80-01 i 50-359/80-01 Corrective actions. QC 
procedures will be revised to address amended QA manualr 
Section 4 

MARTlNiT J Public Service Electric 4 Oas Co of New Jersey 
00/04/18 2pp 


— 0006250229 Forwards IE Insp Repts 50-394/80-01 4 50-355/80-01 on 
000114-17 4 notice of violation 

CARLSDfli R T Region 1, Ph i lade I phia^ Reactor Construction 4 
Engineering Support Branch 00/03/14 2pp 


--0006250231 Notice of violation from insp on 800114-17 

* Region Ph i lade Iph lar Office of the Director BO/03/li Ip 


— 0006250233 IE Insp Repts 50-354/00-01 f 50-355/00-01 on 000114-17 
Noncomp 1 lance noted failure to take prompt corrective action 
re protection of equipment from weather 4 ring grooves left 
unprotected from damage in high activity area 

MCQAUGHYrR W i VARELA. A A i QATEMAN^W H Region Ir Ph Hade Iph U« 
Office of the Director 80/03/11 8pp 


S Reportable occurrences^ LERs K related correspondence 


8006300005 Ack receipt of 80D502 final deficiency rept re weld wire 
doc umenta t ion 

CARLSQNi R T Region !< Ph i Ladclph ie# Reactor Construction 4 
Engineering Support Branch 80/06/04 Ip 


8006250407 Ack receipt of 800523 interim deficiency rept re primary 
containment relief valves 

CARLSQNi R T Region 1. Philadelphia! Reactor Construction 4 
Engineering Support Branch 80/06/06 IP 


DOCKET 50-357 UNlV GF CALIFORNIA 


A Ap p 1 icat ion/constr uc 1 1 on stage documents 4 correspondence 


B006180621 Notification of G006I3 meeting u/BUR Licensing Resolution 
Group in Dethesda. MD to discuss progress 
WILSON>J N Licensing Branch 1 00/06/09 lOpp 


DOCKET 50-390 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A App 1 icat lon/construc tion stage documents 4 correspondence 


0006020123 Notifies that time of B00604 meeting in Bethesda.MD w/ 
util to discuss steps taken to mitigate silting problem at 
facility intake structure has been changed 
PELTIER. I Licensing Branch 2 80/05/02 Ip 


0006230110 Advises DWR & PWR applicants of NRC decision to modify 
Imp lementailon plan presented in Section 4 of NUftEG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 4 acceptance criteria end 
EISENHUT.D 0 Division of Licensing 80/09/20 13pp 


8006230001 Summary of B00410 meeting w/Kar1c II owners group re 
suppression pool temp response to safety/relief actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
au. T H Containmont Systems Branch 80/05/30 4pp 


8006200575 Notifies of change in date 4 location of 800624 meeting 
w/util in Bcthesda.MD re facility intake structure Meeting 
will be held on 600624 in Room 6110 of MD Natl Bank Bldg 
PELTIER. I Licensing Branch 2 80/06/02 Ip 


B006250168 Notification of B0061B meeting w/util In Bethesda.MD to 
discuss OL review schedule 

PELTIER. I Licensing Branch 2 00/06/10 4pp 


0006170682 Submits result of audit rp separation of electrical 
equipment 4 sys per NRC 791130 Itr Review showed one cable 
In violation of separation requirements. ly ing against fire 
wall Cable tied back 

BOROMANN. E A Cincinnati Gas 4 Electric Co 80/06/11 2pp 


8006300207 Requests advisement re submittal date for info requested in 
NRC 800421 Itr re Category 1 masonry wall employed by plents 
under CP 4 OL review 

SCHWENCER.A Licensing Branch 2 80/06/12 3pp 


0006250321 Summary of 800514 meeting w/utiJs in Sethesda.MD re 
organization 4 objectives of BWR licensing resolution group 
Agenda 4 viewgraph enc I 

WILSON, J N Operating Reactors Branch 4 80/06/17 Upp 


F Security, medical, emergency 4 fire protection plans 


8006020220 Notifies that new telephone sys called Health Physics 
Network (HPN> has boon installed at site Sys intended for 
use during emergencies to link all power plants 4 NRC 
Emergency Notification Sys hotline will also be used 
KEPPLERrJ O Region 3, Chicago. Office of the Director 80/04/18 

2pp 


0OO5£3O317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT, DO Division of Operating Reactors 00/04/25 61pp 
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0 Ad ^ud corr ^ipondenc* 


*sj0il703^5 Petition t5> participate in procetding by political 
lubdivtiion 0^ State af OH having greatest population 
concentration within 10 rule radius of plant W/Board of 
County resolution U Certificate of Svc 

CRCSWHLL- R ' WEISENHAHN.J C J ernont County . OH 80/03/12 9pp 


&00i^l3002l Notice of appearance in proceeding Certificate of Svc end 
CEWIS0N*A B - HERMAN, T ft ECKERSON.H limmer Area Citifene - 
Zimmer Area Citiieni of KV EO/05/15 4pp 


800&040371 Brief in opposition to applicant 800508 notice of appeal 
which re(;uested reversal of AELS 600432 mt/noranduei ti order 
i denial o* intervenors ' petition Appeal premature & failed 
to fstablieb good cause Certificate of Svc end 

OENMiSON, A B Zimmer Area Cltiiens - Zimmer Area Citiiens of KY 
60/05/19 I5pp 


800i>i&OlS4 Answer to Clermont CountyeOH 600513 petition to participate 
ai interested state in proceeding Urges imposition of same 
conditions imposed on City of Mentor 4 State of KY, if 
participation granted Certificate of Svc end 
CONNEfti T H < WETTERHAHN, M >1 Cincinnati Oas It Electric Co 
CONNER, T B Conner, Moore it Corbir 80/05/23 4pp 


—8006130139 Forwards S Littlejohn 1 tr concerning facility status 
OLENN, J Senate, Oovernmenta I Affairs 80/04/10 ip 


0 Inspection reports, IE Bulletins i, correspondence 


6006200109 Forwards IE Insp Rept S0“359/Q0~07 on 000317-21 ^ notice 
of violation 

FiaRELLl,0 Region 3, Chicago, Reactor Construction in Engineering 
Support Branch 60/04/23 2pp 


—8006200111 Notice of Violation from ln»p on 000319-21 

* Region 3, Chicago, Reactor Construction t< Engineering Support 
Branch 00/04/15 ip 


^~B006200il3 IE Insp Rept 50-350/80-07 on 800319-31 Noncomp 1 ianc e notad 
two portable rod warmers not etectrlcallg plugged in QA 
instructions deficient 

HUGHES- J , ICSCOTT. H M , KNDP,R C Region 3, Chicago, Office of 
the Director 00/04/15 Hpp 


6006170742 Forwards IE Insp Rept 50-350/80-11 on 000415-17 No 
noncompt lance noted 

HEISHMAN. R F Region 3, Chicago, Roactor Operations Nuclear Support 
Branch 80/05/06 2pp 


6C06020110 Motion for extension until 600616 for Zimmer Area Citlitns 
to file contentions t NftC & applicant to file comments 
8ARTH,C A Hearing Branch 3 60/05/29 Ip 


'--6006020116 Ack receipt of Zimm«r Area Citiieni BOOSiS contentions 
Motion seeking eitennon until 600616 for Jntervenor to file 
contentions 6 NRC t' applicant to file comments hai been 
lutflitted to ASLB Certificate of Svc end 
8ARTH, C A Hearing Branch 3 80/05/29 3pp 


6006020123 Torwards BOOSiS contentions w/agreed changes Advisee that 
NRC moved ASLB for eitension until 600616 for Zimmer Area 
Citiieni to file contentions CA Barth will initiate 800611 
conference to discuss contentions (f/0 end 
BARTH, C A Hearing Branch 3 80/05/29 ip 


—6006170749 IE Insp Rcpt 9O-3S8/Q0-U on 800419-17 No noncomp 1 iance 
noted Major areas Inspected firo protection prevention 
program 

BAKER, K R Region 3, Chicago, Reactor Operations Nuclear BupPOPt 
Branch FORNEY. W L , DRANCH, M W Region 3, Chicago, Office of the 
Director 80/09/05 3pp 


6006230083 Forwards IE Insp Rept 90-358/00-00 on 000403-09, 07, 00, 1 1, 
14-18,21-24 S. 30 notice of violation 

H6I8HMAN,n F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/05/13 2pp 


—0006230087 Notice of violation from insp on 000403-09,07,00,11,14-10, 

21-24 8( 30 

* Region 3, Chicago, office of the Director 00/09/09 2 pp 


6006020307 Order granting extension until 800616 for Zimmer Area 
Citllins to file contentions L for NftC St applicants to flit 
c omnints, p er ASLB 800423 memorandum & order, LBP-60-14 
BECHOEFER.C Atomic Safety and Licensing Board Panel 80/09/29 
If 


8006020146 Repsonie in support of County of Clermont 800501 petition to 
participate in emergency preparedness it radiological 
mcnitoring isiue Recommends admission on same terms imposed 
on State of KY St City of Mentor Certificate of Svc end 
BARTH, C A Hearing Branch 3 80/05/30 5pp 


—8006230092 lE Insp Rept 90-390/80-00 on 800403-09,07,06,11,14-18,21-24 
Sc 30 Noncompliance noted failure to notify NRC in 24-h of 
reportable deficiency U failure to follow storage 
requirements for new fuel 

TAMDLING, T , DANIELS, F T Region 3, Chicago, Office of the 
Director 80/09/09 3pp 


8006120481 Responds to lE Bulletin 00-02 re presence of serious 
deficiencies In QA program of Marvin Engineering Co Vendor 
has not supplied any NSS8 hardware to util 
BOROMANN, E A Cincinnati Gas U Electric Co 00/09/20 tp 


8006120353 Memorandum tc order ALA8-595 re util B00508 appeal for 
denial of Zimmer Area Cltiiens 6 Zimmer Area Cltiiene of KY 
petition to intervene Appeal is denied w/o prejudice to 
renewal 

8l8HOF,c J Atomic Safety and Liceniing Appeal Panel 80/06/09 


8006240060 Ack receipt of 000909 Ur Informing NRC of steps tak«n to 

00/06/06^ Chicago. Reactor Operations Nuclear Support 


8006130272 Memorandum 6 order admitting Clermont County, OH as 
Intereited county in proceedings Fartlc ipetlon is granted if 
relitigate Issues on which hearing Is 
CQAp i%\W * 

BECHHOEFER,C Atomic Safety and Licensing Board Panel 80 / 06/11 

response stating no objection to 
Cltiiens end confcentione re 

Juhk ^ radiological monitoring Reserves 

BARTH cV T ^ validity M/C.rtl f icala of Sv^ 

BARTH, C A Hearing Branch 3 60/06/16 J 3 pp 

^ropoied codtnfci to Zimmer Area Cltiiens 800515 

laul! Indir demonstrate good 

AUB-990 CertiJuJtrjrivreSd'"'”'*’'' overruling 

Co!#^!t b ' Cincinnati Gas 4 Elactric Co 

8 Conner, Moore ir Corber 80/06/16 iipp 


H 


General correspondence 


8 Littli.ohn ^ response to 600418 Ur re 

80/05/i? 2p? E>^^eutive Director for Operations. 


50-358/79-36 Corrective acti ons ' we l<led-in relief valves 
properly tagged t equipment will be obtained for verifying 
relief valve set pressures ^ " 

BORGHANNiE a Cincinnati Gas 6 Electric Co 00/09/09 2pp 

Advises that IE Bulletin 00-07 re cracking of jet pump 
holddown beams at Dresden 3 is being considered open Item 
in license review of DWRs Response should be provided for 
end request for info 

8CHMENCER,A Licensing Branch 2 00/06/06 4pp 

800928 Ur informing NRC of steps taken, to 
FlORELli 50-398/80-07 

8upporVi?;nch”'IS/%/?5‘"?°' «■ En,in..rtnB 

NEC 800.123 lU r, vloUHon, „»t.d 1„ IE In.p 
! Correctly, action, In.lroctloll. .I,r ' 

poiterin ’•«" •>' “"i-k «.* 

OQROhANN. E A Cincinnati Oa, 5 Electric Co 80/03/88 Spp. 

80-08 Correct .prln,) mail In.Ulled 
BOROMANN, E.A Cincinnati Gas & EUctric Co, 80 / 06/12 Ip. 
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S R«portablB occurrences* LERs L related correspondence 


9006090473 Part 21 repfc re (ntsoperation of K-6008 circuit breaker at 
facility Possiblity of strall number of K-&OOQ & K^DON^OOS 
circuit breakers assembled u/underslied secondarij latch 
bushing during 1969>'77 Results of tests end 
RHOADS, e W Gould-Broun Doveri BO/05/19 4pp 


8006200024 Final Part Si rept re mixed heat af steel supplied bg US 
3teel from which 4-inch elbows 2-inch tees were mfg to 
AS34WPD requirement Investigations conducted & closed at 
46 Listed facilities 

EEAV* v! L Chemtron Corp , Tube Turns Div QO/06/'O6 3pp 


8006240084 Ac k receipt of Q00581 interim deficfencg rept re Ruibin fire 
dampers 

FlORELLtiG Region 3, Chicago* Reactor Construction & Engineering 
Support Branch 80/06/10 Ip 


8006250366 Ack receipt of 800923 interim deficiency rept re mishandled 
piping assemblies Uill complete review of matter during 
future insp 

FIORECLliO Region 3* Chicago* Reactor Construction te Engineering 
Support Branch 80/06/11 Ip 


S006300563 Ack receipt of 800522 deficiency rept re control rod drive 
pumps Matter will be reviewed during future insp. 

FIORELLI*0 Region 3* Chicagoi Reactor Constructlan Zn Engineering 
Support Branch 80/06/18 Ip 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION* UNIT 2 


A App 1 ication/construc ti on stage documents be correspondence 


8006230110 Advises BUR & PWR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 4- acceptance criteria end 
EI8ENHUT. D 0 Division of Licensing 00/03/20 13pp 


8006020547 Responds to 800110 1 tt s re environ radiological sampling 
program being conducted at facilities Oisagraes u/Marine 
Review Committee allegations that program is Inadequate 
Foruards detailed responses to Marine Review Committee rept 
DENTON# H R Office of Nuclear Reactor Regulation! Director 
B0/03/2G 2pp 


— 8006020534 "Detailed Responses to Marine Review Committee Rept 
■* Radiological Assessment Branch 80/05/33 ISpp 


—8006020559 "Radiological Effluent Tech Specs for PWRs ” 
♦ Commission NUReo-0472 00/02/01 80pp 


-’•80-06020 366 Informs NRC that CA Coastal Commission found program for 
nanltoring radiological discharges from facilities to be 
grossly inadequate Requests that NRC work w/Southern CA 
Edison to correct deficiencies In manltorlng program 
FISCKERiM L California! State of 80/01/10 ip 


8006110431 Forwards requests for addl info for review of FflAR Approval 
of CENPD-17B re methods for determining fuel assembly loads 
has been suspended pending receipt of addl info from C-E 
SCHNENCERiA Licensing Branch 3 80/03/23 12pp 


8006090037 Approves request for withholding util documents containing 
structural calculations (ref 10CFR2 7901 Documents contain 
trade secrets highly technical calculations that could be 
taken out of context or misinterpreted 
8CKNENCER*A Licensing Branch 2 80/05/28 2pp 


8006060395 Submits addl info re Geosciences Branch Ouestion 361 63 re 
seismic reflection profiles within 25 km of plant Applicants 
proceeding to collect addl offshore geophysical data along 
track lines Drawings available in Central Files 
DrETCHj R Southern California Edison Co 80/06/06 2pp 


8006130301 Forwards responses to NRC Questions 36t 63 6 361 64 tg be 
Incorporated in Amend 19 to FSAR Geophysical data 
referenced in Section 2 4 of response to Ouestlnn 361 63 
enc 1 

BASKIN* K P Southern California Edison Co 80/06/11 220pp 


0006230392 Forwards request for addl info for NRC review of F8AR. 
SCHNENCERjA Licensing Branch 3 60/06/16 lOpp 


8006230319 Forwards addl piping design info requested by Mechanical 
Engineering Branch* in order to proceed w/c onf irma tory 
piping analysis 

BASKIN* K P Southern California Edison Co 80/06/18 6pp 


— 8006230326 "Calculation Sheet Shutdown Cooling Line* Histogram 
Sheet 1 of 2 

8HAH, P R Bechtel Carp 10079003 00/06/03 Ip 


— 8006230531 "Calculation Sheet Shutdown Cooling 1201-017 Histggram " 
Sheet 2 of 2 

KOTKaFF!DN Bechtel Corp 10079003 00/06/05 Ip 


— 8006230530 "Mechanical Penetrat ion* Type I* Number 9 " Sheet 1 of 1 
* Ametok*Inc 80/06/09 Ip 


— 6006230543 "Piping Assembly! " Revision 4 

* Combustion Engineering* Inc 77/01/03 Ip 


—8006230547 "Noizle Details*" Revision 9 

* Combustion Engineering, Inc 76/01/12 Ip 


—0006230554 "Certification of Design Spec DB-120ti RC6 Piping Components 
For San Onofre Nuclear Generating Station# yniti 2 & 3 " 

KINNSCH#D L Bechtel Corp 60/01/31 379pp 


— 6006230558 Package of drawings ro pipe support assembly 
« Bechtel Corp 10079 00/06/18 lOOpp 


0006230214 Forwards geophysical drawings & data of area offshore from 
site# per 600604 commitment Sixty-nine seismic it sub-bottom 
profiles enc 1# aval lab Is in hard copy only 
DIETCK.R Southern California Edison Co 80/06/20 70pp 


—8006250216 "Shot Point Base Map " 

NILLIAM6.G Nekton# Inc 80/06/19 ip 


— B00629021B "Shot Point Base Hap " 

UlLLlAMSiO Nekton# Inc 00/06/19 Ip 


8006240440 Responds to NFC 800421 request for info rt use of concrete 
masonry walls in any seismic Category i pUnt structure No 
concrete masonry ualls exist In any facility seismic 
Category I plant structure 

BABKINfK P Southern California Edison Co, 80/06/24 ip 


F Security# medical# emergency It fire protection plans 


8003130317 Forwards clarification of NRG requirements for emergency 
response facititlee defined in 790913 Itr Addl specific 
criteria for facilities under development ’ 

£ieENHUT!D 0 Division of Operating Reactors 00/04/25 61pp 


8006020340 Advises that addl 90 days is required to respond to comments 
In NRC 800425 Itr re util 790923 guard training Ic 
qualification plan Addl time required to establish physical 
exercise program Ratponse will be submitted by B00901 
BASKIN# K P Southern California Edison Co 80/03/23. Ip 


0 Adjudicatory correspondence 


8006110014 Forwards applicants' motion for summary disposition of 
intervenor Friends of the Earth et al Contentions la 6 9 re 
deuaterlng wells t< <J fuel costs 

PIOOTT#D R Chickerlng I Gregory 80/06/06 Ip 


— 8006110019 Motion for summary disposition of intervenor Friends of the 
Earth at al Contention la re dewatering wells 6 Contention 9 
Te D fuel costs# admitted in proceeding by A8LB 780127 
(netnorandum order Proposed order end. 

PIQOTT# D R Gauthern California Edison Co PlCOTTfD Fl, Gan Diego 
Gas «< Electric Co PlGOTTiD R Chickerlng 6 Gregory 00/06/06 
3pp 


— 0006110024 Brief in lieu of pleading in support of appUtants' motion 
for summary disposition of intervenor Friends of the Eerth 
et al Contention la ro dewatering wells & Contention 9 re 
U fuel costs List of project refs supporting motion end 
PlGOTTtD R Southern California Edison Co PIOOTT#D R. Ban Diego 
Oas Ic Electric Co PiGDTTrD R Chickerlng h Gregory 60/06/06 
35pp 
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— BOOiiilOC>2B Statement of natl t-acts as to uNich no genuine issue evitts 
to be heard re intervenar Friends of the Earth et al 
Contention la on deufotonny tuells Analv^i-s indLcatos that 
conit cavities have no adverse effect on structures 
PlODTT.D FI Southern California Edison Co PIODTTiD R San Diego 
Ocs h Electric Co PlGQrT.D R Chicherlng U Gregory 80/0^/06 
5pp 


‘GDO&liOG31 Statement of mail facts as to uhich no genuine Issue exists 
to be heard re intervenor Friends oF the Earth et al 
Contention 9 on U fuel costs Applicants' projection of fuel 
costs includes escalatiO'H or U prices 

PICOTTiD R Southern California Edison Co PEGOTTiD R San Diego 
Gas & Electric Co PlCOTTiD ft Chickering 4 Gregory 80/06/06 
5pp 


— fi006110033 Affidavit in support of applicants' motion for summary 
disposition of intervener Friends of the Earth et al 
Contention la re dewatering wells Calculated component 
stress uithln allouablc limits W/supporting documentation 
HERSH. L Bechtel Pouier Corp {sobs of Dechtel Corp > 00/06/03 

44pp 


' — S006U0039 Affidavit in support of applicants' motion for summary 
disposition of intervenor Friends of the Garth et al 
Contention la re dewatering uells Subsurface cavities will 
have no detrimental effect on seisnic structures 
BARNEICHi J A Nooduard-C 1 yde Consultants. Inc 00/06/03 SOpp 


— 0006110041 ^‘Rept on Results of Analyses Performed on Nell B at SONOS 
Units 2 1 3j8an Onofrci CA “ 

BARNEICH. J A Woaduard-C I yde Consultants, inc 78/08/35 84pp 


-*'8006110046 Affidavit in support of applicants' motion for summary 
dtspoiltion of intervenor Friends of the Earth et al 
Contention la re dewatering uelli Cavities will have no 
adverse effect on structure U/supporting documentation 
MCNElLLrR L Sandia Laboratories 80/06/04 34pp 


--8006110047 Affidavit in support of applicants' motion lor summary 
disposition of intervener Friends of the Earth et al 
Contention la re dewatering urells Supporting documentation 
enc 1 

SMITH, J L Affiliation Unknown B0/G6/0? I4pp 


*8006110052 Affidavit in support of applicants' motion for summary 
disposition of intervenor Friends of the Earth et al 
Contention la re dewatering wells Subsurface cavities will 
have no adverse effect on structures 

BA5KIN.K P American Nuclear Society 80/06/05 7pp 


—0006110055 Affidavit In support of applicants' motion for summary 
disposition of Intervenor Friends of the Earth et al 
Contention 9 re U fuel costs W coat component in cost- 
benefit analysis relativoty small U/supporting documents 
BRIDENBECKER. R Southern California Edison Co. 00/06/05 lOpp 


— 0006110059 Affidavit in support of applicants' motion for summary 
disposition of Intervenor Friends of the Earth et al 
Contention 9 re U fuel costs Util has adequately accounted 
for U price escalation Certificate of Sve end 
UAYEi 8 S « Stoller Corp (subs of Arthur D Little, Inc > 
00/06/02 i3pp 


BOO611OO90 Motion for order establishing 000715 prehearing conference 
PIOOTT. D R Southern California Edison Co PIOOTT. D R San Diego 
Gas tc Electric Co PIGOTT. D R Chickering ^ Gregory 80/06/06 

2pp 


- -0006 110107 Brief in lieu of pleading in support of motion for order 
establishing 800715 prehearing conference Failure to license 
facility at const completion date uould result in 
unwarranted addl costs U/draft order L Certificate of 8vc 
PIGDTT»D R Southern California Edison Co PICOTTrD R Ban Diego 
Oes L Electric Co PIGOTT, D R Chickering tc Gregory 80/06/06 
I2pp 


8Q06300342 Forwards B00616 "Further Commission Guidance for Power 
Reactor DLs, Statement of Policy “ 

CHANDLER. L J Hearing Branch 1 80/06/23 Ip 


S006260197 Notice U order for 000717 prehearing conference in US 
District Court, San Diego, CA< re further identification of 
iiiues 6 actions Recommendations may be served by B00707 
Public invited w/o opportunity for par t ic ipa t ion 

8HITH. I VJ Atomic Safety and Licensing Board Panel 80/06/24 tp 


I Financial information 


Q006190522 Forwards responses to Questions 1 through 9 re financial 
analysis contained in NRC 791221 1 tr, f i nanc lal statements 
6 Annual Financial Repts 1979 for Cities of Anaheim 8, 

R ivers ide, CA 

BASKIN. K P Southern California Edison Co 00/06/16 183pp 


< — Q006190S2S Annual Financial Rept for yr ending 790630 
FERRONE, 0 Anoheim, CA 79/11/16 69p p 


— G006190532 Annual Financial Rept for yr ending 800630 for Public Utils 
Dept 

HOYT.O W Anaheim, CA 79/11/16 27pp 


— 0OO619O53B Annual Financial Rep I for yi ending 790630 
BREWER, H E Rlveiside, CA 79/11/20 74pp 


P Operating license stage documents 6 correspondence 


8006110011 Requests notification if Aug 1900 issuance of SER is not 
achievable Fuel loading fnr San Dnofre scheduled for 810415 
DIETCH, R Southern California Edison Co 00/05/30 2pp 


Q Inspection reports, IE Bulletins 6 c orres pondenc e 


8006050405 Forwards IE Insp Rept 50-361/00-07 on 900415-17 No 
noncomp 1 lance noted 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 00/05/07 2pp 


8006050411 IE Insp Rept 50-361/00-07 on 000415-17 No noncompUance 
noted Major areas inspected preoperatl onal test program 
procedur es 

FAULKENDERRY, B Region S, San Francisco, Reactor Operations 
Nuclear Support Branch JOHNSON, A D . CARLSON, J D Region 5, San 
Francisco, Office of the Director 80/05/05 4pp 


S Reportable occurrences, LERs K related correspondence 


B0D6O60337 Forwards final deficiency rept re lack of measuring & test 
eqiulpment recalibr 

PAPAV.L T Southern California Edison Co Q0/05/S1 Ip 


— 0006060340 Final deficiency rept re measuring & test equipment 
recalibr Records of equipment perforirance not maintained it 
did not transmit to Bechtel performance data reflecting 
condition of equipment callbr at receipt Procedures revised 
» Southern Callfarnla Edison Co 00/05/21 2pp 


0006060359 Forwards final deficiency rept re safety-related lines in 
proximity to nonseismic Category 1 tanks 

PAFAY.L r Southern California Edison Co 60/05/29 Ip 


— 8006060360 Final deficiency rept re inadequate design considerations 
for safety-related lines in proilmlty to Category 1 tank at 
plant Design change package Issued defining necessary 
physical changes Review confirms limit of deficiency 
* Southern California Edison Co 80/05/S9 2pp 


B006180099 Comments on AO repl to Congress for first quarter CY0O 
Suggests change of wording re saltwatei cooling sys pumps 
MtCHELSQN, C Di rec tor ' s D f f I c e 00/06/04 Ip 


8006200024 Final Part 21 rept re mixed *i,.at of steel supplied by US 
Steel from which 4-iT»ch elbows 6 2~lnch tees were mfg to 
A234UPD requirement Investigations conducted & closed at 
46 listed facilities 

SEAY, J L Chemtron Corp , Tube Turns I>iv 80/06/06 3pp 


6006190440 Forwai ds amend to 791212 final deficiency rept re lack of 
qualification testing documentation for repaired OE power 

cable 

PAPAY, L T Southern California Edison Co 60/06/11 Ip 


— 0006190444 Amend to 791212 final deficiency rept re lack of 
qualification testing documentation for repaired power 
cable GE cable will be replaced New coble will undergo LQCA 
qual i f 1 c at ion testing Testing to be completed by Dec 1900 
* Southern California Edison Co 80/06/11 3pp 
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T Hpapirfag transtripta on non-ant i trust matters 


QOOAl 10455 Forwards transcript of 800520 (nesting u/util,NRC 
intervenor AS Carstens in Dethesda.WD re need to obtain addl 
offshore se&smic profiles in vicinity of site 
nODOiH Licensing Branch 3 80/05/20 3pp 


— 60061 10459 Transcript of 800520 meeting lo/utiliNRG t intervenor AS 
Carstens in Hethesda.MD re need to obtain addl offshore 
seismic profiles in vlcinitg of site Pp I— 16 

a Assistant Director foi Environmental Technology 80/05/20 
17pp 


Q006090541 Summary of 800521 meeting w/util t c onsu 1 tant« USOSt in 
Bethesdan no re need for addl offshore exploration in 
vicinity of site Meeting transcript end 
RQQSj H Licensing Blanch 3 80/05/29 3pp 


— 8006090544 Transcript of 800521 meeting u/otil & c onsul tanti USOS* 
in QetT'esda.MO re need for addl offshore seismic profiles 
near site Pp 1-82 

Division of Licensing 80/05/21 B3pp 


DOCKET 50-362 SAN OKOFRE NUCLEAR STATION, UNIT 3 


A App I ica t ion/construc biori stage documents Zt correspondence 


0006230110 Advises BWR PU'R applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0377 re 
adectuacy of applicable support structures General operating 
reactor review procedure acceptance critorla end 
EISENHUT, 0 O Division of Licensing 80/05/20 13pp 


BQ06020547 Responds to BOOIIQ Itis ro environ radiological sampling 
program being conducted at facilities Disagrees ui/Manne 
Review Committee allegations that program is inadequate 
Forwards detailed responses to Marine Review Committee rept 
DEIfTOfL H R Office of Nuclear Reactor Rogulation, Director 
60/05/23 2pp 


—8006020554 "Detailed Responses to Marine Review Committee Rept 
s- Radiological Assessment Branch 80/05/23 I3pp 


— B006020559 "Rad i ol ogical Effluent Tech Specs for PWRs 
* Commission NUREG-0472 BO/02/0! BOpp 


--B006020S66 Informs NRC that CA Coastal Commission found program for 
(nonitoring radiological discharges from facilities to be 
grossly inadequate Requests that NRC work u/Boufchern CA 
Edison to correct deficiencies in monitoring program 
FISCHER. M L California, State of QO/Oi/10 Ip 


8006110431 Forwards requests for addl info for review of F6AR Approval 
of CENPD-i70 re methods for determining fuel assembly loads 
has been suspended pending receipt of addl info from C^E 
SCHWENCER. A Licensing Branch 3 00/05/23 12pp 


6006090037 Approves request for withholding util documents containing 
structural calculations <rof 10CFR2 7901 Documents contain 
trade SBC)«ets t> highly technical calculations that could be 
taken out of context or misinterpreted 
SCHWENCER. A Licensing Branch 2 60/05/2B 2pp 


6006060395 Submits addl info re Geosciences Branch Question 361 63 re 
seismic reflection profiles within 25 km of plant Applicants 
proceeding to collect addl offshore geophysical data along 
track lines Drawings available in Central Files 
DlETCHiR Southern California Edison Co BO/06/06 2pp 


8006130301 Forwards responses to NRC Questions 361 63 6 361 64 to be 
incorporated in Amend 19 to FEAR Geophysical data 
referenced in Section 2 4 o# response to Question 361 63 
enc 1 

DASKIN. K P Southern California Edison Co 80/06/11 a20pp 


9006250392 Forwards request for addl info for NRC review of FSAR 
SCHNENCER-A Licensing Branch 3 00/06/16 lOpp, 


0OO623OS17 Forwards addl piping design vnfo requested by Mechanical 
Engineering Branch, in order to proceed w/conf irmatory 
piping analysis 

BABKIN, K P Southern California Edison Co 80/06/16 6pp 


— 8006230596 "Calculation Sheet Shutdown Cooling Line, His tog ram 
Sheet t of 2 

SHAH, P R Bechtel Corp 10079003 80/06/05 ip 


--8006230531 “Calculation Sheet Shutdown Cooling 1201-017 Histogram " 
Sheet 2 of 2 

KQTKQFF, D N Bechtel Corp 10079003 60/06/05 Ip 


-— S00623053B "Mochanical Penetration, Type 1. Number 9 " Sheet I of 1 
* Ametek.Inc 00/06/05 Ip 


— 8006230543 “Piping Assembly,'' Re/ision 4 

* Combustion Engineering, Inc 77/01/03 tp 

--8006230547 "Noiile Details.' Re/ision 5 

* Combustion Engineering. Inc 76/01/12 Ip 


— 8006230554 "Certification of Design Spec D9~1901,RC8 Piping Camponents 
For San Qnofre Nuclear Oonerating Stat ion. Units 2 6 3" 

KINNSCH, D L Bechtel Corp 80/01/31 375pp 


— 8006230556 Package of drawings re pipe support assembly 
* Dechtol Corp 10079 00/06/lB lOOpp 


8006250214 Forwards geophysical drawings 6 data of area offshore from 
site, per 000604 commitment Siity-nine seismic b sub-bottom 
profiles enc 1, aval lab le in hard copy only 
DIETCH, R Southern California Edison Co 80/06/20 70pp 


—0006250216 "Shot Point Base Map " 

WILLIAMS, G Nekton, Inc 00/06/19 Ip 


—8006250218 "Shot Point Base Map " 

WILLIAMS, 0 Nekton. Inc 00/06/19 Ip 


6006240440 Responds to NRC 800421 request for info re uit Of concrete 
masonry walls in any seismic Category 1 plant structure No 
concrete masonry walls exist in any facility seismic 
Category 1 plent structure 

OASKINiK P Southern California Edison Co S0/D6/24 Ip 


F Bec-urity, medical, emergeoev 6 fire protection plans 


0005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

ZISE6FHUT, D 0 Division of Operating Reactors 00/04/25 6lpp 


6006020340 Advises that addl 90 days is required to respond to comments 
In NRC 000425 Itr re util 790923 guard training 6 
qualification plan Addl time required to establish physical 
exercise program Response will be submitted by 000901 
DASKINiK P Southern California Edison Co 00/05/23 tp 


G Adjudicatory correspondence 


60'06110014 Forwards applicants^ motion for summary disposition of 
intervener Friends of the Earth et al Contentions la & 9 re 
dewatering wells 6 U fuel costs 
PIQOTT, D R Chickering Gregory 80/06/06 ip 


— 0006110019 Motion for summary disposition of intervenor Friends of the 
Earth et at Contention la re dewatering wells (< Contention 9 
re U fuel costs , oidriil tted in proceeding by A0LB 700127 
memorandum 6 order Proposed order end 

PIOOTT, D R Soothorn California Edison Co PIQOTT, D R Ban Diego 
Oas 4, Electric Co PlGOTTiD R Chickering 6 Gregory 60/06/06 
5pp 


—8006110024 Brief in lieu of pleading in support of applicants^ motion 
for summary disposition of Intervenor Friends of the Earth 
et al Contention la re dewatering wells Sc Contention 9 re 
U fuel costs List of project refs supporting motion end 
PICQTT, 0 R Southern California Edison Co P1O0TT, D R San Diego 
Oas 6 Electric Co PIGOTT, D R Chickering V Gregory 00/06/06 
3Spp 


—8006110020 Statement of matl facts as to which no genuine issue exists 
to be heard re intervenor Friends of the Earth et al 
Contention la on dewatering wells Analysis indicates that 
const cavities have no adverse effect on structures 
PIGOTT, D fl Southern California Edison Co PIQQTT.D R 9«n Diego 
Oas 6 Electric Co PIGQTT, D R Chickering 6 Gregory 00/06/06 
5pp 


—6006110031 Statement of matl facts as to which no genuine issue exists 
to be heard re intervenor Friends of the Earth et al 
Contention 9 on U fuel costs Applicants' projection of fuel 
costs includes escalation of U prices 

PiCOTTfD R Southern California Edison Co PIGOTT, D R San Diego 
Gas 8- Electric Co PIOOTT, D R Chickering & Gregory 80/06/06 
Bpp 
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— 6006110035 Affidavit Xti support of applicants*' motion for «u/Timarv 
disposition of intervenor Frierids oF the Earth et al 
Contsntion la re deuataring' u/ells Calculated component 
stress uithin allouablo lirniis W/supporttng documentation 
HEFlSHiL Bechtel Power Corp 1 sub* of Bechtel Corp > 00/06/03 

44pp 


— 6006110039 Affidavit in support of applicants* notion for summarij 
disposition of Intervenor Friends of the Earth et ai 
Contention la re de(i;aterin 9 (uell* Subsurface cavltiei uiill 
have no detrimental effect on seismic structures 
BARNElCHiJ A Wooduar d-C 1 i/de Consultants* Inc 00/06/03 30pp 


— 0006110041 *’Rept on Results of Analgse* Performed on Uell 8 at SONGS 
Units 2 It 3# San QnofretCA ■" 

BARNEICH. J A Woodward-Clgde Consultantsi Inc 70/00/25 B4pp 


--8006110046 Affidavit In support of applicants* motion for summarij 
disposition of Intervfnor Frionds of the Earth ofc al 
Contention la re douaterlng wpLIs Cavities Ufill have no 
advene effect on structure tf/supp or ting documentation 
MCNEILL, R L Bandia l-aboratorles 80/06/04 34pp 


—6006110047 Affidavit in support of applicants'* motion for summarg^ 
dispositian of intervpnor Friends of the Earth et al 
Contention la re dewaterina wells Supporting documentation 
enc 1 

SMITH, J L Affiliation Unknown. 80/06/03 I4pp 


'0006110032 Affidavit in support of applicants* motion for summary 
disposition of intervenor Friends of the Earth et al 
Contintian ia re deuaterinp wells Subsurface cavities u)i]l 
have no adverse effect on structures 

BASKIN, K P American Nuclear Socletg 80/06/03 7pp 


‘0006110055 Affidavit in support of applicants' motion for summarg 
disposition of intervenor Friends of the Earth et al 
Contention 9 re U fuel costs U cost component in cost- 
benefit analysis relatlvelg small N/support ing documents 
BRIOgNBECKER, R Southern California Edison Co 00/06/05 lOpp 


‘B006U0099 Affidavit in support*©# applicants* motion for summarg 
disposition of intervenor Friends of the Earth et al 
Contention 9 re U fuel costs Util has adequately accounted 
for U price escalation Certificate of 0vc end 
JAVE.S S #1 Stoller Corp (suhs of Arthur D Littler Inc ) 
BO/06/02 13pp 


0OO611OQ9B Motion for order establishing 600715 prehearing conference 
PIC0TT*D R Southern California Edison Co PIOOTT.D.R San Diego 
Oai & Electric Co PTOOTT, D R ChicVering «< Oreflorg 80/06/06 
Spp 


■"-0006110107 Brief in lieu of pleading in support of motion fo-r order 
estatliihing S00715 prehearing conference Failure to license 
facilitg at const completion date would result in 
unwarranted ad<ri costs W/tfraft order Certificate of Svc 
PIODTTiD fi Southern California Edison Co PlODTTiD R San Diego 
Oas S( Electric Co PIOQTT, 0 R Chictering U Oregorg 00/06/06 

]2pp 


8006300342 Forwards 800616 "Further Commission Ouidance for Power 
Reactor OLs, Stat ement of Policy " 

CHANDLER, L J Hearing Branch 1 80/06/23 Ip 


6006260197 Notice St order for 800717 prehearing conference in US 
District Court, San Diego, GAjre further identification of 
issues 6 actions Recommendat i ons mag be served bg 800707. 

Public invited w/o opportunity for part Ic i pat i on 

SMITH, 1 N Atomic Safetg and Licensing Board Panel 00/06/24 ip 


I Financial information 


8006190533 Forwards responses to Guestions 1 through 9 re financial 
analgsls contained In NRC 791221 1 tr, f inane lal statements 
& Annual Financial Repts 1979 for Cities of Anaheim Be 
Riverside, CA 

0AS«IN,KP Southern California Edison Co 60/06/16 103pp 


— 8006190533 Annual Financial Rept for gr ending 790630 
FERRDNE.O Anaheim, CA 79/11/16 69pp 


-8006190533 Annual Financial Rept for yr ending 000630 for Public Utils 
Dept 

HOYTiOW Anaheim, CA 79/H/I6 27pp- 


— 6006190538 Annual Financial ftept for gr ending 790630 
BREWER, K,E Riverside, CA 79/11/20 74pp 


S Reportable occurrences* LERs I related correspondence 


B006060337 Forwards final doflciencg rept re lack of measuring t< test 
equipment recalibr 

PAPAY,L T Southern California Edison Co 80/05/21 Ip 


— 8006060340 Final deficiency rept ro measuring Zt test equipment 
recalibr Records of equipment peiformance not maintained U 
did not transmit to Bechtel performance data reflecting 
condition of equipment c^libi at lecelpt Procedures revised 
♦ Southern Cal ifornia Edison Co BO/05/21 2pp 

8006060359 Forwards final deficiency rept re saf otg-related lines in 
proximitg to nonselsmic Category 1 tanks 

PAPAY, L T Southern California Edison Co 80/05/29 Ip 


— 0006060360 Final deficiency lept re inadequate design cons iderat i ons 
for saf etg-rela ted lines in proximitg to Category 1 tank at 
plant Design change package issued defining necessarg 
physical changes Review confirms limit of deficiency 
a Southern California Edison Co 80/05/29 Spp 

8006180099 Comments on AO rept to Congress for first quarter CY0O 
Suggests change of wording re saltwater cooling sgs pumps 
MICHELSON, C Director's Office 80/06/04 Ip 


0006200024 Final Part 21 rept re mixed heat of steel supplied by IfS 
Steel from which 4-inch elbows it S-lnch tees were mfg to 
A234I4PB requirement Investigations conducted i closed at 
46 listed facilities 

8EAY,J L Chemtron Corp , Tube Turns Div 00/06/06 3pp 


8006190440 Forwards amend to 791213 final deficiency rept re lack of 
qual if icati on testing documentation for repaired GE power 
cable 

PAPAY, L T Southern California Edison Co 80/06/11 ip 


‘8006190444 Amend to 791212 final deficiency rept re lack of 
qual 1 f Ication tasting doc umentat Ion for repaired power 
cable OE cable will be replaced New cable will undergo LOCA 
qual if ication testing Testing to be completed by Dec 1980 
* Southern California Edison Co 00/06/11 3pp 


T Hearing transcripts on non-ant i trust matters 


0006110455 Forwards transcript of 000520 meeting w/util/NRC & 
intervenor AS Cars tens in Qethesda,MD re need to obtain addl 
offshore seismic profiles in vicinity of site 
ROOD, H Licensing Branch 3 80/05/20 3pp 


>8006110450 Transcript of B00520 meeting w/util,NRC intervenor AS 
Carstens in Bethe«da,riO re need to obtain addl offshore 
seismic profiles in vicinity of site Pp 1-16 

a Assistant Director for Environmenta 1 Technology 00/05/20 
I7pp 


8006090541 Summary of 000521 ireettng w/util it consu Itant, USOS, in 
Dathefda*HD re need for add! offshore exploration in 
vicinity of site Meeting transcript end 
ROODrH Licensing Branch 3 00/05/29 3pp 


— 8006090544 Transcript of 000521 meeting w/utll b consul tant, USOS, 
in Oethes(la,MD re need for addl offshore seismic profiles 
nsar site Pp 1-82 

a Division of Licensing 80/05/21 03pp 


DOCKET SO-363 FORKED RIVER NUCLEAR STATION, UNIT I 


A Appl icatlon/construc t i on stage documents ^ correspondence 


0006230110 Advises 0t4R It PifR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure it acceptance criteria end 
EI8HNHUT, P 0 Division of Licensing 80/05/20 13pp 


Q Inspection reports, IE Bulletins 4* correspondence 


6006200033 Forwards IE Circular 00-13, "Grid Strap Damage in 
Mestlnghouse Fuel Assemblies " No written response required 
GRIER, B H Region 1, Ph i ladelph ia, Office of the Director 
BO/05/2B ip 
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DOCl^ET S0'-364 JOSEPH h FARLEY NUCLEAR PLANT, UNIT 2 


A App I L ca 1 1 on/c on« truct i on stage documents ir correspondence 


6006530110 Advises BNR V PNR applicants of NRC decision to modify 
imp 1 ercientat ion plan presented In Section 4 of NUREO-^0577 re 
adequacy of applicable suppoit structures General operating 
reactor revieu procedure ^ acceptance criteria end 
ElSENHUT/D G Division of Licensing 00/05/20 13pp 


60060^0034 Requests branches complete revieui of Q-listrFBAR Section 
3 2i by S00620 

aCHWENCER A Licensing Branch 2 80/05/31 tp 


3006030312 Responds to NRC 800409 Itr requesting a<fdl info re auxiliary 
feeduater sys Clarification of util 791120 response to 
rec ommendat i on GS-6 enc I 

CLAYTON, F L Alabama Power Co 80/05/27 23pp 


8006030305 Ac k receipt of 800505 Itr requesting hialkdoun of lO’/i of 
Cla-s-s IE equl pment, cab ) es I' associated circuits More 
complete Jan 1980 ualkdouin will be summariied in fire 
protection program re-evaluation 
CLAYTON, F L Alabama Power Co 00/05/27 2pp 


J Insurance L indemnity information 


B0062S0142 Forwards signed copy of Amend 6 to Indemnity Agrtemert 0-01 
CLAYTON, F L Alabama Power Co 80/03/27 2pp 


P Operating License stage documents 4 correnpondenco 


8006190163 Notification of 800616-20 meeting lu/util in Dothan, AL, to 
discuss human factors having impact on operator 
effectiveness 

itINTNER-U Licensing Branch 2 80/06/05 4pp 


0006030292 Forwards modified startup physics test program, confirming 
nuclear design ^ correct core fuel load ing, val idating 
analytical mode 1 , proyi d ing instrumentation calibr date C< 
demonstrating abnormal core condition sensltiviti| 

CLAYTON, F L Alabama Power Co 80/05/28 12pp 


9006030370 Forwards addl info requested by Hydraulic Engineering 
Branch re Executive Order 11988 questions on floodplain 
mgt Qversiie drawings enci 

CLAYTON, F L Alabama Power Co 80/05/20 Bpp 


B006110260 Forwards response to 800519 request for info re util 
responses to radiological questions concerning FBAR, Min 
quantities of respiratory protection devices added to 
F8AR Tables 12 3-1 &> 12 3-2 

CLAYTON, F L Alabama Power Co 80/06/03 4pp 


8006230130 Notification of 000624 meeting w/util to discuss outstanding 
issues re licensing review t*. plans for staffing tc managing 
operation 

HINTER,L L Licensing Branch 2 80/06/10 2pp 


8006240176 Forwards response to TMI‘'2 action plan Info addresses fuel 
loadingilow power testing license requirements fuel-power 
license requirements 

CLAYTON, F L Alabama Power Co 80/06/20 117pp 


Q Inspection reports, IE Bulletins ic correspondence 


8006050431 Forwards IE Insp Rept 50-364/80-06 on 800408-11. Mo 
noncompliance noted 

LEWIS, R C Region 8, Atlanta, Reactor Operations Nuclear Support 
Branch 00/04/23 2pp 


0006110017 Forwards addi info re seismic qualification of safety- 
related non-N59S electrical L mechanical equipment, in 
response to NRC 000523 request, 

CLAYTON, F L Alabama Power Co 80/06/05 S'Ypp 


—8006110022 "Final Seismic Response Spectra, Joseph M Farley Nuclear 
Units \ i 2i AL Power Co, Containment 4- Internal Structure " 
a Dechtel Corp 72/12/31 325pp 


— B0D61 10027 "Seismic Response Spec tra, Joseph H Farley Nuclear Plant, 
Units 1 4. 2, AL Power Co, Auxiliary Bldg " 
a Dechtel Corp 72/09/31 75pp 


— B006050434 IE Insp Rept 50-364/80-06 an 800409-11. No noncompliance 
noted Major areas inspected thermal expansion tt vibration 
testing of piping sys 4 piping supports 4 restraints 
UPRIOHTjC M Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch IjHtTENERiH L . CHASE, J W Region 2, Atlanta, Office of 
the Director 80/04/35 5pp 


8006060448 Forwards IE Bulletin 80-11, <’)1asanry Wall Design ■' No action 
or Written response required IE Info Notice 79-28, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY. J P Region 2. Atlanta, Qf)>lce of the Director 80/05/08 

2pp 


B006190410 Forwards info documenting control ro-om human factors 4 
operations review Personnel will be available bo accompany 
NRC rep r esentat i ves during review scheduled for 000616-20 
CLAYTON, F L Alabama Power Co 00/06/10 12pp 


8006180415 Forwards util response to NRC position re control rod guide 
tube support pins Although not requir ed, uti 1 will replace 
existing guide tube support pins mfg w/2i 000 F solution heat 
treatment temp 

CLAYTON, F L Alabama Power Co 80/06/i 1 3pp 


0006250343 Notification of 800624 meeting w/util in Bethesda.MD to 
discuss applicant plan for managing plant operation 4 to 
review QL application Agenda end 
R1NT£R,L Licensing Branch 2 80/06/13 4pp 


8006240414 Forwards addl info re Util review of special low power 
testing program In response to NRC request To achieve better 
operator training, Test 1 should be performed prior to full 
power licensing of facility 

CLAYTON, F L Alabama Power Co 00/06/17 Opp 


8006060525 Ack receipt of 800428 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/80-07 4 
50-364/80- 04 

LEMts, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/05/08 2pp 


— 0006060531 Responds to NRC 000410 Itr re violations noted In IE Insp 
Repts 50-340/00-07 4 50-364/80-04 Corrective actions 
cleaning stainless steel pipes w/8cotch-brite pads was 
stopped Cleaning pads returned t« uarehouie 
CLAYTON, P L Alabama Power Co 00/04/28 2pp 


— 8006060534 Forwards IE Insp Repts 50-340/80-07 4 50-364/80-04 on 
000204-29 4 not I ft* of violation 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/04/10 3pp 


—8006060542 Notice of violation from insp on B00204-'29 

a Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
00/04/02 Ip. 


0006240334 Advises that ATWS emergency operating procedure has been 
developed in accordance w/guidelines set forth In NRC 
000613 Itr Procedure is available for NRC insp at facility 
CLAYTON, F L Alabama Power Co 80/06/20 Ip 


F Security, medical, emergency 4 fire protection plans 


8005130317 Forwards c lar if t cation of NRC requirements far emergency 
response facilities defined in 7909i3 Itr Addl specific 
criteria for facilities under development 

EtaENHUTrD 0 Division of Operating Reactors 80/04/25 6tpp. 


6006120528 Requests that FEHA review of state 4 local emergency plan 
be provided consistent w/oncl schedule to avoid potential 
delays in licensing decisions 
AHEARNE.J F Commission 00/05/13 2pp 


—8006060550 IE Insp Repts 50-348/00-07 50-364/00-04 on 000204-29. 

Noncompliance noted unauthortied use of Scotch-brlte pads 
for final cleaning of stainless steel pipe surfaces 4 
failure to perform work w/appraved procedure 

liARTINtR.D Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch 80/04/02 6pp 


8006200076 Forwards IE Insp Repts 5O-34G/BO-09 4 50-364/80-09 on 
600421-25. No noncompliance noted. 

STOKRiJ P Region 2. Atlanta. Fuel Facility 4 Materials Safety 
Branch 00/05/08 2pp 


•8006200094 IE Insp Repts 50-340/80-09 U 50-364/80-09 on 600421-2S No 
noncomp 1 1 ance noted Major areas Inspected radwaste mgtj 
preopera tional test procadures, chemi etry 4 health physics 
procedures 4 security training 

6TQHR. J P Region 2, Atlanta, Fuel Facility U Materials Safety 
Branch. TROUP, G L • WRAY. J R Region 2, Atlanta, Office of the 
Director 80/05/08 5pp 
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a00£i05-030'? Forwards IE Oull-etin 60'*S9i “Decaij Heat Removal Sys 
OperabiJity " No written response retiuired IE Info Notice 
50-2-0, ‘'Loss of Decay Heat Removal Capability at Davis-Hesse 
Unit 1 While in Refueling iflode" end 

O'REILLV.J P Region 2, Atlanta, Office of the Director 80/05/09 
2PP 


600&300074 Forwards IE Circolar BO-li, ’'Emergencg Diesel Generator Lube 
Oil Cooler Failures " No written response rBq.uir6d 

0'RCILLV*U P Region 2, Atlanta, Office o the Director ao/OS/13 

2PP 


8006030066 Ack receipt of lEflnsp Ropt 90-364/80-08 on 800409-11 No 
proprietary info 

CLAVTON, F L Alabama Power Co 00/05/14 ip 


— 'Q006030u6a Forwards IE I nap Rept SO-364/80-08 on 900409-11 No 
no nc bmp 1 lance noted 

MURPHVi C E Region 2, Atlanta. Reactor Construction t Engineering 
Support Sranch 00/04/24 9pp 


— 8006030073 IE Insp Rept 50-364/60-08 on 0OO4O9’’ll No noncomp 1 1 ance 
noted Major areas inspected pipe support baseplate designs, 
per IE Bulletin 79-02 6 seismic analysis for as'-buiLt 
laf etg-ro lated piping per IE Bulletin 79-14 

ANOr W P Region 2. Atlanta. Office of the Director HERDT, A R 
Region 2. Atlanta, Reactor Construction It Engineering Support 
Branch 80/04/23 3pp 


9006300272 Forwards IE Insp Rapt 50-364/90-10 on 800428-0501 No 
noncomp 1 iance noted 

LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 90/05/19 2pp 


— 6006300278 IB Insp Kept SO-364/80-10 on 900429-0501 Nq noncomp I iance 
noted Major areas inspected saf ety-related piping support 
restraint sys 

WHITENER^H L , MOON, D T Region 2, Atlanta, Office of the 
Director UPRIGHT. C M Region S. Atlanta, Reactor Operations 
Nuclear Support Branch S0/D5/19 4pp 


6006250015 Faruards responeo to l£ Bulletin 80-09 ra vacuum conditions 
in chemical vol control sys holdup tanks Vol control tank 
receives letdown from RC8 ti provides suction for charging 
back into RC8 

CLAYTON. F L Alabama Power Co 60/06/04 3pp 


9006230102 Responds to IE Bulletin 00-12, "Decay Moat Removal Bys 
Operability " Redundancy may be provided by having two RHR 
trains operable Diversity may be provided i-n Modes 2-5 bg 
having operable steam genorators 
CLAYTON, F L Alabama Power Co 60/06/09 4pp 


6006300159 Ack receipt of IE Insp Rept S0-364/e0’'12 No proprietary 
Info 

CLAYTON, F L Alabama Power Co 60/06/12 Ip 


— 8006300166 Forwards IE Insp Rept 50-364/00- J2 on 600506-08 No 
noncompl iance noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction Engineering 
Gupport Branch 80/05/22 2pp 


--B00630-0 1 76 IE Imp Rept 50-364/90-12 on 800506-08 No noncompliance 
noted, Major areas inspected IE bulletins V circulars, 
electrical cable records & inspector followup 

HUNT.tf D Region 2, Atlanta, Office of the Director RAUSCH, J K 
Region 2, Atlanta, Reactor Construction L Etiolneering Support 
Branch 90/05/22 Spp 


900b300572 Responds to IE Bulletin 00-06 Saf ety-ro lafced componenls at 
schematic level have been reviewed to determine vihether 
equipment remains in emergency mode fallowing reset of 
s 1 gnals 

CLAYTON. F,L Alabama Power Co 80/06/12 3pp 


S Reportable occurrences, LERs 6 related corrospondenee 


'024 Final Part 21 rept r© mixed heat of steel supplied by US 
from which 4-inch elbows •S' 2-lnch tees were mfg to 
'B r«q.ukrs(nent Investigations conducted k cJ.osed at 


DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergoncy & flic protection plans 


8006090467 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO 46 ^ App R to 10CFR50 t is expected 
to be published in FR by ond of Hay 

EISENHUT.D G Division of Licensing 00/05/19 46pp 


8006130063 Forwards revised Pages 1-14 k new Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Pnoi to 790101," transmitted by NRC 000919 
Itr Page 14a not end 

EISENHUT, DO Division of Licensing 00/05/22 73pp 


6006030241 Forwards revised guai d training /< qualification plan Plan 
withheld fref lOCFRa 790) 

WIDNER. W A Georgia Power Co 00/05/20 ip 


S006240582 Requests review of ein«*rgency plan against evaluation 
criteria of NUREQ-0654 Addl info required before Emergency 
Preparedness Review Team can conclude that program is 
acceptable Revlsod plan should be provided by 000719 
REID, R W Operating Reactois Branch 4 80/06/06 2pp 


I Financial information 


9006170310 Forwards Annual Financial Ropts 1979 
WIDNER.W A Georgia Power Co 00/06/11 Ip 


—8006170314 Annual Financial Rept 1979 
» The Southern Co 00/03/10 43pp 


— 8006170310 Annual Financial Rept 1979 
e Geoigia Power Co 60/02/28 38pp 


P Operating license stage documents 6 correspondence 


8006090165 Forwards addl TMt-2 related requirements to operating 
reactors Licensees requ Iroments for TMl Action Plan include 
shift mann ing, lie ens ing exams t licensee di sseminatlon 
of operating experiences Response requested within 30 days 
EISENHUT, D G Division of Licensing BO/05/07 ISOpp 


G006030514 Summary of 800422-23 meeting w/Hark I owners group in 9an 
Jos»,CA ro confirmatory analysis f testing programs 
concerning Mark I containment long-term program 

ORIMEB, € I Assistant Director for Plant Systems SO/OSVOV 8pp 


8006130122 Requests comments on NUREG-0577, ''Potential for Low Fracture 
Toughness Lamellar Tearing on PHR Steam Generator k 
Reactor Coolant Pump Supports " Proposed review procedure k 
implementation schedule end 

EISENHUT, 0 0 Division of Licensing 60/05/19 72pp 


8006060376 Advises that response to G£ generic analysis re effect of 
dc power supply failure on ECCS performance will be provided 
by 000606 per NRC 600425 request 
H1DNE8,N A Georgia Power Co 80/00/30 Ip 


80061102B8 Application to amend License NPF-5, subml tted as proposed 
change to Tech Specs to exempt HPC I sys from Section 304 
In order to permit one time test of turbine generator set 
for seven days 

HlDHERiN A Georgia Power Co 60/06/02 2pp 


>9006110291 Proposed changes to exempt HPCI sys from requirements of 
Tech Specs Section 3 O 4 in order to permit one time test of 
generatin' sot for seven d-ays 
e Georgia Power Co flO/06/02 3pp 


6006110239 Forwards unique analysis ropt comparing effects of ac power 
failure of ECCS performance u/GE generic analysis 
UIDNER.H A Georgia Pouier Co 80/06/03 6pp 


B006240121 Confirms oral authorization of 000602 telcon to temporarily 
amend Tech Specs Amend revises HPCI section to permit 
startup w/inoperabl® HPCI for special test Formal amend 
forthcoming Revised Tech Specs end 

NOVAK, T M Assistant Director for Operating Reactors 80/06/03 

app 


—8006240149 Revised Tech Spec Pages 3/4 5-1 k 3/4 5-la for HPCI Amend 
Issued orally bg B00602 te Icon, permi ttlng startup w/ 

Inoperable HPCI for special test 

< Assistant Director for Operating Reactor* 00/06/03 2pp 
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a00fall0053 Submits info re inaeivice testing i>f standbg Liq^uid control 
putrpa plant has bt.‘en using flow moasutomonts due to delta P 
measurement problems Instrumental i on is not installed on sys 
to measure flow Procedure lovised 
MinNFft,W f\ Georgia Power Co GO/06/04 2pp 

9006300604 Lti to all BWR licensees forwarding "For Comment" edition 
of NJREG“0617, "DWR Feedwater Nozilo t. Control Rod Drive 
Return Line Moiile CracVmg " Comments will be evaluated by 
NRC print to final implementation W/o end 
EISENHUT. D G Division of Uicensing BO/06/05 22pp 


B006170640 Submits info re turbine rotor disc cracking in response to 
NRC 000913 request Unit I has experienced approx 81 turbine 
trips ^ approx five overspeeds Unit S has experienced approx 
62 turbine titps f< approx two overspeeds 
WIDMER-W A Georgia Power Co 80/06/10 4pp 


B006300221 Forwards draff NRC licensing position< "Safety 
Considerations for Temporary Onsite Storage," used in 
evaluating low level waste storage crlterl.i Requests reviews 
for onsite storage additions in monthly operating repts 
RElDi R U Operating Reactors Branch 4 80/06/12 lOpp 


Q Inspection reportsi IE Bulletins i c on espondence 


8006200095 Forwards IE Circular 80-00, "BUR Tech Spec Inconsistency ** 
Reactor Protection feys Response Time “ No Written response 
reqgi r ed 

0"RtIULY,J P Region 2, Atlanta, Office of the Director 00/04/18 

2pp 


9006170767 Forwards IE Insp Repts SO-321/00-13 t 30-366/80-13 on 
600310-19 h notice of violation 

STDHR,U P Region 5, Atlanta, Fuel FaclUt(| S' Materials Safety 
Branch 80/04/22 2pp 


— 3006170772 Notice of violation from insp on 800310-19 

* Region 2, Atlanta, Office of the Director 80/04/22 Ip 


— Q006170775 IE Insp Ropts 50-321/00-12 S. SO-366/BO-I2 on 800310-19 
Noncomp 1 lance noted failure to start environ monitoring When 
required 

JENKINS' 0 R Region 2. Atlanta, Fuel Facility & Materials Safetij 
Branch CUNNINGHAM, A L , MACAKTHUR.T C Region 2. Atlanta, Office 
of the Director 00/04/22 9tip 


8006170779 Forwards IE Insp Repts 50-321/00-15 fc 50-366/80-15 on 
Q00402-04 No nontomp 1 i «nc e noted 

MURPHYiC E Region 2, Atlanta, Reactor Construction Sc Engineering 
Support Branch 80/04/30 2pp 


— BCO617O704 IE Insp Repts 30-321/00-19 6 50-366/00-19 on 800402-04 No 
noncompliance noted Major ai eas inspected Ineialled 
equipment per IE Bulletin 79-OlD lesponse 

CONLON, T E Region 2, Atlanta, Floactor Construction St Engineering 
Support Dianch HARDWICK, R J Region 2, Atlanta. Office of the 
Director 80/04/29 4pp 


9006060979 Forwards IE Bulletin QO-ll, "Masonry Nall Design " Requires 
action It written response IE Info Notice 79-28, 

''Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/00 

2pp 


9006040226 Forwards IE Bulletin 80-12, "Decay Heat Removal 8ys 
Opoi ability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davit-Besse 
Unit I While in Refuoling Mode" end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/09 

2pp 


000624(^066 Forwards lE Insp Repts 90-321/80-21 Sc 90-366/00-21 on 
800415-10 No noncompl ianco noted! 

LEWIB, R C Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch 00/05/12 2pp 


-“9006240071 IE Imp Ropts 50-321/00-21 U 50-366/00-21 on 800415-18 No 
noncompliance noted Major areas inspected surveillance 
activity on pipe support S' restraint sys, procedure test 
r esul ts« instai led restraints S' records 

UPRIGHT, C M Region 2, Atlanta, Reactor Operations Nuclear Suppprt 
Branch JOHNSON, A H Region 2. Atlanta, Office of the Director 
80/03/06 3pp 


0006130018 Roquists info re ultrasonic insps of low pressure turbine* 
to learn more about underlying reasons foi indications 
found S probable rate of growth, indications effects on 
turbine disc integrity 

REID, R W Operating Reactors Branch 4 00/05/13 3pp 


8006300119 Forwards IE Circular SO-ll* "Emergency Diesel Generator Lub# 
Oil Cooler Failures " No urktten response required 

O'REtLLV, J P Region 2, Atlanta, Office of the Director 80/09/13 

3pp 


8006170337 Infoima NRC that limit switches used for position indication 
wore not included in 43-day response to TE Bulletin 79-OlB 
Environ qualification of switches should be addressed AE Is 
in process of specifying qualified replacement switches 
MANRY, Ml Georgia Power Co 00/09/15 Ip 


8006090528 Ack receipt of 000428 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 90-321 /80'*06 & 
50-366/00-06 

LEMIS, R C Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/05/21 Ip 


— 8006090935 Responds to NRC 800331 Itr re deviations noted in IE Insp 
Repts 5O-321/0O-O6 & 50-366/90-06 Corrective actions revised 
Procedures HNP-t t> 2-1902 L HNP-t U 2-1904 to delineate 
immediate operator action section 
MIDNER.N A Georgia Power Co BO/04/28 Spp 


—0006090540 Forwards IE I nap Repts 30-321 /BO-06 90-366/B0-O6 on 

800219-21 & notijie of deviation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/03/31 2pp 


—0006090542 Notice of deviation from insp on 000219-21 

a Region 2, Atlanta, Office of the Director 00/03/26 Ip 


—0006090547 IE Insp Repts 50-321/00-06 U 90-366/00-06 on 800219-21 
Noncomp i iance noted failure to ensure that licensed 
operators have committed to memory immediate emergency 
procedure actions 

KELLOGG, P j Region 2r Atlanta* Reactor Operations Nuclear Support 
Branch BAUER. R C , ROGERS, R f Regions, Atlanta, Office of the 
Director 80/03/28 9p p 


8006250072 Summarites i esponses to 1£ Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment " Based on OB estimate 
for completion of review of GE-supplled equipment, complete 
response will be submitted by 010403 
WIDNER.N A Georgia Power Co 00/05/22 900pp 


BOO6O9O4Q0 Ack receipt of 800809 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-321/00-13 Ic 
30-366/00-13 

MURPHY.C E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/05/23 Ip 


—0006090418 Responds ta NRC 000421 Itr re violation* noted in IE Imp 
Repts 50-321/00-13 it 50-366/00-13 Corrective actions 
project plan reviewed U found acceptable personnel 
performing insp certified 

NIDKER«N A Georgia Powor Co 00/05/07 2pp 


—8006090422 Forwards IE I nap Repts 50-321/00-13 fc 50-366/80-13 on 
000311-14 & 25-28 it notice of violation 

MURPHY, C E Region 2, Atlanta* Reactor Construction I* Engineering 
Support Branch 80/04/21 2pp 


— 8006090427 Notice of violation from insp an 600311-14 V 83-aB 
* Region 2, Atlanta, Office of the Director 80/04/17 Ip 


—8006090439 IE Insp Repts 50-321/80-13 it 50-366/80-13 on 000311-14 U 
25-28 Noncompllance noted failure to approve inservice insp 
plan & failure to certify welding i NDE Inspectors, 

HERDT.A R . CROWLEY. B R Region 2, Atlanto, Reactor Construction it 
Engineering Support Branch 00/04/17 9pp 


SOO610O317 Ack receipt of 800527 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/00-11 % 

50-366/ BO- 11 

LEWlSrR C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 80/06/02 Ip 


— Q0061Q0323 Responds to NRC B0D429 Ur re violations noted In IE In«p 
Ropts 50-321/BO-tl V 50-366/80-11 Corrective actions 
control rod movement procedures revised it largo scale 
drawings replaced w/mic ref 1 Imed prints in control room 
WIDNER,W A Georgia Power Co 80/03/27 4pp 


—0006180327 Forwards IE Insp Repts 50-321/00-11 it 50-366/80-11 on 
800202-0807 i. notice of violation 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/04/29 2pp 


— 00061 B0332 Notice of violation from insp on 000202-0307 

» Region 2, Atlanta, Office of the Director 80/04/iS 3pp 
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— a006lB033B IE Imp Rcpta SO-321/eO-U 50-366/BO- It on 800202-0307 

Nontomp liflrice noted failure- to ap-erato RSCS proporlyi to 
limit rod motion u/RSC5 inoperab 1 ei to evaluate procedure 
change & to provide updated plant drawings in control room 
ROGERS. R F Region 2. Atlanta, Office of the Director DANCE, H C 
Region 2, Atlanta. Reactor Operations Nuclear Support Branch 
80/04/15 9PP 


6006230210 Act reciipt of B00527 Itr informing NRC of *ttps taken to 
correct violation* noted in IE Insp Repts 50-321/B0-SQ I* 

30-366/80- LB 

LEWISiR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/06/02 ip 


— 8006230210 Reipo-ndi to NRC 800430 1 tr re vlalationi noted in lE fnep 
Reptt 50-321/80-18 & 30-366/80-18 Urltten 6 approved 
functional test was not necessary because operability could 
have been demonstrated through existing plant procedures 
WIDNERiM A Oeorgla Power Co 80/03/27 2pp 


— B006230222 Forward* corrected cover page for IE tnsp Repfcs SO-321/QO-18 
Ic SO-366/aO-ta on 800331-0402 

LEHiBiR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch GO/03/0B Ip 


— 8006230226 Corrected cover page for IE Insp Repti 50-321/80-18 6 
SO-366/QO-10 on 600331-0402 

LEUI8.R C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 00/03/08 Ip 


—8006230223 Forwards IE Imp Repts 50-321/80-10 U S0-366/B0-18 on 
800331-0402 6 notice of violation 

LERIS, R C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch flO/04/30 2pp 


—5006230232 Notice of violation from insp on 80-0331-0402 

♦ Region S, Atlanta, Office o# the Director B0/-04/3O Ip 


—5006230237 !E Insp Repts 50-321/80-13 S< 50-366/80-18 on 800331-0402 
Koncompl iarce noted failure to perform post-^oif testing. 

DANCE, H C , BURNETT, P T Region 2, Atlanta. Office of the 
Director 60/04/30 4pp 


0OO62SD245 Ack receipt of 800514 t 27 Ltra informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-321/80-03, 

80-366/ &0-03r 50-321/30-16 fc 80-366/80-16 

KENNA, U 9 Region 2, Atlanta, Safeguards Branch GO/06/11 Ip 


— 8006250249 Responds to NRC 800418 1 tr r« violations noted in IE Imp 
Reptt 80-321/B0-03 t. 30-366/80-03 Requests that 800514 Itr 
bo withheld (ref 10CFR2 790) 

UIDNER,N A Otorgla Power Co 80/05/29 Ip 


—5006250250 Forwards 1£ Insp Repts 50-321/80-03 St 50-366/B0-03 on 
800107-11 4i notite of violation Notice of violation 
withheld (ref 10CFR2 790» 

O'RElLLYiU.P Region 2, Atlanta, Office of the Director 
00/04/18 2pp 


—0006250254 IE Insp Repts 50-321/00-03 8, 50-366/80-03 on 800107-11 
Noncompliance noted failure to follow procedures for 
doeumintlrg security incidents S' to perform vital area 
patrols as committed Details withheld (ref lOCFRS 790). 

TOBIN, N J Region 2. Atlanta, Safeguards Branch. PERNYrC. D 
Region 2, Atlanta, Office of the Director 00/04/08 Ip 


—6006250298 Forwards IE Insp Repts 50-321/SO-16 S< 50-366/80-16 on 
aOO326“20 Sc notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

KENNAiW D Region 2i Atlanta* Bafeguardi Branch 60/04/29 2pp 


R Periodic operating reports t related correspondence 


8006180494 Forwards monthly operating rept for Mag 1980 
NANRVp M Georgia Power Co 80/06/10 Ip 


—8006190497 Monthly operating rept for May 1980 
RODEN, W Georgia Power Co -80/06/10 Spp 


S Reportable occurrences, LERs & related correspondence 


8006030435 Forwards UER B0'-076/oau-0 

MANRY, M Georgia Power Co BO/OS/23 ip 


— 8006030445 LER 0O-O76/O3L-O on 800429, during performance of control rod 
driveline hydraulic control unit pressure indicator It switch 
callbr procedure, HNP-2-5329, h ig h percentage of pressure 
switches found outside limit Caused by instrument drift 
NIX,R r Georgia Power Co 80/09/23 2pp 


8006090338 Forwards LER eo-080/03L-0 

MANRYiM Georgia Power Co 00/05/27 Ip 


— 8006050340 LER 0O-Oao/O3L-O on 800508, during surveillance testing, found 
that Barksdale pressure switches 2B31-NO10A 6 B were not 
ulthln allowable Tech Specs Caused by instrument drift 
Switches recallbr « 

NIX, R T Georgia Power Co 80/05/27 2pp 


8006050360 Forwards LER 80-Oe2/03L-0 

MANRVrM Georgia Power Co 80/05/27 Ip 


—8006050366 LER 80-OB2/03L-0 on 000509, during normal reactor shutdown, 
grimary containment purge sys operation exceeded Tech Spec 
limits for primary contain-ment integrity Caused by personnel 
error 

BAXLEY, 8 X Georgia Power Co 00/05/27 2pp 

* 

8006090340 Forwards LER 00-077 /03L-0 

MANRY. M Georgia Power Co S0/O5/2B Ip 


— 0006050355 LER 0O-O77/OaL-O on 000430, w/reac tor at 99'/. power, A reactor 
bldg chiller failed to maintain average dryuell temp when 
B chiller tripped Caused by broken guide vane arm Arm 
replaced L temp decreased to within limits, 

NlX.R r Georgia Power Go BO/09/20 2pp 


8006090334 Forwards LER 80-079 /03L-0 

MANRY. M Georgia Power Co BO/05/2? Ip 


—8006090335 LER 80-079/03U-0 on 800907, inboard isolation valve 2E41-F006 
opened but failed to close automatically Caused by steam 
leaking around pressure seal allouiing water to enter 1< 
collect in motorf causing windings to short out 
* Georgia Power Co 80/05/29 2pp 


6006090365 Forwards LER a0-055/03L-0 
MANRY.H Georgia Power Go 80/(35/29 Ip 


—6006050372 LER B0-OS9/03L-O on 800506, while performing reactor core 
liolatlon cooling steam line pressure instrument functional 
test, outboard steam supply line isolation valve, 2E9t-F6O0, 
failed to operate Caused by failed operator torque switch 
NlXtR T Georgia Power Co 80/09/29 2pp 


0006170693 Forwards LER 0O-O83/O3L-O 

NANRYtH Georgia Power Go 00/06/03 Ip 


— 8006170687 LER 0O-O63/O3L-O on 000514, w/reactor in startup mode., 
personnel observed that indicating lights for 2D RHR pump 
suction valves were extinguished Valves were not operable 
from control switches, Caused by broken limit twitch rotors 
NIXfR T Georgia Power Co 80/06/05 2pp 


8006200437 Forwards LER 8O-O06/O3L-O 

HANRY.M, Georgia Power Co 80/06/10 Ip, 


— 8006200444 LER 0O-O96/O3L-O' on 000523, during power increase, P8H flow 
was throttled to reduce dilution f low, reduc Ing cooling 
capacity DN temp exceeded specs Caused by operator 
throttling sve water flow through plant 
BAXLEY, 5 X Georgia Power Co 00/06/10 2pp 


8006200468 Forwards LER 80-085/03L-0 

hANRY.H, Georgia Power Co 80/06/11, Ip 
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— 8006200474 LER 0O-O05/O3L-O on 800521 < lu/roac fcor in hot shutdown, RHR ivc 
mater purrtp« 2Ell*'C00lR &> 0 storied to put torus cooling in 
ivc Caitsod bg bad seal in air release va 1 vei al lotiitng vent on 
discharge line Valve reassembled 
NlXifl T Georgia Power Co 80/06/U app 


9006200476 Forwards updated LER 90-0Sa/03X-2 
MANRYiH Georgia Power Co 60/06/11 Ip 


— 8006200461 Updated LER 60-053/03X''a on G00505> dur ing normal operation) 
notification received from Comslp^Inc of design defect on 
pr imarv containment hy drogen^oxgg en analyters Caused by 
absence of design to prevent deadheading 
CQOOKIfC L Georgia Power Co 80/05/19 2pp 


0006200470 Forwards LER 00-06 1/03U-0 

rtANRY. M Georgia Power Co 60/06/12 Ip 


'-8006200483 LER 80-Oai/03L-0 on 600521 > w/reactor near rated powen LQCA 
signal accidentally initiated resulting in reactor scram 
Outboard MSIV failed to auto close Caused by faulty Q-ring 
In Valve air operating solenoid 
NlX.R T Georgia Power Co 00/06/13 2pp 


G006240431 Forwards LER e0-054/0aL-0 

MANRY, M Georgia Power Co BO/06/17 Ip 


--6006240436 LER aO-0S4/O3L-0 on 000924) While performing calibr of both 
primary containment purge vacuum breaVnr pressure switches) 
ST4Q-N2tl found inoperable Caused by personnel error Stuck 
luiteh removed << repaired Switch wiring corrected 
KIXiR T Georgia Power Co 80/06/17 2pp 


8006240494 Forwards LER e0-0a4/03L~0 

MANRY, H Georgia Power Co 80/06/17 Ip. 


—9006240458 LER ao-084/03L-0 on 800921 i unit scrammed while operating at 
steady state Reactor core isolation cooling tripped on high 
uater level 8ys maunallg res tarted) but tripped on mechanical 
overipeed trip 

CQGOIILC L Georgia Power Co 80/06/17, 2pp 


8006300344 EN-60-23 notice of violation it notice of proposed Imposition 
of civil penalty will be Issued on or about 800619 Action 
based on alleged noncompliance re radiation levels In truck 
cat Uill issue news release 

BRDCK5TT)T W ) THOMPSON) D Office of Inspection it Enforcement) 

Office of the Director 80/06/17 ip 


9006240442 Forwards LER eO-Oa0/O3L-O 

MANRY) H Georgia Power Co 80/06/19 Ip. 


—8006240495 LER Q0-O88/03L-O on 800929) while performing HNP-2-at94« 
reactor pressure vessel level instrument (LPCl > FTWi 
switch 2 on 2D2i-Na3lA failed Caused by switch being out of 
adjustment due to loose screw Switch readjusted 
NIX)R T Georgia Power Co 80/06/19 2pp 


9006240507 Forwards LER 0O-OB7/O3L-O. 

MAHRYtM Georgia Power Co 90/06/19 IP 


— B006240914 LER 80-087 /03L-0* on 800528i dur 1 ng surveillance procedure 
HNP *-2-31 94) reactor pressure vessel level Instrument (LPCI) 

FT&C on 2D21-NQ31D) 0wl tch 4^ had double actuati on. Caused by 
slipped magnets on pointer shaft due to corrosion 
N1X)R T Georgia Power Co 00/06/19 2PP 


DOCKET SO-367 BAILLY GENERATING STATION 


A Application/construction stage documents & curr espondmnee 


9006230110 Advises BNR ^ PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NLIREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure acceptance criteria end 
ElSENHUr, D 0 Division of Licensing. 90/09/20 I3pp. 


0006020490 Forwards request for addl info r* util 1978 proposal to 
install shorter piles for f oundat 1 on. Question relates to 
calculations of pile group uplift capacity Hater will rise 
above piles when const dewatering operatiuns cease 
YOUNGBLOOD) B J Licensing Branch I 80/03/22 9pp 


9006110331 Forwards addl info re pile group capacity per 800S16 !< 22 

requests 

8H0RB,E. K, Northern Indiana Public 8*rvice Co 8G/09/2B 6pp. 


8006230001 Summary of B00410 meeting w/Mark It owners group re 
suppression pool temp response to i af ety /rel 1 cf actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
8U) T M ContalnnieTit Systems Branch 80/09/30 4pp 


0006300009 Forwards -For Camment" edition of NUREO-0619 "BUR Feedwater 
Noiile Control Rod Drive Return Line Nozzle Cracking " 

Rept provides NRC resolution of Generic Technical Activity 
A-10 U/o and 

EI&ENHUT) D G Division of Licensing 90/06/06 3pp 


0 Adjudicatory correspondence 


8006090251 Camments on transcript of 800312-13 prehsarlng conference' 
quality of transcript very poor tf transcript cannot be 
improved) ano ther hearing to cover contentions of intervanori 
or another prehearing conference ahould be held 
ROBBINS) R L Lake Michigan Federation 60/04/08 ip 


6006190392 Advises that State of IL has Instituted request for action 
per I0CFR2 206 to revoke, suspend or modify CP Requests that 
meeting be held to discuss Issue, after issuance of FEMA rapt 
on emergency planning within lO-«nile radlusrdue on 600620 
HANSELLi D Illinois) State of 80/05/00 2pp 


8006160202 Provisional order re 900312-13 special prehearing 
conference) advls ing that aSLB will admit petltloneri who can 
allege injury-ln-factr If qualified for intervention- Final 
order will be issued after commemta U/Certlf icate of Sve 
GROSSMAN, H Atomic Safety and Licensing Board Panel 80/03/30 
93pp 


8006110427 Notice of change of address 
LAUDJG)8. Laudigi 8 00/05/31 3pp 


8006110356 Notifies that City of Gary) IN United Steelworkers of 
Amer lea, Local b787)Ballly A1 1 lane e, Save the Dunes Council b 
Critical Naas Energy Project join State of IL request to 
suspend or revoke CP & request for meeting w/NRC 

CQHNiO n ) acHULTZ)U B Public Citizen Litigation Group. BO/06/09 
IP 


—8006110376 City of Gary) IN) Uni ted Bteeluorkers of Amor ica, Local 6787) 
Ballly A1 1 lancB) Save the Dunes Council it Critical Hats 
Energy Project join State of IL request under 10CFR2. 206 
for suspension or revocation of CP Certificate of Sve end 
COHN) D B Public Citizen Litigation Group 80/06/09 7pp 


-*-8006110370 Petition to Intervene and request for hearing re util 
request for amend to CP) submi tted by City of Gary, tniUnited 
Bteeliiior hers of Amer Icai Loca I 67G7)Bailly Alliance, Bavt the 
Dunes Council it Critical Hass Energy Project 
COHU.D B . BCHULTZ)U B Public Citizen Litigation Group 
00/06/05 7pp 


— B006il03BS Response to NRC tc util reply to petition to intervene) 
eubmittad by City of Gary r IN) Uni ted Steelworkers of 
America, Local 6787) Ballly A1 1 iancei 8ay« the Dunee Council b 
Critical Hass Energy Project. Draft affidavits end, 

COHI*l)D B. ) 8CHULTZ)U B Public Citizen Litigation Group 
90/02/26 20pp 


8006290239 Objections to ASLB 900530 provisional order following 
ipeclal prehearing conference) ru ling on contentions. Urges 
deferral of final ruling until positions on admitslb i lity 
are submitted by parties Certlftcete of Bve end, 

GOLDBERG) 8 C Hearing Branch 2 00/06/24. 14pp 


8006300396 Cbjectiom to ASLB 800530 provisional order. Urges 
reconsideration of order concluding that City of Oaryi IN, et 
at contention Is outsldi scope of proceeding BECY 80-275 
bdvlsis adoption of Interim rulei re emergency planning 
GOHN)D B Gary, IN COHN, D B Critical Hass Energy Project. 

COHN)D B Cohn* D B BO/06/24 3pp. 


—9006300399 Discutsii finalization emergency planning rule changes, 
Including consideration of public comments. Recommends FR 
publicatiDn re final rulemaking. 

HINOQUE) R Bi Office of Btandardt Development) Director 
8ECY-aO-273 80/06/03 7pp 


Rh Periodic operating reports V related correspondence 


0006030371 Forwards well charts, for 800907-14, 8a illy Nells v/o 
recorder*) pond laveli. pneumat ic pressura transducer sj water 
meter readings U808 w*lls for 800914 

BOHNiR O Northern Indiana Public Service Co, 80/09/23 34pp. 
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9006040314 ForuaT<l« Bailly up] Is m/o recorders! port'd leve lSi< pneumatic 
pressure transtiucer oi ua ter meter readlnps & 050S util for 
D0052l!W#U chart* for SOOSM^ai! c hart recorder calibr 
rtsultf for 300519 tt talc MI levels for G0Oli5'DSOl 
PGKrVi R J tlorthsrn Indiana Public Seivice Co 30/05/GO 35pp 


6006110146 Fort^ards “Uinter 1900 Quarterlg Rept/Baillg Nucleaf^t Site* 
Jan-Mtr 1960^ prepared b'V TX Instromentii Inc 

PURCELLi J F Northern Indiana Public Service Co 00/06/04 Ip 


— 8006110152 "Winter 1960 Ouarterlg Rept<Baillv Kucltar-1 SitSf" Jan-Mar 
1?G0 

• Teias Initrumentsi Inc ao/OS/31 IffBpp 


6006110119 Foruards tue 1 1 charts for 300521-20! Da 1 1 Lg wells w/o 
recorder-fi pond leve 1 Sj pneumatic pressure transducer *• uater 
meter readings & U30S cjells for 800520 Wells 5SD & 56C cable 
hung up on 600026 t water meter out of sve on 600520 
SDKNi n J Northern Indiana Public Service Co 90/06/06 34pp 


0006200370 Forwards well charts for 00052a-0604j Ba i Ug wells w/o 
recorder d* USOS wells for 300606 St pond leve 1 pneumatl c 
pressure transducers & water meter readings for 600604 
flOHN.R J Northern Indiana Public Service Co 80/06/13 34pp 


0006260195 Forwards well charts for B00604-1 1 1 Dai 1 1 g wells w/o 
recorders! pond levelsi pneumat i c pressure transducers 6 water 
meter readings for 300611 6 U3GB wells for 800610 
BOHNfR J Northern Indiana Public Service Co 60/06/20 33pp 


0 Congressiona I /Executive Correspondence 


0006300309 depresses concern re NRC consideration of CP renewal Enel 
Late MI Federation Mar 1900 study challenges NBC 000410 
brief re interrelationship between ash pond seepage k const 
deuatering 

YBTES/S R House of Rep 00/06/03 Ip 


—8006300393 "Mow Baillg Nuclear Plant Could Org Op Dunee Natl 
Lateshore " 

NElfCOMB^C ! RDDDINS!r> t. Late Michigan Federation 80/03/31 
24pp 


DOUnti OU-J6B ARKANSAS NUCLEAR ONE, UNIT 2 


0 NRC Oraft/Flnal Environmen tal Statemantsp supplt k correspondtTict 


600630059? FES for AR Nuclear OnejUnit 2 

s Office of Nuclear ReACtor Regulation! Director NURE0’*0254 
77/06/30 ISOpp Available at NTIB 46 73 


F 8fcuritg< medicali emergency & fire protection plans 


8006090027 Forwards request for add! Info re security personnel 
training k qua 1 1 f ication plan End withheld -(ref 
10CFR2 790) 

REIDiR H Operating Reactors Dranch 4 OQ/05/19 2pp. 


6006090467 Forwards proposed rule entitled! "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO 40 k App R to lOCPRSO k l« expected 
to be published In FR bg end of Mag. 

EIBENHUT. 0 0 Division of Licensing. 90/03/19 46pp 


0006130063 Forwards revised Pages i^M k new Page 14a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101# " transmitted by NRC BOOSl^ 

Itr Pag* I4a not end 

EI9ENHUT, D 0 Division of Licensing. 90/03/22 73pp 


B006110242 Forwards revisions to proposed util safeguards coritingincy 
plan per RW Reid 600411 request Plan withheld (rof 
10CFR2 7901 

TftlMDLEfO C Arkansas Power k Light Co 90/05/90 Ip 


Aek receipt of NRC S00319 Itr requesting Info on security 
\ training k qualification plan Requests copy of 
IE0’'0674 dealing w/aafcjecti prior to response to Itr 
) C Arkansas Power k Light Co 90/06/13 Ip 


H General correspondence 


6006270171 Responds to 800430 request to comment on R Lacewell concerni 
re spent fuel storage pool oipanslon Util indicated that 
no plans for expansion anticipated until 1992 or 1903 NRC 
approval I public consideration would piecode expansion 
DIRCKSi N J Offico of the Executive Director for Operations 
80/06/09 2pp 


P Operating license stage docoments k correspondenco 


8006090165 Forwards add 1 TMI-2 related T e qu 1 r emcn t s to Operating 
reactors Licensees requirements for TMI Action Plan include 
shift mann ing! 1 icens iiig exams ^ licensee dissemination 
of operating experiences Response i equested within 30 days 
EISENHUT#D G Division of Licensing BO/05/07 ISOpp 


0006130122 Requests comments on NURCO-0577# "Potential for Low Fracture 
Toughness k uameliar Tearing on PWR Steam Generator k 
Reactor Coolant Pump Supports " Proposed review procedure k 
imp 1 omen tat ion schedule end 

EI8ENKU7# D O Division of Licensing 00/05/19 72pp 


8006130326 Submits info re potential missies involving reactor cavity 
annulus seal ring % biological shielding! in response to 
790310 Itr (dtd 700510) Mo safety-related components will 
be affected by biological shielding in event of LOCA 
TRIMBLE! D C Arkansas Power 6 Light Co 60/06/06 2pp 


9006120315 Forwards "AR Nuclear 1 Steam Electric Station# Unit 2 
Startup Rept! " Suppl 3 for period ending 800430 
TRIMBLE# 0 C Arkansas Power $ Light Co 80/06/09 Ip 


—6006120316 "AR Nuclear I Steam Electric Station# Unit 2< Startup Ropt<" 
Suppl 3 for period ending G00430 
* Arkansas Power k Light Co 00/04/30 4Bpp 


0006170700 Forwards response to NRC 000505 Itr re loss of offsite 
power events 

TRlHDLErD C Arkansas Power I Light Co 00/06/11 Gf? 


90061609S8 Responds to NRC 800505 Itr re loss of offsite power events 
Oetaile of 750322# 1 SOS k 000407 events indicate weather 
conditions were responsible on all occasions Only momentary 
losses of powpr were esperienced 

TR1MDLE!0 C Arkansas Power ( Light Co 60/06/11 3pp 


6006230401 Submits response to 800507 request for commitment to TMl-2 
related requirements Response to Items II K 3 25# 29 It 44 
will be delayed because util did not receive errata sheets 
until 900616 

TRIMBLE! 0 C Arkansas Power I Light Co 00/06/18 3pp 


Q Inspection reports# lE Bulletins V correspondence 


8006240036 Forwards IF Insp Ropts 50-313/60-06 k 50-36B/80-06 on 
600322-0421 Ik notice of violation 

MADSEN# 0 L Region 4# Dallas# Reactor Operations Nuclear Gupport 
Branch 00/05/05 2pp 


—6006240042 Notice of violation from insp on 800322-0421 

a Region 4# Dallasi Reactor Operations Nuclear Bupport Branch 
80/05/02 3pp 


—0006240046 IE Insp Repts 50-313/80-06 k 50-360/00-06 on 000322-0421 
Noncopip 1 iance noted no control of combustibles k finding 
that viasto control operator entered high radiation areas w/o 
using radiation survey instrument 

WESTERMAN# T F Region 4, Dallas# Reactor Operations Nuclear 
Support Branch 60/05/02 i6pp 


8D0606059? Forwards IE Bulletin 00-11# "Masonry Wall Design " Requires 
action written response IE Info Notice 79-28# 

^'Overloading of Structural Elements Due to Pipe Support 
Loads" and 

SEYFRITrK V Region 4, Dallas# Office of the Director 80/05/08 
IP 


0006050317 Forwards IE Bulletin 00-12# "Decay Heat Removal 8ys 
Operability " Requires actions k response within 30 days 
IE Info Notice 60-20# "Loss of Decay Heat Removal Capability 
at Davls-Dosse Unit 1 While in Refueling Mode" ancl 
SEYFRIT#K V Region 4# Oallai. Office of the Director 80/05/09 
IP 
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gD0ik05G331 Responds to violations noted in IE Insp Rcpts 5o-313/BO-Oii 
t' 50"3&B/ao-06 Corrective actions doors to high radiation 
areas locked or repaired V locked Combustibles reno\ed from 
prohibited areas \ maint personnel notified 
TfllHDLEiD C Arkansas Rower t Light Co QO/OS/P9 4pp 


0OO634OIQ4 Ack receipt of 000606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-3l3/80"05 in 
50-369/BO-05 

KADSEM>0 L Region 4. Dallas, Reactoi Operations Nuclear Support 
Qranch 00/06^06 Ip 


— 60062^40186 Responds to NRC Itr re violations noted in IE Insp Repts 
50-31 G/aO-OS t. 50-360/00-05 Corrective actions revised 
Procedure 1304 23 I ?304 15 requiiing specific sign-off for 
each leak rate test folloiiiing containment entries 
TniMQlE,0 C Ai kansas Pquiot Light Co 00/03/09 5pp 


8006200469 Responds to IE IJulletin 80-12< ^’Uecag Heat Removal Sys 
OperabUltg " Analyses of procedures foi safeguarding 
against loss of sys capability should bo completed by 
6008 1 5 

CAVANAUGH, W Arkansas Power I Light Co 00/06/12 3pp 


R Periodic operating ropoi ts related correspondence 


6006110142 Forwards "Annual Environ Monitoring Rept " 
TRHiaLE, D C Arkansas Power t< Light Co 80-/09/12 Ip 


— 8006110154 "Annual Cn/iron Monitoring Rept " Oversiie drawing end 
^1 Arkansas Power Light Co 80/05/12 400pp 


0006190983 Forwards monthly operating rept for May 1900 
TRIMBLE, 0 C Arkansas Power tc Light Co 00/06/13 Ip 


--60061905B9 Monthly operating rept for May 1900 

PENDERCRAFTi R Arkansas Power & Light Co 00/06/13 9pp 


E Reportable occurrences, LERs U related correspondence 


6006090386 Forwards updated LER 0O-O2a/O33<-1 

TRIMBLE, D C Arkansas Powor Light Co 00/06/02 Ip 


— B006090394 Updated LER 80-022/03X-1 on 800506i while perfonnlng testing 
on steam driven emergency feedwater pump, 2P7A, pump tripped 
three times due to overspeed Caused by mechanical 
adjustments to pump ^ driver controller Reduced idle speed, 
PENDERORAFT, R Arkansas Power 1* Light Co 30/06/02 2pp 


0006230430 Forwards LER Q0-025/03L-0 

TRIMBLE, D C Arkansas Power i Light Co BO/06/04 Ip 


—0006230457 LER 0O-O2S/O3L-O on 0OOSO7, during Mode 1 operation. control 
room alarm indicated valve 2CV-56S7 to be open when valve 
was closed Caused by position switch misalignment dua to 
loose icrow Switch realigned 

PENDERORAFTi R Arkansas Power 8< Light Co 30/06/04 ip 


3006230530 RQ 50-360/00-037 on 0OO6O3< safety injection tank boron 
concentrations reported out of Tech Spec condition 
Possibly caused by boron strati f ica tion Roron concentration 
adjusted h cause being investigated 

O'HANLON. J P Arkansas Power & Light Co 00/06/04 2pp 


3006180450 Forwards LER 0O-O26/O3L-O 

TRIMBLErO C Arkansas Power (> Light Co 00/06/11 Ip 


— 8OQ610O46O LER 0O-O26/O3L-O on 000514. control room air conditioner 
compressor. 2VE~1A. tr ipped Causad by unit tripping on freeie 
protection due Id too small of load for chiller when 
providing cooling for core protection computer room 
SHIVELY. C N Arkansas Power Light Co 00/06/11 tp 


B006170625 Forwards LER 0O-O27/O3L-O 

TRIMDLE, D C Arkansas Power «< Light Co 00/06/12 ip, 


— 0006170634 LER 0O-O27/O3L-O on 800516. dur ing Mode 1 operat I on. »vc water 
hanger 2HCB-33-10 on loop 1 found broken Caused by Improper 
Installation Hangar rod had only one thread engaged it could 
not hold toad Hanger reinstalled properly 
SHIVELY. C N Arkansas Power & Light Co 00/06/12 Ip 


8006180456 Forwards updated UER 0O-O12/O3X-2 

TRIMBLE. D C Arkansas Power t Light Co 00/06/12 Ip 


—0006180459 Updated LER eO~Ol2/03X-2 on 0OO2S2. wh 1 1 e performing iB-month 
surveillance test on diosel generator 1, unit load 
oscillation V vibration became apparent Caused by broken 
generator rotor shaft 

SHIVELY, C N Arkansas Power S. Light Co BO/06/12 Ip 


8006180463 Forwards LER BO-oa0/O3L-O 

TRIMBLE, D C Arkansas Power 4 Light Co 00/06/12 Ip 


--0OO618O467 LER B0-02S/03L~0 on 600516, dur mg Mode 1 operation, A steam 
generator high level pratnp/trip signal received on channel 
C PPS Caused by power supply failure on bistable card Card 
replaced V channel tested 

SHIVELi', C N Arkansas Power t- Light Co 00/06/12 Ip 


8006300359 Forwards LER B0-O30/03L-O 

TRIMDLE. D C Arkansas Power i Light Co 00/06/16 Ip 


—6006200363 LER QO-030/03L-0 on 800520. during Mode I operation, steam 
driven emergency feedwater pomp 2P7A tripped on overspsed 
following manual start signal Investigation did nnt reveal 
exact cause of pump trip Pump trip reset 
PENDERORaFT.R Arkansas Power fc Light Co 00/06/16 ip 


8006200430 Forwards LER S0-0a9/03L-0 

TRIMBLE. 0 C Arkansas Powor it Light Co 00/06/16 Ip 


— 8006200434 LER 60-029/03L-0 on 000520. during Mode I operation, 2 diesel 
generator deluge sys rendered inoperable Caused by delugo 
valve being intentionally removed from sve to facilitate 
needed fire sys mods 

PENDEBGRAFT. R Arkansas Power i. Light Co 00/06/16 Ip 


G006300435 forwards LER 80-037/01 T-0 

TRIMDLE, D C Arkansas Power 1 Light Co 80/06/17 ip 


—8006200493 LER 00-037/011-0 on 000603. during Mode 1 operation, safety 
Injection tankc C D. found to have boron concentrations of 
1.711 ppm t 1.620 ppm, respectively Caused by design error 
Caused by boron stratification in safety injection tanks 
SHIVELY. c N Arkansas Power S Light Co pO/06/17 Ip 


DOCKET SO-369 WILLIAM 0 MCOUIRE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents ^ correspondence 


6006030195 Forwards Matls Engineering Branch input re water chemistry 
programs W/o enc 1 

KNIOMTiJF Assistant Director for Engineering 00/04/07 Ip 


0006020019 Notification of cancelled 000519-23 meeting w/utll in 
Mecklenburg County, NC to perform design review of control 
ream 

DIRKEL, R A Licensing Branch 1 80/04/30 3pp 


8006230110 Advises OMR S. FUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure B. acceptance criteria enc 1 
EIQENHUT.D 0 Division of Licensing 90/05/20 13pp 


0006060345 Amend 64 to CPPR-B3 & CPPR-84 updating "Electrical 
Schematics." Vols 1-3 Schematic drawings available in 
Central Filet only 

PARKER, H 0 Duke Power Co 80/05/22 700pp 


0006050194 Notification of 800602-06 meeting w/util in Kicklanburg 
County. NC to perform design review of plant control room 
DIRKEL, R A Licensing Branch 1 00/09/23 3pp 


8006090266 Forwards response to TMI concerns, super sed Ing previous THl 
submittals transmitted 791119,1226 it B00129 
PARKER, H 0 Duke Power Co 00/05/23 GOOpp 


0006130127 Notification of 800602 meeting u/util in Bethesda, MO to 
discuss facility staff ing. testing 6 related matters 
DIRKEL. R A Licensing Branch 1 BO/05/30 3pp 


0006170033 Notification of G00606 meeting w/util to discuss facility 
s taff Ing. testing ^ related matters 
DIRKEL. R A Licensing Branch 1 80/09/30 3pp 


G006200623 Forwards rei^uest for addl info re radlolnglcal assessment. 
Info should be provided by 800630 

YOUNGBLOOD, D J Licensing Branch I 00/06/04 Spp 
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6006110354 Ri<pO(«f< to NRC 000403 Ur 
„4U .» .n.Ull.Uon of 

procidore* provide adequate d»iur*nce that faparatlon 

cr^.ria pr^.rl, Add I audit unwarranted 

PARKED- W f3 Dukf Power Co 80/06/05 2PP 


0006110327 Forward* reiporne to NRC 000512 r*que»t for info rt 
00/06/06 ^PP 


vtKtl nojilf* 

PARKER- H 0 Duka Powar Co 


8006120367 Foruord. -muinjhdu.. HoU.pl. fT**' 

Anilu...," in r..pon.. to HRC 800409 r.,o..t 
ipirUrt br.nU 4 r. bound. d b^ .naliii.. p.rforn.d In FSAB 
uhira only ilti}!* hraak location ataumed 
PARKER. H 0 Duka Power Co 80/06/06 2pp 

8006 120370 “Wiitinflhou.e Multiple Aperture S-nall Break ECC8 Anal«ie* 
» Duke Power Co 80/05/31 277pp 


0006200612 Suewiary of 800606 fliaeting u/util In aethetda.MD re *tatu* of 
Licensing Branch I 00/06/10 Spp 


app 1 ieation 
VOUNOBLOQD. 6 J 


0O<}62RO<185 Forward* lopplemental info on program to monitor It control 
secondary water chimiitry 

PARKEBtW 0 Duke Power Co 80/06/19 0pp 

E NRC Safety Evaluation Report iSEHli *uppl* It correipondence 

B006060221 Forward* Suppl 3 to SER Ofc of Nuclaar Reactor RaguUfcion 
lifusd evaluation in connection w/DL application W/o end 
YOUNOBLOODfB J Llcenjing Branch 1 00/03/23 2pp 


B006180S17 Rospon-se In opposition to Carolina 

800529 proposed eUment* of fact L ip^ovT^r 

initial decision No good reason J 

ajjlicatlon re spent fuel shipment U/Cortificate of Svc 
MC CARRY. 3 M Duke Power Co QO/06/13 21pp 


8006190593 Forward* proposed findings of fact «< c 

form of initial decision approving license . 

aufchorite Oconee spent fuel transportation to «< storage at 


law in 


Hearing Dranch 4 00/06/17 Ip 


McOulre 
KETCHEN. E 0 

—8006190606 Proposed findings of fact 4 f J , l*c!c nna****^*" 

initial decision approving license amend to authoriia Oc n 
*pent fuel transportation to I storage at , 

pjajo.ed trdn.cript torrucb.on. 6 C.rtifUat. uf Svc .nc 1 
KGTCHEN. E 0 Hearing Dranch 4 80/06/17 Ij5pp 

S0062003I7 Motion for extension until S00710 to respond to util OflOSaO 
motion to terminate stay of ASLB 790410 

to respond to Carolina Environ Study Group motion to admit 
new contentions 4 to reopen record W/Cert 1 f icato of 9vf 
KETCHEN. E 0 Hearing Dranch 4 80/06/17 5pp 

0006240433 Order granting extension until 800710 for NRC to respond to 

outstanding motions In OL proceeding . „ prt/n6/i9 2 qd 

LAZOfR M Atomic Safety and Licensing Board Panel 80/06/19 .Spp 

6006250233 Request for extension until 800707 to respond to Carolina 
Environ Study Group 800609 motions to admit new contentions 
l( reopen record Possibility of stipulation is being 
discussed w/intervenor Certificate of Svc *Dd]l 

KCOARRYiJ H j porter, W L Duke Power Co MCOARRY, J M OtbevoiSS w 
Liberman 80/06/24 Spp 


0006160049 Suppl 3 to SER for facility 

a Office of Nuclear Reactor Regulation, Director 
80/05/31 22pp Available at NTIS 


NURE0-0432 33 


F Security, medical, emergency l« fir* protection plans 


3005130317 Forwards clarification of NRC requlremsnts for tmargency 
respon** facilities defined in 790913 Ur Addl specific 
criteria for facilities under development 

EIBENHUr, D 0 Division of Operating Reactors 80/04/25 6ipp 


B006160074 Forwards revision to nuclear security training Ic 
qualification plan Plan withheld (ref 10CFR2 790) 

PARKER, U 0 Duke Power Co 00/06/09 Ip 


Q Inspection reports, IE Bulletins 4 correspondence 


6006060427 Forwards IE Oulletin 90~tl, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-2Q. 

^'Overload Ing of 8tructural Elements Due to Pipe Support 

O^REILLY, J P Region 2, Atlanta. Office of the Director 90/03/00 

app 

6006040275 Forwards IE Bulletin 90-12, "Decay Heat Removal By* 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davls--Be*s» 

Unit I While In Refueling Mode" end 

O^RElLLY. JP Region 2. Atlanta, Office of the Director 90/05/09 

app- 


6006230135 Notification of 800617 meeting w/utll to evaluate upgrading 
of emergency planning Region 2 G0OS3O prist release encl 
BIRKEL.R A Licinilng Branch 1 80/06/10 4pp 


O Adjudicatory correspondence 


6006240594 Forwards Lincoln County, NC Board of County Commissioners 
791001 t S00406 rtsolutions affirming position that spant 
nuclear fuel should be transported from Oconee to McGuire 
on interstate highways 

HOUSER, F H North CaroHna, Stata of 80/04/17 3pp 


6005230577 Advises that util is to submit proposed findings of fact by 
900519, non-NRC parties by B00529 I- NRC by 800609 
HCGARRY. d M Debavoise It Liberman 80/04/30 Ip. 


6006060269 Forwards applicant proposed findings of fact tc conclusions 
of law in form of initial decision 
MCGARRV.J H Debavoise L Liberman 00/05/19 Ip 


**-9006060281 Submittal of proposed findings of fact |c conclusions of law 
in form of initial decision 
MCOARRYfJ n Duke Power Co 80/05/19 Ip 


cision containing findings of fact It 
amend to authorise storage of 
Environ radiological monitoring 
^Cartiflcate of &vc 

68pp 


6006300110 Forwards IE Circular 90-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required. 

O'REILLY, J P Region 2, Atlanta, Office of the Director ao/05M3 

app 

6006090360 Aek receipt of IE Insp Rept 50-369/00-03 No proprietary 
Info 

PARKER, W 0 Duke Power Co 60/05/21 Ip 


— 8006090561 Forwards IE Insp Rept 50-369/80-03 on 000327-0404 No 
noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Dperatlons Nuc Uar Bupporl 
Branch 00/03/01 Spp 


— 8006090565 IE Insp Rept 50-369/80-03 on 600327-0404 No none omp Han* • 
noted Major area* inspected p reoperatlona 1 testing review 
of licensee response to bulletins l< circulars It followup on 
items from previous repts 

MARTIN, R 0 Region 2, Atlanta, Reactor Qperatlani Nuclear Eupfort 
Branch DONAT, T J , ORAHAM, h J Region 2. Atlanta, Gffloe of the 
Director 80/04/30 6pp 


9006100237 Ack receipt of IE Insp Rept 50-369/00-06 No proprietary 
Info 

PARKER, W 0 Duke Power Co 60/05/28 ip 


—8006190240 Forwards IE Imp Rept 50-369/90-06 on 900 4 23 **2 9. No 
noncompllance noted 

LEWI8,R C Region 2t Atlanta, Reactor Operations Nuclear Support 
Branch aO/05/OB 2pp 


3 initial decision due 

-,---tS 

exptaisious issuance of full-term DL It commencement of 
initial fuel loading In lata suAaar H/Certlf icate of Svc 
«CGARRy,J M Duke Power Co MCGARRY,J H Dibevoise & Liberman 
80/05/30, 5p p 


— 8006160246 IE Insp Rept 90-369/60-06 on 800423-25 No noncomp I lance 
noted Major areas Inspected reactor protection sgs, 
preoperatiunal test procedur e , engineered safety feature test 
package 4i signal separation criteria implementation 
MARTIN, R D Region 2, Atlanta, Reactor Operations Nuclear Support 
Dranch DONAT r T J, Region 2, Atlanta, Office of the Director 
80/05/00 4PP, 
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QOOA230360 Ack reteipt of IE Insp Rcpta 50-369/80-07 «< 50-370/00-14 on 
Q00430-0502 No proprietary into 
PARl^ER,W a Duke Poujer Co 80/06/05 IP 


— 6006230367 Tot wards IE Insp Repts SO-369/QO-07 t. 50-370/00-14 on 
B00430-0502 No none otnp 1 lanc e noted 

M'JRPHYiC C Region 2. Atlanta. Reactor Construction & Engineering 
Support Dranch 00/05/16 2pp 


—6006230371 IE Insp Repts 50-369/80-07 t, S0-37O/B0-14 on 000430-0502 No 
none otnp 1 iance noted riajor areas inspected installed 
electrical equipment fy review of neai-term operating 
licensing facilities re NUREO~O500 

HARDlJlCKfR J Region 2/ Atlanta. Office of the Director 

CONLDN. T E Region 2. Atlanta. Reactor Construe tl on 8< Engineering 

Support Draticb 00/05/15 4pp 


B006300016 Responds to IE Bulletin 80-05 re vacuum condition resulting 
in damage to chemical vol control sgs holdup tanks Tank 
design provides acceptable protection against failure due 
to vacuum conditions No tank mods are required 
PARKER. W 0 Duke Power Co 00/06/05 2pp 


5 Reportable occurrences. LERs t related correspondence 


8006170637 Refers to 000110 Itr which forwarded Significant DeliciencM 
Rept 369-370/79-13 Completion of insp has been delayed until 
000725 Schedule for completing insp of Unit 2 eq^ulpment 
remains unchanged 

PARKER. W 0 Duke Power Co 80/06/09 Ip 


DOCKET 50-370 WILLIAM B MCGUIRE NUCLEAR STATION. UNIT 2 


A Appt Ication/construc tion stage documents 6 correspondence 


0006030195 Forwards Metis Engineering Drench input re water chemistry 
programs iJ/o end 

KNIGHT. J P Assistant Director for Engineering 80/04/07 Ip. 

8006020015 Notification of cancelled 800519-23 meeting w/util In 
Mecklenburg County.NC to perform design review of control 
room 

01RKEL.R A Licensing Branch I 80/04/30 3pp 


800623D110 Advises BNR h PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0S77 re 
adequacy of applicable support structures General operating 
reactor review procedure 1* acceptance criteria and 
EISENHUT.D G Division of Licensing 00/05/20 13pp 


0006060345 Amend 64 to CPPR-BS ^ CPPR-04 updating '^Electrical 
Schematics." Vols 1-3 Schomatlc drawings available in 
Central Piles only 

PARKER. W 0 Duke Power Co 00/05/22 700p p 


8D06050194 Notification of 800602-06 meeting w/util In Mecklenburg 
County.NC to perform design review of plant control room 
aiRKEL.R A Licensing Branch I 00/05/23 3pp 


8006090266 Forwards response to TMI concernsi superseding previous TMl 
submittals transmitted 791119.1226 6 000129 
PARKER. W 0 Duke Patuer Co 00/05/23 300pp 


0006130127 Notification of 000602 meeting w/util in Bethesda.MD to 
discuss facility staff mg. testing 4. related matters 
DIRKFL.R A Licensing Branch I 00/05/30 3p p 


8006170033 Notification of 800606 meeting w/util to discuss facility 
staff ing. testing related matters 
BIRKEL.R A Licensing Branch 1 00/05/30 3pp 


8006200623 Forwards request for add I info re radiological assessment 
Info should be provided by 000630 

YOUNG □ L OOD. B U Licensing Branch I 00/06/04 5pp, 


0006110354 Responds to NRC 00040? Itr requesting independent plant^wide 
audit of Installation of saf ety-related equipment Facility 
procedures provide adequate assurance that separation 
criteria properly implemented Addt audit unwarranted 
PARKER, W □ Duke Power Co 80/06/05 2pp 


6006110327 Forwards response to NRC 000512 request for info r* reactor 
vessel noitles 

PARKER. W 0 Duke Power Co 00/06/06 4pp 


6006120367 Forwards " Wes t mghouse Multiple Aperture Small Break ECC8 
Analyses, " in response to NRC 000409 request Multiple 
aperture breaks are bounded by analyses performed in FSAR 
where only single break location assumed 
PARKER. W D Duke Power Co 80/06/06 2pp 


— 0006120370 "Nest i nghouse Multiple Aperture Gmail Break ECCS Analyses 
e Duke Power Co BO/05/31 277pp 


6006200612 Summary of 800606 meeting w/util in Bethesda.MD re statue of 
app 1 icat 1 on 

YOUNGBLOOD. B U Licensing Branch 1 00/06/ 10 5pp 


6006240485 Forwards supplemental info on program to monitor it control 
secondary water chemistry 
PARKER, W 0 Duke Power Co 00/06/19 Gpp 


E NRC Safety Evaluation Report (6£R). suppls & correspondence 


0006060221 Forwards Suppl 3 to SER Ofe of Nuclear Reactor Regulation 
Issued evaluation in connection w/QL application N/o end 
YOUNGBLOOD. D J Licensing Branch I 80/05/23 2pp 


6006180049 Ouppl 3 to SER for facility 

e Office of Nuclear Reactor Regulation. Director NUREO-0422 03 
00/05/31 22pp Available at NTIS 


F Security, medical, emergency & fire protection plant 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT. D O Division of Operating Reactors 00/04/25 6ipp 


6006160074 Forwards revision to nuclear security training it 
qual if icatlon plan Plan withheld (ref 10CFR2 790) 

PARKER, W 0 Duke Power Co 80/06/09 Ip 


8006230135 Notification of 000617 meeting w/util to evaluate upgrading 
of emergency planning Region 2 000530 press release end 
DIRKEL. R A Licensing Branch 1 80/06/10 4pp 


0 Adjudicatory correspondence 


0006240594 Forwards Lincoln County.NC Board of County Commissioners 
791001 f( 600400 resolutions affirming position that spent 
nuclear fuel should be transported from Oconee to McGuire 
on interstate highways 

HOUSER. F M North Carol ina. State of 09/04/17 3pp 


GD05230577 Advises that util Is to submit proposed findings of fact by 
000519. non -NRC parties by B00529 NRC by 000609 
MCOARRY. J M Debevolse «. Liberman 80/04/30 Ip 


0006060269 Forwards applicant proposed findings of fact it conclusions 
of law In form of Initial decision 
MCOARRY, JM Debevoise & Liberman 00/05/19 Ip 


— 0006060-201 Submittal of proposed findings of fact S( conclusions of law 
in form of Initial decision 
MCOARRY, JM Duke Power Co 80/05/19 Ip 


— 0006060206 Proposed initial decision containing findings of fact fc 
conclusions of law. approving amend t,o authorise storage of 
Oconee spent fuel at McGuire Environ radiological monitoring 
program shall be maintained N/Certif Icatv of Sve 
MCOARRY, J M Duke Power Co 00/05/19 SSpp 


8006110205 Motion to terminate stay of ASLD 000410 initial decision due 
to NRC 600523 issuance of Suppl 3 to SER Requests 
ekpeditious issuance of full-term OL it commencement of 
initial fuel loading in late summer U/Certif icate of 8vc 
MCOARRY. J M Duke Power Co MCOARRY, J M Debevolse k Liberman 
80/05/30 5pp 


0006180517 Response in opposition to Carolina Environ 8tudy Group 
000529 proposed elements of fact it conclusions of law toward 
initial decision Mo good reason presented for not approving 
application re spent fuel shipment W/Certif Icate of 8vc 
MCOARRY. J M Duke Power Co 80/06/13 21pp 


0006190593 Forwards proposed findings of fact ^ conclusions of law in 
farm of initial decision approving license amend to 
authorise Qconee spent fuel transportation to 6 storage at 
McGuire 

KETCHENfE 0 Hearing Branch 4 80/06/17 Ip 
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-*-B006190£>Oi Proposed findings or fact -S' conclusioris of lau; in form of 
initial decision approving license amend to authorize Q-conBe 
spent fuel transportation to I storage at McOuire 
Proposed transcript correction! It Certificate of Svc end 
KETCHEN,£ G> Hearing Dranch 4 0O/Ot/17 155pp 

€300i200ai7 Motion fqr extension until BO07IO to respond to utii 900530 
notion to terminate stay of ASLB 790418 Initial decision It 
to respond to Carolina Environ Study Group nation to admit 
neu contentions -t to reopen record M/Certl f icato of Bve 
KETCHEM/G G Hearing Branch 4 80/06/17 Spp 

B006240435 Order granting estonsion until S007j0 for NRC to respond to 
outstanding notions in OL p?ocecding 

LAZO»n M Atomic Safety and Licensing Hoard Panel 90/06/19 Spp 

8006330253 Request for extension until 800707 to respond to Carolina 
Environ Study Group 000609 motions to admit neu contentions 
k raopen record Possibility of stipulation is bolng 
discussed td/ intervenor Certificate of Svc end 

^COARRVj J « I PonTER, H L Ouke Power Co MCOARRY. J 11 Debevuise k 
Liberman 00/06/24 3pp 


Q Inspection reports^ IE Hullotins t* correspondence 


0006060427 Foruards IE Bulletin 90-11. “Masonry Hall Design ” No action 
ar written response required JE Info Notice 79-28. 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLTiJ P Region 2. Atlanta. Office of the Director 80/05/08 

2pp 


e006iS01SQ Act receipt of 800410 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Ropt 50-370/90-01 
MURPHY.C E Region 2. Atlanta. Reactor Construction k Engineering 
Support Hranch 0O/O5/OB ip 


'8006120134 Responds to N-RC 000211 Itr re violations noted in IE Insp 
llept 30-370/00-01 Corrective actions weld buildup of 
undersired uelds underway w/completion by 800516 
PARKER. U 0 Duke Power Co 80/04/10 2pp 


—600612013? Responds to NRC 900211 Itr re violations noted in IE Insp 
Rapt 50-370/90-01 Corrective actions complete reinsp madf 
of socket ueltf flanges using greater than schedule 40 pipe 
All rejected welds documented tt will be repaired 
PARKER. W 0 Duke Power Co 00/03/27 2pp 


—0006120145 Forwards IE Insp Repfc 50-370/00-01 on 800109-11 4. notice 
of violation 

BRYANT, if C Region 3, Atlanta. Reactor Construction k Enginearing 
Support Hranch BO/OS/ll 2pp 


'0006120148 Notice of violation from insp on 900109-11 

e Raglan 2. Atlanta. Office of the Director B0/02/0Q 2pp 


■0006120151 IE Insp Rept SO-37O/0O-OJ on 000109-lf Noncamplianct noted 
undersize socket ue Idsf mi ss ing drawing k improper 
subassembly dimension Inspector did not know offset 
requirement for final welded joint 

HGRDTrA R Region 2, Atlanta. Reactor Construction k Engineering 
Support Branch GIRARD. E H Region 2. Atlanta.^ Office of the 
Director QO/02/OS Spp 


8006040273 Forwards IE DuHetin BO-12, "Deeay Heat Removal 3ys 
Operability No written response required IE Info Notice 
00-20, "Loss of Decay Heat Removal Capability at Davis-Bess# 

Unit 1 Nhlle in Refueling Mode" end 

O^REILLV. U P Region 2, Atlanta. Office of the Director 00/05/09 
2PP 


G0O63DD110 Forwards IE Circular GO-ll, "Emergency Diesel Generator Luba 
Oil Cooler Failures *' No written response required 

□ 'REILUY-J P Region 2, Atlanta. Office of the Director 00/05/13 

2PP 


8006230360 Ack receipt of JE Insp Repts 50-369/80*07 k 50-370/80-14 on 
000430-0502 No proprietary info 
riAoue-ii .1 " r, , ^ Co 80/06/05 IF 


'ts 90-369/00-07 k 30-370/90-14 on 
noted 

a. Reactor Construction k Engineering 

•pp 


— Q006230371 IE Insp Repts 50-369/00-07 k 50-370/00^14 on 000430-0502 Na 
none oinp 1 1 arc e noted Major areas inspected installed 
electi ical equipment ft review ot near-term operating 
licensing facilities ro NUREG-OS00 

HARDWICK. R J Region 2, Atlanta. Office of the Director 

CONLONI. T E Region 2, Atlanta. Reactor Construction k Engineering 

Support Branch 00/05/15 4pp 


0006300016 Responds to IF Bulletin 90-09 re vacuum condition resulting 
in damage to chemical vol control 4ys holdup tanki. Tank 
design piovides acceptable protection against failure duo 
to vacuum conditions No tank mods are required 
PARKER. W 0 Duke Power Co BO/06/05 2pp 


S Reportable occurrences. LERs k related con espondence 


Q006170637 Refers to QOOJlO Iti which forwarded Significant Deficiency 
Rept 369-370/79-13 Completion of insp has been delayed until 
Q00725 Schedule for completing insp of Unit 2 equipment 
remains unchanged 

PARKER. W Q Duke Power Co 90/06/09 Ip 


DOCKET 50-373 LASALLE COUNTY STATION. UNIT i 


A App 1 lea ti qn/construc 1 1 0 X 1 stage dacuments k correspondence 


9006230110 Advises DUR k PNR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure k acceptance criteria end 
EISENHUT. D 0 D i v i s i on of L i c ens 1 ng 80/05/30 I3pp 


9006020515 Requests info rc noizle base metal matl spec type k grade, 
clad process type, dec trode size k number of clad layers k 
heat Input for each layer to define potential for cracking 
in reactor vessel nozzles 

YOUNGBLOOD. D J Licensing Branch I 00/05/23 2pp 


8006230001 Summary of 0004 10 meeting u/Kai k It owners group re 
suppression pool temp response to saf ety /rel 1 ef actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SU. T M Containment Systems Qranch 00/05/30 4pp 


9006190270 Forwards "Mark II Design Assessment Rept. "Revi s Ion 0 
Revision updates Chapter 6 re suppression pool water temp 
response 

PEOPLER.D L Commonwealth Edison Co 00/06/05 Ip 


— BOO61GO201 "Mark II Design Assessment Rept." Revision 0 
» Commonwealth Edison Co 00/06/01 37pp 


B006190089 Forwards trip rept i summary of Q0D424 k 25 meeting w/ 
Sargent k Lundy in Chicago. IL re soil structure interaction 
BOURNIA. A Licensing Branch 1 00/06/05 3pp 


— 8006190095 Trip rept k summary of 000424 k 25 meeting w/Sargent k Loriy 
in Chicago. IL re soil structure interaction 
CHAN. 8 P Structural Engineering Branch 80/06/03 3pp 


9006230137 Forwards "For Commont" edition of NUREO-0619 Describe* 
technical i ssues. stud ios k analyses performed by OE 
Comments should be forwarded to NRC by 800707 W/o end 
GI5ENH0T. D 0 Division of Licensing 00/06/06 2pp 


0006180621 Notification of 000613 meeting w/BWR Licensing Resolution 
Group in Dethesda.riD to discuss progress 
UILSON. / N Licensing Oi anch 1 00/06/09 lOpp 


8006250130 Discusses roorgani rat ion of Ofc of Nuclear Reactor 
Regulation ftv advises that mgt responsibilities re facility 
have been assigned to A Bournia Reorganization charts encl 
TEDESCD. rt L Assistant Director for Licensing 00/06/lS lipp 


8006250321 Summary of 800514 meeting w/utils In Bethesda.MD re 
organization k objectives of BIJR licensing resolution group 
Agenda k viewgraph encl 

WJLaONi J N Operating Reactors Branch 4 00/06/17 llpp 


8006300453 Submits update of scheduled commerical svc dates for 
fac i 1 it irs. ref lec ting delay* k scheduled QL fuel load 
dates Stresses importance of continued licensing process for 
Byron k Draidwond 

PEOPLES. D L commonwealth Edison Co 00/06/20 3pp 
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800627030t> Forwarrfs revised Revisions 11 h 12 consisting oF Page 1-7 of 
CE-l-A, ‘'Cornu Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on uhich 
eq.uivaleT>t education requirements will be established 
PEOPLCSr D L Commonujea 1 th Edison Co B0/0i»/23 Ip 


F Security- medical, emeigoncy tire protection plans 


8006020254 Notifies that neiii telephone sys called Health Physics 
Netujark <HPN) has been installed at site Sys intended for 
use during emergencies to link cill pouer plants in NRC 
Erneryency Notiricaiion Sys hotline uill also bo used 
k^EPPLtR. J G Region 3. Chicago# Ofnee of the Director 00/04/lB 
2pp 


0CO9l3O“lt7 Forwards c lar i + icat i on of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT^D G Division of Operating Reactors 00/04/23 61pp 


0OO6O3O(}O4 Notifies util that 000324 safeguards contingency plan 
needs revision t addl info Details of required addl infp 
end End withheld (ref 10CFR2 790) 

YQUNGBLQOD.B J Licensing Branch 1 00/05/23 2pp 


8006160293 Forwards Revision I to draft emergency plan Emergency plan 
station annexes also encl 

PEOPLES# D L Commonwealth Edison Co 80/06/04 2pp 


--B00&160334 Draft emergency p Ian annex 

*» Commonwealth Edison Co 00/07/31 50pp 


— 80061003*17 Revision 1 to draft emergency plan 
* Commonwealth Edison Co 60/07/31 13?pp 


3006240490 Responds to NRC 000425,30.0501,09 20 1 brs requesting addl 

info re guard training ^ qualification plans Requests that 
response submittal date be extended to 000804 
PEOPLES# D L Commonwealth Edison Co S0/06/1B Ip 


K Utility Final Safety Analysis Report IFSAR) it amends 


8Q061S036*) Forwards Amend 49 bo FSAR# tnc 1 ud ing responses to seven 
second i ound quest l ons# vo luntary text i- response revisions 
PEOPLES, D U Commonwealth Edison Co 80/06/09 Ip 


— 6006100369 Amend 49 to FSAR Oversiie drawings encl 
* Commonwealth Edison Co 00/06/05 iOOOpp 


Q Inspection reports# IE Bulletkns i correspondence 


8006060325 Forwards IE Insp Repts 50-373/80-10,50-374/00-11, 
50-454/80-06, 00-445/30-06, 90-496/00-02 i< 50-497/80-02 from 
meeting on 000328 No noncomp 1 iance noted 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/04/24 

2pp 


— 0006060333 IE Insp Repts 50-373/80-18# 90-3/4/00-1 1# 50-434/80-06. 
30-455/00-06# 50-456/00-02 i S 0 - 457 /G 0-02 from meeting on 
600326 Areas inspected status of three stations under const 
FIOflELLIiO Region 3# Chicago, Reactor Construction ^ Engineering 
Support Branch SCHI^EIBIN/# E N . BARRETT. P A Region 3# Chicago. 
Office of the Director 00/04/14 4pp 


EOO61302SS Forwards IE Insp Repts 50-373/80-12 t SO-374/00-09 on 
800312-14 fy 10-19 if notice of violation 

F10RELLI#0 Region 3# Chicago# Reactor Construction (. Engineering 
Support Branch 00/04/26 2pp 


--8006130257 Notice qf violation from insp on 800312-14 U lB-19 
Region 3# Chicago# Office of the Director 80/04/14 Ip 


—00106130259 IE Insp Repts 50-373/00-12 6 50-374/00-00 on 800312-14 & 
18*19 Noncomp 1 lance noted deficient design control for small 
bore piping suspension sys 

YIN# I T Region 3# Chicago. Office of the Director 
DANIELSON# D H Region 3, Chicago, Reactor Construction & 
Engineering Support Branch 80/04/14 7pp 


0006 1 707 56 Forwards IE Insp Repts 50-373/80-20 & 50-374/00-13 on 
000401-03 09 S' notice of violation 

FIORELCIiG Region 3# Chicago. Reactoi Construction 5- Engineering 
Support Branch 00/04/26 2pp 


— 0006170764 Notice of violation Prom insp on 800401-03 08 

« Region 3, Chicago# Office of the Director 00/04/22 2pp 


— 8006170774 IE Insp Repts 50-373/00-20 t- 50-374/00-13 on B00401-03 it 08 
Noncomp 1 lance noted inadequate design control, lack of work 
procedures ^ lack of QA audits 

DANIELSON# D H . YIH# I T Region 3, Chicago# Office of the 
Director 00/04/22 6pp 


0006170726 Forwards lE Insp Repfc 50-373/00-14 on 000303-31 No 
noncompliance noted 

HEISHt.AN, R F Region 3# Chicago, Reactor Operations Nuclear Support 
Branch 80/05/03 2 pp 


— 8006170736 IE Insp Repk 50-373/00-14 on 800303-31 No notic omp 1 lanc e 
noted Major areas inspected procedures, preoperational test 
program fy actions on previous insp findings 

5PE5SARD. R L • WALKER# R D Region 3. Chicago, Office of the 
Director 00/05/02 7pp 


0006190177 Forwards IE Insp Rept 50-373/00-22 on 000415-16 
Wo noncomp I iance noted 

FIORELLI.O Region 3. Chicago# Reactor Construction 6 Engineering 
Support Branch 80/05/07 2pp 


--Q006i90IB2 IE insp Rept 90-373/00-22 on 000415-16 No no ncomp 1 lance 
noted Major areas inspected instrument line hangars & 
nonconformance control 

KNOP#R C . BARRETT. P A Region 3. Chicago# Office of the Director 
BO/05/05 3pp 


8006190357 Forwards IE Insp Rapts 50-373/80-21 ?< 50-374/80-14 on 
800408-10 No noncotnp I lance noted 

FIORCLLlfO Region 3# Chicago. Reactor Construction &< Engineering 
Support Branch 00/09/09 2pp 


— 8006190366 IE Insp Repts 50-373/60-21 it 50-374/00-14 or 800400-10 No 
nohcomp 1 iance noted Major areas inspected action on 
previously identified i terns# rece ivlng documentation for 
reactor vessel holddown bolts recirculation piping status 
DANIELSON# D H . ERB.C M Region 3# Chicago# Offic* of th« 

Director 80/05/00 4pp 


8006200131 Forwards IE Insp Rept 50-373/00-15 on 000219-22# 26-29# 0304- 
07 t( 19-22 i notice of violation 

HE1SHMAN#R F Region 3. Chicago# Rcactoi Operations Nuclear Support 
Branch BO/OS/09 2pp 


— 8006200136 Notice of violation from insp 0QO219-22# 26-29# 0304-07 t< 
19-22 

* Region 3, Chicago# Office of the Director 00/05/09 4pp 


— BG06200141 IE Insp Rept 50-373/Q0-15 on 800219-22# 26-29. 0304-07 U 
19-22 Nunc omp 1 iance noted failure to have program to 
maintain cleanliness i madaquabe procedural requirements 
HElSHMANiR F Region 3# Chicago, Reactor Operations Nuclear 
Support Branch MAURA, F * REIMANN#F Region 3, Chicago, Office of 
the Director 00/05/09 lOpp 


8006230055 Forwards IE Imp Repts 50-373/60-19 5. 50-374/BO-12 on 
800401-03 i J9-17 No noncomp 1 iance noted 

FIORELLtrG Region 3. Chicago# Reactor Construction fcc Engineering 
Support Branch 00/05/13 2pp 


—0006230060 IE Insp Ropts 00-373/00-19 6 90-374/00-12 on 900401-03 tt 
iS-l? Wo noncompliance noted Major areas inspected rework 
procedures , recelp t inep.iii-old rod control i action on 
previous items 

H1LLIAT13#C C , JONES, C E Region 3# Chicago# Off lea of the 
Director 00/05/09 6pp 


B006240032 Forwards lE Insp Ropts 50-373/80-23 It 50-374/80-15 on 
800430-0501 No noncompl lanc e noted 

FI0RFLLI#G Region 3# Chicago# Reactor Construction it Engineering 
Support Branch 00/09/16 2pp 


— 8006240041 IE Insp Repts 50-373/00-23 50-374/00-15 on 800430-0801 No 

noncomp 1 iance noted Major areas inspected suppression pool 
mod i installation of radiation seals 

WILLIAMS# C C . NEI8LER. J H Region 3. Chicago# Office of the 
Director 80/05/14 4pp 


8006100547 Ack receipt of S00430 6 0515 Itrs providing addl 
c lai i f Ication re actions taken to correct noncompliance 
noted In IE Insp Repts 50-373/80-04 i 50-374/80-03 
FIORELLlrO Region 3# Chicago# Reactor Construction St Engineering 
Support Branch 00/06/04 Ip 


— B0061G0550 Responds to 800411 request for clarification re actions 
taken to correct noncomp I iance noted in IE Insp Repts 
50-373/80-04 fr 50-374/00-03 Engineering change notices will 
be identified In monthly A/E spec status rept 
PEOPLES. D L Commonwealth Edison Co 80/04/30 4pp 
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9006190552 Rupontf* to 900411 requBSt for cUrtfication re action* 
taken to cornet noncctTpl lance noted m ]E Inep Rtptt 
SO-373/80-0^ 6 50-374/00-03 Engineering change notice statu* 
rept uill be reviewed bg AE for accuracy te completeness 
PEOPLED ■ D L ComfflOntt/ealth Edison Co 00/05/15 2pp 


8006270306 Forwards revised Revisions 11 6 12 consisting of Page 1-7 
CE-1-A< ’'Comm Ed QA Program for Muclear Generating 
Stations ” Revised Revision 11 includes basis on which 
eq.utvalent education rot^ul r emonis will be established 
PEOPLESi D L Commanwea ) th Edison Co 0O/O6/P3 ip 


8006230104 Formardi reggest for info on BUR cracking of jet pump 
holddovn beanisr dtscr ibed in IE Bulletin B0'07 

YOUROSLOQDi B J Procedures t Test Review Branch GO/06/04 3pp 


0006250263 Ack receipt of 000529 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-373/80-12 & 
50-374/00-00 

FIORElLIiO Region 3f Chicagoi Reactor Construction 6 Engineering 
Support Branch 80/G6/tl Ip 


—8006250266 Responds to NRC 000426 Itr re violation noted in IE Imp 
Rtptt 50-373/80-12 50-374/80-08 Corrective action* design 

initruc tions are being revised to provide clearer 
re sponsibi ( 1 ties & wort procedures 

PEOPLES# D L Commonwealth Edison Co 00/05/29 2pp 


9 Reportable occurrences# LERi 6 related correspondence 


6006200024 Final Part 31 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows & 2-inch tees were mfg to 
A234UPB requirement Investigations conducted ti closed at 
46 listed fecilitias 

SEAY^J L Chemtron Carp . Tube Turns Div 80/06/06 3pp 


F Security# medical# emergoncy K fire protection plans 


6006020254 notifies that new telephone sys called Health Physics 
Network (HPNl has been installed at site By* intended for 
use during emeigencies to link all power plants WRC 
Emergency Notification Sys hotline will also bo used 
KEPPLER# J 0 Region 3# Chicago# Office of the Director 80/O4/JO 
2pp 


0005130317 Forwards clarification of NRC requiroments for emergency 
response facilities defined in 790913 Itr Add! spadific 
criteria for facilities under development 

EISENHUT.D G Division of Operating Reactors 00/04/25 6\pp 


8006030004 Notifies util that 000324 safeguards contingency p Un 
needs revision &c addl info Details of required addl info 
end Enel withheld <rpf 10CFR2 790) 

VOUNOBLQOD. B J Licensing Branch 1 BO/05/23 2pp 


9006100293 Forwards Revision I to draft emergency plan Emergency plan 
station annexes alto end ’ ^ 

PEOPLES# D U Commonwealth Edison Co 80/06/04 2pp 


DOCKET 50-374 LASALLE COUNTY STATION# UNIT 2 


8006160324 Draft emergency plan annex 
♦ Com.TionweaUh Edison Co 00/07/31 50pp 


A App 1 ication/construction ttage documents 6 comtpondence 


0006230110 Advises BWR I# PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 5 acceptance criteria end 
EISENHUTiD 0 Division of Licensing 60/05/20 t3pp 


— D0061B0347 Revision 1 to draft emergency plan 
e Commonwealth Edison Co 00/07/31 I39pp 


6006240490 Responds to NRC 000425, 30. OSOl# 09 U 20 1 trs request Ino 
info re guard training fx qual i f icat ion plans Requests that 
response submiCtal tfabe bo extended to 800004 
PEOPLES# D U Commonwealth Edison Co 00/06/10 ip 


addl 


8006020515 Requests info re notxle base metal mail spec type I# grade# 
clad process type# #1 ectrode site number of clad layers 
heat input for each layer to define potential for craeklno 
in reactor vessel notiles 

YOUNOBLOOD# S J Licensing Branch 1 00/05/22 2pp 


8006230001 Runvmary of B004IO mseting w/Mark II owners preup re 
suppression pool temp response to saf ety/ril lef actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SUrT K Containment Systems Branch 60/05/30 4pp 

8006180278 Forwards "Mark U Dasign Assessment Rept# “Revision 0 
Revision update. Chapter 6 re suppression pool Saier temp 
response 

PEOPLES# D L Commonwealth Edison Co 00/06/05 Jp 


"-80061B02BI "Nark II Design Assessment Rept#" Revision a 
* Commonwealth Edison Co BO/06/Ot 37pp 


8006190099 Forwards trip rapt It summary of 000424 & 25 maatino u/ 
ISmiil i ’■7?'' in Chicago# IL re soil structure InterlHun® 
BOURNIAiA Licensing Branch I 00/06/03 3jjp 


HAN#S. P Btructural Engineering Branch 80/06/03 3 pp 

Byron t# Braldwood^ * ° continued licensing process for 

PEOPLES, D L Commonwealth Edison Co 00/06/20 2 pp 


H Utility Final aafety Analysis Report <FSar) )k amende 


J -T f ■ u#niM iiiv tuu 4n9 responses CO i 

questions# voluntary text rwspanse revisions 
PEOPLES, 0 L Commonwealth Edison Co 80/06/0 5 Ip 


—0006180369 Amend 49 to F8AR Ovarsiie drawings end 
* Commonwealth Edison Co 0O/O6/OS lOOOpp 


reports, lE DuUotins L correspondence 

6006060325 Forwards IE Insp Repts 50-373/00-10,90-374/00-11, 
50-454/60-06# 00-445/00-06. SO-456/00-oa «< SO-4&7/0O-OS from 
meeting on 60032^8 No noncomp 1 lance noted 

KEPPLER.v/0 Region 3, Chicago# Office of the Director 80/04/24 
—0006060333 IE Insp Repts 50-373/80-18# 50-374/60-11# 50-494 /flO-OA 




■8006130257 Notice of violation 
* Region 3# Chicago, Office 


from Insp on 000312-14 8t 18-19 
of the Director 80/04/14 Ip 


core piping suspension sys 

DAN/ELflOW Office of the Director 

o Radon 3, Chicago# Reactor Construction L 
EnglneeTlng Support Branch 80/04/14 7pp 


000401-03 L 08 $< ndl^rof^vidaUcn 






M/ T/ on 


—8006170764 Notice of violation from i 
* Region 3. Chicago, Office of the 


nsp on 000401-03 ?< 08 
Director 80/04/22 


2pp 


□ I 
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-'9006170774 IE Insp Repts 50-373/80-90 fc 50-374/00-13 on B00401-03 8c 08 
None omp ) Loncp ngted inadequate design central r lack of work 
procedures 8< lack of QA audits 

DANIELSON, D H * /IN, 1 T Region 3, Chicago, Office of the 
Director 80/04/22 6pp 


8006190357 Forwards IE Insp Rop fcs 50-373/00-21 8i 50-374/BO-14 on 
600403-10 No noncomp 1 lanc e noted 

FiDRELLIiO Region 3, Chicago. Reactor Construction & Engineering 
Support Sranch 00/05/09 app 


— 0006190366 IE Insp Repts 50-373/00-51 8, 50-374/80-14 on 900408-10 No 
none omp 1 lent e noted Majoi areas inspected action on 
prevkogslg identified t tpms, rec e lying dacumentat ion for 
reactor vessel holddouin bolts 8. recirculation piping status 
DAi^IELSON.D H , ERB, C N Region 3, Chicago, Office of the 
Director 00/05/09 4pp 


0006230055 Forwards IE Insp Repts 50-373/80-19 8, 50-374/90-12 on 
900401-03 U 15-17 No noncomp I iante noted 

F1GRELLI,G Region 3, Chicago, Reactor Construction 8e Engineering 
Support Drench 00/05/13 2pp 


— 8006230060 IE Insp Repts 50-373/80-19 & 50-374/00-12 on 800401-03 St 
15-17 No noncompliance noted Major areas inspected rework 
p r oc edur e s I rec e i p t Inspiweld rod control U action on 
previous items 

WILLIAMS. C C , JONES. C E Region 3, Chicago, Office of the 
Director 00/05/09 6pp 


8006240035 Forwards !E Insp Repts 50-373/80-23 U 50-374/00-15 on 
800430-0501 No none amp 1 i anc e noted 

FIORELL^O Region 3, Chicago, Reactor Construction Engineering 
Support Dranch 80/05/16 2pp 


—8006240041 IE Insp Repts 50-373/80-23 Ic 50-374/00-15 on 800430-0501 No 
none ornp 1 lance noted Major areas Inspected suppression pool 
mod i installation of radiation seals 

NlLf-IAMB,C C , NEiSLERr J H Region 3, Chicago, Office of the 
Director 00/05/14 4pp 


8006160547 Ack receipt of 000430 i 0515 Itrs providing addl 
< 1 ar i f ication re actions taken to correct noncompl lance 
noted in IE Insp Repts 50-373/00-04 U 50-374/80-03 
FlQRELLliO Region 3, Chicago, Reactor Conetructl on t( Engineering 
Support Branch 00/06/04 ip 


— QOO610OS5O Responds to 800411 request for c Lar i f 1 cation rt actions 
taken to correct noncamp I iance noted in IE Insp Repts 
50-373/00-04 50-374/00-03 Engineering change notices will 

be identified in monthly A/E spec status rept 
peoples, D L Commonwealth Edison Co 00/04/30 4pp 


— 0OO61QOS52 Responds to 800411 request for clarification re actions 
taken to correct noncompliance noted In IE Insp Repts 
50-373/00-04 50-374/80-03 Enflitioering change notice status 

rept will be reviewed hij AE for accuracy & completeness 
PEOPLES, D L Commonwealth Edison Co 80/05/15 2pp 


9006230104 Forwards request for info on DMR cracking of jet pump 
holddown beams, described in IE Bulletin 60-07 

YGUNGDUaOD, B J Procedures Ik Test Review Branch 80/06/04 3pp 


B006250263 Ack receipt of B00529 1 tr informing KRC of steps taken to 
correct violation noted in IE Insp Repts 50-373/80-12 U 
50-374/00-09 

FIQRELLtrO Region 3, Chicago, Reactor Construction S* engineering 
Support Branch 00/06/11 Ip 


— 8006250266 Responds to NRC 600426 1 tr r« violation noted in IE Insp 
Repts 50-373/80-12 8< 50-374/80-08 Corrective actions design 
instructions are being revised to provide clearer 
responsibilities S' work procodures 

PEOPLES, D L Commonwealth Edison Co 80/05/29 2pp 


S Reportable occurrences, LERs related correspondence 


8006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-lnch elbows 8* 2-lnch tees were mfg to 
A234UPQ requirement Investigations conducted Ic closed at 
46 listed facilities 

SEAY, J L Ghemtron Corp • Tube Turns Div 00/06/06. 3pp 


DOCKET 50-376 NORTH COAST NUC PLANT 


O Adjudicatory correspondence 


6006190132 Petition urging A5LB to hold evidentiary hearings to request 
applicant to show cause why application should not be 
dismissed due to lack of intention to build Requests costs 
t damages M/Cert If icate of Sve t, supporting documents 
FERNDfii 0 Citliens far tha Conservation of Natural Reiourcet, Inc 
00/04/30 t2pp 


— 9006190154 Interim rept of Committee on Future Energy Alternatives in 
Puerto Rico, by Energy Engineering D oard , Ass emb I y of 
Engineering Supporting documentation enc I 
* National Academy of Sciences 79/12/31 9pp 


6006100150 Response in opposition to intervener 0 Fsrnos 600430 
request for issuance of order to show cause why application 
should not be dismissed No time frame requirememts exist for 
license processing W/Cert if Icate of 5vc 

AXELRAD, t1 Puerto Rico Electric Power Authority AXELfiAD,M, 

Louiensteln, Newman, Ra is. Axe Irad Toll 80/05/19 llpp 


6006060577 Order denying 0 Fernos 1, Citizens for Conservation of 
Natural Rosourcos 000430 petition requesting evidentiary 
hearings re lack of intention to build AGLD has no 
authority to rule on motion for show cause order 
LINEBEROERpC , COLE, R F , WOLFE, S J Atomic Safety and Licensing 
Board Panel 00/05/29 4pp 


6006090302 Order directing applicant 6 NRC to provide memoranda by 
800627 re Interveners^ suspicion that applicant no longer 
intends to construct facility Intervenors may respond to 
NRC applicant by 800718 

BISHOP, C J Atomic Safety and Licensing Appeal Penal 60/06/04 
4pp 


DOCKET 50-362 WATERFORD GENERATING STATION, UNIT 3 


A Application/construction stage documents it correipondence 


8006230110 Advises BWR U PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0577 ri 
adequacy of applicable support structures General operating 
reactor review procedure tt acceptance criteria end 
EtSENHUT, D G Division of Licensing 80/05/20. 13pp 


6006200513 Forwards Round One requests for addl info r« reactor tgs- 
Request based on review of BRP it NRC guidance prior to TMl-2 
ac c ident 

SCHWENCER.A Licensing Branch 2 00/05/30 32pp 


6006110309 Submits info to clarify conformance w/insp requirements of 
ASME code, Section HI, in response to NRC G0OS07 Itr re F8AR 
Code N-symbol has been applied to Quality Groups AScB 
components State of IL 730117 Itr end 

A8WELL. D L Louisiana Power U Light Co 80/06/02 3pp. 


—0006110316 Forwards IE Insp Rept 50-362/79-01 on 79<1109-ia No 
noncompt lance noted 

SEIDLE, N C Region 4, Dallas, Reactor Construction St Engineering 
Support Oranch 79/01/31 2pp 


—0006110325 IE Insp Rept 50-302/79-01 on 790tO9-l2 No noncompl lance 
noted Major areas inspected const activities re OA/QC 
documentation of final setting S’ inetaLlatlon bf reactor 
vessel St ASHE, Class 3 code commitments. 

CR0S8MAN,W A , STEWART, R C Region 4, Dallas, Office of the 
Director 79/01/31 4pp 


8006250334 Forwards request for addl info re power Instr unentation St 
control dy-i for FSAR 

8CHWENCHR. A Licensing Branch 2 00/06/10 31pp 


8006300637 Forwards Savannah River Lab preliminary draft review rept* 
per BC0&13 telcon. Info should assist in review W/o end 
ROSA, F Power Systems Branch 80/06/20 Ip 


F Security, medical, emergency fr fire protection plans 


S0DS13O317 Forwards clarification of NRC requirements for emsrgtncy 
response facilities defined (n 790913 Itr Addl specific 
Criteria for facilities under development 

eiSENHUT, a G Division of Operating Reactors 00/04/23. 61pp 


8006240635 Forwards request for addl info for NRC review Of 800129 
safeguards contingency plan End withheld (ref 10CFR2 790), 
TEDESCOrR L Assistant Director for Licensing 80/06/09. 2pp 
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K Utility Final Safeti^ Anali^sis Report (FSAR ) & atnends 


&OO617O-203 Foruards Amend 9 to TSAR Amend Includes small break LDCA 
ana 1 5 i s ■ r e s p on 4 c 3 to Hydrology Dranch & QA Rratich 
qo«s 1 1 Gn«v c hang e s to Section 2 5 3 J 3 2 4< update of Table 
1 7~l Overeiie electrical draLifings end 

ASWELUi D L Louisiana Pouier S' Light Co BO/’DA/iO Ip 


— S00A17O29D Amend 9 to application for OL Amend Inclucftfs small brealr 
LOCA ana t V s 1 r espon s es to Hydrology Branch & OA Branch 
que s 1 1 ofis < c hang es to Section 2 2 3 I 3 2?* update of Table 
1 7-1 

ASWELL. D L Louisiana Power «< Light Co 80/06/10 2pp 


— 8006170293 Amend 9 to FSAR Ov^erslre electrical drauings end 
* Louisiana Pouer t Light Co 00/06/10 l<lOOpp 


8006180389 Cortlfiaa svc of Amend 9 to FSAR on 800616 
• Louisiana Pouor ^ Light CO 80/06/16 Ip 

0 Inspection reports# !E BuHotins & correspondence 


8006300042 forwards IE Circular e0-05i “Emargency Diesel Oenerator 
Lul»r Icat 1 r>g Oil Addition // Onsite Supply " No written 
response required 

SEYFRIT. K V Region 4. Dallas# Office of the Director 80/04/01 

Ip 

8006090090 Forwards fE Insp Kept 50-332/80-00 on 800407-10 No 
nondonp I ianc e noted 

SEIDLEjN C Region 4# Dallas# Reactor Construction & Engineering 
Support Branch 80/04/83 2pp 


—8006090097 IE Insp Rept 50-382/80-00 on 800407-10 No none ortip I lance 
noted Hador areas Inspected const activities re 
safety-related cable pulling £< terminations 

GROSSMAN^N A Region 4. Dallas. Reactor Operations Nuclear Support 
Branch KELLEV. D L # MESTERMAN. T F Region 4. Dalles. Office of 
the Director 60/04/22 •Ipp 


B006170I54 Forwards IE Insp Rept 50-392/80-00 on 800407-10 No 
none amp I lance noted 

SEIDLEiN C Region 4# Dallas. Reactor Canstructlon U Engineering 
Support Branch 60/04/23 2pp 


—6006170159 IE ln»p f\«,. v 80-03 on 800407- IJ No none ompl iance 

noted Najor areas inspected const activities safety-related 
cable pulling u terolnations 

KELLEVrD L , STEWART# R C Region 4# Dallas, Reactor Construction A 
Engineering Support Branch CROSS^AMrU A Region 4. Dallae. 
Reactor Operations Nuclear Support Branch 60/04/32 4pp 


8006040166 Ac k recelpw of 800320 Itr In response to NRC 791804 Itr# 
confirming ngt appraisal insp procedures Insp designed to 
determine how licensee manages licensed activities Following 
Interviews w/personne 1 . f Ind i n.gs will he sent to licensee 
BTELLOiV Office of Inspection 6 Enforcement# Office of the 
Director B0/0S/P6 Spp 


— B006040169 Advises that util has reviewed NRC 7912D4 Itr presenting 
performance appraisal Concern expressed re interviewing 
const personneli b 1 ased regional inspectors A documenting 
nonregulatory aspects 

UYATT#J M Louisiana Power A Light Co e0/i>3/28 Ip 


900604D29S Forwards IE Bulletin 80-12# '"Decay Heat Removal tfys 
Operability " No written response required IE Info Notice 
00-20' *’Loss of Decay Heat Removal Capability at Qavls-Betse 
Unit 1 While in Refueling Mode" end 

SEYFRIT. K V Region 4. Dallas# Office of the Director 30/05/09 

IP- 


0OO5OSO297 Responds to violation noted in IE Insp Rept 50-382/80-06 
Corrective actions piping A subassemblies removed A each 
penstratlon vacuumed of debris Openings sealed for 
protectiflti 

MCLENDON. 0 D Louisiana Rower 1 Light Co 30/05/09 2pp 


'fc 50-382/80-11 on 800429-0501 No 

eactor Operations Nuclear Support 


I- 11 on 300429-0501 No noncompl iance 
rational staffing A overall 

Region 4. Dallasr Office of the 


8006230109 Responds to IC Bulletin 79-20 le possible malfunction of 
NAMCO limit switches NAMCO limit switches are installed at 
facility Licensee has initiated pi ogram to 1 oc a te# i nsp ec t 
A correct defective limit switches 

ASWELL#D L Louisiana Power !# Light Co 80/03/14 Spp 


8006300068 Forwards IC Circular GO-12, "Va 1 ve-Shaf t-To-Ac tua tor Kay May 
Fall Out of Place Uhon Mounted Delow Horliontal Axis " No 
written response required 

SEYFRIT. KV Region 4# Dallas, Office of the Director 00/03/14 
IP 


8006110445 Ack receipt or 800509 Itr informing NRC of steps token te 
correct violation noted in IE Insp Rept 90'-392/BO*'06 
SEIDLE.U C Region 4. Dallas. Reactor Construction A Engineering 
Support Branch 80/05/20 Ip 


S Reportable occurrences. LERs 6 related correspondence 


G006200024 Final Part 21 rept to mixed heat of steel supplied by UR 
Steel rrom which 4-lnch elbows A 2-inch tees were mfg to 
A234UiPQ requirement Investigations conducted A closed at 
46 listed facilities 

SEAY. J L Cheintron Corp . Tube Turns Div 90/06/06 3pp 


8006190313 Final rept of Sigmfirant Const Deficiency 7 re loose 
control element drive mechanism guide cones C-E completed 
corrective repairs during wk ending 000315 Guide cones were 
firmly locked in p laci?. torqued A spot welded 

CRNICH, J , MtLhlI8ER#R J # HART, J Louisiana Power A Light Co 
80/06/10 3pp 


8006130384 Forwards final deficiency rept re loose control element 
drive mechanism guide cones 

A6UELL# D L Louisiana Power A Light Co 00/06/13 ip 


— 3006180391 Final deficiency re loose control element drive mtchanHn 
guide cones C-E secured A tightened each guide cone to 
60 ft. lb torque value Completed spot A tack welds visually 
inspected A approved 

CRNICH. J . MILHIESER.R J , HART. J Louisiana Power A Light Co 
80/06/10 3pp 


DOCKET 30-307 SUSQUEHANNA STEAM ELECTRIC STATION# UNIT I 


A Appli cat lon/construc t ion stage documents A correspondence 


8006Q60049 Ack receipt of 800400 Itr describing results of util 
investigation of specific employes concerns 
GRIER# D H Region 1. Ph i ladelph ia# Office of the Director 
80/05/06 Ip 


— 9006D60055 Informs NRC that investigation of 139 items mentioned In 
util 790625 Itr have been completed Findings A actions 
taken re items investigated are available at const site A 
util general ofc 

CURTIS. N N Pennsylvania Power A Light Co 80/04/08 Ip 


— 8006060064 Discusses util efforts to encourage employee A const wnrlfr 
feedback re concerns about quality of design.matl or 
workmanship at plant Personnel were sent questionnaire which 
revealed 13? specific items requiring investigation 
CURTIS. N W Pennsylvania Power A Light Co 79/06/25 2pp 


6006120387 Advises that util has consistently maintained positive 
attitude ie archaeological work in const area Util has 
allowed surveying In 1967 A funded 1978 archaeol og i cal work 
Gilbert Associates now contracted to further survey area 
8MITH# I F Pennsylvania, State of 00/05/19 Ip 


6006050435 Forwards request for addl info re refueling platform crane 
rails per review of facility application for OL 
YaUNGDUOQD#D J Licensing Branch 1 80/05/20 3pp 

B006120002 Summary of 800501 site visit to review reactor sys A 
instrumentation List of attendees end 
STARK# R Licensing Branch I 30/05/20 3pp 

8006230110 Advises BUR A PWR applicants of NRC decision to modify 
impl ementa t ion plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure A acceptance criteria end 
EIGENKUTrD 0 Division of Licensing 00/05/20 13pp 


BD06060369 Discusses summary of Case Load Forecast Panel 300320-21 *11* 
visit to facilities re util scheduling methods A present 
problems TMI impacts not included in schedule QC/OA reviews 
A documentation require 4 wks 

CURTIS. N W Pennsylvania Power A Light Co 80/05/23 2pp 
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QOO£>0&O&lB Request? enc 1 info ro instrumentot ion & control s<j» to 

ccxnpbete revieu: of appiicatiari for OL 
VOUMODLOaD, B J Licensing Branch 1 80/09/27 &pp 


8006230001 Summary of 800410 meeting w/hark II ouners group re 
suppression pool temp response to saf cty/ro 1 i of actuations 
Study concluded that Itcnit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SU* T M Containment Systems Branch 80/05/30 4pp 


B006250163 Foruards "For Comment" edition of NUREO-0619 Describes 
technical i ssuesr stud i es & analyses performed by QE 
Comments should be forwarded to NRC by 800707 U/o encl 
EISENHUT. D 0 Division of Licensing 00/06/06 2pp 


8006110222 Forwards "Design Assessment Repti Rcvi si on 3 *' Proprietary 
version withheld (ref 10CFR2 790) 

CURTIS. N W Pennsylvania Power fcc Light Co 80/06/09 2pp 


— Q006110229 "Design Assessment Rep t< Revision 2« " nonpropr istary version 
* Pennsylvania Power 6 Light Co 80/05/31 205pp 


6006160621 Notification of 800613 meeting u/BNR Licensing Resolution 
Group in BefehesdarMD to discuss progress 
UlLSON. J N Licensing Branch 1 00/06/09 lOpp 

6006300509 Forwards request for addl info ro instrumentation 6 control 
sys 

YOUNODLOOD, D J Licensing Branch 1 80/06/12 3pp 

6006250321 Summary of 000514 meeting w/utils in SethesdaiMD re 
organiiatlon t. objectives of DWR licensing resolution group 
Agenda tt viewgraph end 

MIL&On.J N Operating Reactors Branch 4 80/06/17 llpp 


D NRC Oraft/Final Environmental Statementsi suppls & correspondence 


8006020380 Notifies that Bureau of Radiological Hea 1 th# FOAi has reviewed 
draft suppl to DES. NUREQ-0564 No applicable comments 
UEAVER.C L HEU. Dept of. tl6 Public Health Service 80/05/20 Ip 


— B0060203B2 Responds to NRC 730119 Itr re request for comments on draft 
EIS Project docs not appear to represent haxard to public 
health L safety 

SEGGEL.R L Kcalthi Education I Welfare. Oept of 73/03/09 Ip 


G00612035I Forwards comments re draft EI8 for facility Recommends that 
PA Fish Commission be given opportunity to comment on 
pro j ec t 

KETCHUMiA 6 Pennsy 1 vanlaj State of 80/05/20 2pp 


8006020399 Submits comments re PE8 draft suppl review Clean Water Act 
conditions S< mgt practices re proposed dam encl Document 
should address flood haiard of spillway overtopping 
TRIE3CHNAN. W E ArmyiDept of 00/09/27 3pp 


8006030307 Comments on draft suppl to E15 re facility operation 
Provided that util implements mgt plans in consultation 
Uf/PA Fish t Dame Commlsstons.no objections offered to const 
as proposed 

RATHLEaHEROERi J Interior. Dept of 00/05/29 3pp 


8006060490 Forwards comments on draft suppl to DES ro NOREO-0564 Encl 
drawings in Central Files only 

CURTISiN U Pennsylvania Power &, Light Co BD/05/29 15pp 


8006030363 Forwards comments on draft suppl to draft ElB re operation 
of fac 1 1 ities. spec i f leal ly Pond Hill Creek Reservoir 
OAVI0. R S Environmental Protection Agency 80/05/30 4pp 


8006130308 Responds to NRC requests for comments re draft suppl to 
draft EIS Review indicates use of Cowanesque project 
currently under const would provide better water storage 
than building new reservoir 

LINOSAY^N M Federal Energy Regulatory Commission 80/06/10 2pp, 


8006170503 Forwards comments on draft suppl to DCS. addl comments on DES 
it util news release Draft suppl to DES ro Pond Hill 
Reaer-vplr is inadequate i> incomplete News release bolsters 
contention that need for plant was inadequately assessed 
HANNi D . SADEi T Susquehanna Alliance 60/06/10 8pp 


F Secuntijf medical, emergency fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 

EISENHJT, D 0 Division of Operating Reactors 60/04/25 6lpp 

8006070510 Notification of 800616 meeting u/utll in Detheida.HD to 
discuss NRC emergency preparedness requ irementi. technica I 
support ctr criteria 6 emergency response plan criteria 
STARK. R M Licensing Branch 1 80/05/30 3pp 


G Adjudicatory correspondence 


8006060487 Motion to reclassify Contentions 2.16 U 17 in public health 
& safety category Responds to NRC remaining interrogator lei 
re witnesses t evidential documents Certificate of Sve 6 
supporting documentation encl 

RALLIOAN. T J Cititens Against Nuclear Dangers 00/04/29 12pp 


8006060486 Notion requesting that applicants be required to amend DEB 
in form of supplemental publication that discusses 
consequences of serious accidents Certificate of Sve end 
Related correspondence 

HALL to AN. T J Citiiens Against Nuclear Dangers 80/04/30 5pp 


8006060264 Addl responses to applicants' NRC interrogatories in 
compliance w/ASLB 800327 memorandum & order Includes 
discussion re Rn~222 releases during fuel cyclb.per NEPA 
requirements U/Cert if icate of Sve Related correspondence 
JOKNSROP. J H Environmental Coalition on Nuclear Power 80/05/01 
15pp 


8006120027 Supplemental answers to util first round of interrogator ie* 
Alleges radiological health effects of isotopes were 
underestimated due to reliance on southwest sector rather 
than northeast sector 

BCHULTZjO R Susquehanna EnvlronmentaS Advocates 00/05/01 4pp 


B006170328 Forwards response to first round discovery requests at 
supplement to applicant answers to Environ Coplitlon on 
Nuclear Power Certificate of Sve and 

8NAPP.D A Pennsylvania Power L Light Co 80/09/01 3pp 


8006170733 Response in opposition to Citiiens Against Nuclear Danger 
800429 if 30 motions 6 replies to interrogatories Contentions 
remain lltigable under NEPA Policy re accident analysis not 
yet changed Certificate of Sve encl 

SILBERG.^ E Pennsylvania Power 6 Light Co StLBERO. d E Allegheny 
Electric Cooperative. Inc BILBERO. J E 8haw« Pittman. Potts ti 
Trowbridge 80/05/14 6pp 


6006060377 Suppl to responses to applicants' Interrogatories Intervenor 
B002il response to applicants' 600204 motion re Contantion 4 
should be included as integral part of responses to 
interrogatories H/Certi f icate of 8vc Related correspondence 
JOHN'S RUO J J H Environmental Coalition on Nuclear Power 80/05/20 

2pp 


8006090002 Response to ALAB~593 No substantial changes have been made 
by rulings cited In ALAD-593 Intervenor l* unable to 
respond to interrogatories due to continuous procedural 
harrassment by NRC Certificate of 8vc encl 

KEPFQRDrC Environmental Coalition on Nuclear Power B0/05/30 
4pp 


B0061G0262 Requests to make limited appearance statement at licensing 
preh ear ing 

BRQDKEYiJ R Affiliation Unknown 80/05/30 Ip 


8006180311 Response to ASLAD B0O521 mefliorandum & order. ALAB*’593r re 
Environ Co-alltion on Nuclear Power allegations of extreme 
harassment in discovery Intervenor has not provided valid 
basis for blanket protective orders Certificate of Sve end 
CUTCHIN^J M Hearing Branch 3 BO/06/12 15pp 


8006190484 Response to ASLAB 000521 memorandum & order ALAB’"593. 
requesting Environ Coalition on Nuclear Power to inform 
ASLAB of extent of relief sought Intervenor 800530 request 
must be dismissed as moat Certification o-f Sve encl 
TRAVIESO-DIAZ Pennsylvania Power «. Light Co TRAVlEBa-DIAZ 
Allegheny Electric Cooperative. Inc TR AV1E8D-DIAZ Shaw. PlttRan. 
Potts ^ Trowbridge 80/06/13 I2pp 


8006260283 Memorandum & order grouping Citizens Against Nuclear Danger 
Contentions 2.16 S' 17 u/environ isiuesi denying intervenor 
requests for supplement to DES. for clarification U for 
extension 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 80/06/24 
9pp 



190 


DOCKETED ITEMS 


Q InipBctlon r*port»i IE Bulletins i corre»pornJen.ce 


8006020293 Foruerdi lE Insp Itept 90-387/30-00 on 800304-07 ^jo 
noncDraplii.sni; * nottd 

CARt-GQ^j, fi. T Region 1> Ph i 1 Ad e 1 ph id . R««ctar Coni true 1 1 or) Sc 
Engintering Support Branch GO/04/lt 2pp 


— B006020259 IE Jntp Rept 50-337/80-03 on B00304-07 JMd noncgmpl lant » 
noted Kajer areas inspected prestTvlce Imp activities Sc 
recirculation sv* 

TRlPPfL E Replan 1. Ph i lade Iphidi Reactor Construct lori St 
Engineering Support Branch MCBREARTV, R A Region 1> 
FhlladelpMac Office of the Director 90/03/20 6pp 


9006090283 Forwards IE Imp Rept 50-397/80-09 of 900416 mg t meeting 
CARLSQN.R T Replan Ph i 1 ad e 1 ph la i Reactor Construction St 
Englnearlng Support Branch BO/05/07 Ip. 


— QOD6090297 tE Imp Rept 90-307/80-08 of 900416 mgt dieting Areas 
discussed qua 1 1 tg-r elated activities during const Sc 
prsoper a tl ana 1 testing 

CARLSONift T. Reglort 1* Phlladelphiai Reactor Canitructton h 
Engineering Support Branch HCOAUOHV. R U , OALLO. R. U Region 1. 
Philadelphia! Office of the Director 00/05/08 2pp 


9006240969 Act receipt of S00417 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Kept 50-397/79-20 
CARLSORfR T Region 1. Phi lade Iph idc Reactor Construction & 
Engineering Support Branch BO/05/29 Ip 


—9006240579 Responds to NRC 800304 Itr re violations noted in IE Insp 
Rept 90-397/79-20 Corrective actions: reviewed past practices 
It inspector assessment of adequacy St directed QA 
organljatlon to Improve procedures 

BABOLpA R Pennsylvania Power fc Light Co, 90/04/17 5pp 


—6006240579 Forwarifs IE Insp Rept 90-307/79-20 on 790726-27! 0802 e 09 Sc 
23t 1029-30r 1102 8c 06-09 Si notice Pf violation 
CAR L BON! R T Region 1# Phi ladelph iai Reactor Canitructton & 

Engineering Support Branch 80/03/04 2pp 


—8006240591 Notice of violation from insp on 790726-27. 0602! 09 h 23. 
1029-30! 1102 l( 06-09 

e Rtgien Ih Philadelphia. Office of the Director 90/03/03 ip 


—8006240564 IE Imp Rept 50-387/79-20 on 790726-27.0002.09 8< 23.1029-30. 
1102 Ic 06-09 f^oncomp llance noted failure to provide 
ind ependence to persons performing QA functions 
OAOE.L Region 1. Phi ladelph lap Office of the Director 
EBNETER.9 Region 1. Philadelphia. Reactor Construction 6 
Eng inter ing Support Branch 00/03/03. I4pp 


8 Reportable occurrences. LERs Sc related correspondence 


9006120i02 Ack receipt of 600430 Itr re POCG cable connector 
deficiency Awaiting ^ul i?aO final rept. 

CARLBONiR T Region l« Phi lade Iphla. Reactor Cone truct Ion St 
Engineering Support Branch 80/09/14 ip 


— 800612011)6 Advises that final deficiency rept re damaged POCC cable 
connectors will be delayed Util S<. Bechtel are still 
evaluating cause Sc corrective actions Final rept antlclpAted 
In Jul 1980. 

CURTIS* N » PennsyWatiia Power Sc Light Co 80/04/30 2pp 


9006200183 Ack receipt of 800419 final deficiency rept re Cutler Hammer 
E-30 pushbutton switches Rept will be re via wed S< evaluated 
CARLSCNiR T Region 1* Phi ladelph! a. Reactor Construction Si 
Engineering Bupport Branch 90/05/19 Ip 


B00625039? Ack receipt of 900520 interim deficiency rept re use of 
isometrics to locate supports 

CARLSONiR T Region 1. Philadelphia. Reactor Construction S< 
Engineering Support Branch 00/06/06 IP 


8006250414 Ack receipt of 000523 interim deficiency rept re Hilti 
shell-type expansion anchors 

CARLSON. R T Region l. Philadelphia. Reactor Construction Si 
Engineering Support Oranch 80/06/06 iP 


80D6300041 Ack receipt of 80091? interim deficiency rept re American 
Warming 4, Ventilation. Inc dampers 

CARLSON. R T Region 1. Ph i lade I p h i a. Reactor Construction & 
Engineering Support Dranch 80/06/06 ip 


0006200163 i/pdate to 800^01 deficiency rept re unauthoriied welding of 
attachment to reactor pressure vessel Caused by human error 
S' unclear const drawings Craftameri & foremen Instructed that 
welding S< burning on pressure vessel is prohibited 
CURTIGi N (f Pennsylvania Power t Light Co 00/06/13 2pp 


8006200171 Forwards final rept of deficiency on Limitorque motor 
operated valve stem nut staking 

CURTIS. N U Pennsylvania Power S' Light Co 80/06/16 2pp 


— 8006200179 rinel rept for Limitorque motor operated valve stem lock nut 
staking All suspect valves inspected 6 staked Ltrs sent to 
all suppliers Informing of potential problem 

POSER. £ B . HOLLINGSHAUS.H . QUROEN. M Bechtel Power Gorp (subs 
of Bechtel Corp > 00/09/19 Spp 


8006200366 Forwards final deficiency rept re failure to stake stem loci 
nuts when installing Limitorque motor operators on valves 
Suspect valves were identified I measures taken to insp 
or stake valves 

CURTIS. N W Pennsylvania Power & Light Co 80/06/16 7pp 


8006270321 Interim deficiency rept re small diameter pipe bent in 
field. exceed ing allowable ovality tolerance values Caused by 
bending method Criteria will be established for personnel, 
setting limits for ovality & conditions for acceptance 
CURTIS. N M Pennsylvania Power 4 Light Co 80/06/20 2pp 


8006270342 Notifies of Potential Deficiencies ER 100450 (< ER IDO50B r| 
States Co sliding links Failure occurs in form of crack 
between threaded screwhole t> side of U-shaped link Will 
advise of date of final rept 

CURTIS. N M Pennsylvania Power S< Light Co 80/06/23 2pp 


DOCKET 90-300 SUSQUEHANNA aTBAti ELECTRIC STATION. UNIT 2 


A App 1 icati on/construc t ion stage documents correspondence 


8006060049 Ack receipt of 800408 Itr describing results of util 
investigation of specific employee concerns 
ORlERiD H Region I. Philadelphia. Office of the Director 
00/05/06 I p 


—8006060055 Informs NRC that investigation of 139 items mentioned in 
util 790635 Itr have been completed Findings U actions 
taken re items investigated are available at const site Ic 
util general ofc 

CURTIS. N W Pennsylvania Power 6 Light Co 80/04/09 ip 


— 0006060064 Discusses util efforts to ancourage employee Ic const worker 
feedback re concerns about quality of deslgn.matl or 
workmanship at plant Porsonnel were sent questionnaire which 
revealed 139 specific items requiring investigation 
CURTIB. M W Pennsylvania Power 6 Light Co 79/06/25 2pp 


80061203B7 Advises that util has consistently maintained positive 
attitude re archaeolog leak work In const area Util has 
alloweiS surveying in 1967 6 funded 1978 ar chaeological work 
Gilbert Associates now contracted to further survey area. 

BMITHi I F Pennsylvania. State of 00/05/19 Ip 


8006050435 Forwards request For addl info re refueling platform crare 
rails per review of facility application for OL 
YaUNOBLOOD. B J Licensing Branch 1 80/05/20 3pp 


8006120002 Summary of 800501 site visit to review reactor sys Sc 
Initrumentation List of attendees end 
BTARK.R Licensing Branch 1 Qo/05/20 3pp 


8006230110 Advises BUR S' PUR applicants of NRC decision to modify 
implementation plan presented In Section 4 of KUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria end 
EIBENHUT. D 0 Division of Licensing 80/05/20 I3pp 
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0006060369 Discusses summary of Case Load Forecast Pjintl 000320-21 site 
viilt to facilities re util scheduling methods t( present 
problems TMI impacts not included in schedule OC/QA revieids 
tc documentation require 4 ciilcs 

CURTISpN U Pennsylvania Power tc Light Co GD/05/23 2pp 


8006060618 Requests end addl info re instrumentation & control sys to 
complete rovieu; of application for QL 
YOUNOBLCOD. B J Licensing Branch I aO/OS/27 6pp 


&006230001 Summary of 800410 meeting w/Mark U tnuner* group re 
suppression pool temp response to saf ety/rel ief actuation* 
Study concluded that limit on temp not needed Request* that 
applicants submit detailed info for evaluetion 
SU< T H Containment Systems Branch a0/O5/3D 4pp 


0006250163 Foriuards "For Comment" edition of NURE0-06tP Describes 
technical i ssuesi studies b analyses perforeied by OE 
Comment 1 should be forwarded to NRC by 800707 M/o end 
EIBENHUT, D O Division of Licensing BO/06/06 2pp 


0006110222 Foriaards "Design Assessment Rep ti Revision 2 ” Proprietary 
version withheld (ref lOCFfta 790) 

ClDiTlSiM Pennsylvania Power t Light Co GO/06/09 2pp, 


— 8006110229 "Design Assessment Reptj Revis ion 2» * nonproprietary version 
e Pennsylvania Power U Light Co 80705/31 20Spp 


8006300589 Forwards request for addl Info re instrumentation V control 
sy* 

YOUNODLQDDi Q J Licensing Sranch I BO/06/^12 3pp 


D NRC Draft/Flnal Environmental Statements* suppli correspondence 


8006020380 Notifies that Bureau of Radiological Healihi- FDA* hat reviewed 
draft suppL to DESi NUREG*'0564 No applicable comments 
HEAVER* C L HEW. Dept of* US Public Health Service 80/09/20 Ip 


*'''8006020362 Responds to NRC 7301 19 Itr re request for comments on draft 
EIS Project does not appear to represent hasartf to public 
health te safety 

SEOOELjR L Health* Education Welfare* Dept of 73/03/09 ip 


8006120351 Forwards comments re draft CIS for facility Recommends that 
PA Fish Commission he given opportunity to comment on 
project 

KETCHUHjA C Pennsylvania* State of GO/05/20 Spp. 


8006020399 Submits comments re DES draft suppl review Clean Water Act 
conditions U fngt practices re proposed tfatn end Document 
should address flood haiard of spillway overtopping 
TR I ESCHlf AW. W E Army* Dept of 80/05/27 3pp 


8006030307 Comments on draft suppl to EI8 re facility operation 
Provided that ubil Implements mgt plans in consul tet i on 
w/PA Fish t( Game Commissions* no objections affereil to const 
as proposed 

RATHLE8HERGER. J Interior. Dept of 80/05/29 3pp. 


6006060490 Forwards comments on draft suppl to DES re NUREO-0964. Enc 1 
drawings in Central Files only 

CURTIS. W W. Pennsylvania Power & Light Co 80/05/29 15pp 


8006030363 Forwards comments on draft suppl to draft ElS re operation 
of f ac i 1 it tes* spec 1 f ical ly Pond Hill Creek Reservoir 
DAVIS* R S Environmental Protection Agency 00/05/30. 4pp 


8006130306 Responds to NRC requests far comme-nts re draft suppl to 
draft EIB Review indicates use of Cowanesque project 
•currently under const would provide better water storage 
than tullding new reservoir 

LINDSAY. W U Federal Energy Regulatory Commission 60/06/10 Spp 


0006170503 Forwards comments on draft suppl to DES# addl comaient* on DES 
t util news release Draft suppl to DES re Pond Kill 
Reservoir is inadequate L incomplete News release bolsters 
contention that need for plant was Inadequately assessed. 

HANNiD , BAPEiT Susquehanna Alliance 80/06/10 Gpp 


F. Qecurltyi medical* emergency ^ fire protection plans 


0005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined In 790913 Itr Addl spsdfic 
criteria for farilities under development 

EISENKUTiD O Division of Operating Reactors 80/04/25 61pp 


6006090510 Notification of 800616 meeting w/util in Detheida.KD to 
discuss NRC emergency prsparednesi requirements* technl cal 
support ctr criteria 6 emergency response plan criteria 
STARK. R M Licensing Branch 1 80/05/30 Gpp 


O Adjudicatory correspondence 


6006060467 Motion to reclassify Contentions 2*16 6 17 in public health 
6 safety category Responds to NRC remaining interrogatories 
re witnesses 6 evidential ducum^nts Certificate -of Sv-c It 
supporting documentation end 

HALLIOAN* T J Citizens Against Nuclear Dangers 80/04/29 12pp 


8006060486 Motion requesting that applicants be required to amend DEB 
In for^ of supplemental publication that discusses 
consequences of serious accidents Certificate of Svc end 
Related correspondence 

HALLXOAN. T J Citliens Against Nuclear Dangers 00/04/30 5pp 


9006060264 Addl responses to applicants' U KRC interrogatoriei in 
compliance w/A8L0 600397 memorandum t order Includes 
discussion re Rn'222 releases during fuel cycle* per NEPA 
requirements W/Cer 1 1 f icate of Svc Related correspondence 
JOHNS-RUD* H Environmental Coalition on Nuclear Power 60/05/01. 
I3pp 


600612002/ Supplemental answers to util first round of Inter rogatoriss 
Alleges radiological health effects of isotopes were 
underestimated due to reliance on southwest sector rather 
than northeast sector 

BCHULTZtO.R Susquehanna Environmental Advocates 80/05/01 4pp 


6006170328 Forwards response to first round discovery requests as 
supplement to applicant answers to Environ Coalition on 
Nuclear Power Certificate of 3vc enel 

SNAPPiD A Pennsylvania Power 6 Light Co 80/05/01 3pp 


6006170733 Response in opposition to Citizens Against Nuclear Danger 
600429 6 30 notions 6 replies to interrogatories Contentions 
remain litigable under NEPA Policy re accident analysis not 
yet changed Certificate of Svc end 

8ILBER0*J E Pennsylvania Power & Light Co 3lLDER0*vl E, Allegheny 
Electric Cooperative* Inc SILBERO* J E Shawi Pittmani Potts It 
Trowbridge 00/05/14 6pp 


8006060377 Suppl to responses to applicants' Interrogatories Intervcnor 
800211 response to applicants' 800204 motion re Conttnilon 4 
should be Included as integral pert of responses to 
interrogatories H/Cert if icate of five Releted correspondence 
JOHN6RDD* J H Environmental Coalition on Nuclear Power 60/09/20 
2pp 


9006090002 Respansfr to ALAD'*593 No substantial changas have been made 
by rulings cited in ALAB-993 Intervener is unable to 
respond to interrogatories due to continuous procedural 
harrassment by NRC Certificate of 8vc end 

KEPFQROiC Environmental Coalltlen on Nuclear Power 60/09/30 

4pp 


6006160262 Requests to make limited appearance statement at licensinQ 
prehearing 

BRODHEY. JR Affiliation Unknown 60/05/30 Ip 


6006180311 Response to ASLAD B00321 memorandum 6 order * ALAfl- 593* re 
Environ Coalition on Nuclear Power allegations of extrsme 
harassment in discovery Intervenor has not provided valid 
basis for blanket protective orders Certificate of Bve end 
CUTCHtN*J. M Hearing Branch 3 80/06/12 15pp 


8006190484 Response to A8LAD 600521 memorandum 6 order ALAB-993i 
requesting Environ Coalition on Nuclear Power to Inform 
ASUAB of extent of relief sought Intervenor B00530 request 
must be dismissed as moot Certification of Svc »ncl 
TRAVIE80-DIA2 Peniiiglvania Power 6 Light Co TRAVIEBO-DtAZ 
Allegheny Electric Cooperative. Inc. TRAVIESD-DIAZ Shaw* Pittwam 
f>atts h Trowbridge 80/06/13 12pp 


8006260283 Memorandum I* order grouping Citixens Against Nuclear Danger 
Contentions 2.16 4 17 w/envlron Issues, d enylng tntirvenor 
requests for supplement to DEB, for clarification 6 for 
extension 

QECHHOEFER.C Atomic Safety and Licensing Board Panel 60/06/24, 
9pp 


S Reportable occurrences* LER* 6 related carrespondence 


8006200183 Atk receipt of 000418 final deficiency rept re Cutler Hammer 
E-OO pushbutton switches Rept will be reviewed L evaluated 
CARLSQNjR T Region 1* Philadelphia* Reactor Constructlar L 
Engbneering Support Branch 00/09/19 tp 
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B 0 OA 200332 receipt of 800450 interim deficiency repi re cable 

pulling activities 

CARLSON, R T Region I, Philadelphia. Reactor Construction «< 
CngiinBBMng Support Branch 60/05/20 Ip 

S0O62OOZOO Ack receipt of S00430 interiffl deficiency rept re *BpjT*tlon 
criteria for electrical eguipraent Rept uilJ be revlgujed ■& 
evaluated 

CARLSON, R T Region 1, Ph i lad e 1 p h lai Reactor Construction U 
Englneeilna Support Branch SO/05/21 Ip 


900407031 i Interim deficiency rept re pip® lupporta to containment 
liner plate Installation of support* u/o having civil design 
group review structural adetiuacy resulted in over stress inp 
linar plate 

CURTIS, N W Pennsylvania Pouer 8f Light Co 80/05/29 2pp 


9004250099 Ack receipt of 600520 interim deficiency rept re uS® of 
Isometrics to locate supports 

CARLSON. R T Region 1. Ph 1 Udeiph ia. Reac tor Cons true tl ora B< 
Engineering Support Branch 30/04/04 IP 


B0042S0414 Ack receipt of 300523 Interim deficiency rept re Hllti 
sfioJl'type eipansion anchors 

CARLSOflj R T Region 1, Philadelphia* Reactor Construction 
Engineering Support Sranch 00/06/04 IP 


80063000A1 Ack receipt of 000519 Interim deficiency rept re American 
Warming t- Ventilation. Inc dampers 

CARLSQNiR T Region I. Philadelphia. Reactor Construction it 
Engineering Support Branch 00/04/04 Ip 


0004200171 Forwards final rept of deficiency on Ltmltorgue motor 
operated valve stem nut staking 

CURTIS. N W Pennsylvania Power it Light Co 00/06/14 2pp 


*‘'-0006200 1 79 Final rept for Limitorque motor operated valve stem lock not 
staking All suspect valves Inspocted & staked Ltrs sent to 
all suppliers Informing of potential problem 

POSER* E B * HOLLlNOSHAUSrH * DURDEN. H DechteJ Power Corp (subs 
of Bechtel Corp ) 00/05/15 5pp 


G004800366 Forwards final deficiency rept re failure to stake stem lock 
nuts when installing Limitorque motor operators on valves 
Suspect valves were identified it measures taken to Insp 
or stake valves 

CURTIS. N W Peirnaylvani a Power Light Co 00/06/14 7pp 


8006270321 Interim deficiency rept re small diameter pipe Pent in 
f i eld* e xceed ing alJourable ovalitg tolerance valves Caused by 
bending method Criteria will be established for personnel, 
setting limits for ovality 6 conditions for acceptance 
CUfiTlS.N W Pennsylvania Power i Light Co 80/06/20 2p(. 


0004270342 Notifies of Potential Deficiencies ER 100450 i, Eft 100500 re 
States Co sliding Jinks Failure occurs in form of crack 
between threaded screwhole 6 side of U-shaped link JfILl 
advise of date of final rept 

CURTIS. N W Pennsylvania Power 6 Light Co 00/06/23 2pp 


DCCKET 50-389 ST LUCIE PLANT. UNIT 2 


A Application/construction stage dccumsnts U correspondinco 


8004160232 Notification of contract ei ecution. Hod 1 to "Etig ineer ing 
Assistance re Antitrust Hearings for St Lucie 2 Nuctaar 
Oenerating Station " Contractor JR Uundberg it Associates 
GLAOOLA, A F Administrative Contracts Oranch NRC-OS-Ba-lSe 
00/03/30 Ip 


— 0004160234 Hod l.eitendlng period of performance to "Engineering 
Asslstanco re Antitrust Hearings for St Lucie 2 ffuclear 
Generating Station '■ 

DDUGHERTy. D J Technical Assistance Contracts Branch 
NRC-03-79-I5B 80/03/30 tp 


8006230110 Advises OWR t PWR applicants of NRC decision to modify 
J mia I ementat 1 on plan presented in Section A of Nl/REO-0577 re 
uacy of applicable support structures General operating 
lor review procedure fit acceptance criteria end, 

(HUT. 0 G Division of Licensing 80/05/20 13pp 


ds application to amend CPPR-144* transferring partial 
cilitg it site to City of QrlandoiFL L Orlando 
n Info for antitrust review also and 
rida Power fif Light Co 80/04/13 Ip 


— 8006170273 Application to amend CPPn-144. transf err ing partial 
of facility 4 site to City of Orlando. FL tt Drlando Utili 
Commission Bupportive financial ma ti. contrac ts 6 amtnd fee 
end 

ADOHAT. e A Florida Power fi Light Co ADAMB. n 8 , HlllEn.Q M 
artandoiFL 00/04/13 3B7pp 


F Security, medical, emergency 6 fire protectlan plans 


6006190301 Foruaide security p Ian. Rovi s ion 2 
Plan withheld (ref 10CFR2 7901 

UHRJO.B E Florida Power 6 Light Co 00/06/10 ip 


8006290203 Forwards safeguards contingency p tan. Rovis i on L. in 
to NRC BOO410 request for addl info Revision wlthhald 
(ref 10CFR2 790) 

UMRIO^R E FEorida Power L Light Co 80/06/19 ip 


I Financial itifarmation 


6004170247 Forward* application to amend CPPR-I44j tranif *rr ing partJil 
ownarshlp of facility fi site to City of Drlando.FL G. Orlando 
Utils Commission Info for antitrust review also onel 
UHRIO, R E Florida Power 6 Light Co 00/06/13 Ip 


— 8004170273 Application to amend CPPR“144 j transf err I ng partial .■ 

of facility 4 site to City of Drlando.FL it Orlando Utils 
Ccmmilsslon Supportive financial mat 1 . contrac ts fit amend fee 
enc I 

AOOMAT.e A Florida Power i Light Co ADAMS. M 0 . KlILEn.OX 
Drlando.FL 00/06/13 387pp 


0004230570 Forwards Part* A D of info requested in Reg Ouldt 9 2 
consists of 0EG prospec bus. annual rept. rate schedules, 
interchange agreements, sp I nning L Installed i esvrve Info 6 
malnt schedules Info available in Central Files 
UHRIO. R E Florida Pouei St Light Co 00/06/10 Ip 


J Insurance i Indemnity information 


8006030.121 Forwards Endorsement 35 to NELIA F^ollcy NF-'^S? 

FIELDER. J Marsh 6 McLennan, Inc . M f* M Nuclear ConsultanU. |rc 
Dlv 00/05/29 * 2pp 


0006160113 Forwards Endorsement 30 to HAELU Polity MF-88 

FIELDER. J Marsh 6 McLennan. Inc . M ^ M Nuclear ConnultanlSh Ini 
DiV 60/04/09 2pp 


M Antitrust correspondence 


8004170493 Forwards executed settlement agreement between City ef 
Qr lando« FL, Dr lando Utils Commission util providing for 
transfer of 6 00951'/. ownership ahare of facility to Utils 
Cammi ssion Application for NRC approval will be submitted 
BOi/RNIGHT. J A Lowenstoin. Newman. Rei s. Axe I rad it Tell B0/0A/1& 
Ip 


'--0006170499 Settloment agreement between City of Or lando.FL.Crle f S-s 
Utils Comtnissian 6 util providing for transfer of 6 089SI5( 
ownership share to Utils Cor.misslon Release 6 Certificate 
of Sve end 

a Orlando Utilities Commission ADAMS. M S Orlando. FL • 
Florida Power light Co 00/06/05 33pp 


6006170267 Forwards application to amend CPPR-144. trans f erring psTliil 
ownership of facility fit site to City of Oilando.FL fit Orlando 
Utils Commission Info for antitrust review also end 
UHRIO, R E Florida Power fi, Light Co 00/06/13 Ip 


-‘-8006170273 Application to amend CPPR- 144. Iransf err ing partial owriintip 
of Facility fi^ site to City of Orlando. FL i Orlando Utils 
Commission Supportive financial matl, contract* fit amend f*i 
one 1 

ADDHATrE A Florida Power I light Co ADAMS. M 8 . MILLPR. 9 tt 
Drlando.FL 00/06/13 307pp 


8006240137 Notice by Orlando Utils Commission to withdraw 
l« request to institute proceeding re Commission 700727 
order City pf Dr I ando. pet I tionor 4 util 800606 aetlleinent 
resolved Issues W/affldavit i Certificate of Sve 
W10E. W C Drlando.FL 80/06/30 4pp 


0OO424O44D Notifies that ai.ti trust info submitted 000613 re City of 
Drlando.FL it Orlando Utils Commission *s acceptable for 
docketing fi. distribution 

NICHOLSON. P Utility Finance Branch □0/{J6/20 Ip 
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— 0006240473 Ac i( receipt of antitrust info received 800613 re Citg of 
Orl^ndPiPL t( Orlando Lft 1 1 s Cariimtseion Req^ueits that 
appropTiabe notice be published as soon as possible 
NICHOLSONfP Utility Finance Branch 00/06/20 tp 

S00630032B Forwards info re util 600605 application seeking amend Of CP 
to include City of OrlandOiFL t Orlando Utils Comnission aa 
co-owners of unit Data sent to afford DDJ opportunity to 
render advice per 1954 Atomic Energy Act U/o ent 1 

SHAPAR.H K Office of the Executive Legal Director 80/06/36 Ip 


Q Inspection reportsi IE Bulletins in corr eap andenc e 


0006050423 Forwards IE Insp Rept 50-309/80-03 on B00402-04 Ha 
noncDmp 1 lance noted 

hURPHYf C E Region 2t Atlanta Reactoi Construction in Engineoring 
Support Branch 80/04/25 2pp 


--6006050425 IE Inap Rept 50-389/80-03 on 000402-04 No none ortip 1 lane e 
noted Major areas Inspected const progress* Insp cctor 
f Qi I ouupi 1 icensee identified items t IE Bulletins 79-*03i 
79-25 79-28 

RAUSCIL J K Region 2r Atlantai Reactor Construction tt Engineering 
Support Branch BRADLEV. R D Region 2i Atlanta* Office of the 
Director 00/04/24 6pp 


8006170789 Forwards IE Insp Rept 50-389/80-04 on 800400- U No 
noncomp I ianco noted 

hURPHY* C E Region 2* Atlanta. Reactor Construction ^ Engineering 
Support Branch 80/04/30 2pp 


■8006170794 IE Insp Rept 50-309/00-04 on 600408-11 No noncompliance 
noted Major areas inspected lueldlng ac ti vltles* rad iographlc 
insp. magnet ic particle insp followup of noncomp 1 lance 
HERDT* A R Region 2. Atlanta* Reactor Construction h Enslnaerlng 
Support Branch VANDDDRN* P K Region 2, Atlanta* Office of the 
Director 00/04/30 5pp 


6006060500 Forwards IE Bulletin 80-11* ^’Masonry Nall Design " No action 
or written response required IE Info Notice 79-29i 
^'■Overloading of btructural Elennents Due to Pipe Support 
Loads" oncl 

Q'REILLYiJ P Region 2* Atlanta. Office of the Director 00/05/08 
Spp 


8006040274 Forwards IE Bulletin 00-12* "Decag Heat Removal Bys 
Operability *' No written response required IE Info Notice 
BO-20. "Loss of Decay Heat Removal Capability at DavlB*-Be&se 
Unit 1 Nhile in Refueling Mode" end 

O-'REILLY.JP Region 2. Atlanta* Office of the Director 80/05/09 

2pp 


000630010/ Forwards IE Circular 80-11* 'Emergency Diesel Oonerator Lube 
Oil Cooler Failures " No written response required 
O'REILLY, UP Region 2, Atlanta* Office of the Director 80/05/13 

2pp 


&006040013 Atk receipt of 800119.0321 ^ OSOl Itrs Informing NRC of 
steps taken to correct violations noted In IE Insp Repts 
50-250/79-35150-951/79-35*50-335/79-33 L 50-389/79-22 
murphy* C E Region 2* Atlanta. Reactor Construction & Engineering 
Support Branch 00/05/19 Ip 


— B006040021 Responds to NRC 79i2t9 Itr re violations noted in IE Insp 
Repts 50-250/79-35*50-251/79-35.50-335/79-33 U 50-309/79-22 
Corrective actions OA procedures will be revisod u/full 
compliance achieved by 000731 

trHRIG*R E Florida Power t Light Co 00/05/01 Ip 


—8006040025 Responds to NRC 791219 S' 000220 Itrs re violations noted in 
IE Insp Repts 50-250/79-35* 50-251/79-35. 50-335/79-33 
50-389/79-22 Corrective actions QA procedures will be 
revised re Implementation of 1DCFR21 

UHRIO.R E Florida Power V Light Co QD/03/2I 3pp 


S Reportable occurrences* LERs related correspondence 


8006160073 Forwards PNO-n-00-104 re 800611 loss of component cooling 
water to reactor coolant pumps NRC will supplement BL 
Splogel Dec 1970 testimony re loss of cool ing water to 
cartridge seal assembly 

PATONr W D Hearing Branch 4 00/06/13 Ip 


— 8006160077 PND-n-B0-l04 on 000611* unit experienced loss of componet 
cooling water to reactor coolant pumps Caused by control 
solenoid failure on isolation valves Cooling water restored 
Investigation underway Press release will be Issued 
ELROD. S * QUICK. 0 R Region 2. Atlanta. Office of the Director 
80/06/11 ip 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A App 1 icat 1 on/construc t Ion stage documents t< correspondence 


B006230110 Advises DNR t> PWR applicants of NRC decision to modify 
Implementation plan presentsd m Saction 4 of NURE0-Q577 re 
adequacy of applicable support structures General operating 
reactor review procedure S* acceptance criteria end 
EISENHUT. R C Division of Licensing 80/05/20 i3pp 


8006300391 Forwards revised responses to Questions 03t 127.040 60 b 
031 129 of NRC 790BOI Itr re seismic qua 1 1 f i ca t v on of Class 
IE electrical equipment Repts re cable samples I* IEEE-323- 
1974 qual 1 f icat Ion end 

MILL3. L H Tennessee Valley Authority 00/06/23 lOpp 


—800630039/ 'Uejphi Pneumatic Test Procedure “ 

LEWlSiG Comsip. Inc < Delphi Systems Dlv 75/06/lB 2pp 


—8006300400 '‘Radiation Testing of Cell Number 885, Final Rept " 
WILLIS, D E JRT Corp 79/08/23 7pp 


— •B00630040V ‘Seismic Vibiation Test of ElO Series Tranamitters " 

SEARS. J A . MCCASLANI), K * RAMSELL. R Acton Environ Testing Corp 
76/03/22 30pp 


—3006300414 "Test Proccduio for Seismic Ulbra ti on, Qual i f ication Test of 
ElO Senes MCA/RRW Ti ansmi tters " 

SEARS* J A f HCCASLAND, K Q Acton Environ Testing Corp 73/09/30 
25pp 


— 8006300422 ‘■'Gage Differential Pressure Transmitters Type ElO Series 

SCHREINER* W , CA3AUB0N, M , TOLF, M L Acton Environ Testing Corp 
73/10/31 lOpp 


— 800630042? "Qual i f icatlon Test of Electrical Cables Under Simulated 
LQCA/DBE By Sequential Exposure to Environs of Radiation. 

Thermal Aging. Steam i Chemical Spray 

a Isomedii, Inc (subs of Moesfietd Enterprises, Inc ) 

7B/06/3Q 42pp 


F Security, medical, emergency t/ fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facllitios under development 

EISENHUT, 0 G Division of aperating Reactors 80/04/25 6lpp 


6006060294 For-uards addl info to training h qualification plan Info 
withheld tref 10CFR2 790) 

MlLCe, L M Tennessee VslUy Authority 80/06/02 Spp 


Q Inspection reports, IE Bulletins & correspondence 


8006030592 Forwards IE Insp Rept 50-390/00-09 on 800219-0331 No 
none amp 1 lance noted 

LEWIS, R C Region 2, Atlanta* Reactor Operations Nucliar Support 
Branch 00/04/21 2pp 


— 8006030593 IE Insp Rept 50-390/00-09 on 800219-0331 No none ompl lance 
noted Major areas inspected const ver if i cation, sys transfers 
Inspector f ami 1 iar 1 latl on 

DANCE*H C Region 2. Atlanta* Reactor Operations Nuclear Support 
Branch MCDONALD* J A Region 2. Atlanta* Office of the Director 
80/04/21 3pp 


8006160200 Forwards IE Insp Repts 50-390/00-11 in 50-391/80-08 an 
BOOgO?-!! No none ompi lance noted 

nuftPHViC E RegiDn 2* Atlanta* Reactor Canstructlan 6 Engineering 
Support DratkCh 80/04/30 2n'' 


—8006160206 IE Insp Repts 50-390/80-11 S* SO-391/80-OB on 000409-11. No 
noncomp 1 lance noted Majoi areas inspected pipe supports 
ui/concrete expansion bolts per IE Bulletin 79-02 
KERDTiA R Region 2, Atlanta* Reactor Canstructlan U Engineering 
Support Qranch MODENQS, L Region 2, Atlanta. Office of the 
Director BO/04/29 Spp 


8006060159 Forwards IE nullobin 80-U. "Masonry Wall Design *' No action 
or tiirltten response required IE Info Notice 79-23, 

"Overloading of structural Elements Due to Pipo Support 
Lootfs" end 

O'REILLY* J P Region 2, Atlanta. Office of the Director 80/05/08 
3pp 
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0OO&O4O2i7 Forward* IG Bull in 00-12. 

Optrability ' H6 writtfii rffpor*e rt^uirad fG 

e0-20i "Lot* of D*cav Meat Removal Capabilitsf at Davl*-B*f*f 

i/nli I UhiU in Rtfoelih® Mode'' end an/tw/M 

O'ReiLLV.J P Rejion 2. Atlanta. Office of the Director BO/OS/ 

3pp 


600^190246 ForM«rd« 1£ ln$p Rcpti 
800406-11 No honcofltpUance noted 
MURPHY, C e Region 2. Atlant*. 
Support Branch 80/05/09 2pp 


50-390/00-10 tt 50-391/00-07 on 
Reactor Conitri/ctlon Engineering 


— 80060&OS96 Fii'ttt interim duficloiug lepl (e laftig injection 1 
f\oy Train B cold leg Irtiociion rate found id be noLv 4.000 
gpm, compared to teqolivil 4,500 to 3.000 gpm I iril ted tee I 
completed to doiermint. liirotlon nf flou control 
e Tenneeeee Vallog Auihoiitg H<)/0*)/J0 Ip 


— B006060305 final interim dufiiieotv < ep t te ilHH pump motor eve 
RHR pump motoi t evceotled alloudble ivc factor of I iS during- 
lotii head uperaliona) mudoa F 1 niii reilr i( tnin« added iru «at:^ 
RHR pump Uot log ti coJd leg iniectlori beadai 
a Tennefceo Vaileg Autiioiiip UO/U'i/ U) ip 


-6006190257 IE Imp Repts 50-390/00-10 & 50-391/80-07 on 800406-11 No 
nonconp llance noted Major area* inepected preiervlca Inepi 
welding record* t( worker concern* 

KERDT.A R Region 2. Atlanta. Reactor Conitruction Englfieering 
Support Branch OlRAftO.E H . CQUY. ^ U Region 2. Atlanta. Office 
of the Director 80/05/06 9fp 


0006120034 Forward* lE Circular 80-11, “Emergencv Dleiel Generator Lube 
Oil Cooler Failures “ Ho written reaponee requir*4 
O'RElLLVfJP Region 2, Atlanta. Office of the Director 00/03/13 
3PP 


600*250212 Forward* lE I nap Rep ta 50-390/80-12 <. 50-391/60-09 oh 
600422-24 No nonconpliance noted 

HURPHY. C E Region 2. Atlanta, Reactor Conitructlon ^ Engineering 
Support Branch 60/05/14 2pp 


—800*230215 le I nap Repta S0-39O/80-U ^ 50-391/80-09 on 600422-24 No 
nonconpliance noted Major areaa inapected 10CFR5D 5S itenit 
IE bulletine tc circdlars.OA audita U general conat 
activitiea 

CaNTRElLiF 5 Region 2. Atlanta. Reactor Cgnatructlon & 
Engineering Support Branch TH0HA8.N Region 2. Atlanta. Office 
of the Director 00/05/14 4pp 


00060^0464 Forward a final doficiencg i*r>t <« «hocli arreator atru 
eaaemblv interference 

MIlLGiL M Tonneaaoe Vollog Authoi'ilg UO/05/10 Ip 


— nOQ60d0409 f inal deficiemv 'fpt re eFicicIi arret Inr etrwl ateeal 
interference Aieemblv dooa not piovide sufficient clearani* 
fqr arreetor to function fioolg whoh inatolled at of f- 4 > le 
angle greater than 01 degree* A taemb 1 i «a will be roplared 
« Tfftineaae* Valley Authciiiig (JO/05 /nN) ip 


6006110036 Forwaida final dof iclency rt|it ro Ruekin flr« dampata 
MliLG. L h To»ino»*OB Valley Auttinrity HO/06/03 ip 


—8006110043 Tina 1 deficiency rept re Huaktn file dampera Nufbtr 
developed alternate fis providing poaitlve atop for aprlng %, 
tnap-lri atrip enauring rumpiet* cloture Modi ul I I be 
completed by HOOfilO Diawinge enpl 
e Tenneaae* Valley Authority fHI/OA/O'i ,'|pp 


8006170523 Third Interim defideitiy ippt re conttoi rod drop even 
yielding Itei coneervaiive ONOHa Hevie'W ot corrective 
ectiona recommended by Wea i i ngliouee undetway Neii rent to be 
submit Ud by 00090 5 

MILL9.UM Tenneaaee Valley Authority 00/06/06 ip. 


8006230030 Ack receipt of 800601 Itr informing NRC of atepa token to 
correct vielationa noted in IE Inap Repta 50-390/80-05 b 
50-391/60-04 

MURPHY, C e Region 2. Atlanta, Reactor Conatruction b Engineering 
Support Branch 60/06/06 2pp 


D006170S96 Forwerda final tfoficiency rept re ititbirect b'O-T’e in OrJ 
trenamltter boee 

MULB.L, H Tenneaaee Valley Authority 110/06/06 Ip 


■8006230033 Reapendi to NRC 800324 Itr re vlolationa noted in IE Inap 
Repta 50-390/ao--05 b 50-391/80-04 Corrective act Iona 
engineering unit auperviaora directed to develop inap 
programe for all eif ety-releted featurea re fillet ueldt 
MILLS, L M Tenrteaaee Valley Authority 00/05/23 dpp 


—0006170605 Final deficiency lept i e Iniorrect bore in Dfavo tr.*'' 
boaa Five boaiee out of 40 fninui to be deficient rtow 
reatrlctor ineHalled between buia b root valve ip llmll 
flow Futuie boaaee will b* eaaminerf prloi to inileiUHnn 
411LL0.L M Tenneiaee Valley Authniity 110/06/06 2pp 


8006130246 Forwarda requeata fqr relief from A8 hE Section XI preiirvUt 
b Inaervice inap requirementa for facility TVa will revUe 
preeervice b inaervice inap program to reflect eiceptlona 
Reiiueita comeenta by 800701 

MILLS. L M Tenneaaee Valley Authority 60/06/09 14pp 


‘0 'E BuU.tIn ao-os r, vacuun con.uian. 
rtii/ltin, in .«na,t ta hoi. up tonka Fp.oio protoetton fo, 
refueling water atorage tank at Seyuogah b Watte Jt 
redundant heatera b tank insulation 
MILLS. L M Tenneiaee Valley Authority 00/06/09 Spp 


8006160054 Forwards reaponae to NRC 800502 Itr re vlolationa noted in 
Cjrrective artloni lutrlcption of 
rf!- e* t ahMta revised to Indicate vplve 

HllTl f £ ''r*!!. ^ procedure addendum laauad 

ffiLLS, L ff Tenneaaee Valley Authority 80/06/10 app 


K trV"* 

MILLS, L M Tenneaaee Valley Authority 80/06/23 5pp 


correipondence 


8006030392 Forwardf final deficiency rept re teno j 

iteam aefety valve setpoint 9 P re temp effect on main 

MIUS.L M renneaaee Valley Authority 80/05/27 Ip 


00061 70687 roi'Wardt revieion to 000927 final deficiency rapt r* be 
effect of main iteam valve tetpoini 

MILL0.L,m Tenneifee^Valley Authoi liy n0/«6/ll ip 


— 6006170672 Revl a I on to 000*127 final defuienty rept re Ipmp effe 
main iteam valve eetpoiot Hea V 1 iig, veitl 1 1 at ion b air 
conditioning lya for valve rooma being modified to provid# 
narrower temp range of no 120 r 
«» Tenneaefte Valley Aulhoi Uy ei0/06/ll, Ip 


8006190305 Fourth interim dsflrlency rept re eurfaee crack* In tool 
ateam genaralor Nea t Itighotiae lorrective aetloha revitwed b 
appropriate preventive actlona lakun Neit rept will b# 
aubmltted 000909 

MILL8.L, M Tenneaaee VelUy Authority UO/06/12 tp 


6006840493 Fifth interim deficiency lept i» refueling water itarj 
tank overflow line not fabrirated bo Af.MI code Pi ttiburgli'* 

Oea Molnea 8t*el Co b uiii preianlly dlatuaiing rtpalri Meat 
rept will be aubmllted by 000700 

MIULS.L H Tenneifoe Valley Authority 00/06/111 Ip 


til 


u/ylgFting eyi Review of mud proposed by 
BOOboS®^^*^** * complete Add I info will be auppllfd by 

MILLS, L M Tenneiie* Valley Authority 00/06/19 Ip 


6006240370 Forward a second interim deficiency rept re breabdown in 
Drevo OA program 

MlUUe.l M Tenneaaee Valley Authority QO/06/19 Ip 


'**’'*'” deficiency rept re breikdown im Dreve Oi 
program by lack of documentation ASHf cod* cei* 

inuiated Dravo b vtll are reviewing radiographic film of 
ail shop b field uield* for Class I b 8 piping 
* Tenneasee Valley Authority 00/06/19 Ip 


iniri M ^ error util IS J nve S I i g a 1 1 ng feasibility 
compensation b not utilUlng 
i?i . i Sequoyah ;* b Watts liar 

niULS. u M Tennessee Valley Authority 00/06/80 2pp 



DOCKETED ITEMS 
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800&3&0234 Submits addl infa far 000213 final def 1 c i encij rept ra uelds 
bgpamsvd bg QC All nonconformance repts reviewed & 23 
Instances found of failure to comply tii/p roc edura 1 
re4iu ii events Two instances occurred after QA training given 
MILLS. L n Tennessee Valley Authority 80/06/20 tp 


V DpeTflto-r Examinations 


8006240161 AcJt receipt of 800414 I tr requesting review of addl training 
for future applicants for licenses Concurs w/prnposal to 
license nine senior operators at Sequoyah for participation 
as licensed personnel at Watts Bar 
SCHHENCER^A Licensing Branch 2 00/06/03 2pp 


DOCKET SO-S?! WATTS BAR NUCLEAR PLANT, UNIT 2 


A Ap pi 1 cation/eonstruc tion stage documents ^ correspondence 


□006250062 Forwards application for license to receive, possess << store 
assembled fuel assemblies & up to 100 loose fuel rods at 
facility 

HILLS. L M Tennessee Valley Authority 80/05/13 2pp 


— 0006250065 Application for license to receive, possess It store aete/nbled 
fuel assemblies I' up to 100 loose fuel rods at facility 
» Tennessee Valley Authority 80/05/13 20pp 


0006230110 Advises QWR PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-OS?? re 
adequacy of applicable support structures General operating 
reactor review procedure S* acceptance criteria end 
EISErVHUT* D Q Division of Licensing 80/05/20 13pp 


0006300391 Forwards revised responses to Questions 031 127,040 60 L 
031 129 of NRC 790801 Itr re seismic qualification of Class 
TE electrical equipment Repts re cable samples 4< rEEE~323-‘ 

1974 qualification end 

HILLS, L M Tennessee Valley Authority 80/06/23 lOpp 


--a0063003-?7 '‘Delphi Pneumatic Test Procedure " 

LEWIS, Q Comsipdnc , Delphi Systems Div 75/06/18 2pp 


—6006300400 “Radiation Testing of Cell Number 005i Pinal Rept ” 
WILLIS, DE IRT Corp 79/00/23 7pp 


—8006300409 "Seismic Vibration Test of ElO Series Transmitters *' 

SEARS, J A » MCCASLANDrK . RAM9ELL, R Acton Environ Testing Corp 
76/03/22 30pp 


—8006300414 "Test Procedure for Seismic Vibration, Qua 11 fication Test of 
Elo Series MCA/RRW Transmitters “ 

SEARS. J A , MCCASUAND.K 0 Acton Environ Testing Cqrp 73/09/30 

aspp 


—8006160206 IE Insp Repts 50-390/80-11 V 50-391/80-00 on B00409-11 No 
noncompl 1 ance noted Major areas inspected pipe supports 
w/concrate expansion bolts per IE Bulletin 79-02 
HERDT,A R Region 2. Atlanta, Reactor Construction 8, Engineering 
Support Branch MODENaS, L Region 2, Atlanta. Office of the 
Director 00/04/29 3pp 


0006060159 Forwards IE Bulletin BO-ii, "Masonry Wbll Design " No action 
or written response required IE Info Notice 79-28. 

“Qver loading of Structural Elements Due to Pipe Support 
Loads’* end 

O'REILLY, J P Region 2. Atlanta, Office of the Director S0/O5/0B 
3pp 


6006040267 Forwards IE Bulletin SO-ia. "Decay Heat Removal Sys 
Operability “ No written response required IE Info Notice 
fi0-20j “Lose of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While in Refueling Mode” end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/09 
3pp 


8006190246 Forwards IE Insp Repts 50-390/00-10 I, 30-391/80-07 on 
B0040g-U No noncamp 1 lance noted 

HURPHYtC E Region 2, Atlanta, Reactor Construction L Engineering 
Support Branch 80/05/09 2pp 


—8006190257 IE Insp Repts 50-390/80-10 U 50-391/80-07 on 800400-11 No 
noncompliance noted Major areas inspected preservlcs insp, 
welding records L worker concerns 

HERDT, A R Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch 0IRARD,E H , COLEY, J L Region 2. Atlanta, Office 
of the Director 00/05/03 9pp 


0006230212 Forwards IE Insp Repts 50-390/00-12 «, 50-391/80-09 on 
800422-24 No noncompl lance noted, 

fiURPHYiC E Region 2, Atlanta. Reactor Construction te Engineering 
Support Branch 00/05/14 2pp 


—3006250215 IE Insp Repts 50-390/80-12 L 50-391/00-09 on 800422-24 No 
noncomp 1 iance noted Major areas inspected 10CFR50 55 items. 

IE bulletins & circulars. QA audits t< general const 
activities 

CANTRELL* F B Region 2, Atlanta, Reactor Construction L 
Engineering Support Branch THDMA8*M Region 2. Atlanta, Office 
of the Director 00/05/14 4pp 


8006230030 Ac k receipt of 800601 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO'>39D/0O-D5 It 
30-391/80-04 

MVRPHY, C E Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch 00/06/06 2pp 


--8006230033 Responds to NRC 000324 Itr re violations noted In IE Imp 
Repts 50-390/80-05 It 50-391/00-04 Corrective actions’ 
engineering unit supervisors directed to develop insp 
programs for all safety-related features re fillet welds 
MILLS, L K Tennessee Valley Authority 00/05/23 3pp 


— 8006300422 “Gag* S< Differential Pressure Transmitters Type ElO Series ” 
SCHREINER, W I CABAUBON. M , TOLF.H L Acton Environ Testing Corp 
73/10/31 lOpp 


— B006300429 "Qualification Test of Electrical Cables Under Simulated 
LQCA/DQE By Sequential Exposure to Environs of Radiation, 

Thermal Aging, Steam It Chemical Spray “ 

* Isamedixj Inc (subs of Kaesfield Enterprises, Tnc > 

70/06/30 42pp 


F Security, medical, emergency It fire protection plans 


0005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EtBENHUTfD 0. Division of Operating Reactors 00/04/25 61pp 


8006130246 Forwards requests for relief from A0ME Section XI presirvice 
It Inservlce Imp requirements for fac lltty. TVA wt U revise 
preservict V inservlce insp program to reflect ixccptlons, 

Requests comments by 000701 

MILLS* L H Tennessee Valley Authority 80/06/09 14pp 


8006240269 Forwards response to IE Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Freeie protection for 
refueling water storage tank at Sequoyah ii Watts Bar is 
provided by redundant heaters If tank Insulation 
MILLS, L H Tennessee Valley Authority 80/06/09 8pp 


8 Reportable occurrences, LERs L related correipondetice 


8006030395 Forwards final doflclcncy rept re temp iffset on main 
steam, safety valve setpoint 

MILLS, L M Tennessee Valley Authority 00/05/27 Ip 


0006050096 Forwards fuel storage physical security plan Plan withheld 
(ref 10CFR2 7901 

HILLS, L Ci Tennessee Valley Authority 00/05/29 2pp 


8006060294 Forwards addl info to training !< qualification plan Info 
withheld (ref 10CFR2 790) 

H1LL8, L M Tennessee Valley Authority 80/06/02 2pp 


Q Inspection reports, IE Bulletins It correspondence 


— 800603039B Final deficiency rept re temp effect on main steam sefety 
valve setpoint Ambient temp affects steam generator temp 
Valve room temp adjusted by exhaust fan Thermostat added 
to valve room to limit temp range to 60-120 F 
» Tennessee Valley Authority 90/05/27 Ip 


8006060290 Forwards first interim deficiency r*pt re safety injection 
tys Train 0 flow deficiency Next rept to be filed by 800B04 
KILLS, LvM Tennessee Valley Authority 80/05/30 Lp 


0006160200 Forwards IE Insp Repts 50-390/00-11 h 50-391/80-08 on 
Q00409-li No noncompliance noted 

HURPHYtC E Region 2, Atlanta, Reactor Gonstrwctlcin !< Engineering 
Quppnrt Branch 00/04/30 2pp 


— 8006060309 Final interim deficiency rept re RHR pump motor sve factor 
RHR pump motors exceeded allowable syc factor of i IS during 
lo-iu head operational modes Flow restrictions added in each 
RHR pump hot leg It cold leg injection header 
* Tennessee Valley Authority, 80/05/30 ip 
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B0060&04Q4 Forotard* final deficiency rept re 9 hock arrestor strut 
aktetibly 1 nt or ferenc e 

MILLBiL M Tennesaoe Vallny Authority 00/03/30 Ip 

-^g00ii060489 Final deficiency rept ps shock arrestor stiut assembly 
intorference Assembly does not provldo sufficient clearance 
for arrestor to function freely when installed at off~oiifi 
angle greater than B3 degrees Aasemhiies uill be replaced 
♦ Tennessee Valley Authority 00/05/30 Ip 


900611003^ Foruards final deficiency lept re Ruskin fire dampers 
HILLSiL K Tennessee Valloy Authority 00/06/03 Ip 


0OO&11OO43 Final deficiency rept le Ruskin fire dampers Ruskln has 
developed alternate fii providing positive stop far spring 
snap*"!!! strip ensuring completo closure Mods 11 be 
completed by Q00610 Drawings end 

Tennosieo Valley Authority 00/06/03 3pp 


80061705S5 Third interim deficiency rept ro control rod diop events 
yielding less conservative DNQRs Revieu of corrective 
actions recommended by Uestinghouse underlay Next rept to be 
submitted by GOOfOb 

HlLLQiL M Tenn«»so« Valley Authority 80/06/06 tp 


3006170699 Forwards revision to 000537 final doficiency rept re temp 
effect of main steam valve setpoint 

HlULSft. i 1 Tennassee Valley Authority 60/06/11 Ip 


—8006170672 ftevisiO'n to 600927 final deficiency rept re temp effect of 
main stcaai valve setpoint Moat i ngi venti lation air 
conditioning sys for valve rooms being modified to provide 
narrower temp range of BO-120 F 
« Tonnesfioe Valley Authority 00/06/11 ip 


Q006S404S3 Fifth interim doficirncy rept re refueling water storage 
tank overflow line not fabricated to A&KE code Pittsburgh'' 

Das Hotnes Uteel Co 6 util presently discussing repairs Next 
rept will be submitted by 80090S 

niLLGi L M Tennessee Valley Authority 00/06/18 ip 


Q006SA0377 Second Interim deficiency rept re UHI hydraull- isolation 
valve acci/molator weighing sys Review of mod proposed by 
Meetinghouse is not complete Addl info will be supplied by 
BOO0OB 

ntLLB. L M Tennessee Valley Authority 60/06/19 Ip 


0006240390 Forwards second interin deficiency rept re breakdown in 
Oravo OA program 

HlLLSfU M Tennessee Valley Authority 00/06/19 Ip 


— 8006240377 Second interim deficiency rept re breakdown in Dravo QA 
program Caused by leek of documentation ASHE code cave 
Initiated Dravo 6 util are reviewing radiographic film of 
all shop field welds for Class 1 tf S piping 
i* Tennessee Valley Authority 80/06/19 Ip 


800629019D Third interim deficiency rept re steam generator water 
level ref column error Util is Investigating feasibility of 
initially installing temp compensation 1 < not utilising 
Insulation for Sequoyah S tt Uatts Bar 
MtLtSrL M Tennessee Volley Authority 00/06/20 2 pp 


80D6290234 Submits addl info for S00213 final deficiency rept re welds 
bypassed by QC All nonconformance repts reviewed it 23 
Instances found of failure to comply w/procedural 
requirsmonts Two instances occurred after QA training given 
L M Tennessee Valley Authority 60/06/20 Ip 


V, Operator Esaminatiens 


0006240161 Ack receipt of 000414 Ifcr requesting review of addl training 
for future applicants for licenses Concurs w/proppsal to 
license nine senior operators ab Sequoyah for participation 
as llctnsed personnel at Matts Dar 
8 CKVJENCER 1 A Licensing Branch 2 00/06/03 2pp 


DOCKET 50-JV2 CHIN-SHAN POWER REACTOR, UNIT I 


F,. Operating license stage documents 6 correspondence 


8006120510 Application for Amend 4 to License XR'-aO, extending 
expiration date to 830701 . Marked up license amend end 
WILQtM^.B D Otneral Electric Co 80/05/13 2pp 


DOCKET 50-395 VIRGIL C SUIiriER NUCLEAR STATION, UNIT 1 


A App 1 icatlon/construc 1 1 on stage documents 6 correspondence 


8006030195 Forwards Mafcls Engineorxng Branch input re water chemistry 
programs W/o end 

KNIGHT, J P Assistant Direc^-or for Engineering 80/04/07 Ip 


6006230110 Advises BWR t PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NLIRCO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure it acceptance criteria enci 
CrSENHUTrD G Division of Licensing BO/05/30 13pp 


6006030350 Submits description of activities tn response to NRC 800505 
request for detailed field audit of installed electrical 
equi pmont 

CREWS, E H Southern California Edison Co 00/05/25 Spp 


0006030477 Requests acceptance of outlined audit 6 insp programs as 
verification of electrical equipment it 4ys conformance 
uj/FSAR separation crltoiia per NRC BOOSOS request 
CREWS, E H South Carolina Electric Si Gas Co 80/05/28 2 pp 


0006090511 Notification of 800613 meeting w/utils in QethosdarMD to 
discuss structural engineering review 
HOUGHTON, T C Licensing Branch 3 80/05/30 3pp 


8006110391 Forwards requests for addl Info re level measurement errors 
due to environ temp effects on lovel instrument ref legs it 
steam generator mods & control rod guide pin placement 
SCHUEMCER, A Licensing Branch 3 NRC 00/05/30 0pp 


8006170369 Forwards Drawing n''208-004, Shoe t 247, Revision 2 Of reactor 
bldg purge exhaust butterfly isolation valve Drawing 
available in Central Files only 

KRAMER, C 0 , YOCOM, H E Qi Ibert/Commonwea 1 th Cos QO/06/11 Ip 


8006170641 Forwards Drawing E-51 1 "208, Revision 1 re miscellaneous steel 
for fuel transfer canal shielding Drawing available in 
Central Files only 

BARNISIN, M A , YOCOM. H E Gi Ibert/Commonwealth Cos 00/06/11 Ip 


6006240624 Forwards request for addl info on radiological assessment in 
order to continue review of QU application 
aCHWENCER.A Licensing Branch 2 00/06/11 Bpp 


00062903B9 Discusses reorgani zat ion of Oft of Nuclear Reactor 
Regulation ftc advises that mgt licensing matters w/respect to 
facility have been assigned to T Houghton Reorganization 
charts encl 

TEDESCO, R L Assistant Director for Licensing SO/06/13 12pp 


8006270009 Requests addl info to determine potential underclad cracking 
in reactor vessel nozzles Info must be submitted within 2 
wki 

BCHWENCER.A Licensing Branch 3 00/06/10 3pp 


C Utility Environmental Report <ER), amends 4. correspondence 


0006090023 Significant deficiency rept re omission of sholf life of 
tapes used for 480-volt terminations from site procedures 
Shelf lives obtained from manufacturers St inclidetf in site 
storages procedures 

a Bouthern California Edison Co 00/05/27 2pp 


F Security, medical, emcrqoncy it fire protection plans 


800513031? Forwards c lar if ication of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EI 8 ENHUT, D G Division of Operating Reactors 00/04/25 6 ipp 


□006060343 Forwards radiation emergency plan 

CREWS, E H South Carolina Electric $< Gas Co 80/06/04 Ip 


— 8006060344 Radiation emergency plan 

* South Carolina Electric S Oas Co 80/06/04 200pp 


K Utility Final Safety Analysis Report (FSAR) it amends 


8006230166 Forwards Amend 19 to FSAR 

CREW 81 E H Southern California Edison Co 80/06/10 2pp 



DOCKETED ITEMS 


—8006230190 Amend 19 to FSAfl 

» Southern California Cdison Co 80/06/30 2i OOOpp 


0006300320 Ac k receipt of IE tnsp ftcp t 
proprietary info 

JOHllSON, M C South Carolina Electric 


on OOO'iay- 29 Nn 
t, Oan Co 00/06/ 1 2 Ip 


0 Inspection roportsi IE Qulletins correspondence 


0006160216 Foi wards IE Insp Ropt 50-395/00-10 on 800414-17 No 
nunc onip 1 1 anc e noted 

MURPHy# C E nogiun 2* Atlanta. Reactoi Construction h Engineering 
Support liranch 00/05/02 2pp 


— 0006160219 IE Insp Rept 5O-395/QO-10 on 000414-17 No noncomp I lanca 
noted Major at eas Inspected const ac t i vi t lesi uti 1 audit 
program 6 IE Dullctlns 79-13 6 00-03 *' IE Circulars B0-03i 
00-09 6 90-07 

CANTRELL. F S Region 2. Atlanta. Reactor Construction 6 
Engineering Support anch DUROETTE. T E Region 2. Atlanta. 
Office of the Director 00/05/02 5pp 


— 0006300322 Forwards IE Insp 
noncotnpl lance noted 
MURPHY. C E Region 2, At 
Support Branch 80/05/21 


ftept aoo^22-*2r» No 

ante. Reactor Construction h Englnoorli 
2pp 


— 8006300325 IE Insp Rept 50- 
noted Major areas inspotfc 
rad iographg 

GIRARD, E H . ZAJAC.L D 
HERDT. A R Region 2. At 
Support Branch B0/05/16> 


395/80-12 on 1:100422-25 Nw 
ed open 1 toco’s « rovUu) of 

Rogion a. Atlanta. Offlt-o 
lanta. Reactor Conslructi 

app 


noncomp 1 1 anc* 


of th o Dii ec ti 
iiri Euglneoi'li 


8 Reportable occurrences. 


ue«s 4 relatoJ c u r resp o ndcnc o 


8006060489 Forwards IE Bulletin 00-11. ^'MasoTwg Uall Design Ko action 
ov written response lequirod IE Info Notice 79-2B. 

"Ovorload i ng of Structural Clements Due to Pipe 8uppoi t 
Loads” one 1 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/05/00 

2pp 


0006060400 Forwards IE Dullctin 00-11. “Masonry Wall Design " No action 
or written lesponse lequirod IE Info Notice 79-20. 

"Qverloading of Structural Elements Due to Pipe Support 
Loads** end 

□'REILLY. J P Rogion 2, Atlanta. Office of the Director 00/05/08 

ip 


9006050305 Forwards IE Bulletin 00-12. '‘Decay Heat Romoval Bijs 
Operability " No written i esponse required IE Info Notice 
80-20. “Loss of Decay Heat Removal Capability at Davls-Bosse 
Unit I While in Refueling Mode” end 

O'REILLY. J P Region 2. Atlant«T. Office of the Director 80/09/09 

IP 


0006050307 Forwards IE Bulletin 00-12. “Decay Hoat Removal Sys 
Operability “ No written response required IE Info Notice 
00-30. “Loss of Decay Meat Removal Capability at Davis-Besse 
Unit 1 Uhlie in Refueling Mode'* enc I 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director QO/09/09 
2pp 


8006240045 Forwards lE Insp Ropt 5O-395/B0-09 on 000421-25 No 
noncompliance noted 

8T0HR. J P Region 2. Atlanta. Fuel Facility Materials Safety 
Branch 00/05/12 2pp 


0006230426 Deficiency rept r 
stipulating proper teatino 
FSAR requirements Purchase 
e lamination 

JGHNSON.M C South Carol I 


c ABMF Code C I / J s • 1 piping ordered w/o 
Caused by m i a I ntorpr u tat ion cif 
order chcJii^ciJ to roquire 

na Electiic ti Oat Co lR)/(>5/l9 Jpp 


8006050019 Forwards significant deficiency 
used for 4B0-volt terminations . 

CREUS.E H Southern California Edison Co 


apt TD shelf life of taps 


PH/ 05 /ay ip 


0006230455 Final deficiency rept ie shelf life nf tapes used for 4110 
volt terminations not being addressed Ir' sit® procoduree 
Terminations are being recJoiiiO Shelf llv®s hovo hsaii obtained 
are Included in site storage proc o d ur® ■a Details and 
CREWS, E H South Carolina Electric V 0«a Oo 110/05/37 3pp 


0006040241 Final deficiency rept re biokcn Insulators on 7l(V ifoud 
transfer switches ilfg will provide neuj. A eavl or shafts on 
oporatlng mechanism it weldn'd crankti to i educe deflection 
Operating angle of cranks will also ho charigoil 
CREWS, E M South Carolina Electric t' Das Co UO/05/3fJ 3np 




8006040304 Final deficiency ropt re Incorruct cun ent sensoi In 4110 • 
volt load ctr circuit breakar Siafety — » olAtecJ 4(1()~vult 
breakers inspected visually One sontiiOi' lupUcud Manufacturer 
notified 

CREWS. E H . WACTOn. J A South Carolina KkectrU ti Ofls t u flO/055/S 
3pp 

8006090042 Forwards final deficiency rapt re hiadaquate electrical 
separation 

CREUS.E H South Carolina Electric ft Oats- Co 00/09//L1 i |> 


— 8006240052 IE Insp Rept 90-399/n0-09 on B00421~25 No noncomp Uance 
noted Majui areas inspected prooperati onal surveillance 
prog rams . imp 1 omen ta 1 1 on of CP requiiomonts & environ 
protection 

vIENUlNS.G R Region 2. Atlanto. fuel Facility tn Materials Safety 
Branch CUNNINGHAM. A L Region 2. Atlanta, Office of the 
Director 00/05/12 4pp 


0006300007 Forwards IE Circular 80-11. "Emergency Diesel Oonerator Lube 
Oil Cooler Failures " No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/09/13 

2pp 


— 8006050047 Final deficiency rept ro tfind'Oquate electrical soparabii 
Power feeder circuit (dc) was routed from taf ety-relatsd 
distribution panel to nonaaf o ty-re' 1 /i t o d panel w/iui isolation 
device Design control program rociii i r OHinunts reviewed 
a South Carolina Electric 4 Oaa Co (10/05/311 .'Ipp 


0006110254 Significant deficiancy ropt cjii l1O0222i <1 licovflred rhiUer' 
unit could not be fully loaded befnru unit would trip out 
on low ovaporator pressure Uow sve yxaibos flou cutout 
deleted 

^CREUS.E H Southern California Ed loan C n 110/09/27. 2pp 


0006300090 Forwards IC Circular 00-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures '* No written response required 

□ 'REILLY, d P Region 2. Atlanta, Office of the Director 80/05/t3 

2pp 

800629010P Forwards IC Insp Rept 50-395/00-13 on 800301-0430 No 
noncompliance noted 

LCWIGiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/05/16 2pp 

—8006250106 IC Insp Rept 50-395/80-13 on 800301-0430 No noncompliance 
noted Major areas inspected preoperatlona 1 tost procedure 
review. OAi admini s tratl VO controls It maint preoperational 
test results 

KELLOGG. P J Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 8KOLD3. J L Region 2. Atlanta. Office of the Director 
80/05/16 llpp 

8006190654 Notifies that no piopriotary info is contained In NRC Audit 
Rept 50-395/00-10 

JOHNSON. M C South Carolin.T Electric i Gas Co 80/05/30 ip 


8006200012 Part 21 rept re faitod cngiM«7 tNrutl bearing Dieiet 
generator sots were inspected in accnrdciiice u/wrlttan 
procedures 6 revised drawings Genoratorn are free of 
reported potential defect 

MORIARTY. J M Colt induatrlos. Inc . F*lrbanlii Morse Engine Dlv 
80/06/06 2pp 


8006100401 Deficiency rept re substantial uafoty fiatard In Woitlnyhni 
centrifugal charging pump operation Interim mnd» suggested 
CREWS. E H South Carolina Electric tt Oa s Co R0/D6/13. Dpp 


——0006100404 Confirms 80050B t o 1 c on vi/K Ulackwood re substantial safi 
haiard notification pot iOCFRSi DlicuKnps Wsatlnghuuse 
charging pump operation intorirn mods for R-loop l> 4«loop. 
operating & nonoperating- plants 

ANDERSON. T M Westinghouue Electric Coi-p 00/05/00 7pp 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 12 


A AppUcation/construefcton stage doeumenta & correspondence 


8006240276 Responds to IE Bulletin 79-03A re defects in A8ME SA-312 
Type 304 stainless stud pipe Facility design does not 
permit use of pipe described In bulletin 

CREWS. E H South Carolina Cloctric U Gas Co BO/06/09 ip 


0006230110 Advises BWR V PWR applicants o 
implementation plan presented in Bectio 
adequacy of applicable support struc tor 
reactor review piocedure acceptance t 
EIBENhUT. D 0 Division uF Licensing 


f NRC decision to modify 
n 4 nf NURFO-097/ ra 
us Qeneral opsratlng 
rltorla enr 1 
GO/09/20 13pp 
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DOCKETED ITEMS 


a006tl04U Notification of 800529 meeting u/otil»0E t* SRI in Bethetda* 
HD to diicuit revised Chapter 7 of FSAR 
LVNCH«H D Licensing Branch 1 60/05/26 2pp 


800^230001 Summarg of B0O4IO meeting u/Hart II ouitert group re 
tupprrssion pool temp response to saf ety/rel lef actuations 
Study concluded that limit on temp pot needed Requests that 
applicants submit detailed info for evaluation 
SU«T H Containment Systems Branch 60/05/30 4pp 


B0060S05A0 Forwards responses to Questions 360 004 tt 360 005* open 
items from Round l*Set 2 Questions ui 1 1 be incorporated in 
FBARfAmsnd 10 References, prepared by Shannon it Hllion Ic 
Woodward-'C lyde Consul tants# ut 1 1 be forwarded 

RENQEROERiD Li Mashing ton Public Power Supply System 60/06/02 
23pp 


6006110278 Notifies that lab will be conducting addl moisture testing 
on low hydrogen electrodes using technique required in AWB 
AS SrSectlon 25 Electrode coating moisture testing results 
will be applied only to Units 1 b 4 

RENfiEROER. D L Washington Public Power Supply System 80/06/06 

Ip 


8006300013 Forwards "For Comment" edition of NUREQ-06l9i "QWR Feedwater 
Norzle ti Control Rod Drive Return Line Noxtle Cracking " 

Rept provides NRC resolution of Generic Technical Activity 
A-10 H/a end 

EieENHUT. D 0 Division of Licensing 00/06/06 2pp 


8006130305 Forwards responses to Round l.Set B questions from 
Instrumentation Si Controls Sys Branch Questions will be 
incorporated Into FBAR In next amend 

RENBEROER. D L Washington Public Power Supply System 60/06/09 
124PP 


8006160621 Notification of 800613 meeting u/9WR Licensing Resolution 
Group in Oethesda.HD to discuss progress 
WlLSONi J N Licensing Branch 1 60/06/09 lOpp 


8006290321 Summary of 800514 meeting w/utilt in OethesdaiHD re 
organiiatlon ii objectives of BUR licensing resolution group 
Agenda ti vicwgraph end 

WILSONi J N Operating Reactors Branch 4 BO/06/17 llpp 


B00630D967 Forwards regional evaluation of licensee performance &« 
supporting data re activities authorized by CPPR-93 Areas 
of concern (i required corrective actions delineated in NRC 
000617 Itr 

ENOELKENi R H Region 5. San Francisco. Office of the Director 
80/06/17 2pp 


—8006300591 Dlscussts regional evaluation of project activities for Apr 
1979-Apr 1900 Strong measures required to provide adequate 
assurance that completed saf ety^^related work was properly 
accomplished Evaluation form for period end 
PODDSi R T Region 5. San Francisco. Reactor Construction ti 
Engineering Support Branch BISHOP. T W , KIR8CH. D F Region 9, 

San Francisco. Office of the Director 00/05/13 i2pp 


6006300361 Forwards addl info required for NRC to complete review of 
partial penetration weld substitution for sacrificial shield 
wall Includes documents re shielding correction for shim 
gaps at elevation 541 Inches to 5 ft 6 detailed drawings 
RENDEROER.D L Washington Public Power Supply System 60/06/20 
□Spp 


F Becurlty. medlcali emergency li fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EIBENHUT. D 0 Division of Operating Reactors 00/04/29 6lpp 


8006240404 Forwards drawings re location for near-ilte emergency ctr 
Requests Immediate review V response so that slte^speclf ic 
design work can proceed Si site preparation begin 
"Preconceptual Bite Plan" available In Central Files only, 
RENBERQER.D L Washington Public Power Supply System 80/06/16 

6fp 


—8006240406 "Hind Rose for WPP8-2 for Apr 1974 to Mar 1975 at 
33 Ft Level " 

e Washington Public Power Supply System 75/03/31 Ip 


-‘"8006240410 "Environ Programs Base Map - Hanford Area " 

a Washington Public Power Supply System 79/01/12 Ip 


K Utility Final Safety Analysts Report (F9ARJ 8. amends 


8006110135 Forwards Amend 9 to F8AR 

REN8ERCER. D L Washington Public Power Supply System 80/05/27 
Spp 


—0006110139 Amend 9 to FSAR 

* Washington Public Power Supply System 60/04/30 37Spp 


6006170509 Forwards 800609 transmittal Itr t. Certificate of Svc for 
Amend 9 to FSAR Amend was sent to Denton County. WA Board of 
Commission's Energy Facility Site Evaluation Council & EPA 
RENBERQER.D L Washington Public Power Supply System BO/06/09 
3pp 


Q Inspection reports. IE Dulletlns & correspondence 


8006250169 Forwards IE Insp Rept 50-397/80-06 on 000415-18 No 
noncompliance noted 

SPENCER 1 0 S Region 5i San Francisco. Reactor Construction ^ 
Engineering Support Branch 00/05/12 2pp 

» 

— 8006250172 IE Insp Rept 50-397/80-06 on 800415-18 No none omp I i anc e 
noted Major areas inspected followup on previous insp 
findings, struc tural steel welding, instrumentation work hi IE 
bulletins circulars 

DODDS. R T Region 5. San Francisco. Reactor Construction ht 
Engineering Support Branch BISHOP. T W . KIRSCH. D F Region 5. 
San Francisco. Office of the Director BO/05/09 12pp 


8006060480 Forwards response to IE Bulletin 79-09. "Events Relevant to 
OWRs Identified During TIil Incident" plant unique data re 
NED0-247OS 

RENBERQER.D L Washington Public Power Supply System 80/05/23 
96pp 


8006240083 Expresses concern re quality of const of sacrificial shield 
wall hi pipe whip restraints at site Requests info re steps 
taken to provldq reasonable assurance that approved QA 
program has been Implemented 

6TELLQ.V Office of Inspection h- Enforcement. Office of the 
Director BO/06/17 3pp 


'*-6006240086 Discusses items of noncompliance re sacrificial shield wall 
it pipe whip restraints identified during IE investigation on 
791127 600228 Response to itr required In 29 days Notices 

of violation hi proposed imposition of civil penalties encl 
6TELL0.V Office of Inspection 8. Enforcement. Office of the 
Director 80/06/17 2pp 


— B006240090 Notice of violation from investigation on 791127 hi 000228 
Investigation revealed deficiencies re sacrificial shield 
wall & pipe whip restraints Assigns monetary penalties for 
each deficiency 

e Office of Inspection it Enforcement. Office of the Director 
80/06/17 14pp 


— 8006240093 Notice of proposed imposition of civil penalties in amount 
of e61i000 foi items of noncompliance Identified in notice 
of violation Util may pay penalty or submit written protest 
* Office of Inspection Sc Enforcement. Office of the Director 
80/06/17 Ip 


8 Reportable occurrences. LERs 4 related correspondence 


6006090236 PNO-V-QO-Oa? on 800516. Mount St Helen erupted Unit 2 has 
approx t/6-inch of ash on ground, some ash dust inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive matls in sys components underway 

BI8H0P.T U Region 5. Ban Francisco. Office of the Director 
80/05/19 2pp 


8006300219 EN-BO-021 on 800617. notice of violation Ii notice of 
proposed imposition of civil penalties will be issued to 
util Action based on alleged items of noncomp 1 iance re 
deficiencies in QA program during period of 1976-78 
HENDERSON. J. . THORNBURG. H D Office of Inspection k Enforcement. 
Office of the Director 80/06/13 Ip 


—8006240413 "Combined Plant Sves k Emergency Coordination Facility 
Bite Location. 1, 930 Meter Radius Exclusion Areas It Property 
Lines " 

» Washington Public Power Supply System 79/01/12 Ip 



DOCKETED ITEMS 
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DOCKET SO- 400 SHEARON HARRIS NUCLEAR POWER PLANT* UNIT I 


A App 1 1 cat i on/canstruct 1 on stage documents U correspondence 


8006230UO Advises BUR U PWR applicants oP NRC decision to oipdlfg 
Implementation plan presented In Section 4 of NUREO-0977 re 
ade<iuacg of applicable support structures Ooneral operatinp 
reactor revieu procedure & acceptance criteria enc 1 
EISENHUT*D 0 Division of Licensing 80/05/20 13pp 


80O&19O12A Responds to 800318 Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur ta/util approach Procurement of 
spare or replacement parts subj to QA controls 
HAASSi U P Duality Assurance Branch 80/05/23 2pp 


BOOAl60i45 Forwards revised per i phy ton/p lankton biological monitoring 
program to provide pre impoundment phytoplankton data for 
comparison uj/post-impoundment data 

MCDUFFIE, rt A Carolina Power 4 Light Co 80/06/10 Ip 


— 8006160147 Revised biological monitoring program 
* Carolina Power 4* Light Co 00/06/10 Spp 


1 Financial information 


8006120011 Responds to 000508 request for comment on util 8-7 
registration statement Review identified no Inaccurate 
statements re NRC regulatory requirements or financial Info 
filed uf/NRC 

CHRISTBNDURV. E Hearings Division 80/05/29 Ip 


Q Inspection reports, l£ Bulletins S* correspondence 


0006060458 Forwards IE Bulletin 80-11, “Hasonry Wall Design " No ectlon 
or written response required IE Info Notice 79‘*2ar 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc 1 

O^REILLY, v> P Region 2, Atlanta, Office of the Director 00/05/08 
2pp 


0006090311 Forwards IE Bulletin 8C-t2, "Decay Heat Removal 8ys 
Operability " No written response required IE Info Notice 
60-20, "Loss Of Decay Heat Removal Capability at Davis-Betse 
Unit I While In Refueling Mode" end 

O'REILLVrJ P Region 2, Atlanta, Office of the Director 00/05/09 

2pp 


0006300120 Forwards IE Circular 0O-lli “Emergency Diesel Oeneratqr Lube 
Oil Cooler Failures " No written response required 
Q'REILLYiU P Region 2, Atlanta, Office of the Director 00/05/13 

2pp 


0006090182 Ack receipt of 000502 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/00-07, 
SO-401/80-07, 30-402/80-07 U 50-403/80-07 

MURPHY, C E Region 2, Atlanta, Reactor Construction tt Engineering 
Support Branch 00/03/21 Ip 


—0006090202 Responds to NRC 800415 Itr re violations noted in IE Insp 
Rapts 50-400/80-07, 30-401/80-07, 50-402/00-07 U 50-403/80-07 
Corrective actions pel sons requisitioning perishable Item* 
will receive notice five days prior to expiration date 
HQUE, P W Carolina Power U Light Co 80/05/02 2pp 


8006190664 Responds to IE Bulletin 79-28, “Possible Malfunction of 
NAMCO Model EAI0O Limit Switches at Elevated Temps " No 
questionable NAMCO EA10O limit switches sent to const site 
MCDUFFIE, M A Carolina Power it Light Co 00/03/30 Ip 


8006240285 Responds to IE Bulletin 80-09, “Vacuum Conditions Resulting 
in Damage to Chemical Vol Control 8ys Holdup Tank “ Forwards 
list of tanks U measures taken to protect tanks against 
vacuum conditions 

MCDUFFIE, H A Carolina Power if Light Co, 80/06/09 2pp 


6 Reportable occurrences, LERs it related correspondence 


0006110234 Notifies that evaluation of potential reportable deficiency 
re welding defects In Bergen Patterson Co supplied hangers 
for In-cora Instrumentati on, wi 1 1 be completed by 800616 
CHIANOtiN J Carolina Power |< Light Co 80/05/22 Ip 


0006110244 Notifies that evaluation of potential reportable deficiency 
re welding defects in AFCO supplied embeds, will be completed 
by 800616 

CHlANOliN J Carolina Power t Light Co 80/05/22 Ip. 


600609<>306 Interim deficiency rept re procurement, fabrication 8, insp of 
engineered plates for concrete embedment U support of 
saf ety-r elated loads Investigation revealed 469 plates 
requiring corrective action 

CHIAN0I,N J Carolina Power Light Co 80/09/30 2pp 


8006160070 Forwards final deficiency rept re omission of rebar in 
reactor auxiliary bldg 

CHIANOI,N J Carolina Power it Light Co 80/06/09 Ip 


— 8006160075 Final deficiency rept re omission of reinforcing steel in 
reactor auxiliary bldg 2 south, ex tenor, shear wall Caused by 
human error Holes drilled 4, bars grouted into previously 
placed concrete Special tests conducted to validate repairs 
a Carolina Power it Light Co 80/06/04 6pp 


0006240383 Confirms 000606 telcon which clarified that deficiencies 
identified during NRC audit need not be evaluated for 
reportafaility per lOCFRSO SSie) it 10CFR21 Evaluation would 
involve duplicity of action 

CHIAN01,N J Carolina Power it Light Co 00/06/12 Ip 


DOCKET 30-401 SHEARON H4RRI8 NUCLEAR POWER PLANT, UNIT 2 


A Appl icati on/construct ion stage documents t( correspondence 


0006230110 Advises BWR it PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 rt 
adequacy of applicable support structures General operating 
reactor review procedure S, acceptance criteria end 
EISENHUTiD 0 Division of Licensing 00/05/20 13pp 


0006190126 Responds to G0031B Itr re NRC pOEltlon on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur w/utii approach Procuremant of 
spare or replacement parts subj to QA controls 
HAABS, W P Quality Assurance Branch 00/05/23 2pp 


0006160149 Forwards revised periphyton/plankton biological monitoring 
program to provide prelmpoundment phytoplankton data for 
comparison w/post-lmpoundment data 

MCDUFFIE,M A Carolina Power it Light Co 00/06/10 Ip 


—0006160147 Revised biological monitoring program 
e Carolina Power S' Light Co 80/06/10 5pp 


I Financial information 


0006120011 Responds to 800500 request for comment on util 8-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial info 
filed w/KRC 

CHRISTENOURV. E Hearings Division 80/05/29 Ip 


Q Inspection reports, IE Bulletins I correspondence 


8006060450 Forwards f£ Bulletin 80-11, "Masonry Wall Design “ No action 
or written response required IE Info Notice 79-28, 

"Overloading of Qtructural Elements Due to Pipe Support 
Loads*' end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/05/08 

2pp 


8006050311 Forwards IE Bulletin 80-12, "Decay Heat Removal 0ys 
Operability " No written response required lE Info Notice 
80-20, "Lois of Decay Heat Removal Capability at Davli-Besse 
Unit 1 While in Refueling Mode" end 

O'REILLY, J p Region 2, Atlanta, Office of the Dlractor 80/05/09 

2pp 


0006300128 Forwards IE Circular 80-11, "Emergency Diesel Generator Lube 
on Cooler Failures " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/13, 

2pp 


8006090182 Ack receipt of 000502 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50^400/80-07, 
50-401/00-07,50-402/00-07 U 50-403/80-07 

MURPHY, C E Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch 00/05/21 Ip 

— 0006090202 Responds to NRC 000415 Itr re violations noted in IE Inip 
Repte 50-400/90-07,50-401/00-07,50-402/80-07 It S0-403/S0-07 
Corrective actions persons requisitioning perishable items 
will receive notice five days prior to expiration date 
HOWE, P W Carolina Power ^ Light Co 80/05/02 2pp 
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DOCKETED ITEMS 


6006190664 Rtiponds to IE SulUtin 79-20< "PossibU HaUunction of 
NAKCO Modffl EAiaO Limit Suitchei at Elevated Temps " Np 
queitiotiab le NAfICO EA180 limit switches sent to const site 
MCDUFFIE/ 14 A Carolina Pouer I Light Co 00/05/30 Ip 


8O06S402B5 Responds to IE Bulletin BO-OSi ’^V/acuun Conditions Resulting 
in Damage to Chemical Uol Control Sys Holdup Tank ” Forwards 
list of tanks 6 measures taken to protect tanks against 
vacuum conditions 

MCDUFFlErM A Carolina Power 6 Light rn 9op 


8 ntportabl* occurrencesi LtRs I related correspondence 


0006110234 Notifies that evaluation of potential reportable deflclencg 
rt Wilding defects in Bergen Patteroon Co supplied hangers 
for In-’Core instrumentation. wi 1 1 be completed by S00616 
CHlANOtrN si Carolina Power & Light Co 60/03/22 Ip 


8006110244 Notifies that evaluation of potential reportable deficiency 
rt welding defects in AFCQ supplied emfaedsiwill be completed 
bg 000616 

CHIANOI.N J Carolina Power Ic Light Co 80/03/22 Ip 


80060S0311 Forwaids IE Bulletin 0O“l2i "Decag Heat Removal Sgs 
Operability " No written response req.uirod IE Info Notice 
80-20. "Loss of Decay Heat Removal Capability at Dav 1 s-Res s e 
Unit 1 While In Refueling Mode" end 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/09 

2pp 


8006300126 Forwards IE Circular 80-11. "Emergency Diesel Oenerator Lube 
Oil Cooler Failures " No written response roquired 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/13 

2pp 


0006090182 Act receipt of 800502 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-07. 
50-401/80-07.50-402/80-07 «< 50-403/00-07 

HURPKVr C E Region 2. Atlanta, Reactor Construction Ic Engineering 
Support Branch GO/05/21 Ip 


— 8006090202 Responds to NRC 800415 Itr re violations noted In IE Insp 
Repts 50-400/00-07.90-401/80-07.30-402/80-07 «. 90-403/00-07 
Corrective actions persons requisitioning perishable Items 
will receive notice five days prior to expiration date 
HOHE. P W Carolina Pouer t- Light Co 00/05/02 2pp 


0006090306 Interim deficiency rept re procurement, fabrication tt insp of 
engineered plates for concrete embedment C. support of 
saf aty-related loads Investigation revealed 469 plates 
requiring corrective action 

CHIANOI.N J Carolina Power L Light Co SO/OS/30 2pp 


0006160070 Forwards final deficiency rept re omission of rebar in 
reactor auxiliary bldg 

CHIANOI.N J Carolina Power i Light Co 80/06/09 Ip 


—0006160075 Final deficiency rept re omission of reinforcing steel in 
rsacter auxiliary bldg 2 south. eiterior. shear uall Caused by 
human error Holes drilled i bars grouted into previously 
placed concrete Special test* conducted to validate repairs 
* Carolina Power it Light Co 60/06/04 6pp 


0006240383 Confirms 800606 telcon which clarified that deficiencies 
identified during NRC audit need not be evaluated for 
reportabllity per lOCFRSO S9ie) t tOCPR2l Evaluation would 
involve duplicity of action 

CHIANOI.N J Carolina Power & Light Co 80/06/12 Ip 


DOCKET 90-402 SHEARQN HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Appl ication/construction stage documents it correspondence 


6006230110 Advises BUR tt PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREG-0977 ra 
adequacy of applicable support structures General operating 
reactor review procedure it acceptance criteria end 
EI8ENHUT, D 0 Division of Licensing 00/03/20 i3pp 


8006190126 Responds to 800318 Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
Items NRC does not concur w/util approach Procurement of 
spare or replacement parts subj to QA controls 
HAA88, W P Quality Assurance Branch 80/09/23 2pp 


6006160145 Forwards revised per iphyton/plankton biological monitoring 
program to provide preimpoundment phytoplankton data for 
comparison u/post-impoundment data 

MCDUFFIE. H A Carolina Power «< Light Co 80/06/10 Ip 


—0006160147 Revised biological monitoring program 
* Carolina Power & Light Co 80/06/10 5pp 


0006190664 Responds to IE Bulletin 79-20. "Possible Malfunction of 
NAMCO Model EAIQO Limit Hultches at Elevated Temps " No 
questionable NAMCO EA160 limit switches sent to const site 
MCDUFFIE. M A Carolina Power b Light Co 00/05/30 Ip 


0006240289 Responds to IE Bulletin 00-09. "Vacuum Conditions Resulting 
In Damage to Chemical Vol Control Sys Holdup Tank *' Forwards 
list of tanks it measuros taken to protect tanks against 
vacuum conditions 

MCDUFFIE. M A Carolina Power 4. Light Co 80/06/09 2pp 


S Reportable occurrences. LERs it related correspondence 


6006110234 Notifies that evaluation of potential reportable deficiency 
re welding defects in Bergen Patterson Co supplied hangers 
for in-core Instrumentat ion, ul 1 1 be completed by 000616 
CHIANOI.N J Carolina Power 8< Light Co 60/09/22 Ip 


8006110244 Notifies that evaluation of potential reportable deficiency 
re welding defects in AFCO supplied embeds, will be completed 
by BG0616 

CHIANOI.N J Carolina Power it Light Co 80/05/22 Ip 


8006090306 Interim deficiency rept re procurement, fabrication it insp of 
engineered plates for conci ote embedment 8< support of 
safety-related loads Investigation revealed 469 plates 
requiring corrective action 

CHIANOI.N st Carolina Power L Light Co 00/03/30 2pp 


6006160070 Forwards final deficiency rept re omission of rebar In 
reactor auxiliary bldg 

CHlANGf.N J Carolina Power b Light Co 00/06/09 Ip 


“0006160079 Final deficiency rept re omission of reinforcing steel In 
reactor auxiliary bldg 2 south. ex tori or < shear wall Caused by 
human error Holes drilled bars grouted into proviouslv 
placed concrete Special tests conducted to validate repairs 
« Carolina Power 5 Light Co 80/06/04 6pp 


8006240383 Confirms 800606 telcon which clarified that deficiencies 
identified during NRC audit need not be evaluated for 
reportability per lOCFRSO 59 <b) 6 10CFR21 Evaluation would 
involve duplicity of action 

CHIANOI.N J Carolina Pouer i. Light Co 00/06/12 Ip 


I Financial information 


0006120011 Responds to 000908 request for comment on util S-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial Info 
filed w/NRC 

CHRI8TEN8URY. E Hearings Division 00/05/29 Ip 


0 Inspection reports. IE Bulletins correspondence 


8006060450 Forwards IE Bulletin SO-lt, "Masonry Hall Design " No action 
or written response required lE Info Notice 79-26, 

"Overloading of Btructural Elements Due to Pipe Support 
Loads" end 

O'REILLY, d P Region 2. Atlanta, Office of the Director 80/05/00 

app 


DOCKET 90-403 9HEARDN HARRIS NUCLEAR P0WER PLANT. UNIT 4 
A Application/construction stage documents b correspondence 


0006230110 Advises DHR b PWR applicant" of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure b acceptance criteria end 
c ... 80/03/20 13pp. 


EI6ENHUT. D 0 Division of Llcensln 


0006 1 90126 
applying 
Items NRC 
spare or 
HAAS3.M P 


Responds to 8D0318 Ur re NRC position on util approach 
AIF position paper for procurement of off-the-shelf 
does not concur w/util approach Procuromont of 
replacement parts subj to QA controls 

Quality Assurance Branch 00/05/23 2pp 


of 


0006160145 Forwards revised perl phy ton/p lank ton biological 
program to provide preimpoundment phytoplankton data for 
comparison w/post— impoundment data 

MCDUFFIE, M A Carolina Power b Light Co 80/06/10, Ip 


moni tor Ing 
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— 8006160147 Revised biological monitorirtg program 
* Carolina Power Light Co 80/06/10 3pp 


I Financial information 


0006120011 Responds to 0OOSO8 request for comment on util 3-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial info 
filed 'iJ/r^RC 

CMRiSTENDURYr E Hearings Division 00/05/29 Ip 


Q Inspection reportsi IE Dutlctlns ft. correspondence 


0006060459 Forwards IF aoUebin 80-11, "Masonry Mall Design '* No action 
or written response required IE Info Notice 79^20< 

'■□verloadlng of Structural Elements Due to Pipe Support 
Loads" end , 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/05/08 

2pp 

8006050311 Forwards IC Dullotin 80-12, '‘Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davls-Besse 
Unit 1 While In Refueling Mode"' end 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/05/09 

2pp 

0006300128 Forwards IE Circular 80-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/05/13 

2pp 


8006090102 Ack receipt of 0OOSO2 1 fcr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-07, 
50-401/80-07,50-402/60-07 ft. 30-403/80-07 

MURPHY, C E Region 2. Atlanta. Reactor Construction tt Engineering 
Support Branch 60/03/21 Ip 

— 0006090202 Responds to NRC 800413 Itr re violations noted in IE Insp 
Repts 50-400/80-07,90-401/80-07.50-402/00-07 ft< 30-403/80-07 
Corrective actions persons requisitioning perishable items 
will receive notice five days prior to oitpiratlon date 
HOWE, P W Carolina Power ft. Light Co 80/05/02 2pp. 


8006190664 Responds to JE Dulletln 79-20, "Possible Malfunction of 
NAMCO Model EAiaO Limit Switches at Elevated Temps " No 
questionable NAMCO EAlSO limit awitchos sent to const site 
MCDUFFIE, M A Carolina Power tt Light Co 00/05/30 Ip 


0006240209 Responds to IE Dullotin 00-05, "Vacuum Conditions Resulting 
in Damage to Chemical Vol Control Sys Holdup Tank " Forwards 
list of tanks ft^ measures taken to protect tanks against 
vacuum conditions 

MCDUFFIE, M A Carolina Power tt Light Co 00/06/09 kpt, 


8 Reportable occurroncesi LERs ft» related correspondence 


0006110234 Notifies that evaluation of potential reportable deficiency 
re welding defects in Bergen Patterson Co supplied hangers 
for in-core instrumsntat ion, wl 1 1 be completed by 800616 
CHIANOKN xi Carolina Power ft Light Co 80/05/22 Ip 


0006110244 Notifies that evaluation of potential reportable deficiency 
re welding defects in AFCO supplied embeds, will be completed 
by 800616 

CHIAN0I,N U Carolina Power ?< Light Co 00/05/22 tp» 


8006090306 Interim deficiency rept ro procurement, fabrication h in*P of 
engineered plates for tancrote embedment ft, support of 
saf e ty-r« lated loads Investigation revealed 469 plates 
requiring corrective action 

CHIAN01,N J Carolina Power ft. Light Co 80/05/30 2pp 

0006160070 Forwards final deficiency rept re omission of rebar in 
reactor aurtliary bldg 

CHIANOIrN J Carolina Power ft Light Co 00/06/09 ip 

—8006160075 Final deficiency rept re omission of reinforcing steel in 
reactor auxiliary bldg 2 south, exterior, shear wall, Caused by 
human error Holes drilled ft bars grouted into previously 
placed concrete Special tests conducted to validate repairs 
* Carolina Power ft, Light Co 00/06/04 6pp 


8006240303 Confirms 800606 telcon which clarified that deficiencies 
identified dux ing NRC audit need not be evaluated for 
repertabi I ity per iOCFRSO SS<el ft 10CFR21 Evaluation would 
Involve duplicity of action 

CHIANOIiN J Carolina Power ft Light Co BO/06/12 Ip 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A App 1 icat lon/constr uc tion stage documents ft correspondence 


0006230110 Advises DWR ft. PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure ft acceptance criteria end 
EI6ENHUT, D 0 Division of Licensing 00/03/20 13pp 


Q Inspection reports, IE Bulletins ft corresp anoerii. w 


8006060419 Forwards IE Bulletin 80-li< "Masonry Wall Design " No action 
or written response required IE Info Notice 79-28. 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/05/08 
2pp 


0006200105 Forwards IE Insp Repts 50-338/00-17,90-404/00-02 ft 
50-405/80-02 on 000409 ft tO No noncompliance noted 
murphy, C E Region 2. Atlanta, Reactor Construction ft Engineering 
Support Branch 80/05/08 2pp 


—0006200114 IE Insp Repts 50-338/80-17,90-404/00-02 ft, 50-409/00-02 
on 600409 ft 10 No noncompliance noted Major areas inspected 
IE Bulletins 79-17 ft 80-00 activities re cracks in horated 
water sys ft containment liner penetration welds 

HERDT.A R Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch ECONOMOB. N Region 2, Atlanta, Office of the 
Director 00/05/07 4pp 


8006040261 Forwards l£ Bulletin 00-12, "Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
60-20, "Loss of Decay Heat Removal Capability at Davis-’Diise 
Unit 1 Uhile in Refueling Mode" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/09 

2pp 


8006300137 Forwards l£ Circular 00-11, "Emergency Diesel Generator Luba 
Oil Cooler Failures " No written response required 
O'REILLY.J P Region 2, Atlanta, Office Of the Director 90/09/13 
2PP 


8006020277 Advises of suspension of IE Bulletin 00-00 review due to 
ongoing feasibility study Review wlU resume if study 
Indicates continuing w/facilitles as nuclear units 
BROWN. 6 C Virginia Electric ft Power Co 00/09/20 Ip 


DOCKET 50-405 NORTH ANNA POWER STATION, UNIT 4 


A Application/construction stage documents ft correspondence 


0006230110 Advises DWR ft PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure ft acceptance criteria end 
EI9ENHUT, D 0 Division of Lscensing 80/05/20 I3pp 


Q Inspection reports, IE Bulletins ft correspondence 


8006060418 Forwards IE Bulletin 00-tl, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-20, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/09/00 

app 

0006200105 Forwards IE Insp Repts 50-330/80-17,30-404/80-02 8< 
90-405/80-02 on 600409 ft 10 No noncomp 1 lance noted 
murphy, C E Region 2, Atlanta. Reactor Construction ft Engineering 
Support Branch 80/05/08 3pp 


— 0006200114 IE Insp Rept* 30-338/80-17,50-404/80-02 ft 30-405/80-02 
dn 000409 ft 10 No noncompliance noted Major areas inspected 
JE Bulletins 79-17 ft 80-00 activities re cracks in berated 
water sys ft containment liner penetration welds 

HERDT. A R Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch ECaNOMQS, N Region 2, Atlanta, Office of the 
Director 60/09/07 4pp 


8006040261 Forwards IE Bulletin 00-12, "Decay Heat Removal Sys 
□perablllty " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davls-Besse 
Unit I While in Refueling Mode" end 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/05/09 

2pp 
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600^300137 Forwards IE Circular 0O-lli ’'Emvrgtncg Diet*! Oentr^fcor Lub« 
Oil Cooler Failur«9 “ No written mponte rotiuircd 
O'RElLUYiJ P Region 2, Atlanta< Office of the Director 00/09/13 
app 


8006020277 AdvUev of ivtpension of IE QulUtin 0O-OB revietu due to 
ongoing ftailbllltg itudg Review will reeume if etudg 
Indtcetei continuing w/facilitiee nuclear unite 
BROHNiS C Virginia Electric & Power Co 00/05/20 Ip 


-•'8006040031 Corrected Pages 3 6 to util 000325 aneuer to order to thou 

cause 

LlNDERiF Dairgland Power Cooperative 00/03/25 Bpp 

--<■0006040033 Advises that requests for hearing on order to thou cause 
Er related documents should he referred to Commission for 
resolution 

SHAPARp H K Office of the Executive Legal Director 00/05/12 
3pp 


DOCKET 90-409 LA CROSSE BOILING WATER REACTOR 


D NRC Draft/Final Environmental Statemintsp tuppls h correspondence 


8006110264 Confirfflt 000529 conversation re request for extension until 
800617 far comments on NUREO-0191. f ina I ElS for facility 
Extension nteded due to possible Inadtquacg of discussions 
on benefit/cost ratio 6 radiological impacts 
MCCaSEiJ M Environmental Protection Agencg 00/06/04 Ip 


8006160094 Comments on FES WI Pollution Discharge Elimination 8gs 
permit for discharging uastewaters to Genoa 1 ashpit has not 
been issued Ammonium hgdrox idej rather than morpholine^ should 
be used ai boiler feedwater additive for pH adjustment 
DRUCKENMILLER Wlsconsini State of 60/06/06 2pp 


6006170437 Notifies that Dept of Armg permit not required for final 
EIS No comments re EI8 

PARBONSi H D Armgp Dept of 80/06/10 Ip 


600612028B Notice of withdrawal from proceeding Certificate of Sve 
enc 1 

OWEN.R H Quen> R H 00/05/19 3pp 


8006020313 Order for commencoment of 000619 prehearing conference at 
Univ of WliLa CrossoiWI re 10CFn2 7SS matters & A9LD BD05S1 
memorandum order No limited appearances allowed 
BECHDEFERi C Atomic Safetg and Licensing Board Panel BD/05/23 
IP 


80D6120418 Advises that NRC plans to delete name from sve list for 
receipt of correspondence from NRC to licensee re 1975 pool 
expansion proceeding 

CRUTCHFIELD, 0 Operating Reactors Branch 5 B0/0fl/2B Ip 


8006090210 Motion for summarg disposition of intervener Coulee Region 
Energg Coalition Contentions 2A, 2D, 8, 9, 19 4, 22 re environ 
issues, due to absence of genuine issue of matl fact 
supporting contentions 

UOaDHEAD,C P Hearing Branch 3 80/06/06 22pp 


8006300564 Forwards corrected Pages S-1 1. 5-12, 5-17 Si 5-31 to FEB, NUREO- 
0191, rt occupational radiation exposure 

CRUTCHFIELD, D Operating Reactors Branch 5 80/06/11 5pp 


■8006300573 Revised Pages 5-11,5-12.5-17 Si 5-31 to FES for facility 
* Office of Nuclear Reactor Regulation, Director 60/06/11 4pp 


8006260193 Submits followup to 800606 Itr re addl comments on FEB for 
faeilitg Recointnends that format used in responding to 
comments Or questions be modified to specificellg Identify 

eree addrened 

DRUCKENMILLER, H Wisconsin, State of 00/06/19 2pp 


F Security, medical, emergency Si fire protection plans 


8006020236 Notifies that new telephone sgs called Health Physics 
Network IHPN) has been installed at site Syt intended for 
use during emergencies to link all power plants Si NRC. 

Emergency Notification Sgs hotline will also be used 

KEPPLER.J 0 Region 3, Chicago, Office of the Director. 00/04/10 

2pp 


8006090487 Porwerds proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 30 48 Si App R to lOCFRSO Si is expected 
to be published in FR by end of May 

eiSENHUT, D 0 Division of Licensing BO/05/19 46pp 


B006130063 Porwerds revised Pages 1-14 t new Page 14a for proposed 
rule lOCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 000519 
Itr Page 14a not end 

EIBENHUTiD 0 Division of Licensing 00/05/22 73pp 

60061 10343 Forwards revised modified amended security plan Plan 
withheld (ref 10CFR2 790) 

LINDER, F Dairgland Power Cooperative 80/06/06 2pp 


0 Adjudicatory correspondence 


0006170125 Rfsponsa to NRC interrogatories Contrary to draft EIB, LACBWR 
fuel Si malnt costs will rise faster than non-nuclear power 
Decommissioning has negative effect on cost benefit 
Certificate of Bve end Related correspondence 

HORSE, A, K , NVGAARD, 0 R Coulee Region Energy Coalition BD/04/24 


8006040026 Advises of request for hearing on 000225 ordar to show 
cause NRC evaluating licensee responses to order & has 
requested addl info 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/05/16 Ip 


—8006040029 Forwards corrected Pages 3 4c 6 to util 000325 answer to 
order to show cause 

HIEBTAND.O B Morgen, Lewis <t Bqckius 00/04/03 Ip 


—8006090213 Addldavit re intervenor Coulee Region Energy Coalition 
Contentions 2A tc 8 Testing methodology in facility 
radiological environ monitoring program meets basic 
requirements W/prof qualifications it supporting documents 
SRANAOAN, E F Radiological Assessment Branch 80/09/20 31pp 


—8006090219 Affidavit re Intervenor Coulee Region Energy GoAlltiori 
Contention 2B Facts do not support contention that LACBHR 
offgas emissions are inimical to health 4t safety Prof 
qualifications end 

NEHEMIAS, J V Radiological Assessment Branch 80/09/19 5pp 

—8006090223 Affidavit re intervenor Coulee Region Energy Coalition 
Contention 9 Radiological it toxic impacts would be additive 
rather than synergistic 4* would not be Inimical to health ti 
safety Prof qual 1 f icat i one end 

OOTCHY.R u Radiological Assessment Branch BO/06/05 6pp 


—8006090228 Affidavit re intervenor Coulee Region Energy Coalition 
Contention 19 None of Contention 19 cost factors would 
outweigh benefits of continued operation Prof qualifications 
enc 1 

NASH, 0 A Utility Finance Branch 80/09/21 Bpp, 


•*-8006090235 Affidavit re Intervenor Coulee Region Energy Coalition 
Contention 28 Measures outlined in contention would not 
eliminate need for LACBWR Prof qualifications 4i Certificate 
of Sve end 

FEUD.S E Utility Finance Branch BO/OS/16 7pp 


0006120389 Forwards 000609 FR notice re nuclear plant accident 
considerations under NEPA of 1969 Parties are Invited to 
comment at 800619 prehearing conference on effect of new 
policy statement on OL proceeding 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel BO/06/10 

2pp 


notice re nuclear plant accident considerations under 
NEPA of 1969 Revises NRC policy for considering Class 9 
accidents from environ point of view Supplementary info 
end 

CHILK, S 4 Office of the Secretary of the Commission 80/06/09. 


0006160140 Memorandum inviting parties to comment at B00609 prehearing 
conference re Commission 800609 FR publication approval of 
policy statement on Class 9 accident probabilities 4i 
consequences 

OECHKDEFERi C Atomic Safety and Licensing Board Panel NRC 

00/06/10 2pp , 


of 1969," 10CFR90 «» 51 statement of interim pol Icy . Wl thdraws 
proposed annex to App D of lOCFRSO 6 suspends rulemaking 
CHILK, a U Office of the Secretary of the Commission 80/06/09 

12pp 
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0006170413 FonJards RP Geckler 000616 affidavit t 1979 NUREO-0394 in 
response to questions of A6LQ 800321 memorainduni & order M/o 
NUREO 

WQODKCAD.C P Hearing Dranch 3 80/06/16 Ip 


—8006170417 Affidavit in response to questions of ASLD 000321 memDrandum 
fjt order rc LACHWR FES Supporting documentation it prof 
qua 1 If 1 cat ions one 1 

GECKLERi R P Environmental Engineering Dranch 00/06/16 3lpp 


•J Insurance 4 indemnitg information 


8006170460 Forwards Endorsement 33 to ANI Policy NP-217 per Agreement 
D-62 

DEVINE. H F Danyland Power Cooperative 00/06/11 2pp 


P Operating license stage documents % correspondence 


0006090165 Forwards addl TMI~2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manningi 1 1 cens mg crams L licensee dissemination 
of operating experiences Response requested within 30 days 
ElSENHUT.t) O Division of Licensing 00/05/07 ISOpp 


S006260067 Forwards '1URE0-065A Vols 1 1 1 W/o end 

CRyrCHFIELD. D Operating Reactors Branch S 80/03/16 2pp, 


0006120006 Forwards request for addl info for App J review of 
containment leakage testing 

CRUTCHFICLOj 0 Operating Reactors Branch 5 80/03/19 3pp 


0006130122 Requests comments on NyRE0-0377» ''Potentiel for Low Fracture 
Toughness b Lamellar Tearing on PNR Steam Generator &( 

Reactor Coolant Pump Supports Proposed review procedure & 
Implementation schedule end 

EISENHOT, 0 G Division of Licensing. 00/05/19 72pp 


6006090316 Forwards completed ques tlonna ire for epidemiologic studies 
on health effects of low level ionising radiation exposure 
per DL Ziemann 600304 request 

L1NDER<F Dairy land Power Cooperative 00/06/02 12pp 


0006100354 Advises that reorgani tat ion of Ofc of Nuclear Raaclror 
Regulation became effective on 000420 Project inanagcr J Shea 
will coordinate licensing activities for facility 
Reorganl lation is described in encl 

CRUTCHFIELD. P Operating Reactors Dranch 3 80/06/02 3Spp 


800-6300604 Ltr to all DWR licensees forwarding "For Comment" edition 
of NUREG-06l9f "DUR Feedwater Nozzle t Control Rod Drive 
Return Line Noitle Cracking " Comments will be evaluated by 
NRC prior to final imp lententatlon N/o encl 
CiSENHUTiD 0 Division of Licensing 60/06/05 22pp 


0006100523 Forwards addl info re TMI Lessons Learned. Araat requiring 
f ost-'oee ident entry were identified at control room past*-* 
accident sampling station, heal th physics lab It technical 
support Ctrl to be permanentl-y located in turbine bldg 
UlNOERfF DalryUnd Power Cooperative, 00/06/12 2pp 


9006200420 Bubmlts info in response to NRC 791023 ltr requesting 
verification of containment purging it venting during normal 
operation Design adequacy of containment valves confirmed in 
Nov 1979 scale model valve qualification test program. 

LINDER.F Dairy land Power Cooperative, 80/06/12 20pp 


■Q Inspection reports. IE Dulletins correspondence 


0006230003 Forwards IE Insp Rept 30-409/80-03 on 800426-29 No 
noncompliance noted 

FIORELLl.O Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 00/05/14 2pp 


--S006230091 IE Insp Rept 50-409/00-03 on 000420-29 No noncomp I lance 
noted Major areas inspected spent fuel rack GA & QC 
programs 

DANIELSON. 0 H Region 3. CMcegoi Reactor Construction 
Engineering Support Dranch WARDi K D Region 3; Chicago. Office of 
the Director 80/05/13, 'Ipp 


0006020543 Responds to IE Dullotin 79-26r ’’Boron Lose from BWR Control 
Blades " Each control blade was fwUg withdrawn Procedure 
demonstrated that reactor was suberitical u/any control 
blade withdrawn t other 28 blades fully inserted 
LINDER. F Dairyland Power Cooperative 80/05/i3 2pp 


8006050363 Advises that map of containment bldg reveals that all 
safety-related 6 ponsa f ety-related electrical equipment 
does have positive anchorage Response action to IE Info 
Notice 80-21 ie drawings encl 

LINDER.F Dairyland Power Cooperative 00/05/30 16pp. 


0006170073 Forwards IE 3nsp Rept 3O-409/B0-0I on 000319-20 S. 0505-09 ^ 
notice ot violation 

MEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclear 6upport 
Dranch 00/06/05 2pp 


— QD06i700B3 Notice of violation from insp on 800319-20 S. 0505-09 
* Region 3, Chicago. Office of the Director 60/05/30. ip 


—0006170080 IE Insp Rept 90-409/00-01 on 000319-20 & 0505-09 
Noncompliance noted failure to make prompt telephone 
notification of significant event to NRC operations ctr. 

DAKER. K R . BRANCH. H 14 , FORNER. N L Region 3. Chicago. Office of 
the Director 00/05/30 lOpp 


R Periodic operating reports L related correspondence 


0006130273 Forwards monthly operating rept for May 1900 
LINDER.F Dairyland Power Cooperative 00/06/03 Ip 


— 0006130276 Monthly operating rept for May 1960 

GOODMAN. L 8 Dairyland Power Cooperative. 00/06/03 7pp 


6 Reportable occurrenceSr LERs related correspondence 


6006300274 Discusses turbine governing sys secondary relay valve 
6 tic king. uh Ich causes initial pressure regulator to respond 
Improperly Immediate red phone reporting is not necessary, 
unless Tech Specs are exceeded 

HEISHMAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 60/06/16 Ip 


T Hearing transcripts on non-anti trust matters 


8006260090 Transcript of 800619 prehearing conference in La Crosse. HI, 
Pp 1,004-1.144 

« Atomic Safety and Licensing Board Panel 80/06/19 I41pp 


6006270202 Forwards transcript of 600619 prehearing conference H/o 
encl 

HDODHEAO.C P Hearing Branch 3 80/06/25 ip 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


A App 1 ica ti on/construc t ion stage documents 6 correspondence 


6006230110 Advises BHR 8t PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NURE6-0577 r« 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria encl 
EISENNUT.DO Division of Licensing 00/05/20 I3pp 


6006060364 Responds to 800215 6 090? requests for review of plant 
geotechnical investigations Util should evaluate safety 
implications of crack in reactor bldg north wall 
HILKINSGN. T A Army. Dept of. Corps of Engineers. 00/05/30 2pp 


6006230001 Summary of 600410 meeting u/Mark 11 owners group re 
suppression pool temp response to saf ety/rtl lef actuations 
Study Concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluatian 
5t/i T M Containment Systems Bi anch 00/09/30 4pp 


8006130150 Notification of 000610 meeting w/util in Bethesda.MD to 
discuss welding defects in biological ihlold 
KIPER. K L Licensing Branch I 80/06/02 3pp 


S0063000I2 Forwards "For Comment" edition of NURE0-06l9i "DHR Feedwater 
Norilc 4 Control Rod Drive Return Line Noiile Cracking " 

Rept provides NRC resolution of Generic Technical Activity 
A- 10 W/o enc 1 

EI6ENHUT. DO Division of Licensing 80/06/06 2pp 


8006160090 Submits anomalous geologic conditions per 800130 commitment. 
Small, low-angle thrust fault previously encountered in 
intake shaft intersected in East Lake water tunnel Fault 
associated splay faults noted intermittently 
RHODE. G K Niagara Mohawk Power Corp 00/06/09 Ip 
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600A170323 Forwards final responses to geologic info Requests Q361 1. 
2, 13j 14 ?< 24 per 791001 request 

RHODEi 0 K Niagara Mohawk Power Corp BO/06/lO 3lpp 


0006230550 Forwards "DYWIDAG Threadbar Splice Sys- P**- 000325 addl 
info request re util reinforcing steal bar splicing method 
RHODEp C K Niagara Mohawk Power Corp 00/06/17 2pp 


0006300284 Responds to 900421 request for author i lation to use 790412 
ASME Code Case N~242 "MatJ Cert if Ication. Section IIl«Dlv li 
Clastei l»2>3rKC 6 CS Const ' Code case is acceptable subj 
to condition stated in Itr 

YOUNOBLOODi R J Licensing Branch 1 80/06/ J7 2pp 


F Security, medical, emergency L fire protection plans 


8006190039 Requests participation in NRC study of peopl e^'related 
problems In nuclear safeguards Involves collection of data 
on licensee security forces 6 prac tl ces. inc luding visit to 
facility to interview security mgt personnel 
IPPOLlTOr T A Operating Reactors Branch 2 BO/06/03 2pp 


0 Inspection reports. IE Bulletins t* correspondence 


6006240012 Responds to IE Bulletin 80'-02i “Inadequate QA for Nuclear 
Supplied Equipment " Feedwater spargers St thermal sleeves 
mfg by CQ I -Nuclear 

RHODE. 0 H Niagara Mohawk Power Corp 80/05/23 Ip 


S Reportable occurrencesi LERs & related correspondence 


8006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows 4. 2-inch tees were mfg to 
A234NPB requirement Investigations conducted closed at 
46 listed facilities 

8SAY. J L Chemtron Corp . Tube Turn* Dlv 00/06/06 3pp 


8006240406 Supplements 600415 interim deficiency rept re biological 
shield wall Forwards agenda S presentation from S00610 
meeting 6 discussion re frame mechanics evaluation Sample 
fracture mechanic calculations end 

RHODE. 0 K Niagara Mohawk Power Corp 60/06/16 4Spp 


DOCKET 50-412 BEAVER VALLEY POWER STATION. UNIT 2 


A App 1 ication/constructlon stage documents & correspondence 


9006230110 Advises BWR St PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0577 r« 
adequacy of applicable support structures Oeneral operating 
nactor review procedure U acceptance criteria end 
E18ENKUT. D 0 Division of Licensing 80/05/20 13pp 


8006250136 Discusses reorganization of Ofc of Nuclear Reactor 
Regulation << advises that mgt respondb 1 1 1 ties re facility 
have been assigned to K Jabbour Reorganl tatlon charts end 
TEDESCQj R L Assistant Director for Licensing 60/06/13 llpp 


Q Inspection reports. IE Bulletins U correspondence 


B006020018 Ack receipt of 600205 Itr re number of inepi/audite being 
performed Insps are intended to occur infrequently ti will 
involve minimal duplication of insp effort 
STELLO. V Office of Inspection U Enforcement. Office of the 
Director 60/05/05 2pp 


— 8006020021 Responds to NRC 791204 Itr re performenct 8( appraisal 
function Oood sys of checks 6 balance via QA audit is 
deslrab le. though possibly too demanding on key personnel 
SCHAFFER, a 0 Duquesno Light Co 00/02/05 2pp 


8006060184 Ack receipt of 600416 Itr informing NRC of steps taken to 
correct substantiated allegations noted In IE Insp Rept 
50-412/80-02 

CARLSON. R,T Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch 80/05/14 ip 


wards IE Insp Rept 50-412/80-02 on 800107-11 

1 Phi ladelph ia. Reactor Construction ft 
nch 80/03/13 2pp 


— 8006060200 IC Insp Rept 50^412/00-02 on □00107-11 No none omp 1 1 anc e 
noted Two allegations were substantiated internal audits not 
conducted in required time period f, training program 
inadequate 

TRIPP.L E Region 1. Ph 1 Jade Iph la. Reactor Construction U 
Engineering Support Branch PURR. J P Region !■ Ph i 1 ad e 1 p h i a . 
Office of the Director 90/02/21 “^pp 


80062S0207 Forwards IE Insp Rept 30-412/00-03 on 800325-20 No 
noncompliance noted 

CARLSON. R T Region J. Philadelphia, Reactor Construction S. 
Eriglneenng Support Branch 00/05/14 2pp 


—0006250209 IE Insp Rept 50-412/80-03 on 000325-20 No none omp li anc e 
noted Major areas inspected QC programs for concrete 
placement 6 ma int. sett loment monitoring program 6 previous 
insp findings 

MCOAUGH/.R N Region 1, Philadelphia. Reactor Construction t. 
Engineering Support Branch NARROW. U . VARELA. A A Region 1. 
Philadelphia. Office of the Director 80/05/09 9pp 


8006200042 Forwards IE Circular 00-13. “Ond Strap Damage in 
Uestinghouse Fuel Assemblies '* No written response required 
ORIER.B H Region 1. Ph 1 la d e 1 p h 1 a , Office of the Director 
BO/05/20 Ip 


Q0061 10169 Responds to IE Bulletin 80-05. “Vacuum Condition Resulting 
in Damage to Chemcial Vot Control Sys <CVCS) Holdup Tanks " 

Design features ensure that low pressure process or holdup 
tanks are adequately designed against vacuum conditions 
WQOLEVER.E J Ouquesno Light Co 00/06/06 2pp 


S Reportable occurrences. LERs t related correspondence 


8006300289 Ack receipt of 800501 final deficiency rept re cable tray 
galvanlilng deficiency 

CARLSON.R T Region 1. Ph 1 lade Iph ia. Reactor Construction & 
Engineering Support Branch 00/06/03 Ip 


6006190315 Forwards final Significant Deficiency 79-05 re weld 
discrepancies in reactor vessel structural support 
UOOLEVER.E j Duquesne Light Co 80/06/16 Ip 


—8006190321 Final Significant Deficiency 79-05 re weld discrepancies 
found during insp of reactor vessel structural support 
Cause unstated Weld excavations In sk irt-ta-base flange weld 
to be ueld-repa Ired t magnetic particle Inspected by 601130 
e Duquesne Light Co 80/06/16 4pp 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT I 


A Application/construction stage documents tc correspondence 


6006230110 Advises liWR it PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures Oeneral operating 
reactor review procedure 6 acceptance criteria end 
EISENHUT. D O Division of Licensing 00/05/20 13pp 


0006200594 Summary of B00423-24 meeting w/utll NC Municipal Power 
Agency Number 1 ft site visit to assess const schedule List 
of attendees, agenda, presentabi on summary, handouts 8* test 
program summary end 

HOOD. D S Licensing Drench 3 80/06/06 ^6pp 


Q Inspection reports. lE Bulletins %i correspondence 


6006060427 Forwards IE Bulletin 80-11. “Masonry Nall Design,*' No action 
or written response required IE Info Notice 79-20. 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/05/00 

2pp 


8006040275 Forwards IE Bulletin 00-12, “Decay Heat Removal Bys 
Operability “ No written response required IE Info Notice 
80-20. “Loss of Decay Heat Removal Capability at Oavlf-Besse 
Unit 1 Nhlle in Refueling Mode" end 

D'REILLV. J P Region 2. Atlanta. Office of the Director 80/05/09 
2pp 


0006300110 Forwards IE Circular 00-11. “Emergency Diesel Oenerator Lube 
Oil Cooler Failures," No written response required 

O'REILLY, J P Regipn 2, Atlanta. Office of the Director 00/05/13 
2pp 
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8006130050 Ack receipt of 000520 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 5O'*4I3/0O-Ofe S« 
50-414/80-06 

MURPK/i C E Region 2, Atlanta- Reactoi Construction & Engineering 
Support Dranch 00/05/29 Ip 


— 8006130053 Responds to NRC 800424 Itr re violations noted in IE Insp 
Repts 50-413/80-06 50-414^80-06 Corrective actions meld 

control sheet ro-oiamined I legible heat code 
re-estah llshed 

PARKER. W O Duke Power Co 80/05/20 2pp 


—8006130056 Forwards IE Insp Repts 50-413/80-06 tt 50-414/80-06 on 
B00401-04 i notice or violation 

MURPHY/ C e Region 2. Atlanta. Reactor Construction t* Engineering 
Support Branch 80/04/24 2pp 


— 0006130060 Notice of violation from insp on 800401-04 

* Region 2/ Atlanta- Office of the Director 80/04/23 Ip 


—8006130065 IE Insp Repts 50-413/80-06 ^ 50-414/80-06 on 000401-04 
None omp 1 ianc e noted failure to provide identifiable heat 
number on weld record 

HERDTf A R Region 2. Atlanta, Reactor Construction Engineering 
Support Branch KLEIN30R0E/W P Region 2» Atlanta. Office of the 
Director 80/04/23 Qpp 


0006240202 Responds to IE Bulletin 00-05/ "Vacuum Conditions Resulting 
In Damage to Chemical Vol Control Sijs Holdup Tanks " Lists 
low pressure & holdup tanks which are normally valved to 
contain primary sys water 

PARKER/ 0 Duke Power Co 80/06/0? 2pp 


8006270219 Ack receipt of IE Insp Repts 50-413/00-07 h 50-414/00-07 on 
800401-30 No proprietary info 
PARKER/ W 0 Duke Power Co 00/06/09 ip 


—8006270222 Forwards IE Insp Repts 50-413/80-07 h 50-414/00-07 on 
000401-30 t notice oF violation 

MURPHY) C E Region 2. Atlanta/ Reactor Construction & Engineering 
Support Branch 00/05/20 2pp 


—8006270220 Notice of violation from insp on 000401-30 

a Region 2/ Atlanta/ Office of the Director 80/05/16 Ip 


-0006270231 IC Insp Repts 50-413/00-07 U 50-414/B0-07 on 000401-30 
Noncompliance noted failure to fallow drawing requirements 
MAXklELl.)0 F Region 2/ Atlanta. Office of the Director 
RAUSCH) J K Region 2/ Atlanta/ Reactor Construction & Engineering 
Support Branch 00/05/16 5pp 


S Reportable occurrences/ LERs 6 related correspondence 


0006050337 Forwards Significant Deficiency Repts 413/00-04 8) 414/00-04 
re improper radiography of containment vessel equipment 
hatch 

PARKER) W 0 Duke Power Co SO/04/01 Ip 


—8006050345 Significant Deficiency Repts 413/00-04 414/80-04 re 

improper radiography of containment vessel equipment hatch 
Hatch mfg by Lakeside Bridge t Steel Co initially 
radiographed by McMannus Testing Lab Repairs by 000501 
e Duke Power Co 00/04/01 2p 


8006020074 PND-n-aO-OQS NC news media printed allegations by const 
worker involving onsite safety haiards Worker contacted OBHA 
gn 800506 following NRC reforral OSHA contacted again on 
8005001 wi thdrawing previous rept 

RAUSCHjJ K Region 2» Atlanta- Office of the Director 80/05/15 
IP 


8006090343 Forwards Significant Deficiency 413-414/00-06 re improper 
radiography on steam generator enclosures 
PARKER/ W 0 Duke Power Co 80/06/02 Ip 


—8006090347 Significant Deficiency 413-414/80-06 re improper radiography 
on steam generator enclosures mfg by Lakeside Bridge & Steel 
Co Cause unstated Welds radiographed in accoi dance w/A8ME. 

Close surveillance instituted to prevent recurrence 
# Duke Power Co 00/06/02 ip 


8006240411 Informs that all Unit 1 safety-related motor control ctr 
equipment has been inspected for proper power wire 
connections Necessary mods were completed Insp of Unit 2 is 
scheduled for completion by 801231 
PARKER. H Q Duke Power Co 80/06/18 Ip 


DOCKET 50-4i4 CATAWBA NUCLEAR STATION, UNIT 2 


A App 1 icati on/construct 1 on stage documents 4 correspondence 


0006230110 Advises BWR t PUR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREQ-OS77 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
EISENHUT, D 0 Division of Licensing 80/05/20 13pp 


8006200594 Summary of 000423-24 meeting w/utll i NC Municipal Power 
Agency Number I V site visit to assess const schedule Lilt 
of attendees. agenda. presentation summary. handouts & test 
program summary end 

HOOD/ D S Licensing Branch 3 60/06/06 26pp 


0 Inspection reports. IE Bulletins 6 correspondence 


0006060427 Forwards IE Bulletin 80-1 i. "Masonry Wall Design " No action 
or written response required IE Info Notice 79-28. 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O^REILLY. J P Region 2. Atlanta, Office of the Director 80/05/00 

2pp 


0006040275 Forwards IE Bulletin 80-12/ "Decay Heat Removal Bys 
Operability *' No written response required lE Info Notice 
60-'20) “Loss Of Decay Heat Removal Capability at Davia-Beste 
Unit 1 While In Refueling Mode“ end 

O'REILLV/J P Region 2. Atlanta. Office of the Director 00/05/09 
2pp 


8006300110 Forwards IE Circular BO-lt. "Emergency Dlciel Oenerator Lube 
Oil Cooler Failures " No written response required 
O'REILLY) J P Region 2. Atlanta. Office of the Director 80/05/13 
2pp. 


0006130050 Ack receipt of 800320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-413/80-06 6 
50-414/80-06 

MURPHYi C E Region 2. Atlanta. Reactor Construction &< Engineering 
Support Branch 80/05/29 Ip 


—8006130053 Responds to NRC 800424 Itr re violations noted in IE Imp 
Repts 50-413/80-06 & 50-414/80-06 Corrective adione weld 
control sheet rc-eiamined t legible heat code 
re-estab listed 

PARKER/ M 0 Duke Power Co 80/05/20 2pp 


—8006130056 Forwards IE Insp Repts 50-413/00-06 t- 50-414/80-06 on 
800401-04 tc notice of violation 

MURPHY) C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/04/24 2pp 


— 0006130060 Notice of violation from insp on 000401-04 

* Region 2. Atlanta. Office of the Director 80/04/23 Ip 


“8006130065 IE Insp Repts 50-413/00-06 U 50-414/00-06 on 000401-04 
Noncomp 1 lance noted failure to provide identifiable heat 
number on weld record 

HERDT/A R Region 2. Atlanta, Reactor Construction k Engineering 
Support Oranch KLEINSDROE. U P Region 2. Atlanta. Office of the 
Director 80/04/23 0pp 


8006240202 Responds to IE Bulletin 80-05, “Vacuum Conditions Resulting 
in Damage to Chemical Vol Control Sys Holdup Tanks " Lists 
low pressure & holdup tanks which are normally valved to 
contain primary sys water 

PARKER, W 0 Duke Power Co 80/06/09 2pp. 


8006270219 Ack receipt of IE Insp Repts 50-413/80-07 S. 30-414/00-07 on 
800401-30 No proprietary info 
PARKER. W 0 Duke Power Co 00/06/09 Ip 


—8006270222 Forwards IE Insp Repts 50-413/80-07 L 50-414/00-07 on 
000401-30 ti notice of violation 

MURPHY. C E Region 2, Atlanta. Reactor Construction Ic Engineering 
Support Branch 80/05/20 2pp 


— 8006270220 Notice of violation from insp on 000401-30 

a Region 2, Atlanta. Office of the Director 80/03/16 Ip 


—0006270231 IE Insp Repts 50-413/80-07 U 50-414/80-07 on 800401-30 
Honcomp 1 lance noted ’ fai lure to follow drawing requlreminti 
MAKUELL. 0 F Region 2. Atlanta, Office of the Director 
RAUSCH, U K Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/05/16 5pp 
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S ^tep^ortable ot c urrenc es, LERt V related correspondence 


8006050337 Foruiertfs Significant Beftcienci^ Repfcs 413/80-04 (t 414/80-04 
re improper la-diagraphy of containment vessel eq.uipment 
he tch 

PARKER. W 0 Duke Power Co 80/04/01 Ip 


— 8006050345 Sisnif leant Deficienct/ Repts 413/90-04 & 414/60-04 r* 
improper radiography of containment vessel equipment hatch 
Hatch mfg by Lakeside Dridge it Steel Co L initially 
radiographed by McMannus Testing Lab Repairs by 800501 
» Duke PouJer Co 90/04/01 2p 


6006020074 PKO- 1 1 "80-085 NC news media printed allegations by const 
worker involving onsite safety harards Worker contacted OSWA 
Oh 600506 following NflC referral QSHA contacted again on 
S00300 ui thdrawi ng previous rept 

RAUSCH. J K Region 2. Atlanta. Office of the Director 00/05/13 

Ip 

9006090343 Forwards Significant Deficiency 4 13"414/D0-06 re improper 
radiography oti * t earn g enora tor enclosures 
PARKER. W □ Duke Power Co 80/06/02 Ip 


— 8006090347 8iffnif leant Deficiency 413-414/60-06 re improper radiography 
on steam generator enclosures mfg by Lakeside Bridge & Steel 
Co Cause unstated Kelds radiographed in accordance ui/ASHE 
Close surveillance instituted to prevent recurrence 
e Duke Pouer Co 60/06/02 Ip 


9006240411 Informs that all Unit 1 sa f ety-rela ted motor control ctr 
equipment has been inspected for proper power wire 
connections Necessary mods were completed fnsp of Unit 2 is 
scheduled for completion by 601231 
PARKERiH □ Duke Power Co 80/06/16 Ip 


DOCKer SO-416 opand gulp nuclear station, unit 1 


A App Heat 1 on/constru-ction stage documents {< correspondence 


8006120261 Expresses appreciation re visit to facilities during 
previous uk Mark III containment appears to be considerable 
improvemeint over Harli I t( Hark tl 
HENORIE/JH Commission 00/04/30 Ip 


8006230110 Advises BUR & PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria end 
ETBENHUTiD 0 Division of Licensing 60/05/20 13pp 


80-06090533 Forwards request for add! info as result of review of F8AR 
editorial comments on Sections 7 6 6 7 7 Requests that 
FEAR be amended to reflect responses 
SCHWENCERiA Licensing Branch 2 00/05/28 9pp 


6006110192 Forwards drawings to support BNWL c onflrmatory piping 
analysis of Number 16 safety relief valve dlschargd line, 
in response to NRC 8DG214 Itr 

DALEi L F Mississippi Power tt Light Co 80/-G6/02 2pp 


■0006110199 ''Pipe Supports Conta inment. Ma i n. Safety Relief Valve Line- 
16 " Sheet 1 of 1 

a flechtel Power Corp (subs of Bechtel Corp 1 9645 80/04/21 

ip 


— 8006110202 "Pipe Supports Conta 1 nment. Main Safety Relief Valve Line- 
16 Sheet 1 of 1 

a Bechtel Power Corp (subs o-f Bechtel Corp. > 9645 80/04/21 

Ip 


■--8006110203 "pipe Supports Conta i nmenti Main 0a#ety Relief Valve Lina- 
16, *’ Sheet 1 of l 

* Bechtel Power Corp (subs of De-chtel Corp ) 9645 00/04/21 

»P 


’ipc Supports Contain-nent* Main Safety Relief Valve Line- 
i of 1 

Power Corp tsubs. of Bechtel Corp ) 9645 00/04/21 


— 8006110211 "Pipe Supports Containment* Ma In Safety Relief Valve Line- 
16 « Sheet I of 2 

♦ Bechtel Power Corp (subs of Bechtel Corp ) 9645 60/04/21 

IR 


— -6006110215 "Pipe Supports Conta inment. Mam Safety Relief Valve Line- 
J6 ' Shoot 2 of 2 

e Bechtel Power Corp (sub* of Bechtel Corp ) 9645 90 / 04/21 

Ip 


— -6006110220 ’‘Pipe Supports Contammon t. Ma in Safety Relief Valve Llne^' 
16 " Sheet 1 of 1 

e Bechtel Power Corp (subs of Bechtel Corp ) 9645 00/04/21 

ip 


— 8006110227 'Pipe Supports Conta inmen t. Mai n Safety Relief Valve Llne- 
16 '■ Sheet 1 of 1 

* Bechtel Power Corp (subs or Bechtel Corp > 90/04/21 Ip 


— 8006110230 "Pipe SuppoT ts Conta inment. Mein Safety Relief Valve Line- 
16 ■■ Sheet I of I 

a Bechtel Power Corp (subs of Bechtel Corp ) 00/04/21 Ip 


8006190632 Summary of 800317-21 meeting w/util & Bechtel Power Corp in 
Oa i thersburg. MO re structural engineering audit of 
facilities List of attendees. request for addl info & related 
d ocumentat ion end 

HOUGHTON. T C Operating Reactors Branch 3 80/06/04 8pp 


B006190360 Forwards proprietary version of technical info requested by 
NRC to support review of nuctear plant structural design 
Proprietary affidavit end Info withheld (ref 10CFR2 770) 

HUFFMAN. D E Bechtel Power Corp (subs of Bechtel Corp ) 

80/06/06 4pp 


B006260070 Forwards "For Comment" edition of NURE0-06i9 Comments should 
be forwarded by 800707 U'/o encl 

E18ENHUT. D 0 Division of Licensing 80/06/09 2pp 


8006180462 Forwards correction to 000314 Itr which misrepresented fuel 
load date for Unit 1 Correct date is 810631 
DALEi L F Mississippi Power it Lighc €□ 00/06/11 tp 


— 0006180468 Corrected version of 800514 Itr rs rescheduled fuel load 
date for Unit 1 Correct date is 810831 Requests most up-to*' 
date it complete schedule for NRC safety review 
DALE. L F Hlsslsfiippi Power it Light Co 80/06/11 Ip 


8006300299 Notification of 600624 meeting w/util In DethesdarMD to 
discuss applicant approach to task action plan 
HOUGHTON/ T C Licensing Branch 2 80/06/17 3pp 


8006300469 Requests 600700-10 meeting w/NRC & consultants in 
Oa 1 thersburg. MO to discuss open items of BER re FSAR 
Sections 3 6-3 lO. inclusive Forwards proposed agenda 
OALE/L F Mississippi Power & Light Co 80/06/20 5pp 


S006300637 Forwards Bavamnah River Lab preliminary draft review repts 
per 800613 telcon Info should assist in review ll/o end 
ROSA/F Power Systems Branch 60/06/20 ip 


C Utility Environmental Report (ER>« amends & correspondence 


6006030223 Forwards Amend 4 to final environ rept for facility Drawings 
available in Central Files only 

STAMPLEV) N L Mississippi Power it Light Go 80/05/27. 3pp 


— 8006030229 Amend 4 to final environ rept for facility 

* Mississippi Power & Light Co « Middle South Oti 1 Itl as/ Inc 
MiiJdle South Services* Inc 80/05/27 I3pp 


6006160086 Forwards affidavit of 9 vc on distribution of Amend 4 to 
final environ rept in accordance w/Enc 1 1 to NRC 760627 Itr 
DALE.L F Mississippi Power ic Light Co 00/06/09 2pp 


F Security/ medical/ emergency b fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT/D O Division of Operating Reactors 00/04/25 61pp 


8006300375 Forwards Amend 40 to application for DLs for Licensee CPPR- 
118 i. CPPR-lt9* consis ting of revisions to FSAR t App 9B 
STAMPUEYiN L Mississippi Power ti Light Co 80/06/27 Ip 


— 8006300332 Amend 40 to application for DLs for Licenses CPPR-llB fc 
CPPR-1 19. consist Ing of revisions to FBAR App 9B, Certificate 
of 8vc encl 

STAMPLEYrN L Mississippi Power it Light Co 00/06/27 2pp 
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9006300384 Amend 40 to FSAR. P» ovid i nj revmorts to fire protection plan 

S< oma rg enc plan 

-♦ Mii5l*sippi Power K Lj9^1 Oo BO/06/27 85pp 
H General corr espondont c 


8006110310 Express®* concern that no methodology exists for citizen 
input to development of evacuation plan 
MlLLEFliJ Affiliation Unknown 00/06/02 2p p 

8006200381 Outlines recent or gan 1 1 a 1 1 ona 1 changes Title of director of 
power production changed to assistant vice presi dent> nuclear 
production Production engineering section renamed nuclear 
plant engineering section Not i f ica t i on per QA manual 
REAVES. T E Mississippi Pouter 4 Light Co 80/06/17 2pp 


K Utility Final Safety Analysis Report (F8AR1 U amends 


8006030003 Forwards Amend 39 to TSAR ^ application for OUi 
STAMPLEY.h/ L Mississippi Power tt Light Co 00/03/30 Ip 


— 6006030005 Application for Amend 39 to application for OLs. consist ing 
of Amend 39 to FSAR Ceitificate of Sve end 

STAMPLEYiN L Mississippi Power V Light Co QO/05/2G Spp 


— 8006030007 Amend 39 to FSAR 

* Mississippi Power tt Light Co 00/05/30 200pp 


B006160128 Forwards affidavit of sve on distribution of Amend 39 to 
application for QL re FSAR per 780627 Itr 
DALE.L F Mississippi Power 4 Light Co 80/06/09 2pp 


B-006300375 Forwards Amend 40 to application for OLs for Licenses CPPR* 
118 CPPR-n?# consisting of revisions to FaAR»App 98 
STAMPLEYfN U Mississippi Power & Light Co 00/06/27 Ip 


— B0063003B2 Amend 40 to application for OLs for Licenses CPPR~I10 4* 
CPPR'*! 1 9i c ons i s 1 1 ng of revisions to FSAR App 9B Certificate 
of Sve end 

BTAMPLEY.N L Mississippi Power ^ Light Co 80/06/27 2pp 

— 8006300384 Amend 40 to F8AR, provid ing revision* to fire protection plan 
& emergency plan 

e Mississippi Power Light to 00/06/27 Q5pp 
M Antitrust correspondonce 


8006120443 Forwards notice of receipt of addl antitrust info re 
proposed addl ownership by South MS Electric Power 
Association Legal nptice for publication in various 
newspapers also end 

SCKUENCER.A Licensing Branch 2 00/05/16 2pp 


— 0006120447 Notice of receipt of addl antitrust info time for submission 
of views on antitrust matters 

SCHWENCER.A Licensing Branch 2 00/05/16 4pp 


0006030350 Comments on proposed amend to CP allowing South HS Power It 
Light Co to become co-owner No antitrust hearing necessary 
re proposed amend to CP 

FAVRETTOiR J Justice. Dep t of 80/05/23 Ip 


8006240035 Forwards notice of violation of antitrust license conditions 
including refusing to offer City of Clarksdalci MB St 
Municipal Energy Agency of MB opportunity to participate in 
facilities 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
00/05/29 3pp 


— B006240043 Notice of violation of antitrust license conditions 
including refusing to offer City of C larksdal e# MS St 
Municipal Energy Agency of MS opportunity to participate 
in facilities 

DENTON, M R Office of Nuclear Reactor Regulation! Director 
00/05/29 12pp 


0006190232 Forwards Atty General 000523 Itr furnishing addl antitrust 
info Ltr will be sent to Ofc of FR Petitions to intervene t( 
requests for hearings may be filed by interested parties 
within 30 days after FR publication 
3ALTZMAN.J Utility Finance Branch 00/05/30 Ip, 


-“Q006190240 Advises that review of info submitted for antitrust review 
provides nn basis to conclude that South M8 Electric f*ower 
Association participation would create situation 
inconsistent u/sntitrust laws 

FAVRETTD!R J Justice. Dept of 00/05/23 Ip 


8006330080 Forwards DOJ 800523 ltr containing Atty General advice that 
no antitrust hearing is necessary for proposed amend to CP 
SALTZMAN. J Utility Finance Qranch 90/06/03 2pp 


8006200345 Responds to 000529 notice of violation of CP antitrust 
Conditions 4(a). 5Cal V 6 Denlgt^ allegation it suggests 
settlement to avoid delay in licensing NL Stampley 600610 
Itr to Clarksdale City end 

STAMPLCY. N L Mississippi Power «< Light Co 80/06/10 16pp 


Q Inspection reports, IE Bulletins it correspondence 


8006100045 Forwards IE Insp Repts 50-416/80-02 8t 50-417/00-02 on 
800304-07 it notice of violation 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/14 
3pp 


— 8006180040 Notice of violation from insp on 000304-07 

* Region 2. Atlanta. Office of the Director 00/04/14, Ip 


—8006180051 IE Insp Repts 30-416/00-02 U 50-417/80-02 on 800304-07. 
Noncomp I lance noted failure to evaluate fl< report const 
deficiency in accordance (j/lOCFRSO S5(e ). Paragraph 5 
G0U6E.M J Region 2. Atlanta. Office of the Director. 

CANTRELL. F 9 Region 2« Atlanta. Reactor Construction *< 
Engineering Support Branch 80/04/14 7pp 


8006060439 Forwards IE Bulletin BO-11, ^‘Masonry Wall Oaiign *' No action 
or written response required IE Info Notice 79-20. 

‘’Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/03/09 

2pp 


8006100306 Forwards IE Insp Repts 50-416/00-09 1. 50-417/80-07 on 
800415-18 Nn noncompliance noted 

MURPHY, C E Region 2. Atlanta. Reactor Construction St Engineering 
Support Branch 00/05/00 2pp 


—0006180390 IE Insp Repts 50-416/00-09 tt 50-417/80-07 on 800415-ief Nd 
noncompliance noted Major areas inspected RGPB welding* 
preservice 6 inservice insp tt houtekeeping 

HERDTi A n Region 2. Atlanta. Reactor Construction ti Engineering 
Support Branch BLAKE. J Region 2. Atlanta. Office of the 
Director 00/05/05 4pp 


0006040244 Forwards IE Bulletin 00-12. "Decay Heat Removal Bye 
Operability No written response required IE Info Notice 
00-20. "Loss of Decay Heat Removal Capability at Davis-Sttse 
Unit 1 While in Refueling Mode" end 

O'REILLY.J P Region 2. Atlanta, Office of the Director BO/03/09 

app 


0006300075 Forwards IE Circular 80-11, “Emergency Diesel Oenerator Lube 
Oil Cooler Failures " No written response required 
O'REILUYiJ, P Region 2. Atlanta. Office of the Director 60/05/13 
app 


0006090428 Ack receipt of 800506 ltr informing NRC of eteps taken to 
correct violations noted in IE Insp Repts 50-416/80-02 t* 
50-417/00-02 

tiURPKY.C E Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch. 00/05/23 Ip 


— 0006090430 Informs NRC of possible defective natl shipment to power 
plant Notification was received per encl vendor 900402 ltr, 

REILLY, M K Liberty Equipment 6 Supply Co 00/04/04 App 


8006260343 Ack receipt of IE Insp Repts 50-416/80-10 l< 90-417/00-03, 
No proprietary info 

HCOAUGHY. J P Minisslppl Power & Light Co. 00/06/05 Ip 


—0006260393 Forwards lE Insp Repts 50-416/80-10 U 90-417/00-03 on 
800429-0502 No noncpmp 1 lane e noted 

MURPHY.C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Giipport Branch 00/09/16 2pp 


—0006260357 IE Insp Repts 50-416/80-10 4. 50-417/00-03 on 000429-0802. No 
noncompUance noted Major areas Impacted initrumentatl nn 
uorfciuork activities 4. OC records 

0IQB0N8. T 0 Region 2, Atlanta. Office of the Director 

CONLQN. T E Region 2. Atlanta. Reactor Cons tructi an 1. Engineering 

Support Branch 00/05/15 3pp 


0006240407 Forwards revised response to notice of violation from Insp 
on 000303-06, provid ing more detailed tt updated statu* of 
notice concerns 

WCOAUOHY, JF Mississippi Power flight Co 00/06/17 rpp 
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R Periodic operating reports related correspondence 


0OO&O3O375 Toruflrds "Bummarij of Environ Protection Program Respecting 
Const of Grand Oulf Nuclear Station Units \ U 2 for Six 
Months Ending 600*130 " 

HCOAUGHV.J P Mississippi Power Light Co 60/05/29 4pp 


S ReportatU occurrences/ LERs ^ related correspondence 


6006050266 Potentially Reportable Deficiency B0/t2 re design nomograph 
used in siiing & selection of hydramotor e lectrohydraul ic 
actuators Revises 900326 rept to correctly identify ITT 
General Controls as vendor Pinal rept by 600721 
DALE I L F Mississippi Pouer ti Light Co 60/04/29 2pp 


6006060267 Part 21 rept re design nomographs used in sliing 8c selection 
of ITT General Control hydramotor electtrohyraul i c actuator 
Nomographs may be incorrectly interpreted resulting in 
incorrect sliing Se selection of actuators 
DALE/ L P Mississippi Pomer 6 Light Co 80/04/25 2pp 


6006050316 Status deficiency rept re improper bolt torf^ue values noted 
on HPCS pump Vendor initiated changes to tortiue values 
Ade<iuacy of original torquing roq,uiremonts under review 
Final rept expected by 000804 

DALEiL F Mississippi Power 6 Light Co 80/09/09 2pp 


8006050357 Third interim deficiency rept re defective topaz inverters 
Complete corrective action plan unresolved Proposed 0£ mods/ 
re installation of protective filtering devices on inverter 
Input/ under evaluation Final rept to be submitted by 60061B 
DALE/L F Mississippi Power tc Light Co 60/09/15 2pp 


6006110109 Interim deficiency rept re carbon filters* Type NPP-2* 
supplied by Farr Co Vendor reported that test equipment 
used for qualifying filters uias unreliable Filters returned 
for verification of quality t rellabllty 

MCOAUGHT/ JP Mississippi Power (t Light Co 60/09/30 Spp 


QD0611D130 Forwards final deficiency rept for PfiD-00/24 re Comslp»lnc 
containment gas analysis syi & 600403 Itr to NKC 
MCGAUGHY. J P Mississippi Power & Light Co 60/05/30 2pp 


—6006110166 Notifies NRC of defective Comsip/ Inc containment gas 
analysis sys During testing/Pump K deadheaded for approx 
20'>s & pressure at pump outlet exceeded 150 pslg Pump 
discharge bypass line to be fitted 

VARINOIS.C Comsip. Inc / Delphi Gystems Dlv 60/04/03 4pp 


—6006110178 Final deficiency rept for PnD-BO/24 re Comeip« Inc 
containment gas analysis sys Vendor proposed installation of 
bypass lino on pump discharge to prevent overpressur i latlon 
Installation will be complete by 800831 
4 Mississippi Power U Light Co 60/09/30. Ip 


6006110303 Interim deficloncy rept re nonconformances associated w/ 
Computer Sciences Corp callbr sves Evaluation of 
representative sample of catibr equipment revealed no 
significant deflclencieo Final rept provided by 600722 
MCGAUGHY. J P Mississippi Power S' Light Co 80/09/30 2pp 


6006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which d-^lnch elbows 2-inch tees were mfg to 
A234NPD requirement Investigations conducted & closed at 
46 listed facilities 

BEAYr J L Chemtron Corp / Tube Turns Div 80/06/06 3pp 


8006160103 Forwards Interim deficiency rept re damaged Instrumentation 
cables under reactor pressure vessel Final rept will be sent 
by 800611 

KCOAUGHViJ P Mississippi Power ii Light Co 60/06/09 Ip 


— 6006160106 Interim deficiency rept re damaged instrumentat Ion cable 
under reactor pressure vessel Approx 130 cables damaged 
during installation of control rod drive hydraulic eye 
neutron monitoring sys Caused by restricted woriing area 
- *'^‘Msslppl Power t Light Co 60/06/09 ip 


s final deficiency rept re loose key In Bettis robot 
italled -on Henry Pratt butterfly valves 
10CFR90 99(el for Units 1 2 6 10CFR21 lor 

1 Power tt Light Co 00/06/11 2pp 


‘pt re loose key in Bettis robot arm 
.terfly valves Operators will be 
^orientation not pottiblijneu 
i>e installed 
t Cq 80/06/11, 3pp 


0006190577 Deficiency rept <PnD-80/26> re GE Type SB-12 switches 
Qucstlens rationale that safely function of breaker was to 
trip on signal from leactor protection sys Re-eva 1 ua 1 1 on 
will be conducted t final rept filed by B00710 
MCGAUGHY, J P Mississippi Power Light Cd 60/06/12 2pp 


6006180267 Forwards third interim deficiency rept re failure to provide 
qualified instrumentati on in saf ety-re lated sys Final rept 
will be submitted by 610110 

MCGAUGHY, J P Mississippi Power 6 Light Co 00/06/13 2pp 


— 60061B0291 Third interim deficiency rept re failure to provide 
qualified instrumentation in sa f e ty-re la t ed sys Corrective 
actions in process Action plan will be completed by 000711 
* Mississippi Power h Light Co 80/06/t3 4pp 


8006240364 Notifies that final rept 6 determination of potentially 
reportable dofic lency, concerning failure of OE handswitch 
CR2940-US203E. wi U bo provided by 0009 IB 

MCGAUGHY, J P Mississippi Power t Light Co 60/06/18 2pp 


6006370284 Deficiency rept re failure of radiographs to meet A6ME Code 
requirements Sample review of radiographs has been 
performed Vendor plans to maVo inquiry w/ASME rode body 
discuss u/NRC Final lept will be provided by 601020 
MCGAUGHY, J P Mississippi Power U Light Co 00/06/20 2pp 


DOCKET SO-Aiy GRAND GULF NUCLEAR STATION. UNIT 2 


A App 1 Icatlon/construct 1 on stage documents & correspondence 


6006120261 Expresses appreciation re visit to facilities during 
previous wk Mark III containment appears to be considerable 
improvement over Mark 1 ^ Mark II 
HENDRIE, J M Commission 00/04/30 Ip 


6006230110 Advises OMR tc PMR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure St acceptance criteria end 
EISENKUT. DO Division of Licensing 00/05/20 13pp 


8006090533 Forwards request for addl info as result of review of F8AR 
U editorial comments on Sections 7 6 tt 7 7 Requests that 
F8AR be amended to reflect responses 
SCHNENCERiA Licensing Branch 2 60/09/28 9pp 


G006110192 Forwards drawings to support BNML confirmatory piping 
analysis of Number 16 safety relief valve discharge line, 
in response to NRC 600214 itr 

DALE.L P Mississippi Power «t Light Co 60/06/02 2pp 


8006190632 Summary of 600317-21 meeting w/uti 1 Bechtel Power Corp in 
Oai thersburg. MD re structural engineering audit of 
facilities List of attendees, request for addl info it related 
documentation end 

HOUGHTON, T C Operating Reactors Branch 3 BO/06/04 Spp 


8006190360 Forwards proprietary version of technical info requested by 
NRC to support review of nuclear plant structural design 
Proprietory affidavit enc 1 Info withheld (ref 10CFR2 790) 

HUFFMAN, D E Bechtel Power Corp (subs of Bechtel Corp ) 

60/06/06 4pp 


6006260070 Forwards 'Tor Comment" edition of NLIREO'-O619 Comments should 
bo forwarded by 600707 W/o end 

EISENHUr. D G Division of Licensing 80/06/09 2pp 


6006180462 Forwards correction to 600914 Itr which misrepresented fuel 
load date for Unit 1 Correct date is 610631 
DALE.L F Mississippi Power it Light Co 80/06/11 Ip 


— B0061B046Q Corrected version of 000914 Itr re rescheduled fuel load 
date for Unit 1 Correct date is B10B31 Requests most up-to- 
date it complete schedule for NRC safety review 
DALE.L F Mississippi Power & Light Co 60/06/11 Ip 


6006300299 Notification of Q0O624 meeting w/otil in DethesdfliMD to 
discuss applicant approach to task action plan 
HOUGHTON, T C Licensing Branch 2 60/06/17 3pp 


B006300467 Requests 600706-10 meeting u/NRC it consultants In 
Gaithersburg, MD to discuss open items of 6ER re F8AR 
Sections 3 6-3 10, inclusive Forwards proposed agenda 
DALE.L F Mississippi Power U Light Co 60/06/20 Spp 
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8006300637 Forujiirds Savannah River Lab preliminary draft revieui rept* 
per 800613 telron Info should assist in revieui I-J/o end 
naSA.F Power Systejns Rranch 00/06/20 Ip 


C Utility Environmental Report (ER>< amends correspondence 


B006030223 Foriuard* Amend 4 to final environ rept for facility Drawings 
available in Central Files only 

STAMPLEYpN L Mississippi Powei t Light Co BO/05/27 3pp 


— 8006030229 Amend 4 to final environ rept for facility 

* Mississippi Power Z' Light Co hi Middle South Utl 1 i tl Inc * 
Middle South Services^ Inc 80/05/27 13pp 


B006160088 Forwards affidavit of svc on distribution of Amend 4 to 
final environ rept in accordance w/Encl t to NRC 780627 Itr 
dale# L F Mississippi Powei Light Co 80/06/09 2pp 


F Security# medical, emergency f* fire piotection plans 


8003130317 Forwards c 1 ar i f i cat 1 on of NRC r ec^u irements for eHsergency 
response facilities defined m 790913 Itr Addl specific 
criteria for facilities under dovelopment 

CI6ENHUT>D 0 Division of Operating Reactors 00/04/25 61pp 


0006300375 Forwards Amend 40 to application for OLs for Licenses CPPR- 
110 V CPPfi-H9# cons 1 st ing of revisions to FSAR«App 9B 
aTAMPLEV#N L Mississippi Power & Light Co 80/06/27 ip 


—8006300382 Amend 40 to application for OLs for Licenses CPPR-110 
CPPR-1 19# cons i st ing of revisions to FSAR App 9B Certificate 
of 8vc end 

STAMPLEY.N L Mississippi Power & Light Co 80/06/27 2pp 


— 8006300384 Amend 40 to TSAR, provid ing revisions to fire protection plan 
e< emergency plan 

a Mississippi Power U Light Co 80/06/27 B5pp 


H Oeneial correspondence 


8006110310 Expi esses concern that no methodology exists for citiien 
input to development of evacuation plan 
MILLER# J Affiliation Unknown GO/06/0S 2pp 


Q0062003G1 Outlines recent organ! lat ional changes Title of director of 
power production changed to assistant vice pres ident# nuc lear 
production Production engineering section renamed nuclear 
plant engineering section Notification per QA manual 
REAUES#! E Mississippi Power f## Light Co 00/06/17 2pp 


K Utility Fln*»l Safety Analysis Report (FSAR) It amends 


0006030003 Forwards Amend 39 to FSAR & application for OLs 
QTAHPLEY.N L Mississippi Power 8. Light Co 80/03/30 Ip 


— 0006030005 Application for Amend 39 to application for OLs# cons istlng 
of Amend 39 to FSAR Certificate of five end 
GT AMPLE Y. K L Mississippi Power U Light Co 80/05/20 2pp 


—0006030007 Amend 39 to FSAR 

e Mississippi Power ^ Light Co 80/05/30 200pp 


B00616012B Forwards affidavit of sve on distribution of Amend 39 to 
application for OL re FSAR per 780627 Itr 
DALE#L F Mississippi Power ^ Light Co 80/06/09 Spp 


M Antitrust correspondence 


8006120443 Forwards notice of receipt of addl antitrust info re 
proposed addl ownership by South MS Electric Power 
Association Legal notice for publication In various 
newspapers also end 

SCHWENCER#A Licensing Branch 2 80/05/16 2pp 


— 8006120447 Notice of receipt of addl antitrust info time for submission 
of views on antitrust matters 

8CKUENCER#A Licensing Branch 2 80/09/16 4pp 


0006030350 Comments on proposed amend to CP allowing Sooth MS Power 
Light Co to become co'^owner No antitrust hearing necessary 
re proposed amend to CP 

FAVRETTO. R J Justice. Dept of 00/05/23 Ip 


0006240035 Forwards notice of violation of antitrust license conditions 
Including refusing to offer City of C larksdale# MS 6 
Municipal Energy Agency of MS opportunity to participate in 
fac i 1 i ties 

DENTON. H R Office of Nuclear Reactor Regulation# Director 
aO/05/29 3pp 


—0006240043 Notice of violation of antitrust license conditions 
including refusing to offer City of C larksdale# MB 6 
Municipal Energy Agency of H5 opportunity to participate 
in facilities 

DENTON# H R Office of Nuclear Reactor Regulation. Director 
80/05/29 I2pp 


0006190232 Forwards Afcty General 000523 Itr furnishing addl antitrust 
info Ltr will be sent to Ofc of FR Petitions to intervene $# 
requests tor hearings may be filed by interested parties 
within 30 days after FR publication 
8ALT2MAN, J Utility Finance Branch 80/05/30 Ip 


— B006190240 Advises that review of info submitted for antitrust review 
provides no basis to conclude that South MS Electric Power 
Association partic Ipation would create situation 
Inconsistent w/antltrust laws 
FAVRETTO#R J Justl ce, Dept of 00/05/23 Ip 


8006230088 Forwards DDJ 000523 ltr containing Atty General advice that 
nq antitrust hearing is necessary for proposed amend to CP 
3ALTZMAN#J Utility Finance Branch 80/06/03 2pp 


6006200345 Responds to Q00529 notice of violation of CP antitrust 
Conditions 4(a). S<a) 6 6 Denies allegation & suggests 
settlement to avoid delay in licensing NL Btampley 800618 
ltr to Clarksdalc City end 

8TAMPLEY.N L Mississippi Power Light Go 00/06/18 16pp 


0 Inspection reports. IE Dutletins & correspondence 


8006180045 Forwards IE Insp Repts 50-416/80-02 It 30-417/80-02 on 
800304-07 t/ notice of violation 

O'REILLY. J P Region 2. Atlanta# Office of the Director 80/04/14 

3pp 


— 8006180048 Notice Of violation from Insp on 000304-07 

» Region 2. Atlanta# Office of the Director 80/04/14 Ip 


—8006100051 IE Insp Repts 50-416/00-02 U 50-417/00-02 on 000304-07 
Noncompliance noted failure to evaluate report const 
deficiency In accordance w/lOCFRSO 55( »># Paragraph 5 
OOUGEiM J Region 2. Atlanta# Office of the Director 
CANTRELL# F 9 Region 2# Atlanta# Reactor Construction It 
Engineering Support Branch 00/04/14 7pp 


8006060439 Forwards IE Bulletin 80-il# "Masonry Nall Design No action 
or written response required IE Info Notice 79-20# 

"Over load ing of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY. JP Region 2# Atlanta. Office of the Director 00/05/00 

2pp 


8006100306 Forwards IE Insp Repts 50-416/80-09 & 50-417/00-07 on 
800415-10 No noncompliance noted 

MURPKY# C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 00/05/09 Spp 


—0006100390 IE Insp Repts 30-416/80-09 V 50-417/00-07 on 000419-10 No 
noncompliance noted Major areas inspected RCPB welding# 
prcservlce tt inservlce insp U housekeeping 

HERDT.A R Region 2# Atlanta. Reactor Construction I# Engineering 
Support Branch BLAKE. J Region 2# Atlanta# Office of the 
Director 80/05/09 4pp 


0006040244 Forwards lE Bulletin 80-12# "Decay Heat Removal 8ys 
Operability " No written response required IE Info Notice 
80-20# "Loss of Decay Heat Removal Capability at Davls-Btise 
Unit t Nhile in Refueling Mode" end 

O'REILLYrJ P Region 2. Atlanta, Office of the Director 00/05/09 

2pp 


8006300075 Forwards IE Circular 80-11# "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY# J P Region 2. Atlanta. Office of the Director 00/05/13 

2pp 


0006090428 Ack receipt of 000506 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-416/00-02 It 
50-417/00-02 

MURPHY# C E Region 2# Atlanta. Reactor Construction S< Engineering 
Support Branch 00/05/23 Ip 
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9006090438 Inform* WIC of potsibl* d*fectlv* m*tl »hipmint to powtr H006.:uuu^*j r-»nfli roiv i ppv iv mi,ofi nont of luppU^d 

plant Notification wa* recoivad per end vendor B00402 Ur Steel from which 4-lnch eJhowg 6 ;« Inch tee* wci » ff,fg to 

REILLV.H K Liberty Equipment U Bupply Co 90/04/04 4pp A2a4Wpn requirement Invoit » got I on» conducted & doted at 


flEAY, J L fhemtroii Ciirp 


Tube 1urn» l)lv 


flO/OA/06 


Jpp 


9006260343 Act receipt of IE In*p Rept* 50-416/80-10 t* 50-417/90-03 
No proprietary info 

HCOAOOHV. J P Nistlt«lppi Power U Llpht Cq 90/06/05 Ip 


—9006260353 Forwerdi lE tntp Rept* 50^416/90-10 U 50-417/90-03 on 
900429-0502 No none omp 1 ience noted 

HURPHYiC E Region 2i Atlanta^ Reactor Conetructlon 6 engineering 
Support Branch BO/05/16 2pp 


—8006260357 IE Intp Rept* 50-416/90-10 (t SO-417/B0-O3 on 900429-0502 No 
noncompl lance noted Nejor area* intpeded tnetr ume ntatlon 
workituork activitie* QC record* 

OlBBONSiT D Region 2t Atlanta. Office of the Director 

CONLOM, T e Region 2. Atlanta. Reactor Conitrgctlon fc Engineering 

Support Branch 90/05/15 3pp 


8006240497 Forward* revised response to notice of violation from intp 
on 600303-06. providing mare detailed updated statu* of 
notice concern* 

MCOAUOHY, J P MliSltsippi Power U Light Co 80/06/17. 7pp 


R Periodic operating report* i related correspondence 


0006030375 Forward* ’’Summary of Environ Protection Program Respicting 
Const 0 # Orand Outf Nuclear Station Units I 2 for Sii 
Month* Ending 900430 ” 

MCOAUOHV, J P hlitiitippi power V Light Co 90/05/29 4pp 


3 Reportable occurrence*. LERs k related correspondence 


9006160103 Forwai ds interim deflciencg i rp t re Urtmagod liistrumenteU a r% 
cables under roactor p» ctsin e vosial Final lept wH] be leiit 
by QOonil 

MCOAUQMY. J P Mississippi Power A I Ighl Co 90/06/09 |p 


—0006160106 Interim <leP n J mu y rept le damogeiJ I n * li umeii tatiun tebli 
under reactoi pressure vessel Appro* 130 fables damaged 
during ihstallalion of toitliol i od di ive hydraulic ty* i, 
neutron mnnilof Ing sys Caused by lestrirted worlitfg area 
* Mississippi Power * I Ight Co 00/06/09 Ip 


0006190239 Forward* final deficiency lepl re loose keg in BeUis takai 
arm actuators installed on Henry Piatt butteifly valves 
Reportable under lOCriHO 'I5<e) for Units 1 ^ 2 L 1001021 for 
Unit i only 

KCOAUOMY.jp Mississippi Power 6 light Co 90/06/11 2 pp 


—9006100291 final deficiency rept po loose key in Dotlli robot am 
actuator for Henry Piatt biiltoifly valve* flperatori will b# 
reoriented If possible If reorientation nut possible, new 
keys of longer length will be installed 
e Mississippi F<ower i tight (o 90/06/11 '"rpp 


0006190577 Deficiency rept (PHIl 00/26) re Of Type till .J2 *wUcb#i 
Questions ratlonele that safety function of breaker ue» to 
trip on signal from reactoi protection sys He evaluetion 
will be conducted h final rept filed by 900710 
MCOAUOHY. J P Hisstislppl Powei 6 iigia Co 00/06/12 2pp 


0006090266 Potentially Repartable Deficiency 90/12 r# design nomograph 
used in filing ti selection of hydramotor electrohydrauHc 
actuators Revlitt 000329 rept to correctly identify ITT 
Oeneral Controls as vendor Final rept by 900721 
OALC.L P Mississippi Power «e Light Co 90/04/25 2pp 


9006060267 Part 21 rept re design nomographs used In siting It selection 
Of ITT Oeneral Control hydramotor electtrohyraullc actuator. 
Nomographs may be Incorrectly interpreted resultlno in 
incorrect siting I* selection of eetuators 
OALE.L F Mississippi Power L Light Co 90/04/25 2pp 

belt torque values noted 

on HPC9 pump Vendor initiated chenget to torque values 
Adequacy of original torquing requirements under review. 

Flnel rept expected by 600604 

DALErL F MUilsslppi Power k Light Co QO/05/09 2pp 


0006050397 Third Interim deficiency rept re defective topaz inverters 
Co«pl,v. „rr.c»lv. .cHon ,Un Jnr.I.w.i pl.po..; ii' ISdi? 
re instaliation of protective filtering devices on inverter 
Inputrunder eve uatlon Final rept to be submitted by 000018 
PALErL. F Mlfiiisippl Power 6 Light Co 90/05/15. 2 pp. 

Ut^^i’s.Type NPP-2. 

lupplltd by Farr Co. Vendor reported that test equipment 
fJl i'** unreliable Filtei!* ^turned 

quality 6 teUabilty 

MCOAUOHY. J P Mississippi Power It Light Co BO/09/30 2 pp. 

Forward* final deficiency ript for PRD-00/24 re Comtip. Inc 
^K9AUQHY,^/ P Mississippi Power It Light Co 00/05/30. 2pp 


6006190207 rorwnrd* third inivrtm deficiency rept re feilyrt io 
quelifled instrumentation in safety -re I a ted sgs final reoi 
will be submitted by 010110 ^ 

MCOAUOHY. J P Mlfiissippl Power Jb Light Co tl0/06/l3 2pp 


prov I if V 


■B006ip029t Third Interim deficiency rept tk failure to provide 
qualified instrumentot I on in safety-related sys Corrective 
actions in process Action plan will be completed by BOO/ll 
a Mississippi Power A I ight Co 00/06/Kl 4pp 


9006240304 Notifies that final lept l< determination of potentially 
reportable deficiency, concerning failure of OE- handswiteb 
CR2740“U8203Ei Wl U be provided by UOOVlfl 

MCOAUOMY. J P Hltsltiippl Power L Light Co nO/06/in, 2pp 


000627020.1 Deficiency rept re failure of radiographs to meet AdmE Code 
requirement* Qample review of rediographt hes been 
performed Vendor plans to make inquiry w/AflHE code body L 

provided by 1)01020 

MCOAUOHY. J p Mississippi Power L Light Co 110/06/20 2pp 


MILLOTONE NUCLFAR F'OHER STATION. UNIT □ 

documents Ic corr^spondenc* 


^ eppHcanti of NRC decision to modify 
implementation plan presented in Section 4 of NUREO -0577 re 
idequacy of applicable support structure* Oeneral operating 

SIBENriSTTo*" 1 crlliH. tnci 

EISCNMUT. D 0 Division of LUenqing (10/09/20 13pp, 


H General correspondence 


—9006110166 Notifies NRC of defective Coftitp, Inc Containment gas 
ana yil. sys During testing, Pump K d.adhi.ded fSr app?;!! 
ao-i Ic pressure at pump outlet exceeded ISO psio PuJlp 
^fU^f'Jjrge bypas* line to be fitted * ^ 

00/04/03. 4pp 


VARINOI 61 G 


itted 

Comilp. Inc,. Delphi Bystims Div. 


—9006110170 Fine! deflclenty rept for PRD-80/24 re Comelp. Inc 
conteinment ges analysis sys Vendor proposed inefraJJatlan <rf 

prevent overpreseuri latroj^ 
Installation will be complete by 900631. 

* Mississippi Power L Light Co Bo/05/30, Ip, 

ftpiln**" deficiency rept re nonconformances associated 
Computer 0c ence* Corp callbr tves Evaluation of 
representative lampi# of caiilr equipment revealed n» 

MCGAL)OHy*jV*^Mi!!?*'‘?* provided by 900722 

ncOAUGHY.J P Missiieippi Power !< Light Co, 00/09/30. Cpp 


Pjrsntmel change Fj Mrocika relieved >JF Opela as 
ication superintendent on 000601 
WOeZKA. E J Northeast Utilities 00/06/02 Ip 


Dunetlns t. correspondence 


noncomplience noted on uwuawi-u.. «q 

EnoVnaBr!?nI a ^^ ****** ^ P h i a. Reactor Construction L 

Engineering Support Drench 60/05/14 fipp. 


SO-423/00-02 on 000401-02 No noncompllancj 
WeJine i Concrete p lacement. pressur 1 iir 

Insp^y ^ vessel storage i previous 

EnolneeriIIh*^n , *’ ^ ^ Reactor Construe ilon 6 

PhliJSIilLi Branch CERNE. A C . VARELA. A A Region 1. 

Philadelphia. Office of the Director, 00/09/07 7 pp 
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6006200037 Forusrds IE Circular a0-13t "Grid Strap OaRtn^s in 
Weitin{}housa Fu^l Assemblies " No written response required 
0R1£R#S H Repion li Ph i ladelph ia. Office of the Director 
80/05/28 1 p 


S Reportable occurrences/ LERs i related correspondence 


80060?0469 Act receipt of 600415 interim deficiency rept re guide tube 
support pin cracking Rept will be reviewed 8< evaluated 
CARLSONiR r Region 1/ Ph 1 1 ad e 1 p h i a# Reactor Construction 
Engineering Support Sranch 00/05/06 ip 


800i090474 Interim deficiency rept re cracking of control rod guide 
tube support pins Cracking restricted to pins solution 
annealed below 1 ■ BOO F Cracking of tube support pins have 
potential for release of loose parts into upper core region 
C0UN8IL/W 0 Northeast Nuclear Energy Co <subs of Northeast 
Utilities) 00/04/15 Ip 


0006250401 Ack receipt of 000508 final deficiency rept re component 
cooling water heat exchanger supports 

CARLSON/R T Region 1# Phi lade Iph iai Reactor Construction & 
Engineering Support Branch 80/06/06 IP 


DOCKET 50-424 ALVIN U VOGTLE NUCLEAR PLANT/ UNIT 1 


A App 1 ication/construction stage documents (c correspondence 


8006230110 Advises BUR (< PUR applicants of NRG decision to modify 
Implimentati on plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure (i acceptance criteria end 
EI6ENHUT/D 0 Division of Licensing 80/05/20 t3pp 


0006160379 Responds to NRC 800421 Itr requesting info re use of 
concrete masonry walls in Category 1 structures No masonry 
walls used in Category 1 structures No need to answer 
Questions 2-6 

EHRESNPERGERrU Georgia Power Go 00/06/12 Ip 


I Financial information 


0006170310 Forwards Annual Financial Repts 1979 
UIDNER/W A Georgia Power Cg 00/06/11 Ip 


—0006170314 Annual Financial Rept 1979 
« The Southern Co 80/03/10 43pp 


—8006170318 Annual Financial Rept 1979 
« Georgia Power Co 80/02/28 38pp 


Q Inspection reports/ IE Bulletins correspondence 


6006030501 Forwards IE Insp Repts 50-424/00-06 (< 30-425/80-06 on 
800331-0402 No noncompliance noted 

STDHRrJ P Region 2r Atlanta/ Fuel Facility U Materials Safety 
Branch 00/04/21 2pp 


—8006030585 IE Insp Repts 50-424/80-06 30-423/00-06 on 000331-0402 No 

noncompliance noted Major areas Inspected* environ 
protection/ erosi on & runoff control it const effects 
monitoring 

JENKINS/ 0 R Region 2, Atlanta/ Fuel Facility it Materials Safety 
Branch CUNNINGHAM. A L Region 2, Atlanta/ Office of the 
Director 80/04/10 5pp 


0006130042 Forwards IE Insp Repts 50-424/80-08 it 50-425/80-08 on 
0OO4l5-i7 No noncomp I lance noted 

MURPHVf C £ Region 2, Atlanta/ Reactor Construction it Engineering 
Support Branch 80/03/01 2pp 


—0006130034 IE Insp Repts 50-424/00-00 30-425/80-08 on 600413-17 No 

noncomp 1 lance noted Major areas Inspected const deficiency 
repts 8( IE bulletins S circulars 

RAUSCH. J K Region 2/ Atlanta# Reactor Construction fc Engineering 
Support Branch HUNT/ M D Region 2/ Atlanta/ Office of the 
Director 60/03/01 4pp 


0006060498 Forwards IE Bulletin 80-11/ "Masonry Wall Design No action 
or written response required IE Info Notice 79-28/ 

"Overloading of Structural Elements Due to Pipe Support 
Loads" ancl 

□ 'REILLY/ J P Region 2. Atlanta/ Office of the Director 80/03/08 

2pp 


0006040226 Forwards IE Bulletin 00-12/ "Decay Heat Removal Gyt 
Operability " No written response required IE Info Notice 
60-20/ "Loss of Decay Heat Removal Capability at Davls-Besie 
Unit 1 While in Refueling Mode" end 

□'REILLY, J P Region 2, Atlanta, Office of the Director 80/05/09 

2pp 


0006300119 Forwards IE Circular 00-11, "Emergency Diesel Generator Lube 
Qil Cooler Failures " No written response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/03/13 

2pp 


6006190135 Ack receipt of IE Insp Repts 50-424/80-00 it 50-42S/BO-O8 No 
proprietary info 

DUTTON. D Georgia Power Co BO/06/05 Ip 


8006240279 Anticipates response to IE Bulletin 80-05 re vacuum 
condition resulting in damage to holdup tanks will be 
submitted by 800731 Util did hot receive bulletin until 
800606 

DUTTON/ D Georgia Power Co 80/06/09 Ip 


8 Reportable occurrences, LERs i related correspondence 


8006060164 Ack receipt of 80DS02 Itr providing interim followup to 
600131 rept re possible deficient pipe support designs 
Actions will be reviewed at next insp 

8EYFRIT, K V Region 4/ Dallas, Office of the Director 80/03/12 
Ip 


— 0006060170 Interim followup to 000131 rept re possible pipe support 
design deficiency Pipe support review will take longer than 
three months Completion expected by June 1900, Current status 
of corrective actions includes review of 5/760 supports 
LEX/D L Bechtel Power Corp (subs of Bechtel Corp ) 00/05/02 

3pp 


— 8006060204 Confirms 000129 telcon re possible pipe support design 
deficiency Written rept will be filed by 800201 covering 
nature of deficiency/ investigative evaluative actions 
taken Investigation should take 90 days 

LEX, D L Bechtel Power Corp (subs of Bechtel Corp ) 00/01/29 

2pp 


8006270337 Advises that potential discrepancies in 791121 final 
significant deficiency rept re embed plate assembly have 
been evaluated Corrective action noted is adequate has 
been effected 

DUTTGNi D Georg ie Power Co 00/06/20 2pp 


DOCKET 30-423 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents it correspondence 


0006230110 Advises BUR it PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0S77 re 
adequacy of applicable support structures General operating 
reactor review procedure 1/ acceptance criteria end 
EI8ENHUT/D Q Division of Licensing. 00/05/20 13pp 


.8006100379 Responds to NRC 000421 Itr requesting Info re use of 
concrete masonry walls in Category 1 structures No masonry 
walls used In Category 1 structures, No need to answer 
Questions 2-6 

EHRESNPERGER, M Georgia Power Co 00/06/12 Ip 


1 Financial information 


6006170310 Forwards Annual Financial Repts 1979 
UIDNERiW A Georgia Power Co, 80/06/11 Ip 


— 0006170314 Annual Financial Rept 1979 
a The Southern Co 00/03/10 43pp 


—0006170319 Annual Financial Rept 1979 
« Georgia Power Co BO/02/20 30pp 


Q Inspection reports/ IE Bulletins correspondence 


6006030501 Forwards IE Insp Repts 50-424/00-06 t 30-423/00-06 on 
800331-0402 No noncomp Uance noted 

STOHR/J P Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch 00/04/21 2pp 
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— SOO&OSDSaS IE Imp R»pt« 30-4S4/S0-06 «< SOMSS/BO-Oii on B0033I-0403 No 
nortcompHanct hcttd Major arvaa impvcfccrd anviron 
p rotac ti on I ff rot ( on & runaf'f control Si const a#fttctt 
(Monitoring 

JSNKiMBtO R Raglan 2. Atlanta. Pu*l FaciUtg ficMatarielk Safatg 
Branch CUNMIKQPAM. A U Rigion S, Atlanta. OfPica of th 0 
Director G0/O4/1G &pp 


fl006t30042 rorwards IE Insp R«pt* 3(l-424/SO-0& U 50-429/00-00 on 
B0O41S-17 Mo noncompliance noted 

KURPKYjC E Region 2. Atlanta. Reactor Conctroctlon it Engineering 
Support Branch 00/09/01 2pp 


— B006130DS4 IE Imp Repts SO-424/80-OB & 50-425/00-00 on 000419-17 Mo 
none o(npl lance natad Major areat Inspected const deficiency 
reptt Si IE bulletins & circulars 

RAUSCHfJ K Region 2< Atlanta. Reactor Construction t. Engineering 
Bupport Branch HUNT, m D Region 2. Atlanta. Office of the 
Director 00/05/01 4pp 


60060£a49e Toruardt IE Bulletin 00-11. "Masonry Mali Design « No action 
or uritten response re(i^uired IE Info Matice 79-20. 

"Overloading of Structural Elements Due to Pipe Bupport 
Loads" end 

O^REILLY.J P Region 2, Atlanta- Office of the Director 00/05/08 

2pp 


800&D4022& Forwards IE Bulletin 00-12. "Decay Heat Removal 8ys 
Operability No written response req^uired IE Info Notice 
80''20i "‘Loss of Decay Heat Removal Capability at Davlt-Desse 
Unit 1 Hhiie in Refueling Mode*' end 

Q'REtLLV.J P Region 5, Atlanta. Office of the Director 80/09/09 

2pp 


8006300119 Foruartfs IE Circular 00-11. "Emergenctf Diesel Oenorator Lube 
Oil Cooler Failures " No written response required 

□'REILLY. J P Region 5« Atlanta. Office of the Director, 00/05/10 
2pp 


Q006 190139 Act receipt of IE Insp Repts 50-424/80-00 ht 50-429/80-08 No 
proprietary Info 

DU-rrON. D Oaorgla Power Co 00/06/05 tp 


8006240279 Anticipates response to IE Bulletin BO-09 n vacuum 
condition resulting in darnage to holdup tanks will be 
submitted by •S-0073i Util did not receive bullatin until 
000606 

DOrrON. 0 OeorgU Pouer Co 00/06/09 Ip 


0 Reportable occurrences. LERs 1. related correspondence 


8006060164 Act receipt of 800502 Itr providing interim followup to 
BOO10I rept re possible deficient pipe support designs 
Actions ul i I be reviewed at next insp 

SEVFRIT.K V Region 4. Dallas. Office of the Director 00/09/12 
if 


--8006060170 Interim followup to 0CO131 rept re possible pipe Support 
design deficiency Pipe support review will take longer than 
three months Completion expected by June 1960 Current status 
of corrective actions includes review of 9.760 supports 
LEX. 5 L Bechtel Power Corp (subs of Bechtel Cnrp 1 60/05/02 

3PP 


—8006060204 Confirms 600129 telcon re possible pipe support design 
deficiency Hritten rept ullk be filed btj G00201 covering 
nature of def 1 c iency. investigative t/ evaluative actions 
taten Investigation should take 90 days 

LEX.B L Bechtel Power Corp (subs of Uechtei Corp 1 flO/01/29 

2pp 


0006270337 Advises that potential discrepancies in 791121 final 
significant deficiency rept re embed plate assembly have 
been evaluated Corractlvc action noted is adequate 6 has 
been effected 

DUTTON. D, Georgia Power Co 00/06/20 2pp 


DOCKET 50-433 UC-8ANTA QARBAflA RESEARCH REACTOR 
F Becurity. medical* emergency it fire protection plans 


60060'30429 Infarm^s that revised physical security plan has been 
comp Letadi oxcep t for Internal review Plan should be 
submitted in approx i (uk 

PROFia, A e California, Univ of. Oanta Barbara 60/05/27 fp 


8006230518 Forwards revised physical security plan for L*-?? aducatlonal 
nuclear reactor Plan (withheld tref lOCFfl2 790) 

KROES. R J California, Vnlv of, Santa Barbara 80/06/10 Ip 


DOCKET 8TN-SO~437 FLOATING NUCLEAR PLANT 


A App 1 icatian/consbruc 1 1 on stage documents & correspondence 


8006230110 Advises 0NR PWB applicants of NRC decision to modlfi; 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable suppott structures General operating 
reactor revietu procedure 6 acceptance criteria end 
EIBENHUT, D G Division of Licensing 00/05/20 13pp 


9006090477 BummaTy of 900430 meeting lu/applicant in Bcthasda.ND re 
near-term infg license i eqo i r ements from TMI-2 accidents 
OtftKEL.R A Licensing Branch 1 80/05/28 16pp 


6006300316 Forwards reorganization chart for Dfc of Nucltar Reactor 
Regulation Facility licensing matters will be handled by 
R Qirkel Transition being made ui/mln of disruption to 
ongoing activities 

TEDC6CO, R L Assistant Director for Licensing 80/06/12 3pp 


0 Adjudicatory corr espondenca 


0006030149 Advises that status rept re progress of vendor applicable^ 
revietu will be submitted on B00731 Per 000306 Itr.NRC will 
respond to posfc*'TrtI Action Plan Hens in Jul 19B0 Upon 
recel p t* app 1 1 c ah t responses will be evaluated for 6ER suppl 
90HINKI.S M Hearing Branch 3 00/05/30 ip 


0 Advisory Comtnittee on Reactor Safeguards reports It correiponder ct 


8005260076 Forwards KS Plesset 800416 Itr re suggestions 6 
rec o(nineiidatsoriS for floating nuclear plant core ladle 
design Specifies 60Q523 as compliance deadline *a urges 
preparation for signature of executive director 
PLE0SET, M 9 ACRS - Advisory Committeo on Reactor Safeguards 
00/04/ 17 ip 


--8009280079 Advises that review of vendor proposed core ladle design Zj 
floating plant. was completed during 800410-12 meeting Design 
adequate but planned tests C< analytical programs must 
firm present operation estlniates prior to const 
PLESSET) M S ACRS - Advisory Committee on Reactor Safeguards 
80/04/16 3pp 


8006100944 Responds to B00416 rec ommenda I ion that consultant be 
engaged re design of high temp melting furnaces & handling 
of high temp molten matis Contract u/Appllcd Science 
Assoc iates. Inc implemented on 800417 

ROSSi-D F Division of Systems integration BO/06/04 2pp 


— 8006)80956 Suggests effort be made to establish acceptable frequercy 
for accident In which molten core reaches ocean 6 criteria 
for limiting accidental liquid releases Consultant should 
bo engaged in design of high temp melting furnaces 
PLESSET. ti 3 ACRS - Advisory Committee on Reactor Safeguards 
90/04/16 3pp 


B0061Q0560 Confirms 800417 implementation of technical assistance 
contract u/Applied Science As sac i atos. Inc to perform core 
melt mails interaction evaluations Annual progress repts 
Mill be forwarded 

ROSSiO F Division of Systems Integration 80/06/04 ip 


Q thspoction reports. IE Bulletins 4, correspondence 


9006060434 Forwards IE Bulletin B0~ll. ’’Masonry Hall Design " No actic^ 
or written response required IE Info Notice 79-28. 

"'Overloading of Structural Elements Due to Pipe Support 
Loads" end 

□ 'REILLY, J P Region S, Atlanta. Office of the Director 00/09(09 

Ip 


9006050302 Forwards IE Bulletin B-0-12. ‘"Decay Heat Removal Bys 
Operability ** Wo written response required IE Info Notice 
00-20. "Loss of Decay Heat Removal Capability at Davls-Besse 
Unit I While ih Refueling Mode" end 

□ 'REILLY, J P Region 2. Atlanta. Office of the Oirecter 00/05/09 

Ip 


B006300079 Faruiards 3E Circular 80-i 1. ■"Emergency Diesel Generator Lw,!ifl 
Oil Cooler Failures " No ujritten response required 
O'REILLY, J P Region 2. Atlanta. Cffice of the Director 00/05/13 

Ip 
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DOCKET 50-430 flELLEFQNTE NUCLEAR PLANT# UNIT 1 


A, App 1 IcA^ion/construction docurnsriti & corr ■«pond«nc» 


9006230110 Advlt«« BUR PUR applicantf of NRC dsclilon to nodify 
imp iamanto tion pl«n pri«*nt«d in Soctlon 4 of NUREO-0577 ro 
of applitabl# fopport *trucfcur*» Oontral oporotlnf 
rcoctor rtviow prociduro U acctptanc* crittria oncl 
EISENHUT#D 0 Dlvition of Lictnilnp 00/03/30 lopp 


G0060S0330 Rotpondi to NRC 000424 Itr ro INRVCO tendon inatallatloiiA 
rolatvd GA/QC activities Util has approved training 
procedurct Following training of GC inspectors# INRVCO will 
resume Installation Comments re procedures requested 
HILLS# U M Tennessee Vallcg Authority 00/03/21 2pp 


G006030366 Forwards response to 00 Parr 0OO3SS supplemental request for 
addl Info re changes 6 studies proposed in Enel F of 
791203 response to Initial request Continued const 
justified 

HILLS# L M Tennessee Ualley Authority 00/03/30 200pp 


8006110315 Forwards study plan for monitoring water quality & aquatic 
biological conditions in Ountersville reservoir# per 
Part III 7 Of NPDES Permit AL002463S 

EL-A8HRY# M T Tennessee Valley Authority BO/06/03 iSpp. 


0006120282 Responds to NRC 800424 Itr requesting info re INRYCO tendon 
installation operations ti related QA/OC activities. INRYCO 
training satisfactorl ly completed ti resumption of tendon 
cutoff receiving actlvitlev storage planned 
MILLS# L K Tennessee Valley Authority. 00/06/09 Ip 


B0D6260049 Forwards request for addl info re Instrument It control sys 
for Continuing review of application for OLs, 

YOUNOQLOOD# B. J Licensing Branch 1 80/06/i 1. IIPP 


B006300310 Forwards reor ganl lation chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
R Dournia. Trans i tl on being made w/min of disruption to 
ongoing activities 

TEDEBC0#R L Assistant Dtractor for Licensing 00/06/12 2pp. 


8006240409 Responds to NRC 000424 Itr re INRYCO tendon installation 
Qptrations li related GA/QC activities Util has approved#w/ 
corrections as noted# end addl training procedures. 

MlLLa.L H Tennessee Valley Authority 00/06/18 3pp. 


F Security# medical# emergency ti fire protection plant 


0009130317 Forwards clarification of NRC *aquirs<hents for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

E18ENHUT. D G Division of Operating Reactors 00/04/29 61pp 


8006060294 Forwards addl info to training li qualification plan. Info 
withheld (ref 10CFR2 790) 

MILL8#L M Tennessee Valley Authority 80/06/02 2pp 


0 Inspection reports# IE Bulletins l< correspondence 


8006060199 Forwards IE Bulletin 80-tl# *'hatonry Wall Design No action 
or written response required IE Info Notice 79’^29# 

"Overloading of Structural Elements Due to Pipe Support 
Loads” end 

O'REILLY# J P Region 2# Atlanta# Office of the Director 80/09/08 

3np 


800604026V Forwards IE Bullatln 80-121 "Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 Uhlle in Refueling Mode" enci 

O'RElLLYrU P. Region 2# Atlanta# Office of the Director, 00/09/09 
Opp 


8006120034 Foi wards IC Circular 80-11# "Emergency Diesel Generator Lube 
□ 11 Cooler Failures '* No written response required, 

□'REILLY# J P Region 2# Atlanta# Office of the Director. 80/09/13 
3pp 


8006120033 Ack receipt of 800919 Itr informing NHC of steps taker to 
correct violations noted in IE losp Repts 90-438/00-04 It 
30-439/80-04, 

KURPHYiC.E. Region 2# Atlanta# Reactor Construction l« Engineering 
Support Branch. 80/09/22 8pp, 


— 8006120037 Responds to NRC ao04P3 Itr re violations noted in IE Imp 
Repts 30-430/00-04 Ic 5O-439/B0-OA Corrective actions 
frequency of documented surveillance to ensure soalid 
openings on piping equipment Increased to once per week 
HILLS, L H Tennessee Valley Authority 00/03/13 3pp 


— 0006120039 Forwards IE Insp Repts 50-43B/S0-O4 6 9O-439/0O-O4 on 
B0031B-21 L notice of violation 

HURPHY# C E Region 2# Atlanta# Reactor Constructlrn I* Engineering 
Support Branch BO/04/23 2pp 


— 0006120043 Notice of violation from insp on 000310-21 

a Region 2# Atlanta# Office of the Director 00/04/Si Ip 


—0006120041 IE Insp Repts 50-430/00-04 It 50-439/00-04 on 800318-21 
Noncompl lance noted failure tq foUaw procedure for capping 
U sealing during piping sys fabrication It to provide 
appropriate criteria in insp procedures 

HERDTiA n Region 2, Atlanta# Reactor Construction I# Engineering 
Support Branch COLEY# J L # KLElNsaR0E#U P Region 2# Atlanta# 
Office of the Director 00/04/21 6pp 


0006230321 Ack receipt of 000602 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-43R/BO-06 6 
30-439/00-06 

MURPHY# C E Region 2# Atlanta, Reactor Construction 6 Engineering 
Support Branch 60/06/09 2pp 


— 8006230327 Responds to NRC 800505 Itr ro violations noted In IE Imp 
Repts 90-430/80-06 S 30-439/80-06 Corrective actions work 
release written to rework Conduit IA3-60H-D to eliminate 
chance of misroute Cables roinstalled 
MILL3#L H Tennessee Valley Authority 80/06/02 3pp 


—0006230331 Forwards IE Insp Repts 5O-430/BO-O6 I# 50-439/00-06 on 
000413-10 5# notice of violation 

MURPHYfC E Region 2, Atlanta# Reactor Construction & Engineering 
Support Branch BO/05/03 2pp 


—0006230332 Notice of violation from insp on 800419-10. 

« Region ?, Atlanta# Office of the Director 00/09/09 Ip 


—8006230336 IE Insp Repts 30-439/00-06 A 30-439/00-06 on 000419-18 
Noncompl lance noted failure tq follow procedures on 
installation 6 insp of saf ety'-reloted cables 

CONLDN# T E Region 2# Atlanta, Reactor Construction Ic Engineering 
Support Branch HERRlUEATHER. N # GIBBONS# T D Region 2# Atlanta# 
Office of the Director 80/05/09 4pp 


0006240260 Forwards response to IE Bulletin 00-09 re vacuum conditions 
resulting in damage to holdup tanks Freore protection for 
refueling water storage tank at Soquoyah U Notts Bur is 
provldod by redundant heaters A tank insulation 
MiLLBiL M Tennessee Valley Authority BO/06/09 9pp 


8006270191 Ack receipt of 800319 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-430/00-05 & 
90-439/00-05 

HVRPHYi C E Region 2, Atlanta# Reactor Construction 6 Engineering 
Support Branch 60/06/10 2pp 


—800627019? Responds to NRC 800424 Itr re violation noted in lE Insp 
Repts 50-430/00-05 I# 50-439/00-05 Corrective actions closer 
watch on metis storage insp will be undertaken Inspectors' 
training program will bo established 

MILLS, L H Tennessee Valley Authority 80/05/19 3pp 


—8006270207 Forwards IE Insp Repts 5O-43B/80-O5 U 50-439/80-09 on 
800402-04 I# notice of violation 

HVRPHY# C E Region 2# Atlanta, Reactor Construction & Engineering 
Bupport Branch 00/04/24 Spp 


—8006270211 Notice of violation from insp on 800402-04 

« Region 2# Atlanta# Office o* the Director 80/04/23 Ip 


—8006270214 IE Insp Repts 50-438/80-05 A 50-439/80-09 on 000402-04 
Noncompl lance noted failure to maintain proper storage of 
prestressing sys components I. failure to maintain accurate 
quality records 

LENAHAN, J J Region 2# Atlanta. Office of the Director 

CQNLDN# T £ Region 2, Atlanta# Reactor Construction It Engineering 

Support Branch 60/04/23 7pp 


6 Reportable occurrences, LCRs related correspondence 


0006110263 Forwards first Interim deficiency rept re welding of 
structural steel annulus floor framing 
HILLS, L H Tennessee Valley Authoilty 80/03/13 ip 
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B006H02S5 First interin deficiency rep'fc re hjelding of structural 
steel srinulus floor framing Records completed improperlg 
ui 1 1 be Invalidated U affected uelds ujIII be reihspected 
Inspectot s uill be reinstructed on completion of dC records 
a Tennessee Valleg Authority aO/05/lS Ip 


}0&0£0393 Foruardc first interim deficiency rept re const QA audit 
def 1 c iency 

KILL8«t M Tennessee Valley Authority eff/05/3a tp 


-Q00^O&03S7 First interim deficiency rept re const OA audit deficiency 
QA audit revealed that three u-elders & all ueidor foremen 
uere not included in OA train ing/re**tra ining outlined in 
B0OSO6 Itr to MRC Personnel are being re-'trained 
« 'Tennessee Valley Authority 60/05/30 Ip 


00609033^1 Foriuarrfi RO 50“4ae/Q0“0A-0l 

MILLS. L M Tennessee Valley Authority 00/06/02 Ip 


-9006090337 RG 5O-A30/BO-O6-OI improperly routed safety-related cables 
urere found to be inspected it accepted by QC Caused by 
insp oversights Inspectors i< electrical craft Foreman 
reins tructed 

e Tennessee Valley Authority 60/06/02 Spp 


006090A71 Foruards final deficiency rept re Ruskin fir« dampers 
HILLS. L fi Tennessee Valley Authority 80/06/02 Ip 


“9006090476 Final deficiency rept re RusViin fire dampers Closure Spring 
detaches from mounting bracket on Ruskin vertical spring 
closure. IBB Fire dampers Alternative fix of small metal 
clamp developed & snap->ln strip Installed to hold blade 
e Tennessee Valley Authority 60/06/02 Ip 


006110074 Forwards fourth interim deficiency rept re defective saat 
ring teal welds on Dorg-Warner valves 

MILLS.L M Tennessee Valley Authority 90/06/03 tp 


“8006110079 Fourth interim deficiency rept re defective seat ring teal 
welds on Borg-Warner valves Util insp completed on 
representative sample of 93 valves Four valves failed liquid 
penetrant imp 

• Tennessee Valley Authority 80/06/03 Ip 


006110323 Forwards second interim deficiency rept re leek of internal 
purge on two welds in chemical addition & boron recovery 
syt Next rept will be submitted by 0007^3 
HILLSjL M Tennessee Valley Authority ao/i>6/03 Ip 


“8006110333 Second interim deficiency rept re lact of Internal purge on 
two welds in chemical addition U boron recovery sytwlfelds 
made by welders FANH. FAOI. FANQ t< FAMN investlseted 
Unacceptable welds will be reworked 6 training Implemented 
* Tennessie Valley Authority gO/06/03 2pp 


00611013S OiscuBies deficiency rept re ueldl-ng in waste disposal sys 
Forwards addl lab data requested in 800511 telcon. In 
response to IE comments on revised final rept W/o encl 
MILLS. L H Tennessee Valley Authority 80/06/04 Ip 


006230488 Forwards addl lab data in response to NRG GODOl 1 telcon 
request re deficiencies in welding for waste disposal tys 
\i/o encl 

HILLS, L M. Tennessee Valley Authority BO/06/04 Ip 


1006170405 Forwards first interim deficient rept re defective fillet 
welds Nest rept will be submitted by B00919 
mills. L H Tennessee Valley Authority 00/06/06 Ip 


“6006170469 First interim deficiency rept re deficient fillet welds 
Socket flange Fillet welds will be reinspteted QA 
proceduree have been revised tc reissued to reflect ASHE code 
requirements 

e Tennessee Valley Authority BO/06/06 ip 


1006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4“inch elbows s-inch tees were mfg to 
A234(fP8 requirement Investigations conducted U closed at 
46 listed facilities 

SEAViJ, L Chemtron Corp . Tube Turns Oiv 60/06/P6 3pp 


3006S50227 Forwards second revised final deficiency rept re blown fuses 
in low voltage switchgear 

MILLS. L H Tennessee Valley Authority 00^/06/20 ip 


‘80062S0230 Second revised final deficiency rept re blown fuses in low 
voltage switchgear To avoid poisibility pf fust opening on 
inrush current. 3“amp fuse will be replaced u/6-amp fuse 
* Tennessee Valley Authority BO/06/20 Ip 


DOCKET 50-439 OELLEFONTE NUCLEAR PLANT, UNI T 2 


A App 1 i catlon/c ons truct ion stage documents It correspondence 


G0062301LO Advises DNR ft PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NURE<5“0977 re 
adequacy of applicable support structures General operating 
reactor review phocodure 6 acceptance criteria end 
EISENHUT. D G Division of Licensing 00/03/20 I3pp 


B006110319 Forwards study plan for monitoring water quality 6 aquatic 
blolagical conditions m Guntersville reservol r, per 
Part in 7 of NPDES Permit AL0024635 

EL-ASHRV, M T Tennessee Valley Authority 80/06/03 12pp 


B006260049 Forwards request for addl info re instrument & control sys 
for continuing review of application for QLs 
YOUNGBLOOD. B J Licensing Branch 1 00/06/11 IIPP 


6006300310 Forwards reorganl lati on chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
R Dournia Tiansltion being made w/mln of disruption to 
ongoing activities 

TEDESCQ. R L Assistant Director for Licensing 00/06/12 Spp 


8006030366 Forwards response to OD Parr 80O3SS supplemental request for 
addl info re changes 6 studies proposed In Encl F of 
791203 response to Initial request Continued const 
justified 

MILLS, L ti Tennessee Volley Authority 00/09/30 200pp 


F Beifurity. medical, emergency ft- fire protection plans 


G009130317 Forwards c lar i f Icatlon of NRC requirements For emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISEHHUT.D G Division of Operating Reactors 00/04/23 6lpp 


8006060294 Forwards addl info to training L qualification plan Info 
withheld (ref IOCFR2 790> 

MILLS. L M Tennessee Valley Authority 00/06/02 2pp 


Q Inspection reports, IE Bulletins ftt correspondonce 


0006060199 Forwards lE Bulletin QO-ll. "Masonry Nall Oesign *' No action 
or written response required IE Info Notice 79“8B, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY. J P Region 2. Atlanta, Office of the Director 00/05/00 
3pp 


S006040267 Forwards lE Bulletin 00-12, "Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Dayls-Desse 
Unit t Nhile In Refueling Mode" encl 

O'REILLY. J P Region 2* Atlanta, Office pf the Director 00/05/09 

3pp 


0006120034 Forwards IE Circular 80-11. "Emergency Diesel Generator Lube 
Qil Cooler Failures " No written response required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 00/05/13 
3pp 


0006120033 Ack receipt of 800515 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-430/80-04 6 
30-439/00-04 

MURPHVj C E Region 2. Atlanta. Reactor Construction S« Engineering 
Support Branch 00/05/22 2pp 


— 8006120037 Responds to NRC 800423 Itr re violations noted in IE Insp 
Repts 50-438/80-04 h 50-439/BO-04 Corrective actions 
frequency of documented surveillancej to ensure seeled 
openings on piping equipment increased to once per week 
MILLS, L M Tennessee Valley Authority 80/05/15. 3pp 


— 8006120039 Forwards IE Insp Repts S0“438/B0-04 L 5O“439/0O“O4 on 
000310-21 ft( notice of violation 

MURPHY, C E Region 2* Atlanta, Reactor Construction h Engineering 
Support Qranch 00/04/23 2pp 


— 9006120043 Notice of Violation from insp gn 800310-21 

-e Region 2, Atlanta. Office of the Director 80/04/21 Ip. 
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— B006120041 IE Insp Rflpts 50-450/80-04 « 50-439/SO-04 on 000310^21 
None amp 1 lancp noted failure to follou procedure for capping 
(c sealing during piping sys fabrication ■& to provide 
appropriate criteria in insp procedures 

KERDTi A R Region 2i Atlanta^ Reactor Constiuction fc Engineering 
Support Oranch COLEV. J L . KLEINSOROE. U P Region 2. Atlanta, 
Office of the Director 00/04/21 ^pp 


0006230321 Ack receipt of 800602 Itr iitformitig NRC of steps taken to 
correct vlalatlons noted in EE Insp Rep ts 50-438/00-06 % 
90-439/80-06 

MURPHY, C E Region 2i Atlanta. Reactor Construction Engineering 
Support Branch S0/Q6/O9 2pp 


—0006230327 Responds to NRC 800505 Itr re violations noted in IE In«p 
Repts 50-430/00-06 tt 50-439/00-06 Corrective actions work 
release written tn rework Conduit 1A3-6014-D to eliminate 
chance of (nisroute Cables reinstalled 

MILLS, U M Tennessee Valley Author itg 00/06/02 3pp 


—0006230331 Forwards IE Insp Repts 50-438/00-06 «* 30-439/00-06 on 
000415-18 U notice of violation 

MORPHY, C E Region 2< Atlanta. Reactor Construction & Engineering 
Support Branch 80/05/05 2pp 


—0006230332 Notice of Violation from insp on 000415-18 

* Region 2, Atlanta, Office of the Director 80/09/05 Ip 


—0006330336 IE Insp Ropta SO-43Q/0O-O6 V 50-439/00-06 on 0OO419-‘18 
Noncompliance noted failure to follow procedures on 
installation insp of saf ety-related cables 

CQNLQN, T E Region 2, Atianta. Reactor Construction V Engineering 
Support Branch MERRfWEATHER, N , OtBBONBrT D Region 2i Atlanta, 
Office of the Director 00/09/05 4pp 


0006240360 Forwards response to IE Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Freezo protection for 
refueling water storage tank at Bequoyah Uatts Bar is 
provided by redundant heaters & tank insulation 
MILLS, L M Tennessee Valley Authority 00/06/09 Bpp 


8006270191 Ack receipt of 000919 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-43B/80-05 & 
90-439/80-05 

MURPHY, C E Region S, Atlanta, Reactor Construction t Engineering 
Support Branch 80/06/10 2pp 


—0006870197 Responds to NRC 000424 Itr re violation noted in IE Insp 
Repts 50-43S/80-OS 9O-439/S0“O9 Corrective actions closer 

watch on mails storage insp will be undertaken Inspectors' 
training program will be- established 

MILLB, L M Tennessee Valley Authority 80/09/19 3pp 


—0006870207 Forwards JE Insp Repts 90-430/00-09 S< 50-439/80-05 on 
000408-04 ii notice of violation 

MVRPHYfC E Region 2i Atlanta, Reactor Construction it Engineering 
Support Branch 80/04/24 2pp 


—0006270811 Notice of violation from Insp on 000402-04 

* Region 2i- Atlanta, Office of the Director 90/04/23 Ip 


—0006270814 IE Insp Repts 50-430/00-09 it 50-439/00-05 on B00402-04 
Noncompliance noted failure to maintain proper storage of 
prestressing sys componetits i’ failure to maintain accurate 
qua 1 I ty records 

LElfAHANr J J Region 2. Atlanta. Office of the Director 

CONLON, T E Region 2. Atlanta, Reactor Construe tlun it Enginearlng 

Support Branch 00/04/23 7pp 


S Reportable occurrences, LERt V related correspondence 


0006110263 Forwards first interim deficiency rept re welding of 
structural steel annulus floor framing 
MILLB. L M Tennessee Valley Authority 00/09/15 Ip 


— 0006110289 First interim deficiency rept re welding of structural 
steel annulus floor framing Records completed improperly 
will be invalidated i< affected wolds will be reinspected 
Inspectors will be reinstructed on completion of QC records 
» Tennessee Valley Authority 60/09/15 Ip 


G0060603B3 Forwards first interim deficiency rept re const QA audit 
def ic i ency 

mills, L M Tennessee Valley Authority 00/05/30 Ip 


-0006060387 First interim deficiency rspt re const QA audit defictentg 
QA audit revealed that three welders all welder foremen 
were not included in QA trai ninff /re-traini ng outlined in 
600206 Itr to NRG Personnel are being re-trained 
a Tennessee Valley Authority 80/05/30 Ip 


B006090471 Forwards final deficiency rept re Ruikln fir* dampers 
rilLLS,L M Tennessee Valley Authority 80/06/02 Ip 


— 0006090476 Final deficiency rept re Ruskln fire dampers Closure sp 
detaches from mounting bracket on. Ruskln vertical spring 
closure, IBD fire dampers Alternative fix of small metal 
clamp developed & snap-ln strip installed to hold blade 
• Tennessee Valley Authority 00/06/02 Ip 

0006110074 Forwards fourth interim daftcleney rept re defective seat 
ring seal welds on Borg-Warnor valves 

MILLS. L M Tennessee Valley Authority BO/06/03 Ip. 

--8006110079 Fourth interim deficiency rept r* defective seat ring ii 
ueldt on Borg-Narner valves Util (nsp completed on 
representative sample of 93 valves Four valves failed liquid 
penetrant insp 

a Tennesseo Valley Authority 80/06/03 Ip 


0096110328 Forwards second interim deficiency rept re lack of Interna 
purge on two welds in chemical addition 6 baron recovery 
sys Next rept will be submitted by 800723 
MILLS, L M Tennoseee Valley Authority 80/06/03 ip 


--0006110333 Second Interim deficiency rept r* lack of internal purge 
two welds in chemical addition U boron recovery sys Uelds 
made by welders FANM. FAOI. FANO & FAMM Investigated 
Unacceptable welds will be reworked Sc training implemented 
« Tennessee Valley Authority 80/06/03 2pp 


8006110130 Discusses deficiency rept re welding In waste dlsposel sys 
Forwards addl lab data requested in 60-0-511 telcon, in 
response to IE comments on revised final rept N/e end 
MILLS, L M Tennessee Valley Authority 60/06/04 ip 


0006230480 Forwards addl lab data in response to NRC 000511 telcon 
request re deficiencies in welding for wastf disposal sys 
N/o end 

MILLS, L M Tennessee Valley Authority 80/06/04. Ip 


0006170465 Forwards first interim deficitnt rspt re defective Mllet 
welds Next rept will be submitted by 800919 
MILLS. L M Tennessee Valley Authority 80/06/06 Ip 


—8006170489 First interim deficiency rept re deficient fillet welds, 
Socket l< flange fillet welds will be reinspected QA 
procedures have been revised b reissued to reflect A0ME code 
requirements 

*■ Tennessee Valley Authority 80/06/06 Ip 


0OO6SOOO24 Final Part 81 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows 2-inch tees were mfg to 
A234(4PB requirement. Investigations conducted & closed at 
46 listed facilities 

SEAY, J L Chemtron Corp , Tub* Turn* Dlv 00/06/06 Bpp 


0006890227 Forwards second revised final deficiency rept re blown fus< 
in low voltage switchgear 

MILLS, L M Tennessee Valley Authority, 00/06/20 Ip 


— B0062S0230 Secpnd revised final deficiency rept re blown fuses In Ic 
voltage twi tchgear. To avoid possltiltty of fuse opening on 
inrush c urrenit 3-amp fuse will be replaced w/6-amp fuse 
e Tennessee Valley Authority 80/06/20 Ip 


DOCKET 90-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A App 1 ication/constructioTi stage documents it correspondence 


0006230110 Advise* Bl^re I, PNR applicants of NRC decision to madify 
Implementation ’ plan presented in Section 4 of NUnEO-0577 r* 
adequacy of applicable support structures Oenerai operating 
reactor review procedure it acceptance criteria cncl 
EISENHVTtD Q Division of Licensing 80/09/20 I3pp 


0006250276 Notification of 800619 meeting w/util in Bethesda.fiD to 
discuss facility OL application 6 schedule. 

HBUSTON, D Licensing Branch 2 00/06/13 2pp 


C Utility Envlrofimenta I Report CERl, amends it correspondence 


0006270270 Forwards environ rept.Vol* 1 4' 8 

DAVIDSQNrO R Cleveland Electric Illuminating Co 00/06/20, Ip 


— B0062702BO Environ rept.Vol 1 

« Cleveland Electric Illuminating Co 80/06/20 S50pp 
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-~eoU627(>2B9 Environ rrpt.Vot 2 

» GUvvlanct Electric Illuminating Co 80/06/30 390pp 


I Financial information 


B00637Q3?5 Foruards amvnd to application for QL« conalft ting of 197? 
annual rtpti for Ouqutsne Lights Toledo Ed Itoni Clavaland 
Electric Illuminating Co. PA Power Co & QK Electric Co 
DAVIDSON, D R Cleveland Electric Illuminating Co 50/0^/20 Ip 


— &006270S9B Amend to application for 0L< including annual repts for 5 
util* and mitcel laneous financial Info 

* Cleveland Electric Illuminating Co 80/06/30 480pp 


M AntitrOit correipondence 


8006060314 Requests that deadline for requests for hearings be extended 
to 800709 re avallafallltg of transmission sve Ettenslon mill 
allou NRC tc Intervenor to work out language discard between 
FERC Opinion 84 U NRC 800913 order 

OOLDBEROiR Cleveland) OH GOLDBEROi R OaldbtrgiFleldman <( 

LethamrP C 80/06/02^ 2pp 


8006170999 Motion for mod of NRC 800513 order to require filing of 
transmission schedule per FERC B00509 order Requests 
hearing on 800913 order if NRC denies mod Certificate of 8vc 
enc 1 

, URBAN) J R Justice) Dept of BO/06/09 I3pp 


0 Inspection reports# IE Bulletins (c correspondence 


8006240370 Rttpondt to IE Bulletin 80-09 re hydramotor actuator 
deficiencies Vendors supplying valve actuators# ind icated 
that only Powers Regulatory Co supplied ITT General Model 
NH-90 hydramotor actuators Model AH-90 not supplied 
DAVIDSON) D R Cleveland Electric Illuminating Co 60/06/18 ip 


8 Reportable occurrences) LERs related correspondence 


6006030270 Part 21 rept re possible noncompliance of motor control ctrs 
to customer specs Util will be requested to remove units & 
return for wire mods & will be authorised to replace 
nonconforming blocks 

BERQUiaT. D Cutler-Hammer. Inc 80/09/14 3pp 


8006240092 Ack receipt of 800522 interim deficiency rept ra pump 
failures on Comiip post-LOCA hydrogen analysers Review of 
matter will be completed during future insp 

FlORELLliO Region 6. Chicago Reactor Construction t< Engineering 
Support Branch B0/O6/10 Ip 


DOCKET 90-441 PERRY NUCLEAR POWER PLANT# UNIT 2 
A Appllcation/constriic tlon stage documents 4. correspondence 


8006230110 Advises BWR PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NURE0''0977 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
Et8ENMUT)D 0 Division of Licensing 80/09/20 13pp 


8006290276 Notification of 800619 meeting w/util in BethesdaiMD to 
discuss facility QL application U schedule 
HOUSTON# D Licinsiisg Branch 2 80/06/13 2pp 


C Utility Environmental Report lER). amends St correspondence 


800627027B Forwards environ rept'Vols 1 tc 2 

DAVlDBONiD R Cleveland Electric lUuminatlng Co 80/06/20 Ip 


— 8006270280 Environ rapt)Vol 1 

* Cleveland Electric Illuminating Co 80/06/20 290pp 


““8006270285 Environ rept)Vol 2 

• Cleveland Electric Illuminating Co 80/06/20 agopp 


I Financial information 


8006270395 Forwards amend to application for OU# consisting of 1979 
annual repts for Duq^uesne Light. Toledo Ed ison# Cleveland 
Electric Illuminating C 0 )PA Power Co OH Electric Co 
DAVIDSON, DR Cleveland Electric Illuminating Co 00/06/20 Ip 


— 0OO627O29B Amend to application for OL# including annual repts for 5 
utils and miscellaneous financial Info 

a Cleveland Electric Illuminating Ca 00/06/20 4QOpp 


M Antitrust correspondence 


8006060314 Requests that deadline for requests for hearings be extended 
to B00709 rc availability of transmission sve Extension will 
allow NRC t( intervenor to work out language discord between 
FERC Opinion 84 NRC 800513 order 

GOLDBERG. R Cleveland, CK GOLDBERG, R Goldberg. Fie Idman ^ 

Letham.F C 80/06/02 2pp 


9006170555 Motion for mod of NRC RD0513 order to require filing of 
transmission schedule per FERC 800505 order Requests 
hearing on 000913 order If NRC denies mod Certificate of Sve 
enc 1 

URBAN# J R Justice. Dept of 80/06/09 I3pp 


Q Inspection reports. IE Bulletins K c orrospondence 


8006240370 Responds to IE Bulletin 80-09 re hydramotor actuator 
deficiencies Vendors supplying valve actuators, ind Icated 
that only Powers Regulatory Co supplied ITT Oeneral Model 
NH-90 hydramotor actuators Model AH~90 not supplied 
DAVIDSON# D R Cleveland Electric Illuminating Co 00/06/16 Ip 


S Reportable occurrences# LERs ^ related corrospondonco 


Q006240092 Ac k receipt of 000922 Interim deficiency i ept re pump 
failures on Cnmsip post-LQCA hydrogen analyzers Review of 
matter will be completed during future insp 

FIORELLIiG Region 3. Chicago, Reactor Construction t* Engineering 
Support Branch 00/06/10 Ip 


DOCKET 50-443 8EADR00K NUCLEAR STATION# UNIT t 


A Application/construction stage documents correspondence 


0006230110 Advises BUR U PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
EIBENHUT.D 0 Division of Licensing 80/09/20 I3pp 


0006100668 Responds to 791019 1 tr. requos ting use of certain ASHE code 
cases in const of components for facility Code Cases N-237# 

N-216 4t N-208 are acceptable Use of code cases should be 
documented in F8AR 

VQUNGBLQODrQ J Licensing Branch l 80/05/30 2pp 


G Adjudicatory correspondence 


QOO6O4OJ03 Forwards written remarks to ho made part of Q00323 briefing 
before Commission re review of ASLAD seismic decisions 
ALAB-422 ALAO-961 Requests copy of decision 
WEINHOLD.E H Affiliation Unknown 60/05/17 Ip 


— 0006040191 Urges that Commission grant New England coalition on 
Nuclear Pollution petition to review ASLAD decisions on 
seismic dssign Requests review of Okrent comments & NRC 
quarterly bulletins supporting activities 
WEINHOUD.C H Affiliation Unknown 00/09/17 3pp 


9006060479 Informs NRC that financial difficulties prohibit attendance 
at 900923 briefing re intervenor New England Coalition on 
Nuclear Pollution petition for ravlew of ALAQ-422 h 
ALAD-961 Forwards written remarks for Inclusion in record 
UEJNHOLD. E H Affiliation Unknown 80/05/17 4pp 


0006110049 Advises that Chinnery will make major portion of New 
England Coalition on Nuclear Power presentation at 
Thursday briefing Operating equipment for vlewgraphs 
necessary 

WEISS. E R Sheldon# Harmon I Ueiss UEISS. E R New England 
Coalition on Nuclear Pollution 0O/O5/2B Ip 


8006160089 Proposes# on behalf of New England Coalition on Nuclear 
Pollution# that three listed documents bo included in record 
of pending pioceeding r© seismic risks Forwards MA Inst of 
Technology rep t# " Investigat 1 on of Max Possible Earthquakes " 
UEiaSfE R Sheldon# Harmon & Weiss BD/06/11 6pp 


—8006160093 "Investigation of Max Possible Earthquakes, " annual rept 
CHINNERY# M A Maisachusotts Institute of Technology 
NRC-04-77-019 70/08/19 90pp 
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<^^^0100 Order granting extension until 000625 for Commission to B006i00372 Part 21 rapt re util use of invalid seismic amplified 

Diiector's 600211 decision denying petition r* reeponso spectra Confirms RH Leonard 600930 telcon u/WO 

I^^^Qeficy planning Class 7 acc i dents< under 100^*112 206 Rcinmuth of revision to final rapt date Short-term audit It 

J Office of the Secretary of the Commission 00/06/11 redesign of containment annular steel complete 

P SARSTCNi O E United Engineers L Cons true torsi Inc (subs of 

Raytheon Co ) 80/06/02 4pp 

•61QQ4q^ Order granting extension until 000627 for Commission to 

(uhether to revieu ALAB-422 4< ALA0'-961 T Hearing transcripts on non-ant i trust matters 

HILKi S J Office of the Secretary of the Commission 00/06/12 — — 

P 

6006260075 Transcript of 800527 afternoon public m«*ting in Uashlngtoni 
DC re seismic issue Pp 1-Q2 Supporting documentation end 

Response in opposition to New England Coalition on Nuclear AHEARNEp J F , OILINSKY.V < BRADFQROj P A Commission 00/09/29 

dilution 800611 motion to reopen record 6 introduce new lllpP 

vidonco Chinnery theory ignores geology for 8SE purposes 
fgoB dismissal of petition for review W/Certif icatc of Bve 
IGNAN. r 0 , RITSHERiJ a Ropes ^ Oray 80/06/17 7pp 

DOCKET 50-444 EEADROOK NUCLEAR STATION, UNIT 2 


&300491 Response in opposition to New England Coalition on Nuclear 
dilution 000611 Itr requesting reopening of record to enter 
hitinery articles S< 000527 briefing transcript Admittance 
ould violate rules of evidence Certificate of Sve end 
EIS, E J Hearing Branch 3 80/06/26 9pp 


Oaneral correspondence 


A App I ication/construc t ion stage documents & correspondence 


0006230110 Advises DWR tt PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-OS?? re 
adequacy of applicable support structures Oeniral operating 
reactor review procedure 6 acceptance criteria end 
EISENHUTiD 0 Division of Licensing 80/05/20 13pp 


6170107 Forwards minutes of Kens Ingtotu NH 000313 town meeting 
DODViN.h Hogovin. Stern fJi Huge 00/05/12 Ip 


0061701B3 Submits extract of Kens ington, NK 800313 town meeting minutes 
re evacuation of 10-50 mile radius around nuclear 
facilities License should not be granted until safe 
dvacuatiun plan demonstrated 

EASTMAN, C R . OAUUTIS, S New Hampshire, State of 00/04/10 ip 


Responds to end 000410 Itr to President Carter enpressing 
pposition to const of facilities NRC authority does not 
xtend to planning for adequate electrical generating 
■ pacity or for interceding in state i’ local decisions 
DUNQDLaDD, B J Licensing Branch 1 80/05/23 3pp 


&300S40 Responds to 771011 itr to President Garter requesting halt 
f const until safe (< timely evacuation plan is achieved NRC 
nergency planning review will include re-eva luatlon of 
xistln>g licensee local U state govt emergency plans 
ENTONi H R Office of Nuclear Reactor Regulation, Director 
3/06/11 2pp 


D06300251 Forwards 8C Dunfoy,RC Pevear, EF Parr & P Keenan 791011 Itr 
to Rrosident Carter requesting halt of const until safe & 
tlirteliy evacuation plan is achieved Beacoast area cannot be 
evacuated In event of serious accident 

SEALiM ri President of U8 4 Executive Offices 79/10/19 5pp 


Antitrust correspondence 


6260207 Advises that PSC of NH addl antitrust info will not be 
rovlded as stated In HK Shapar 800916 Itr to Atty General 
JTBEROj J Antitrust Division 00/06/24 ip 


Inspection reports, IE Bulletins correspondence 


6060251 Forwards combined IE Insp Repts 50-443/00-01 & 50-444/00-01 
e arrests of const workers on charges of conspiracy to 
iolate state drug laws No concern necessary re quality of 
anst ufurk K drug inquiry 

7 lERtB H Region i, Ph i ladelph ia, Office of the Director 
0/03/11 Ip 


6200030 Forwards IE Circular 00-13, "Grid Strap Damage in 
pstlnghouso Fuel Assemblies " No written response required 
TIER'S H Region 1, Philadelphia, Office of the Director 

u/os/aa Ip 


6300276 Responds to IE Dulletin 0O‘-O5, “Vacuum Condition Resulting 
n Damage to Chemical Vol Control Sys Holdup Tanks " All 
anl(s except resin sluice t* primary drain tanks either will 
□t experience or can withstand full vacuum conditions 
^VINOENTIS, J public Service Co of New Hampshire 80/06/05 4pp 


Teportable occurrences, LERs U related correspondence 


6020019 Part 21 rept re discrepancy in seismic design in containment 
-knul^r area Cause unstated Details contained in util 
71206 deficiency rept 

^ogTENi 0 E United Engineers f, Constructors, Inc (subs of 
sythBOrv Co > 80/05/13 3PP 


0006180608 Responds to 791015 Itr, requesting use of certain ASHE code 
cases in const of components for facility Code Gases N-237, 

N-218 (i N-2a0 are acceptable Use of code cases should be 
documented In F8AR 

YOUNOULQQD, D j Licensing Branch I 00/05/30 2pp 


0 Adjudicatory correspondence 


0006040102 Forwards written remarks to be made part of 800323 briefing 
before Commission re review of ASLA0 seismic decisions 
ALAB-422 tc ALAD-561 Requests copy of decision 
WEINHOLD. £ H Affiliation Unknown 00/05/17 Ip 


—0006040191 Urges that Commission grant New England coalition on 
Nuclear Pollution petition to review ASLAQ dscliions on 
seismic design Requests review of Qkrcnt comments h NRC 
quarterly bulletins supporting activities 
WEINHOLD, E H Affiliation Unknown 80/05/17 3pp. 


6006060479 Informs NRC that financial difficulties prohibit attendance 
at 600523 briefing re Intervenor New England Coalition on 
Nuclear Pollution petition for review of ALAQ-422 U 
ALAD-561 Forwards written remarks for inclusion in Yecord 
WEINHOLD, EH Affi Hation Unknown 00/05/17 4pp 


8006110049 Advises that Chlnnery will make major portion of New 
England Coalition on Nuclear Power presentation at 
Thursday briefing Operating equipment for viewgraphi 
necessary 

WEISS, E R Sheldon, Harmon ^ Weiss WEISS, E R New England 
Coalition on Nuclear Pollution 60/05/20 Ip. 


0006160009 Proposes, on behalf of New England Coalition on Nuclear 
Pol lutlon, that three listed documents be included in record 
of pending proceeding re seismic risks Forwards HA Inst of 
Technology rept, "Investigatl on of Max Possible Earthquakes " 
WEISS, E R Sheldon, Harmon I, Weiss 60/06/11 6pp 


— 0006160073 "Investigation of Max Possible Earthquakes," annual rept 
CHINN£RY,M A Massachusetts Institute of Technology 
NRC-04-77-019 70/00/15 90pp 


6006160100 Order granting extension until 800625 for Commission to 
review Director's 800211 decision denying petition re 
emergency planning ^ Class 7 accidents, under 10CFR2 206 
CHILKi 8 j Office of the Secretary of the Commission 00/06/11 
Ip 


6006180406 Order granting extension until 000627 for Commission to 
elect whether to review ALAB-422 8< ALAB-561 

CHILK, 6 J Office of the Secretary of the Commission 00/06/12 
IP- 


8006230261 Response in opposition to New England Coalition on Nuclear 
Pollution 000611 motion to reopen record 6 introduce new 
evidence Chinnery theory ignores geology far 88E purposes 
Urges dismissal of petition for review W/Certlf Uate of Bve 
DIONANrT 0 , RIT8HER, J A Ropes t Oray 00/06/17 7pp 


8006300491 Response in opposition to New England Coalition on Nuclear 
Pollution 000611 Itr requesting reopening of record to enter 
Chinnery articles U 600529 briefing transcript Admittance 
would violate rules of evidence Certificate of 8vc end 
REtS.E J Hearing Branch 3 80/06/26 9pp, 
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H 0«ntTAl correspond! nc6 


0006170107 Foruierdi minufcet of Konting ton< NH 000313 town mfetlng 
ROOOVIN^K Rosovinj9t!rn 6 Hug* 80/05/12 Ip 


— 0006170103 aubmltf extract of Kensington. NH B00313 town meeting minotes 
re evacuetlon of 10-90 mile radius around nuclear 
facilities License should not be granted until safe 
evacuation plan demonstrated 

EASTHAH, C R . OAVOTlSi S New Hampshire. State of 00/04/18 Ip 


0006020459 Responds to end BOO410 Itr to President Carter expressing 
opposition to const of facilities WRC authoritg does not 
extend to planning for ad«<iw*t* electrical generating 
cepacitg or for interceding in state 4t local decisions 
YOUNOBLQODi B vJ Licensing Branch I 80/05/23 3pp 


0006300240 Responds to 791011 Itr to President Carter requesting halt 
of const until safe 6 timelg evacuation plan Is achltvad NRC 
emergtncg planning review will include ra-evaluatlon of 
existing licensee (< local U state govt energencg plans 
DENTOH.H R Office of Nuclear Reactor Regulation. Director 
00/06/11 2pp 


—0006300251 Forwards SC Dunfeg.RC Pevear. EF Parr it P Keenan 791011 Itr 
to Prifldent Carter requesting halt of const until safe it 
timelg evacuation plan is achieved Seacoast area cannot be 
evacuated in event of serious accident 

SEAL.H H President of US L Executive Offices 79/10/19 9pp 


N Antitrust correspondence 


0006260207 Advises that P8C of NH addl antitrust info will not be 
provided as stated in HK Shapar 0DOS16 Itr to Attg Oeneral 
RUTBEROjJ Antitrust Division 80/06/24 Ip 


0 Inspection reports. IE Bulletins (c correspondence 


0006060251 Forwards combined IE Insp Repts 50-443/00-01 it 90-444/00-01 
re arrests of const workers on charges of consplracg to 
violate state drug laws No concern neeessarg re qualitg of 
const work & drug inquirg 

DRIER. B H Region 1. Philadelphia. Office of the Director 
00/03/11. ip 


0006200030 Forwards IE Circular 80-13. "Grid Strap Damage In 
Hestinghousf Fuel Assemblies " No written responee required 
0RIER.fi H Region 1. Philadelphia. Office of the Director 
00/09/28 Ip 


0006300276 Responds to IE Bulletin OO-OS. ^'Vacuum Condition Resulting 
in Demege to Chemical Vol Control Bge Holdup Tanks ” All 
tanks except resin sluice it prlmarg drain tanks either will 
not experience or can withstand full vacuum conditions 
OeviNCENTIS. J Public Service Co of New Hampshire 60/06/05 4pp 


0 Reportable occurrences. LERe it related correspondence 


0006020019 Part 21 rept re discrepaneg in seismic design in containment 
annular area. Cause unstated Details contained in util 
791206 deficieneg rept 

8AR8TEN.O E United Engineers Constructors. Inc (subs of 
Ragtheon Co ). 00/09/13 3PP 


0006100372 Part 21 rept re util use of invalid seismic amplified 
response spectra Confirms RH Leonard 600530 telcon u/HO 
Relnmuth of revision to final rept date Short-term audit fc 
ridasign of containment annular steel complete 
8ARSTEN.0 E United Engineers Constructors. Inc. (subs, of 
Ragtheon Co } 00 / 06/02 4pp 


T Hearing transcripts on non-antltrust matter* 


6006260079 Transcript of 000529 afternoon public meeting in Haehlngton. 
DC re ifiSAlc issue Pp 1-82 Supporting documentation end. 

AHEARNErJ F . OILINSKY.V, BRADFORD. P A Commission, 00/05/2? 

Itlpp 




•nee 


lod i f g 


000612000/ Sutnmarg of 000325 meeting ui/util 6 Wes t i ng h ous e in 
Bethesda.HD re instrumentation 4 control sgs 
BURUELL. 0 D Licensing Branch 2 80/05/27 6pp 


8006090484 Summary of 800423 meeting w/util in Dethosda.MD re 
reliabllltg evaluation of auxiliarg feedwater ags 
DURWELL.S 0 Licensing Branch 2 BO/OS/30 4pp 


0006120349 Forwards qualification teat schedule status for Class IE 
equipment to be supplied bg vendor Submittal in response to 
action item per 000507 meeting re qualification programs & 
rcvl eu. required to ensure timelg Issuance of OL 
ANDERSON, T N Wostlnghouse Electric Corp 80/06/03 2pp 


8006300010 Notifies that util has provided detailed design info re 
piping analysis of main steam line inside containment Action 
is taken in conformance w/NRC PM Operating Procedure 200. 
Revision 1. "Submittal of bupp lomentarg Detailed Data '* 

DURWELL.S B Licensing Branch 2 SO/06/06 Ip 


0006300020 Lists Itrs incorporating detailed electrical. 

instrumentation 8< control drawings re facility design Action 
Is taken in conformance w/NRC PM Operating Procedure 208. 
Revision 1, "Submittal of Supplementary Detailed Data " 
DURWELL.S 0 Licensing Branch 2 00/06/06 ip 


0006260422 Notification of B0061B it I? meetings w/util it ANL in 
Bethesda S. Silver Spring. MO. respec tivel g. to review 
electrical Instrumentat ion it control drawing for conformance 
w/separation. redundaneg & signal failure criteria 
DURWELL.S Licensing Branch 2 00/06/12 2pp 


8006190490 Forwards electrical instrumentation &< control drawings List 
of drawings tc revision status enc I Drawings available in 
Central Files onlg 

OARY.R J Texas Utilities Oenerating Co 00/06/13 2pp 


F Becuritg. medical, emergoneg it fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergeneg 
respohse facilities defined in 790913 Ur Addl specific 
criteria for facilities under development 

ElSENHUTiD 0 Division of Operating Reactors 80/04/25 6lpp 


0006250325 Summarg of 800513 meeting w/utll In Bethesda.HD re fire 
protection criteria 

BURWELLiS B Licensing Branch 2 80/06/0? 5pp 


0 Adjudicatory correspondence 


6006060255 Motion to compel applicants to supply 000410 position on 
contentions per A8LD 800319 order re prehearing conference 
schedule Urges postponement of 800430 prehearing conference 
pending receipt it review of position W/Cerl if icate of 0vc 
£LLt8.J. Clttiens Association for Sound Energy 00/04/21 4pp 


— 8006060257 Corrects typographical omissions errors made in intervenor 
800410 position on contentions Table of contents end 
ELLIS. J Citiiens Association for Sound Energy 80/04/21 4pp 


— 0006060261 Corrects typographical errors mad^ In Intervenor B00411 
motion for extension of time i 800410 motion to consider 
Contention Q Certificate of 8vc end 

ELLIS. U Citiiens Association for Sound Energy 80/04/21 2pp 


8006060346 Motion in support of intervenor Contention 19 re OA/QC 
Present wording covers areas of concern re design. testing# 
managerial it administrative controls Proposes other version 
if present wording is not accepted Certificate of 6vc end. 
ELLI0rJ Cltlxens Association for Sound Energy 00/05/12 lOpp 


0006060347 Post-hearing conference memorandum submitting statement of 
position re impact of ALAB-990. wor d Ing of Citiiens' 

Association for Sound Energy contentions & Inkervenors' 
proposed QA/QC contention Certificate of 0vc end 
REYNOLDS. N 8 . HORIN. W A Texas Utilities Generating Co 
REYNOLDS. N 8 Debevolse U Liberman 00/05/12 t7pp 


8006090001 Position on Contention 4 A Intervenor supports present 
wording of contention it emphasiies necessity of Including 
Contention 4 G special operating requirements in proceeding 
Certificate of Sve enc 1 

FOUKE.R L Citiiens for Fair Utility Regulation 00/05/12 4pp 
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8006090005 Statofpenl; of posttion on ALAB-S^O app 1 on to 

admi.99 i b i 1 1 tg of Intervenor contentions Opinion places 
intervenor undet' no obligation to explain vali<fi.tg of 
contentions Certificate of Svc end 

OAYr 0 iM Association of Community Organizations for Reform 
Nou-Texas CAY. 0 M West Texas Legal Services ao/05/12 Bpp 


a0060?0007 Statement of position re QA/QC contention Urges keeping 
contention broad at this stage in interest of justice it in 
compliance u/ALAB-590 Certificate of Svc end 
QAVi O M Association of Community Qrgani latlons for Reform 
Nou'-Toxas CAY. 0 M West Texas Legal Services S0/09/1S 3pp 


6006020099 Foruards Commission B00516 memorandum tc order ruling on 
certified question of litigabillty of combustible gas 
control Issue 

ROTHSCHILD, K U Hearing Branch 1 BO/OS/30 Ip 


0006020128 Forwards final version of NURE0’'O66Oi "NRC Action Plan 
Developed as Result of TMI'**S Accident," Vols 1 ic 2 M/o end 
ROTHSCHILD. M U Hearing Branch 1 BO/05/30 ip 


8006190544 Order accepting Citizens for Fair Util Regulation 
Contentions lj2A,29i3A ^ SB t Association of Community 
Organ! nations for Reform Haw Contentions 1.3, - 11, 14,19, 20, 
S2i24i 25 & 31 

BOWERS. E 8 Atomic Safety and Licensing Board Panel 80/06/16 
I8pp 


H Antitrust correspondence 


8006130243 Discovery rept for Har 19B0 No discovery requests Initiated 
or received Certificate of Svc Si change of address notice 
tnc I 

JOHN. D F Southwest Texas Electric Cooperative JOHN, D F 
McDermott, W1 11 4( Emery 80/04/16 9pp 


8006060428 Corrects ntlsstatement of fact In Public Utils Board of City 
of Brownsvi 1 le, TX Mar-Apr 1980 discovery rept. Failure to 
participate in J Bruggeman deposition uas due to counsel 
independent decision not to attend Certificate of Svc end 
3TAHL, D 11 Isham, Lincoln & Beale 80/09/01 6pp 


800612005& Motion for 800909 prehearing confarence to apprise ABLD of 
status of settlement discussions Proposed order L 
Certificate of 8vc end 

CVPKERT, S B I DapSGVlCiD A . UUQUE, N Juftic«iD«pt of 80/09/09 
9pp 


8006090999 Forwards status rept Delivery arrangements made for B00912 
KNOTTS. J B Debevolse Liberman 00/09/09 ip 


-<~g006O9CI56l Status rept re settlement negotiations' progress 
Discussions are continuing Urges ASLB to hold prehearing 
conference by B00914 ti requests deferral of ruling on 
extension Certificate of Svc b supporting documents end 
SAMPELS. M 0 Texas Utilities Co SAMPELS, M D. Wortham, Forsytha 
k samp els, 80/09/09 SBpp 


8006060033 Forwards Houston Lighting k Power status of settlement rept, 
per ASLB 800410 order Affidavit not appropriate 

OREEHi D 0 Lowensteln. Newman, Reis. Axelrad k Toll 00/09/09. 2pp 


■'•0006060036 Status of settlement rapt per ASLB 800410 order deferring 
trial briefs, final prehearing conference k evidentiary 
hearing Urges addl 30-dag extension for continuance of 
negotiations due to complexity Certificate of Svc end 
BARNETT, E W Houston Lighting k Power Co 80/05/09 7pp 


8006060492 Status rept re settlement discussions' progress Urges A8LB 
to convene pretrial conference to accammodate outstanding 
d iscovery, final trial preparation k resolution of remaining 
procedural matters Certificate of Svc end. 

CYPHER!. 8 B . PARHENTER.P DOP80VIC. D A Justice, Dept of, 

00/05/09 9pp 


8006110233 Forwards rept on status of settlement 

OREENi D O Uowenstein, Newman. Rei Sr Ax* Irad k Toll 80/09/09 2pp. 


BD06I60189 Rept on settlement negotiations Suggests that conference be 
held to determine addl time needed by applicant Trial should 
be preceded by pretrial conference to accommodate discovery 
k other matters. U/Certif Icate of Svc 

CYPHER!, 8, B , PARMENTER.F i DDPSOVIC, D A Justice. Dept of. 

00/03/09^ 9pp 


8006230157 Settlement status rept by Public Utils Board of Brownsville, 
TX Propoxex early trial schedule & 30-day cKtentlan to 
explore possibility of settlement Certificate of Svc end 
SPIEOEL.O Brownsvl lie, TX 5P1E0EL.<^ Spiegel b McDlarmid 
ao/09/09 6pp 


B00624025D Status rept on settlement negotiations per ASLB 800410 
order Requests 30-day extension In procedural dates to allow 
CQntinuation of discussions Certificate of Svc enct 
STAHL. D H Central k South Nest Services, Inc STAHL. D H Isham, 
Lincoln k Beale 80/0S/09 i2pp 


0006250193 Submits status rept on settlement negotakloni per A8LB 
800410 order Joint ownership agreement will bo completed by 
BOllOl Supporting documentation & Certificate of Svc end 
BUBCHETTE.M H . RITTS. F « Te xss-Lools i ana Electric Coopera tive, Inc 
flURCHETTE.W H Northeutt Ely 00/05/09 27pp 


8006060941 Discovery rept for Apr 1980 Util counsel participated in 
depositions of NG Lerner k 0 Taylor, exp ert economic 
ultnciSBs for NRC & DOT, respec tively 

AHEARN. C D Texas Utilities Co AHEARNE, C D Debivolsi k Liberman 
80/09/19 Spp 


8006090179 Discovery rept for Apr 1900 Participated in NC Learner k O 
Taylor depositions Revs ived NRC updated response to Houston 
Lighting & Bower second set of interrogatories Inspected NRC 
documents designated by expert witness 

AIHEARN, C D Texas Utilities Generating Co AHEARN, C. D Debtvoise k 
Liberman 00/09/19 5pp 


0006200142 Discovery rept for Apr 1900 Participated in OTC Taylor 
deposition Responded to Houston Lighting St Powsr motion to 
compel production of documents Undertook settlement 
discussions k trial preparation Certificate of Svc end, 
CVPHERT,8 B Justice, Dept of BO/05/19 Spp 


8006160163 Motion to establish trial & procedural dates Proposes 800609 
for settlement rspts,B00610 for prehearl ng, 800613 for 
witness lists Si brief s , 600627 for responding parties Sc 
800701 for final prehearing conference W/Cert I f Icate of Sy< 

CYPHERT.a 0 , PARHENTER. F , DOPSOVIC, D. A Justice, Dept of, 

80/09/21 6pp 


6006170242 Discovery rept for Apr 1980 Attended continuation of NC 
Lerner deposition Responded to Houston Lighting 8< Power 
ftrst set of interrogatories Joined parties' motion for 30- 
day estenslon Certificate of Svc enct 

CARNEYrJ A Central k South West Corp 80/09/22 6pp 


8006170004 Forwards corrected Page 3 to DOJ 800921 motion to establish 
trial 6 other procedural dates 
CVPHERT.S 0 Justice, Dept of 80/09/83 I.p 


—8006170007 Corrected Page 3 to DOJ 600921 motion to Pstabtish trial «< 
other procedural dates Certificate of 8vc end 
CyPHERT.Q 0 , PARMENTERiF . DOP80VIC,D A Justice. Dept of 
00/09/21 4pp 


8006120092 l^eply in opposition to DOJ 800921 motion to establish trial 
k other procedural dates Request premature. ASLB should 
adhere to previous discretion that parties address schedule 
at B00610 prehearing conference Certificate of Svc end 
KNOTTS, J B Texas Utilities Generating Co KNOTTS, J. B Debevoiit L 
Liberman. 60/09/88 9pp 


8006090272 Notice of appearance in proceeding Certificate o-f Bve encl, 
LENtS.S H Hearing Branch 2 aP/06/03 4pp 


8D06110162 Notifies parties that BH Lewi i, appearing in proceeding on 
behalf of NRC, la nephew of O Spiegel of Bplege,! k HcOlermld. 
representing Public Utils Board of City of Dr awnsvl 1 le. TX 
No conflict of Interest eiisti 

CHANANlArF D Antitrust Division 80/06/06 Ip 


6006110302 Rept on settlement negotiations per A8LB GDD913 order. 
Requests 30-day extension for procedural dates to resolve 
narrow Issvee Prehearing conference should be held at end of 
extension Certificate of Svc end 

SAMPELSiM D , KNOTTS, J B Texas Utilities Oeneratlng Co 
SAMPELSiM D Worsham, Forsythe k Sampel* BO/06/09 5pp 


8006110392 Second sottlement status rept per A&LB 800913 order Urges 
addl 60 to 90-dav extension to permit continued efforts. 

Complex areas re wheeling access to dc interconnectioni 
remain under continuing study Certificate of Svc end 
CHANANlAiF D Antitrust Division 00/06/07. 7pp. 
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0006110357 Settlement itatua rept per ASLO 000513 order Urffe* 
#»t*bl iehment of trial date to complete outstanding ABU8 
d 1 icoverij I to resolve A8LAD discoverf/ ti to expedite final 
trial preparation Certificate of Sve encl 
CVPHERT, 3 B Jostle except of 90/06/09 6pp 


0006110364 Rept on settlement negotiations per ASUQ 800513 order Urges 
addl extension to entertain further substantial progress 
Expects to execute agreement (u/Central ?< South West Corp (< 

TX Util* Generating Co Certificate of Sve encl 

BARNETT, E W Houston Lighting «< Power Co • Baker t* Botti # 
Lowenstoln, Neuiman, Rais, Axclrad t Toll BO/06/09 7pp> 


8006110371 Rept on settlement negotiations by Public Utils Board of 
City of Brownsville, TX. per ASLB 600513 order Submitted draft 
of transmission agreement 6 rates to Central (c South West 
Corp No response received Certificate of Sve end 
SPIEGEL, 0 Taia*, State of SPIEOEL.O Spiegel McDlarmid 
ao/06/09 6pp 


800611037S Rapt on settlement discussions per ABUB 000513 order South 
West Co reached agreement w/Kouston Lighting 6 Power & TX 
Utils Co Differences ur/Public Utils Board of Brownsvl I le. TX 
not yet resolved Certificate of Sve encl 

STAHL, B li Central U South West Services, Inc STAHL, D H Ifham, 
Lincoln L BeaU 60/06/09 Bpp 


B006190454 Submits settlement negotiations status rept per ASLB 800513 
order TX LA & TX Power L Light Co resolved differences 
in Itr of Intent Petition to Intervene will be amended to 
reflect new position Certificate of 8vc encl 
BURCHETTS, W K , RITTS,F H Northeutt Ely 80/06/09 3pp 


B006200167 Rept on settlement negotiations status South TX Electric 
Cooperative it Medina Electric Cooperative should be brought 
into settlement process due to readiness to address concerns 
ra protection of certain interests Certificate of Bve end 
J0HN,D F , HUNTER, M Medinaclectr U Cooperative, Inc JOHN, D F 
McDermott, Wi 1 1 it Emery 00/06/07 6pp 


8006110266 Forwards settlement agreement, executed 600609 

BOUKNIOHT, J A Louenstein, Newman, Reis, Axelrad it Toll 80/06/10 

IP 


— 8006iiOS62 Settlement agreement for aU outstanding controversies re 
<luestloTi whether Electric Reliability Council of TX should 
be interconnected u/Southuest Power Pool Certificate of 8vt 
end 

JORDAN# D D Houston Lighting 6 Power Co FARRINOTON, J 3 Dallas 
Power ti Light Co MAROUARDT, W Texas Electric Service Co 
80/06/09 19pp 


8006190590 Order advising that further settlement negotiations status 
repts are ta be filed by 000711, that another prehearing 
conference be held on 800714 Si that discovery question be 
deferred until further developments Urges fair agreement 
B18H0P#C J Atomic Safety and Licensing Appeal Panel 80/06/16 
Spp 


N Antitrust hearing transcripts 


8006170743 Transcript of 800610 prehearing conference In Beth*sda,t1D 
Pp 032-890 Morning session 

* Atomic Safety and Licensing Board Panel 80/06/10 59pp 


6006230254 Proposed corrections to 800610 prehearing conference 
transcript Certificate of Sve end 
CVPHERTiS Q Justice, Dept of 60/06/16 5pp 


Q Inspection reports# IE Bulletins 6 correspondence 


6006300050 Foruards IE Circular 80-05, ''Emergency Diesel Generator 
Lubricating Oil Addition h Onsite Supply No written 
response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 00/04/01 

h 


8006060169 Forward* notice of violation from imp during 791213-800402 
IE Insp Repts 90-445/80-08 50-446/80-08 will be 

transmitted In near future 

SElDLEiW C Region 4, Dallas, Reactor Construction it Engineering 
Support Branch 80/04/02 Spp 


— 8006060170 Notice of violation from Insp during period nr 791213- 
800402. Noncamp 1 iance noted failure to report significant 
const deficiency. 

» Region 4, Dallas, Office of the Director 00/04/02 2pp 


8006090140 Ad receipt of IE Insp Repts 50-445/00-07 t IE Investigation 
Repts 50-445/80-03 6 50-446/80-02 No proprietary info 
OARV.R J rexaa Utilities Generating Co 80/04/07 Ip 


6006120323 Forwards IE Insp Repts 90-445/80-00 8, 50-446/00-08 during 
Mar 1900 6 notice of violation 

8EIDLE, W C Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch 00/04/18 2pp 


— 8006120227 Notice of violation from msp duT iug Mar 1980 

» Region 4, Dallas, Reactor Construction S. Engineering Support 
Branch 80/04/10 Ip 


—8006130331 IE Insp Repts 50-445/00-08 t 50-446/00-08 during Mar 1980 
Noncomp L lance noted failure to Folloui procedures for repair 
of damaged cable failure to report significant const 
deficiency 

TAYLOR, R G , CR03SKAN, W A Region 4, Dallas, Office of the 
Director 80/04/16 lOpp 


B00619031B Forward* Mgt Meeting Repts SO-445/BO-12 it 50-446/00-12 on 
000408 No noncompliance noted 

5EI0LE,W C Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch 00/04/30 2pp 


—8006190236 Mgt Meeting Repts 50-445/80-13 it 50-446/00-12 on BOO'lOe No 
noncompliance noted Areas discussed at meeting reportab 1 1 i ty 
6 documentation of significant const deficiencies other 
events of NRC interest not within reporting requirement* 

CnoSSMAN, W A , TAYLOR, R 0 , SElDLEiW C Region 4, Dallas, Office 
of the Director 60/04/39 4pp 


8006190063 Advise* that IE Insp Repts 50-445/80-09 ft 50-446/00-09 
contain no proprietary info 

GARY, R J Texas Utilities Generating Co 80/05/08 Ip 


8006040286 Forwards IE Bulletin 00-12, "Decay Heat Remaval By* 
Operability *' No written response required IE Info Notice 
00-20, “Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While in Refueling Mode" encl 

SEYFRIT/K V Region 4, Dallas, Office of the Director 80/05/09 
IP 


8006100110 Advises NRC that IE Insp Rept* 50-445/80-00 fc 90-446/80-09, 
dtd 800418) contain no proprietary Info 

OARV,H J Texas Utilities Generating Co 80/05/13 ip 


8006090900 Ack receipt of 000505 Itr informing NRC of step* taken ta 
correct violation noted in IC Insp Repts 50-445/00-11 
50-446/80-11 

BElDLEiW C Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch 00/09/14 Ip 


— 8006090594 Respond* to NRC 600409 Itr re violation noted in IE Inep 
Rept* 50-445/80-11 6 50-446/80-11 Corrective actions bolts 
connecting spool* to pump flange removed, prec lud ing further 
deadweight loading on pump nozile 

OARY,fi J Texas Utilities Generating Co 00/05/05 3pp 


0006300063 Forwaids IE Circular 80-12. “Va 1 ve-6haf t-To-Ac tuator Key H«y 
Fall Out of Place When Mounted Below Horliontal Axis " No 
written response required 

SEYFRITiK V Region 4, Dallas, Office of the Director 00/09/14 
Ip 


80060S0110 Ack receipt of 600505 Itr informing NRC of step* taken to 
correct violation noted m lE In*p Rept* 50-449/00-09 I* 
50-446/00-09 

ORQHN.G D Region 4, Dallas. Fuel Facility 6 Materials Safety 
Branch 80/05/21 ip 


—8006090113 Respond* to NRC 800407 Itr re violation noted In IE Insp 
Repts 50-445/80-09 50-446/80-09 Correctivo actions 

conducted review of flow measuring instrumentation, water 
demand 6 recording procodurc 

GARY, R J Texas Utilities Generating Co 80/05/05 3pp 


—8006050115 Forward* IE Insp Repts 30-445/90-09 8^ 30-446/80-09 on 
800312-14 A notice of violation 

BROWN, G D Region 4, Dallas, Fuel Facility I Materials Safety 
Branch 00/04/07 3pp 


— 0006050117 Notice of violation from map on 000312-14 

a Region 4, Dallas, Office of the Director 00/03/31 Ip 
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— 00060&0122 IF h<5l> bO -<>46/00-09 on 000312-14 

{ 4 onconi|> I 1 ^riL 0 noted gi oiihil(ji<i toi uil thd t niiia i totoi Abovo 
limit 

DftaWN, 0 I) Hog Ion 4, luol Kicilitg «< flatoriaU Oafotg 

□ tanch UUUflHN. I ftogion 4. DaM.io> OPflco i>4> the Dtrecior 
QO/OJ/Jl 7pp 

80061 ‘?0740 Advises that IF Inap flop t a bO-44b/£U)-12 6 50-446/80-12 
contain no propr letarg info 

OrtRY.n 0 Texaz Utilities OonOTatlrig Co {10/05/21 Ip 

Q0062002 1 7 Tarwaids IT tnop flop to 00 44*)/[IO— 13 6 00— 446/00 *1^ on 
□ 00421-20 6 notice of violation 

BCinLEiW r Region 4, Oollasi Menc»-oi Cnna tr ik t Inn 6 rngtnvorlng 
bopport nranch £10/00/21 C'pp 


EJ006250P19 Notice of violation frotii liittp on 000421-25 

# Region 4« Oalloa. Elf fire of the lliroctof GO/09/20 2pp 


— 0006250221 IC Insp ReptH 00-44*>/n0-13 6 DO-446/00-13 on Q00421-23 
None omp 1 i anc 0 noted fnllorc to follow welding t inep 
procedures 

haul. R C Region 4i Ilollas. Roactoi Construction 8( Engineering 
Support Rranch CROSSMAN, W A . OILIJI RT. L 0 Region 4. Dollae, 
Office of the Director f}0/0*)/20 /pp 


0006120240 Ack receipt of 000514 lir informing NRC of steps taken to 
correct violation nnlecf in tC Inep Ropts 50-445/00-00 
50-446/80-00 

SElDLEiW C Region Ai Dallas, Reactor Construction it Engineei ing 
Support Dranch 00/05/22 Ip 


— 0006120245 Responds to NRC 000410 Itr ie vlcilailon noted in IE trisp 
Repts 50-445/00-00 t* 50-446/00-00 Corrective actions cable 
was pulled back during investigation of daitiage to cable 
jacket 6 wili be replaced 

OARV, R J Texas Utilities Oonerating Co 00/05/14 3pp 


0006230115 Responds to IE Rnlletin BO-05 ie vacuum cunditlon resulting 
in damage to chemical vol holdup tanks Licensee review 1» 
not get complete Thus fail all affected tanks are in NGOO 
scope of supply, except recycle holdup tanks 
OARV.H J Texas Utilities Ooneratlng Co 00/05/27 Ip 


8 Reportable occun oncesi LtRs t< related correspondence 


0006060570 Deficiency rept re appai enl discrepancy in installation 9< 
insp requlvemetil s for Clast 5 non-nuclear saf •tg*'related 
piping supports Tormal i ept should be submitted by 000715 
OARV, R J Texas Utilities Oenerafcing Co 80/04/21 ip 


8006230156 Deficiency rept re welded control board connections, updating 
800321 rept Work will bo completed by 000701 
OART. R U Toxas Utilities Oeneratlng Co QO/05/02 Ip 


0006240242 Bupplemental deficiency rept re 1781-03 2300 hW insiaUatlon 
piping min wall Fngineeiing i evleu ^ disposition oP min 
wall violations at welds it base metal defects is continuing 
Anticipates submitting next progress lept by 801219, 

OARY.R vJ Texas Utilities Oenerating Co 00/06/19 Ip 


T Hearing transcripts on non-ant 1 trust matters 


0006120378 Rubmlts proposed corrections to transcript of 000430 8, 0501 
prehearing conference held in Fort Worth, TX Certificate of 
Bve end 

REyWOLDa, N 0 Texas Utilities Oenerating Co REYWOUDGi N 0 
Dtbevolte tt Liberman 00/06/10 I7pp 


DOCKET 50-446 CnHANCHE PEAK aTfAM FILCTRIC BTA .UNIT 2 


A App 1 Ication/construc 1 1 on stage documents correspondence 


0006230110 Advises DWR tt PUR applicants of NRC decision to modify 
Implemonta t ion plan presented In Gectlon 4 of NUREO-0577 re 
adetiuacy of applicable support structures Oeneral operating 
reactor review procedure it acceptance criteria sncl 
EI8ENHUT, D 0 Division of Licensing 00/05/20, 13pp 


0006120007 Summary of 000325 meeting w/utll & Wsftinghogse In 
Dethesda,MD re Ins trumentation control sys 
BURWELL,B D Licensing Dranch 2 00/05/27 6pp. 


8006090404 9ummary of 000423 meeting w/utll in Gethesda, MD re 
reliability evaluation of auxiliary feedwater ays 
BURUELLi B 0 Licensing Dranch 2 80/0S/3Q 4pp 


0006120347 Forwards qualification tost schodule it status for Class IE 
equipment to be supplied by vendor GubmlLtal In response to 
action item per 000307 meeting re qualification program* 

1 eview, r equ it od to otisuie timely Issuance of QL 
ANDERSON, T M Uestlnghouse Electric Corp 80/06/03 2pp 


0006300010 Notifies that util hat provided detailed design info re 
piping analysis of main steam line inside containment Action 
Is taken in tunfoimance w/NRC PM Operating Procedure 208, 
Revision 1, "Submittal of Supplementary Detailed Data 
DUHWCLL.0 li Licensing Drench 2 80/06/06 Ip 


0006300020 i isti Itrn Incorporating detailed electrical, 

ms trumontatl on S control drawings re facility design Action 
Is taken In conformance w/NRC PM Operating F*rocedure 200, 
Revision 1, "Gubmittal of Bupp lementat y Detailed Data " 
DURUELL.B D Licensing Branch 2 80/06/06 ip 


0006260422 Notification of 000618 19 meetings u/util tt AUL In 

Dethesda It Bilver Bpr Ing, HD, roopec tl ve ly, to review 
electrical Instrumentation L control drawing for conformance 
w/separation, 1 edundancy & signal failure criteria 
DURWFLL, G Licensing Branch 2 80/06/12 2pp 


BOO6I7O450 Forwards electrical instrumentation 6 control drawings List 
of drawings 6 revision status end Drawings available In 
Central riles only 

OARY,R J Texas Utilities Oenerating Co 00/06/13 2pp 


F Becurlty, medical, emergency 6 fire protection plans 


0005130317 Forwaids c lar 1 f Icatlon of NRC requirements for emergency 
response faclllilei defined in 770713 Itr Addl specific 
criteria for facilities under development 

FIOTNJiUT, I) 0 Division of Operating Reactors 00/04/25 61pp 


0006250325 nummary of 000513 meeting u/utll In Detheida-* HD re fire 
protociton criteria 

DURUEti.8 D Licensing Branch 2 00/06/07 Spp 


0 Adjudicatory correspondence 


0006060255 Motion to compel applicants to supply B00410 poeltian on 
contentions per ABLD e{>03l9 order re prehearing conference 
schedule Urges postponement of 800430 prehearing confarenca 
pending receipt U review of position U/C«r tif icate of Ovc 
ELLin, J Cliiiens Aesuciatlon for Bound Energy D0/O4/S1. 4pp. 


—0006060257 Corrects typographical omistione it errore mad* in intervanor 
U00410 position on content ions. Tab le of contents end 
ELLIG, J Cltliens Association for Bound Energy DO/04/S1 4pp 


- 0006060261 Corrects typographical errors made in tntirvenor 000411 
motion for extension of time it 000410 motion to consider 
Contention 8 CeiLlflcate of Bve end 

Gil 18, J CUiiens Assoriation for Bound Energy 00/04/81 Spp 


0006060346 Motion in suppoi t of Infcervenor Contention 17 re OA/CK 
present wording covers areas of concern re des ign, test inp, 
manegerlal 4 administrative control* Proposes other version 
if present wording is not accepted Certificate of Bve end. 
ELLlGiJ Cltiion* Association for Bound Energy, 00/05/12 lOpp 


FJ006060347 Poit-hearlng conference memorandum submitting statement of 
position re Impact of ALAD-590, word ing of Cltliens^ 

Association for Bound Energy contentions 4, Intervenors' 
proposed QA/OC contention Certificate of Gve end 
REYNQLDBfN B , MORIN, U A Texas Utilities Oenerating Co 
REYNOl DO, N 8 Debevoise tc Liberman 00/05/18 17pp 


Q006090001 Position on Contention 4 A, intervanor lupports present 
wording of contention it omphasixes necessity of including 
Contention 4 D special operating requiremants in proceeding 
Certificate of Sve end 

roUKF.R L Cliiiens for Fair Utility Regulation 80/05/12. 4pp 


0006070005 Btatement of position on ALAR-570 applieetlon to 
admissibility of intervener contentions Opinion placet 
Intervener under no obligation to explain validity of 
contentions. Certificate of 8vc end 

OAYtO li Association of Community Qrgani cations for Reform 
Nou-Texai OAY.O, M West Texas Legal Services 80/05/12 Qpp 


0006070007 Btatemeni of position re OA/OC content ion. Urges keeping 
contention broad at this stage In interest of justice l« in 
compliance w/ALAU-590 Certificate of Sve and 
QAV,0 M Association of Community Organl latlons for Reform 
Now-TexaP OAY, 0 M Ue5t Texas Legal Services 00/05/12. Spp. 
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8004020099 Foruirdi Comnii**»on 800516 citmorandum & ord*r rulinfl on 
cirtl^ltd qufitlon of litigobility of combuitihl* g«i 
control iiiuf 

ROTHSCHlLDiM U HtJiring Branch 1 BO/OS/30 Ip 


800602012B Foruardi final version of KUftEC-0660i "HRC Action Plan 
Devilopad as Result of THI-2 Accident.*' Vols 1 6 2 W/o and 
ROTHSCHILD. H U Hearing Branch 1 00/05/30 ip 


9006190544 Order accepting Cittxans for Fair Util Regulation 
Contention* 1.2A.2B.3A 6 3B 6 Association of Cofflmunitv 
Qrgani latloni for Reform Now Contention* 1.3. - li.l4. 13»20. 

22f 84f 28 it 3t 

BOWERS. E S Atomic Safety and Licensing Board Panel 80/06/16 

lapp 


M Antitruit eorreipondenee 


9006130243 Dlicoverg rept for Har 1900 No diecovery request* initiated 
or received Certificate of Sve 6 change of address notice 
and 

JOHN.D F Southwest Teia* Electric Cooperative JOHN# D F 
McDermott. Hill 6 Emery 80/04/16 5pp 


9006060428 Corrects misstatement of fact in Public Utils Board of City 
of Brownsville, TX Mar-Apr 1980 discovery rept Failure to 
participate in J Bruggeman deposition was due to counsel 
Independent decision not to attend Certificate of 8vc end 
STAHL. 0 M Isham. Lincoln 6 Beale BO/05/01 6pp 


B006I20056 Motion for B0O509 prehearing confarance to apprise A8LB of 
status of sittlament discussions Proposed order ti 
Certificate of 9vc end 

CVPHERT. S B . DOP80VIC.D A . LUQUE. N Justice. Dept of 80/09/09 
9pp 


9006090555 Forwards status rept Delivery arrangements made for 800912 
KNOTTS. J B Debevatie 6 Liberman 80/05/09 ip 


— 6006050961 Status rept re settlement ncgotietlont ' progress 
Discussions art continuing Urges ASLB to hold prehearing 
conference by 800914 6 requests deferral of ruling on 
eitenilon Certificate of Sve 6 supporting documents encl 
8AHPEL9.H 0 Texas Utilities Co 6AMPELS. H D Horsham. Forsythe 
li Samp t Is 80/09/09 28pp 


8006060033 Forwards Houston Lighting Sc Power status of settleaant rept. 
par ASLB 900410 order Affidavit not appropriate 

OREEN. 0 0 Louenstein. Newman. Reis. Axelrad Si Toll 80/09/09 2pp 


*'-8006060036 Status of settlemant rapt per ASLB 800410 order deferring 
trial briefs, final prehearing eonferinec Si evidantiary 
hearing Urges addl 30-day extension for continuance of 
negotiations due to complexity Certificate of 8vc and 
BARNETT. £ H Houston Lighting St Power Co 80/09/09 7pp 


8006060492 Status rept re settlement dltcuislont' progress Urges ASLB 
to convene pretrial conference to accommodate outetanding 
discovery, final trial preparation 6 resolution of remaining 
procedural matters. Certificate of 8vc end 
CYPHERT.S B , PARMENTER.F . DOPSOVIC. D A Justice. Dept, of 
80/05/09. 9p p 


8006110233 Forwards rept on status of settlement 

OAEEH.DO Lowenstein.Ntwman. Reis. Axelred St Toll 80/09/09 2pp 


8006100189 Rapt on settlement negotiations Suggests that conference be 
held to determine eddl time needed by eppllcant Trial should 
be preceded by pretrial conference to accommodate discovery 
It other matters W/Certif Icatt of 8vc 

CYPHERT.S 8 . PARMENTER. F . DOPSOUtC. D A Justice. Dept of 
80/05/09 9pp 


8006230157 Settlement status rept by Public Utils Board of Brownsville. 
TX.Propotef early trial schedule & SO-dey eitenilon to 
explore possibility of settlement Certificate of Sve encl 
SflEOEL.O Brownsville.TX 6PIEOEL.O Spiegel & KcDlarmld 
80/09/0? 6pp 


ment negotiations per ASLB B0041Q 
n procedural dates to allow 
‘icate of Sve end, 
ervices. Inc STAHL. D f1 Ishait. 


ttlement negotations per ASLB 
sent will be completed by 
ucrtificeti of 8vc end 
uouisiana Electric Cooperative. Inc 
0/09/09 29pp 


8006060541 Discovery rept for Apr 1980 Util counsel participated in 
depositions of NC Lerner t« 0 Taylor, expert economic 
witnesses for NRC & DOT. rosp ec t i ve I y 

AHEARN. C D Texas Utilities Co AHEARNE, C D Dobevolse & Liberman 
80/03/15 5pp 


8006090175 Discovery rept for Apr 1980 Participated In NC Learner 6 0 
Taylor depositions Reveived NRC updated response to Houston 
Lighting 6 Power second sot of interrogatories Inspected NRC 
documents designated by expert witness . 

AHEARN. C D Texas Utilities Generating Co AHEARN. C D Debevolie it 
Liberman 80/05/15 Spp 


0006200142 Discovery rept for Apr 1900 Participated in OTC Taylor 
deposition Responded to Houston Lighting fc Power motion to 
compel production of documents Undertook settloment 
discussions it trial preparation Certificate of Sve end 
CYPHERT.S B Justice. Dept of 00/05/19 Spp 


8006160163 Motion to establish trial 6 procedural dates Proposes 0OD6O9 
for settlement repts. 000610 for prehearing. 000613 for 
witness lists 6 brief s. 800627 for responding parties It 
000701 for final prahearing conference W/Cert 1 f icate of Sve 
CYPHERT.S B , PARHENTER. F . DOPSOVIC. D A Justice. Dept of 
BO/05/21 6pp 


0006170242 Discovery rept for Apr 1980 Attended continuation of NC 
Lerner deposition Responded to Houston Lighting 6 Power 
first set of Interrogatories Joined parties' motion for 30- 
dag extension Certificate of Sve end 

CARNEY. J A Central Si South Nest Corp 00/08/22 6pp 


0006170004 Forwards corrected Page 3 to DQJ 800521 motion to *S tab 11th 
trial Si other procedural dates 
CYPHERT.S B Justice. Dept of 00/09/23, Ip 


— 8006170007 Corrected Page 3 to DOJ 000521 motion to ettablifh trial (i 
other procedural dates Certificate of Sve end 
CYPHERT.S B , PARMENTER. F . DOPSOVIC. D A Joitlce.Dept of 
80/05/21 4pp 


8006120092 Reply in opposition to DQJ BOOSSl motion to establish trial 
it other procedural dates Request premature ASLB should 
adhere to previous discretion that parties address schedule 
at 800610 prehearing conference Certificate of 8vc encl 
KNOTTS. J B Texas Utilities Generating Co KNOTTS i J fl. Debevolss 6 

Liberman SO/09/28 9pp 


8006050272 Notice of appearance in proceeding Certificate of Sve encl. 
LEHI8. 8 H Hearing Branch 2 00/06/03 4pp 


0006110162 Notifies parties that 8H Lewis, appear Ing in proceeding on 
behalf of NRC. is nephew of G Spiegel of Spiegel 9 McDiarmid# 
representing Public Utils Board of City of Brownsville.TX. 

No conflict of interest exists 

CHANANIA.F D Antitrust Division 00/06/06 Ip 


8006110302 Rept on settlement negotiations per ASLB 000513 order. 
Requests 30-day extension for procedural dates to resolve S< 
narrow issues Prehearing conference should be held at end of 
extension Certificate of Sve encl 

8AMPELS.H D . KNOTTS. J B Texas Utilities Generating Go. 
8AMPEL3fM D Horsham. Forsythe St Sampels 00/06/09 9pp, 


8006110392 Second settlement statu* rept per ASLB 800913 order Urges 
addl 60 to 90~day extension to permit continued efforts 
Complex areas re wheeling 6 access to dc interconnections 
remain under continuing study Certificate of Qvc encl 
CHANANIA.F D Antitrust Division 00/06/09 7pp 


0006110397 Settlement status rept per ASLB 800513 order Urges 
establishment of trial date to complete outstanding ASLB 
discovery, to resolve A5LAB discovery U to expedite final 
trial preparation Certificate of Sve encl 
CYPHERT.S B Justice. Dept of 00/06/09 6pp 


0006110364 Rept on settlement negotiations per ASLB 800913 order. Urges 
addl extension to entertain further substantial progress 
Expects to execute agreement w/Central it South Hast Corp It 
TX Utils Generating Co Certificate of Sve end 

BARNETT.E U Houston Lighting U Power Co * Baker St Botts. * 
Lowenstein. Newman. Reis. Axelrad It Toll 80/06/09 7pp 


6006110371 Rept on settlement negotiations by Public Util* Board of 
City of Brownsville. TX. per ASLB 800513 order Submitted draft 
of transmission agreement It rates to Centrel li South West 
Corp No response received Certificate of Sve encl. 

SPIEGEL, 0 Texas, State of SPIEGEL. 0 Spiegel l< McDiarmid 
80/06/09 6pp 
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BOOAl 10375 Rept oti sottlomcnt d»3Ct/a4ions per ASLH B00513 ordttr South 
Co reached dyt'O^caiont u^/Hcuston Lighting & Pouer it TX 
Utils Co Differences u/Public Utils Do^rd of nrouni.vi 1 le« TX 
not yet lesoWo-d Certificate of Bve encl 

3 TAHLW) ri Central & South West Services«Inc STAHL/ D M Ishanij 
Lincoln U Beale Q 0 / 0 i »/09 Bpp 


n006l90^5‘> Submits settlement negotiations status rept per ASLB S00513 
ordor TX LA t TX Pouier t Light Co resolved diffarences 
in 1 tr of intent Petition tu intervene ul 1 1 be amended to 
reflect ncu poaition CoitifiGate of Sve end 
OURCHCTTE/W H , RITTS, T H Northeutt Elg QO/OA/09 5pp 


S006£>00167 Rept on settlement negotiations status South TX Elacirlc 
Cooperative ?< Medina Electric Cooperative should be brought 
Intel settlement process due to readiness to address concerns 
re protection of certain interests Certificate of 8vc encl 
JOHN/ D F / HUNTER/ M Mod Inae lec tr i c Cooperative/ loc USHNi D F 
McDermn fc li Wi 11 a< Cmory GO/06/09 App 


80061 102&6 Forwards settlement agreement/ ctecuted B00609 

BQUKNIOHTiJ A Louie ns t e 1 n/ Ncwmani Ro i s r Ax e 1 rad tc Toll 80/06/10 

Ip 


■"6006110202 Settlemont agreement for all outstanding controvarsiti re 
question whether Electi ic Reliability Council of TX should 
be inter connac ted u/Bouthwest Power Pool Certificate of Sve 
encl 

JORDAN. D 0 Houston Lighting ^ Power Co FARRINOTON. J B Dallas 
Power & Light Co MAnOUAFlDT/ W Texas Electric Service Co 
80/06/09 i9pp 


B006190590 Order advising that further settlement negotiations status 
repts are to 6o filed by 000711/ that another prehearing 
conference be held on 800716 tt that dlscoverg question be 
deferred until further devel oprnentp Urges fair agreement 
QIBHOP.C J Atomic Safety and Licensing Appeal Panel 80/06/16 
3pp 


N Antitrust hearing transcripts 


8006170743 Transcript of 800610 prehearing conference in Beth»sda/MD 
Pp G32-09O Horning session 

tt Atomic Safety and Licensing Board Panel 80/06/10 59pp 


6006330354 Proposed corrections to 800610 prehearing conference 
transcript Certificate of 8vc end 
CYPHCRT/8 8 Justice/Dept of 80/06/16 app 


0 Inspection reports/ IE Dulletins 6 correspondence 


8006300050 Forwards IE Circular 00-03/ “Emergency Olettl Oeiserator 
Lubricating oil Addltior^ U Onsite Supply '• No written 
reiponfo required 

8EYFRIT/K V Region 4/ Dallas/ Office of the Director 00/04/01 
if 


8006060169 Forwards notice of violation from Intp during 791213-000402 
IE Insp Repts 50-443/80-08 L S0-446/8O-OB will be 
transmitted in near future 

8E1DLE.W C Region 4/ Dallas/ Reactor Construction 6 Engineering 
Support Branch 80/04/02 Spp 


— 8006060178 Notice of violation from Insp during period or 791213- 
BOD402 None omp 1 lance noted failure to report significant 
const deficiency 

* Region 4/ Dallas/ Office of the Director 00/04/02 2pp 


Q006090140 Act receipt of IE Insp Repts S0-445/B0-O7 L IE Investigation 
Repts 30~44S/Q0-02 4c 50-446/00-02 No proprietary Info 
OARVi J Texas Utilities Generating Co 80/04/07 Ip 


0006130223 Forwards IE Insp Repts 30-443/00-08 Be 30-446/00-08 during 
Mar 1900 tt notice of violation 

SEIDLE/N C Region 4/ Dallas/ Reactor Construction 4< Engineering 
Support Branch 80/04/18 Spp 


—0006120227 Notice of violation from insp during Har 1980 

a Region 4/ Dallas/ Reactor Construction it Engineering Support 
Branch 00/04/lB Ip 


—8006120231 IE Insp Repts 30-445/80-08 S 30-446/80-00 during Har 1980 
Nnrtcomp 1 lance noted failure to follow procedures for repair 
of damaged cable it failure to report significant const 
de f ic 1 ency 

TAYLDR/R 0 , CROaSHAN. U A Rogion 4/ Dallas/ Office of the 
Director 80/04/16 lOpp 


8006190210 Forwards Hgt Meeting Repti 50-443/80-12 L 50-446/00-12 on 
800400 No noncamp L tanCB noted 

BEIDLE/W C Region 4, Dallas/ Reactor Construction I Engineering 
Support Branch 00/04/30 Spp 


—0006190226 Mg t Meeting Repts 50-449/00-12 L 30-446/00-12 on 000408, No 
noncompliance noted Areas discussed at meeting repor tab 1 1 i ty 
6 documentation of significant const deficiencies & other 
events of NRC interest not within reporting requirements 
CR03SNAN/ W A . TAYLOR. R 0 / SEIDLE/-N C Reginn 4/ Dallas. Office 
of the Director 00/04/29 4pp 


8006190063 Advise* that IE Insp Repts 30-445/80-09 it 30-446/80-09 
contain no proprietary info 

GARYjR J Texas Utilities Generating Co BO/OS/00 ip 


B006040266 Forwards IE Dulle-tin 80-12/ "Decay Heat Removal 8ys 
Operability " Wo written response required IC Info Notice 
00-20/ “Loss of Decay ifeat Removal Capability at DavlS“De*e» 

Unit 1 Nhlle in Refueling Mode“ end 

SEVFRIT.K U Region 4/ Dallas, Office of the Director 80/05/09. 

ip 


0OO6LOOH8 Advises NRC that IE Insp Repts 30-449/00-00 it 30-446/80-08/ 
dtd 800410/ contain ?io proprietary info 

OARVfR J Teiat Utilities Generating Co 60/05/13 Ip 


8006090500 Ac k receipt of 0-00903 Ur infornxlng NRC of steps taken to 
correct violation noted in IE Intp Repts 30-449/00-11 9t 
30-446/80-11 

SEIOLE/N C. Region 4/ Dallas/ Reactor Canstructian L Engineering 
Support Branch 00/03/14 Ip 


— 8006090984 Responds to NRC 000409 Itr re violation noted in IE Insp 
Repts 50-443/B0-U Sc 3O-446/B0-U Corrective actions* bol t* 
connecting spools to pump flange removed/ prec 1 ud ing further 
deadweight loading on pump noiile 

GARY/R J Texas Utilities Generating Co 80/03/09 3pp. 


8006300063 Forward s IE Circular 80-12/ “Va I vi-0haf t-To-Actuator Key May 
Fait Out of Place When Mounted Below Morirantal Axis “ No 
wri tten response required 

GEYFRIT/K V Region 4/ Dallas/ Office of the Director 88/05/14, 

»P 


6006090110 Ack receipt of 800905 Itr informing NRC of Steps taken to 
correct violation noted in IE Insp Repts 50-445/80-09 t< 
50-446/80-09. 

BROUNrO D Region 4« Dallas/ Fuel Fac-Ility it Hateriale Safety 
Branch 00/09/21 Ip 


—8006030113 Responds to NRC 800407 Itr re violation noted in IE Imp 
Rept* 30-445/80-09 50-446/60-09 Corrective actions 

conducted review of flaw measuring 1 nstrumentat i on/ water 
demand 6 recording pTocedura 

OARV/R vl Texas Utilities Generating Co 00/05/05. 3pp 


—8006090115 Forwards IE Insp Repts 50-449/00-09 it 50-446/00-09 an 
800312-14 it notice of vlolatlenr 

OROUN/0 0. Region 4« Dallas/ Fuel Facility & Hiterlals Safety 
Branch 00/04/07 2pp, 


—8006090117 Notice of violation from intp on 800312-14 

e Region 4/ Oailasr Office qf the Director B0/03/3i if 


—8006050122 IE Insp Repts 30-445/80-09 6 90-446/00-09 on 800312-14 
Noncpmpl lance noted groundwater withdrawal rates above 
limit 

BRGHN/0 D Region 4« DalUs/ Fuel Facility 6 Materials Bafety 
Branch, NIL80RN. L Region 4/ Dallas. Office of the Director 
80/03/31 7pp. 


0006190740 Advises that IE Insp Repts 90-445/80-12 it 90-446/B0-12 
contain no proprietary info 

OARY/8 J Texas Utilities Generating Co, 80/05/21. Ip 


8006290217 Forwards lE Insp Repts 9D-44S/eO'-13 6 90-446/80-13 Oh 
800421-29 it notice of violation 

BEIDLE/W C. Region 4/ Delias/ Reactor Construction 6 Engineering 
Support Branch 00/09/21 2pp 


— 8006290219 Notice of violation from. Insp on 800421-29. 

e Region 4r Dallas/ Offtca of the Director 00/09/20 2pp 


■8006250221 IE }n«p Repts 30-44 9/00“ 13 it 50-446/80-13 On 000421-23, 
Nancpmpl iance noted failure to fnllou welding it insp 
procedures 

HALL/R.E Region 4. Della*/ Reactor Conetruc tion it Engineering 
Support Branch CROaSHAN/ U A / OILBERT/LD, Region 4/ Dallas. 
Office of the Dlrsctor 80/09/20 7pp. 
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8006120240 Ack receipt of G005I4 Itr informing NRC o# stops taken to 
correct violation noted tn IE Insp Roptt 50-445/80-08 h 
50-446/80-08 

SEIDLE^W C Region 4. Dallas, Reactor Constioction Engineering 
Support Branch 80/05/22 Ip 


—8006120245 Responds to NRC 800418 Itr re violation noted in IE Insp 
Repts 50-'445/BO-08 t 50-446/80-08 Corrective actions cable 
uas pulled back during investigation of damage to cable 
jacket t uiil] be replaced 

OARY.R J Teias Utilities Generating Co 80/05/14 3pp 


0006230115 Responds to IE Bulletin 00-05 re vacuum condition resulting 
in damage to chemical vol holdup tanks Licensee revieu is 
not yet complete Thus far, all affected tanks are In N8SS 
scope of supplg, eicept recycle holdup tanks 
GARY.R J Texas Utilities Generating Co BO/OS/27 Ip 


G Adjudicatory correspondence 


6006240311 Order granting extension until 600715 for applicant to 
respond to Cliixens for Enei gij 6 Employment 800602 motion to 
compel uithdraual of application for licenses 

D014ERSj E S Atomic Safety and Licentsing Board Panel 80/06/10 Ip 


6006240467 Forui.. os procedural rules in i esponse to Intervener 800602 
motion W/o end 

REIS.E J Hearing Branch 3 iJRC QO/06/23 Ip 


8006260205 Response to Concerned Cititens for Employment V Energy 
800602 motion to compel uithdraual of applications for CPs 
Urges referral to ASLD having jurisdiction over issue Notice 
of appearance Certificate of Qvc end 
REIS, E J Hearing Dranch 3 80/06/23 9pp 


S Reportable occurrences. LERs 6 related correspondence 


6006060570 Deficiency rapt re apparent discrepaneg in installation (( 
Insp requirements for Clast 5 non-nuclear safety-related 
piping supports Formal rept should he submitted by 800715 
GARYfR J Texas Utilities Generating Co flO/04/21 ip 


6006230156 Deficiency rept re uelded control board connections, updating 
B0D321 rept !4ork uiU be completed by 800701 
OARYrR J Texas Utilities Generating Co 80/05/02 Ip 


6006240242 Supplemental deficiency rept re 1961-83 2300 HU installation 
piping min wall Engineering revieu t* disposition of min 
wall violations at welds It base metal defects is continuing 
Anticlpater submitting next progress rept by 801219 
OARY.R J Texas Utilities Generating Co 80/06/19 ip 


T Hearing transcripts on non-antitrust matters 


6006120398 Submits proposed corrections to transcript of 800430 6 OSOl 
prehearing conference held in Fort Worth, TX Certificate of 
Sve end 

REYNOLDS, N S Texas Utilities Generating Co REYNOLDS, N 8 
Debevolse tc Liberman 80/06/10 17pp 


DOCKET 50-448 DOUOLAS POINT NUCLEAR STATION. UNIT 1 


G Adjudicatory correspondence 


8006060509 Notice of withdrawal of application for early site review 
Load growth forecasts indicate little possibility of 
comnenclng const within validity of findings Requests order 
terminating proceeding Certificate of Sve end 

TRDMBRIDOErO F Potomac Electric Power Co TROWBRIDOE, 0 F Shaw, 
Pittman, Potts !< Trowbridge 80/05/14 3pp 


8006240381 Forwards P8C of «D Order 64333, c losing Case 6603,PEPC0 
application for certificate of public convenience t* 
neceiilty for const of two nuclear power plants, due to util 
600602 withdrawal of application 
HAHKIW9, R e Haryland, State of 00/06/17 2pp 


DOCKET 90-453 GREENWOOD ENERGY CENTER, UNIT 3 


A App Heat ion/corisiruc t ion stage documents It correspondence 


8006230110 Advisos 8WR l< PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure Sc acceptance criteria end 
EI6ENHUT, D 0 Division of Licensing 80/05/20 13pp 


Q Adjudicatory correspondence 


8006240311 Order granting extension until G00715 for applicant to 
respond to Citiiens for Energy Employment 800602 modon to 
compel uilthdrauai of application for licenses 

QGWERS,E 8 Atomic Safety and Licensing Board Panel 60/06/18 ip 


8006240467 Forwards procedural rules in response to intervenor 800603 
motion W/o encl 

REIB. E J Hearing Branch 3 NRC 80/06/23 Ip 


B006260205 Response to Concerned Citixonu for Employment It Energy 
800602 motion to compel withdrawal of applications for CPs 
Urges referral to ASl D having jurisdiction over Issue Notice 
of appearance Ic Certificate of Sve end 
REISiE J Hearing Dranch 3 00/06/23 9pp 


DOCKET 50-454 BYRON STATION, UNIT 1 


A Application/construction stage documents It correspondence 


8006230110 Advises OWR It PWR applicants of NRC ijocislon to modify 
Implementation plan presented in Section 4 of NURE0-0S77 re 
adequacy of applicable support structui es General operating 
reactor review procedure acceptance criteria end 
EISENHUT, 0 0 Division of Licensing 80/03/20 I3pp 


8006110040 Forwards Drawing S03F499 Inadvortontlu omitted from Item 7 
of 000506 Itr 

NAUGHTON. U F Commonwealth Edison Co 80/06/03 Ip 


DOCKET 90-449 DOUGLAS POINT NUCLEAR STATION, UNIT 2 
G Adjudicatory correspondenct 


8006250145 Discusses reorganl rati on of Dfc of Nudoar Reactor 
Regulation u advises that mgt responsibilities re facility 
have been assigned to C Moon Reorgant lation charts end 
TEDE6C0, R L Assistant Director for Licensing BO/06/12 llpp 


0006060509 Notice of withdrawal of application for sarly site review 
Load growth forecasts indicate little possibility of 
commencing const within validity of findings Requests order 
terminating proceeding Certificate of 8vc oncl 
TROUBRIDGEiG F Potomac Electric Power Co TROUBRtDGE.O F 
Pittman, Potts It Trowbridge 80/09/14 3pp 


Shaw, 


8006240381 Forwards PSC of mD Order 643301 closing Case 66O3,PEPC0 
Application ctrtlflcoto o# public convcnittncd U 
necessity for const of two nuclear power plants, due to util 
000602 withdrawal of application 
HANKINS, R E, Maryland, State of 80/06/17 2pp 


DOCKET 50-492 GREENWOOD ENERGY CENTER, UNIT 2 

documents It correspondence 


8006230167 Requests addl info re auxiliary bldg design It containmsnt 
bldg loads to assist EOIG In propatation of independent 
structural analysis 

YOUNOBLODD, 0 j, Licensing Branch 1 00/06/16 3pp 


8006300453 Submits update of scheduled commerical Sve dates for 
facilities, ref lecting delays I scheduled OL fuel load 
dates Stresses importance of continued licensing process for 
Byron 6 Braidwood 

PEOPLES, D L Commonwealth Edison Co BO/06/20 2pp 


8006270306 Forwards revised Revisions U It 12 consisting of Page 1-7 of 
CE-l-A, ''Comm Ed QA Program for Nuclear Oeneroting 
Stations " Revised Revision ll includes basis on which 
equivalent education raquiromenta will be established 
PEOPLES, D L, Commonwealth Edison Co 80/06/23 Ip 


0006230110 Advises BWR It PWR applicants of NRC dtclslon to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General opepating 
acceptance criteria encl 

EISENHUT, D 0 Division of Licensing 80/05/20 13pp, 


F Security, medical, Bmorgency It fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHUT, D G Division of Operating Reactors 00/04/25 61pp 



DOCKETED ITEMS 
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G006160259 Foruartis reciuost for addl info re 0003S4 safeguards 
contingency p Ian, cons tl tutlng eighth set of Round 1 
questions Enel withheld (ror 10CFR2 790 > 

YOUNOQLOODi 0 J Licensing Oranch 1 80/06/02 2pp 

8006180293 forwards Revision 1 to di af t emorgcticy plan Emorgency plan 
station annexes also enc I 

PEDPLCSiD L rommonweal th Edison Co 80/06/04 2pp 


— 800618034/ Revision 1 to drat-t emergency plan 
a Cofnmonujea 1 th Edison Co BO/07/31 I39pp 


S006240490 Responds to NRC a00425< 30, OSOl , 09 ^ 20 Itrs requesting addl 
info re guard training ( qua 1 i f icati on plans Requests that 
response fubmtttal date be tended to 600804 
PEOPLES, D L Cnmmoiiijjeal th Edison Co 80/06/10 Ip 


G Adjudicatory correspondence 


6006060232 Supplemented statement of contentions alleging lack of 
technical qual i f i cati nns to operate station Dose impacts of 
projected routine releases of radioactive matls should be 
ve-evaluated Ccitificatc of Sve end 

* Delialb Area Alliance for Responsible Energy e Safe Energy for 
New Haven 00/05/09 24pp 


6006020105 Answer to Dekalb Area Alliance far Responsible Energy it 
Sinnissippi Alliance for Enviion supplemented contentions 
Recommends Contentions 7 Bfiowriting of Contentions If 2 i« 

6 h deferral of Contentions 2 a, 3 4 4 tl/Cer t if 1 cate of 8 vc 
KARHAIhM Hearing Branch 3 80/05/29 I 6 pp 


H Oenoral correspondence 


6006030309 Requests that ER Cross of Sargent h Lundy be addad to 
distrlbuti on list 

NAUGMTGN, H F Commonwealth Edison Co 00/05/22 Ip 


0 Inspection reports, IE Bulletins ic correspondence 


S006060325 forwards IE Insp Reptfi 50-373/80-10, 50“*374/fl0-Uj 
50-454/80-06. 00-445/80-06, 50-456/00-02 «, 50-457/80-02 Prom 
meeting on 800320 No noncompliance noted 

KEPPLBRf J 0 Region 3; Chicago^ Office of the Director 80/04/24 
2 pp 


— B006060333 IE Inap Repts 50-373/80-18,50-374/00-11,50-434/00-06, 
50-455/00-06,50-456/00-02 4 90-457/00-02 from meeting on 
000330 Areas inspected status of three stations under const 
FIORELLIiO Region 3, Chicago, Reactor Construction Engineering 
Support Branch BCHWEIBINZ«E R , BARRETT, P A, Region 3, Chicago, 
Office of the Director 80/04/14 4pp 


8006170200 Forwards lE Insp Rapt* 50-454/80-05 * 50-455/00-03 on 
600325-26 & notice of vlotatian 

KEPPLER, J 0 Region 3, Chlcagd', Office of the Director 80/04/25 

2pp 


—8006170213 Notice of violation from insp on 000325-26 

* Region 3, Chiciigo, Office of tho Director 80/04/18 3pp 


—8006170219 IC Insp Repts 50-494/00-05 «, 50-466/80-05 on 800325-26 
Noncompliance noted inadequate design drawing review 6 
installation procedures 

YIN, I T , DANIELSONrD H Region 3, Chicago, Office of the 
Director 80/04/18 6 pp 


0006020013 Forwards IE Insp Repfc 50-454/00-07 on 000400-10 No 
noncomp 1 iance noted 

FIORFLLI,G Roglon 3, Chicago, Reactor Construction 9c Engineering 
Support Branch 00/04/26 2pp 


--8006020016 IE Insp Rept 50-454/80-07 on 80040B-10 No noncompliance 
noted Major areas inspected RCP 6 $< safety-related piping 
work ac ti vl ti esi weld ing 9' procedures 

DANIELSON, D M Region 3, Chicago, Reactor Construction it 
Engineering Support Branch LEE, E U K Region 3, Chicago, Office 
of the Director 80/04/21 4pp 


8006090499 Confirms QO0519 discussion re 000530 mooting In Olon EUyn, 
IL to discuss findings of util investigation into matl 
failure of containment post- tensioning sys anchor heads 9t 
remedial action to bo taken 

KEPPLER, J 0 Region 3, Chicajo, Office of the Director 80/05/22 
tp 


8006170160 Revises response to IE Bulletin 79-2B. '■Possible Malfunction 
qf NAMCQ Model EAlSO Limit Switches at Elevated Temps " 

Cover gasket replacement will be carnpleted when cables to 
switches am terminated 

PEOPLES, D L Camnionwca I th Edison Co BO/03/30 3pp 


Q006340535 Confirms 8006J3 meeting in Glen Ellyn- 11 to discuss findings 
of util Investigation into mafel failure of c onta 1 nnien t post- 
tensioning $ys anchor heads 9, remedial action 

KEPPLER, J O Region 3, Chicago, Office of the Director 60/06/04 
Ip 

8006230312 Ack receipt of 800527 Jtr informing NRC of stsps taken to 
correct violations noted in lE Insp Repts 50-494/80-05 
90-453/80-05 

FI0RELLI,0 Region 3, Chicago, Reactor Construction 8 * Engineering 
Support Oranch GO/06/10 Ip 

— 6006230318 Responds to NRC B0042S 1 tr re violations noted in IE Insp 
Repts 50-434/00-03 Z< 50-455/80-05 Correct I vo actions safety- 
related hanger snubber suppllar forwarded revised 
Installation instructions 

PEOPLEE, D L Commonwealth Edison Co 80/09/27 lOpp 


8006260305 Ac k receipt of 800921 Itr informing NRC of step* taken ta 
correct violations noted in IC Insp Repts SO-454/79-I0 
50-455/79-10 

FiaFlELLl,0 Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 60/06/12 tp 


—0006260312 Responds to NRC 000126 Itr re vioUtlon* noted in IE Insp 
Repts 50-454/79-10 6 50-435/79-18 Corrective actions 
in depth analysis on concrete expansion anchor ms tal la tiont 
accomplished Insta 1 1 atlan procedures revised approved 
PCOPLEa, D L Commonwealth Edison Co 80/05/21 2pp 


S Reportable occuirences, LERs it related c urrespondtne ft 


8006020564 Act receipt of 000515 interim deficiency rept re post- 
tensioning anchorhead failure Requested extonslon until 
000630 for submittal of final rept is acceptable 

FlQRELLIiO Region 3, Chicago, Reactor Construction Eng Inaer Ing 
Support Branch 80/05/23 Ip 


DOCKET 30-499 J 1 VR 0 N STATION, UNIT 2 


A Ap p 1 lea tlon/construct i on stage documents it correspondence 


0006230110 Advises BUR it PNR applicants of NRC decision to modify 
implementation plan presented In Section 4 of MURE(}'*0977 re 
adequacy of applicable support structures Oeneral operating 
reactor review procedure 6 acceptance criteria end 
E16ENKUT, 0 O Olvtsion of Licensing 00/09/20 13pp 


6006110040 Forwards Drawing 5B3F499 inadvor ketiHy omitted from Item 7 
of 800306 Itr 

NAUGHTON, if F Commonwealth Edison Co 00/06/03 Ip 


8006290145 Discusses reorgan i tat ion of Ofc of Nuclear Reactor 
Regulation 6 advises that engt re spoils lb 1 1 Ities re facility 
have been assigned to C Moon Reorgani latlon charts end, 

TEOE 6 CO«R L Assistant Director for Licensing 80/06/18 llpp 


0OO629O167 Requests addl Info re auxiliary bldg design ^4 containment 
bldg load* to assist E04-G In preparation of Independent 
structural analysis 

YOUNOPLDDI), 0 J Licensing Branch 1 60/06/16 3pp 


0006300453 Submits update of scheduled commerlcal *vc dates for 
f ac 1 1 1 ties , ref I ecil ng delays 6 scheduled DL fuel load 
dates Stresses Importance of continued licensing process for 
Dyron 6 Braldwood 

PEOPLES, D L Commonweo 1 th Edison Co 00/06/20 2pp 


8006270306 Forwards revised nevlslons 11 t 12 consisting of Page 1-7 of 
CE-I-A, "Comm Ed OA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requiromonte will be established 
PEOPLES, D L Commonwealth Edison Co 60/06/23 Ip 


F Security, medical, emergency t’ fire protection plans 


6003130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

EISENHliT, 0 G Division of Operating Reactors 8D/D4/25 61pp. 
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DOCKETED ITEMS 


,a00il60259 Forwards r»quflst for addl info rp 800324 laftgoardm 
' conttngtncg p l#n. const Ituting vighth f«t of Round I 
quPsUons Enel withhold (ref 10CFR2 7901 
YOUNGBLOOD* D J Licensing Branch 1 80/06/02 Hpp 


8006230312 Ack receipt Of 800527 Itr informing NFlC of stops token to 
correct violations noted In IE Insp Repts 5O-434/S0*-O5 
30-430/00-05 

FlORELLIiO Region 3* Chicagoi Reactor Construction ^ Engineering 
Support Branch 00/06/10 Ip 


8006180293 Forwards Revision I to draft emergency plen Emergency plan 
station annties also end 

PEOPLES* D L Commonwealth Edison Co 80/06/04 2pp 

— 8006100347 Revision I to draft emergency plan 
» Commonwealth Edison Co 80/07/31 i39pp 

8006240490 Responds to NRC 800425*30,0301*09 U 20 Itrs requesting addl 
info re guard training h qualification plane Reqoeite that 
response submittal date be eitended to 800SQ4 
PEOPLES* D L Commonwealth Edison Co 80/06/18 Ip 


— 0OO623O31B Responds to NRC 800425 Itr re violations noted in IE Insp 
Repts 30-434/00-03 & S0-453/B0-0S Corrective actions safety- 
related hanger ft snubber supplier forwarded revised 
installation instructions 

PEOPLES* D L Commonwealth Edison Co 80/03/27 lOpp 


8006260305 Ack receipt of 800521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/79-10 8< 
50-453/79-18 

FlOREULIiO Region 3* Chicago* Reactor Construction & Engineering 
Support Branch QO/06/12 tp 


0 Adjudicatory correspondence 


8006060202 Supplemented statement of contentions alleging lack of 
technical qualifications to operate station Dose impacts of 
projected routine releases of radioactive matls should be 
re-evaluated Certificate of Sve encl 

* DeKalb Area Alliance for Responsible Energy * Safe Energy for 
New Heven 80/05/09 24pp 


8006020105 Answer to Dekalb Area Alliance for Responsible Energy U 
Slnnissippl Alliance for Environ supplemented contentions 
Recommends Contentions 7 6 8* rewriting of Contentions 1*2 fit 
6 k deferral of Contentions 2a*3 6 4 U/Certif icata of 8vc 
KARMAN*K Hearing Branch 2 80/05/29 16pp 


— B00626031S Responds to NRC B00126 Itr re violations noted in IE Insp 
Repts 30-454/79-18 k 50-45S/79-1B Corrective actions 
in depth analysis on concrete expansion anchor instal latlons 
accomplished Installation procedures revised k approved 
PEOPLES, D L Commonwciil th Edison Co 00/03/21 2pp 


8 Reportable occurrences* LERs t< related correspondence 


0006020364 Ack receipt of 800515 Interim deficiency rept re post- 
tenslanlng anchorhead failure Requested extension until 
B00630 for submittal of final rept is acceptable 

riORELLtrO Region 3, Chicago* Reactor Construction k Engineering 
Support Branch 00/05/23 Ip 


H Oenaral correspondence 


8006030309 Requests that ER Cross of Sargent & Lundy be added to 
distribution list 

NAUOHTON.W P Comaonuiaa 1 th Edison Co 80/05/22 tp 


Q Inspection reports* IE Bulletins t< correspondence 


8006060323 Forwards IE Insp Repts 50-373/80-18* 50-374/80-11* 
50-454/80-06* a0-445/&0-06* 30-456/80-02 k 50-457/80-02 from 
meeting on 800328 N> noncomplianct noted 

KEPPLeR*^! 0 Region 3* Chicago. Office of the Olrector 80/04/24 

2pp 


DOCKET 50-456 DRAIDWOOD STATION, UNIT 1 


A Application/construction stage documents k correspondence 


8006230110 Advises OWR k PNR applicants Of NRC decision to modify 
implementatlcin plan presented in Section 4 of NURE0-0S77 re 
adequacy of applicable support structures Oenerel operating 
reactor review procedure k acceptance criteria encl 
EtSENHUTiD 0 Division of Licensing 80/05/20 13pp 


8006110040 Forwards Drawing 583F499 tnadyer fcantiy omitted from Item 7 
of 000506 Itr 

NAUOHTON* M F Commonwealth Edison Co 80/06/03 Ip 


>0006060333 IE Insp Repts 30-373/80-18, 50-374/80- 1 1, 50-454/00-06* 
50-455/80-06* 50-456/80-02 6 50-437/80-02 from meeting on 
000328 Areas Inspected status of three stations under const 
FIORELLIjO Region 3* Chicago* Reactor Construction k Englnaertng 
Support Branch 80/04/14 4pp 


0006170208 Forwards IE Imp Repts 50-454/80-05 k 30-455/80-05 on 
800325-26 6 notice of violation 

KEPPLER*J 0 Region 3* Chicago, Office of the Director 00/04/25 

2pp 


— 8006170213 Notice of violation from insp on 800325-26 

a Region 3, Chicago* Office of the Director 00/04/la 3pp 


— 8006170219 IE Insp Repts 30-454/80-05 k 50-466/80-05 on 800325-26 
Noncompliance noted inadequate design drawing revlaw k 
Installation procedures 

YIN*1 T * DANIELSON. D H Region 3. Chicago* Office of the 
Director 80/04/10 6pp 


6006090499 Confirms 800519 discussion r# 000530 meeting in Olen Ellyn, 
IL to diicuii findings of util investigation into matl 
failure of containment post-tensioning sys anchor heads 6 
rtaedial action to be taken 

KEPPLER* J 0 Region 3, Chicago* Office of the Director 80/05/22 


8006170160 Revises response to IE Bulletin 79-2B* "Possible Halfunctli 
of NAMCO Model EAiao Limit Switches at Elevated Tiisps ’* 

Cover gaslet replacement will be completad when cables to 
switches are tarmlnatad 

PEOPLES, D L Commonwealth Edison Co 00/05/30 2pp 


EUym II to discuss flndlngi 
failure of containment pott- 
tansioning sys anchor heads I* remedial action 

KEPPLERiO 0 Region 3* Chicago* Office of the Director 00/06/04. 


6006250145 Discusses reorgani xation of Ofc of Nuclear Reactor 
Regulation & advises that mgt responsib i 1 itlee re facility 
have been assigned to C Moon Reorgani latlon charts encl 
TEOESCOrR L Assistant Director for Licensing 60/06/12 llpp 


6006250167 Requests addl info ro auxiliary bldg design k contalnmint 
bldg loads to assist EOStO in preparation of independent 
structural analysis 

YOUNOBLOOD, B J Licensing Branch 1 80/06/16 3pp 


B0063004S3 Submits update of scheduled commerical sve dates for 
facllitlesi ref lecting delays scheduled QL fuel load 
dates Stresses importance of continued licensing process for 
Byron k Braidwood 

PEOPLES* D L Commonwealth Edison Co 00/06/20. 2pp 


8006270306 Forwards revised Revisions 11 6 12 consisting of Page i-7 qf 
CE-t-A* "Comm Ed OA Program for Nuclear (generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requirements will be established 
PEOPLES, D L Commonwealth Edison Go BO/06/23 ip 


F, Security* medical, emergency 6 fire protection plans 


8005130317 Forwards clarification of NRC requirements for emergency 
rssponsa facilities defined In 790913 itr Addl specific 
criteria for facilities under development 

EI8ENHUT, D 0 Division of Operating Reactors 80/04/25 6lpp 


8006040019 Forwards seventh sot of round one questions re 790018 
training 9( rtqual if icatlon plan per review of application 
for DL Encl withheld Iref 10CFR2 7901 
YatlN(JBLOOD, 0 J Licensing Branch 1 80/05/20 2pp 


8006170855 Forwards eighth set of Round one questions re 000324 
safeguards contingency plan Questions withheld <r#f 
10CFR8 790) 

y(3UN08L00D* B J. Licensing Branch I 80/06/02, 2pp 


8006180293 Forwards Revision 1 tq draft emergency plan Emergency plan 
station annexes alto encl 

PEOPLES, D.L Commonwealth Edison Co 80/06/04 2pp 



DOCKETED ITEMS 


— 0OO61QO347 Revision I to 
* ComfTiOTiUJBfl 1 th Edison 


dr^ft otnergoncy 
Co 00/07/31 


plan 

t39pp 


B0D6240490 Responds to KRC G00425. 30. 050 1 . 07 8 < 20 Itrt requesting addl 
info re guard training qualification plans Requests that 
response submittal date be ettended to 900804 
PEOPLES! D L Commonuioalth Edison Co 80/06/18 Ip 


8006270306 Foriuards ravissd Revisions 11 4* 12 coniiitlnj of Page 1-7 flf 
CE-l^A, "Comm Ed QA Program for Nuclear Oeneratlng 
Stations " Revised Revision II Includes basis on which 
equivalent education requirements will ha established 
PEOPLES. 0 L Commonuea) th Edison CO BO/06/23 Ip 


F Securitg. medical# emergency U fire protection plant 


M Oeneial c orr ospondenc e 


90060303D9 Requests that ER Crass of Sargent L Lundy be added to 
distribution list 

NAUOHTaN!W r Commanureal th Edison Go 80/0d/22 Ip 


Q Inspection reports. IE Bulletins L correspondence 


6005130317 Forwards clarification of HRC requirements for emergency 
response facilities defined in 790913 1 tr Addl specific 
criteria for facilities under development 

615ENI1UT, D 0 division of Operating Reactors BO/04/25 61pp 


8006040019 Forwards seventh set of round one questions r* 790910 
training L requa 1 if i cation plan per review of application 
for OL Enel withheld (ref tOCFR 2 790> 

VOUNOBLOOD, B J Licensing Branch 1 80/05/20 2pp 


8006060325 Forwards IE Insp Repta 50-373/80- 18. 50-374/80-1 1. 
30-454/80-06. 60-44 5/80-06. 50-456/00-02 L 30-457/80-02 from 
meeting on 600328 flo noncomp 1 iance noted 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/24 

2pp 


8006170855 Forwards el<ghth set of Round one questions ra S00324 
safeguards contingency plan Questions withheld (ref 
tOCFR2 7901 

VOUNOBLOOD. Q J Licensing Branch 1 80/06/02 2pp 


—8006060333 IE Insp Repts 30-373/80-18,50-374/80-11,50-454/80-06. 
50-453/80-06,50-456/80-02 L 50-437/80-03 from meeting on 
800328 Areas inspected status of three stations under donst 
FIORELUI,0 Region 3. Chicago, Reactor Construction L Engineering 
Support Branch 80/04/14 4pp 


8006170771 Forwards IE Insp Rapt* 50-456/80-03 L 50-457/00-03 on 
600416-17 No noncomp 1 lance noted 

FtQRELUIiO Region 3, Chicago. Reactor Construction & Engineering 
Support Branch 80/05/06 2pp 


—8006170776 IE Insp Repts 50-436/80-03 U 80-457/80-03 on 000416-17 No 
noncompliance noted Major areas inspected review of records, 
cable tray hangar specs 4> action on previous Insp findings 
HAYES. D N Region 3, Chicago. Office of the Director NAIDU.K R 
Region 3. Chicago, Reactor Construction L Engineering Support 
Branch 80/05/06 6 pp 


8006090044 Ac k receipt of 6005QB Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-*-436/79-15 L 
50-457/79-15 

FIDRELLliO Region 3, Chicago, Reactor Construction Si Engineering 
Support Branch 80/05/21 Ip 


— 8006090047 Responds to NRC 000118 Itr re violations noted in IE Insp 
Repts 50-456/79-15 4( 50-457/79-15 Corrective actions vendor 
long-term storage recommendations will be reviewed L filed 
for future ref 

PEOPLES. D L Commonwealth Edison Co 80/05/08 2pp 


0006170160 Revises response to IE Bulletin 79-20, "Possible Malfunction 
of NAMCO Model EAIBO Limit Switches at Elevated Temps " 

Cover gasket replacement will b« completed whon cables to 
switches are terminated, 

PEaPLES, D L Commonwealth Edison Co GO/05/30 2pp 


DOCKET 50-457 BRAIDWOOD aTATlON, UNIT 2 


A AppI icat lon/construc tion stage documents $< correspondence 


8006230110 Advises BtIR & PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure L acceptance criteria end, 

El&ENHUT, D, 0 Division of Licensing 00/05/20 13pp 


8006180293 Forwards Ravislnn 1 to draft emergency plan Emergency plan 
etation annexes also enc 1 

PEOPLES. 0 L Commonwealth Edison Co BO/06/04 2pp 


— 0006180347 Revision 1 to draft emergency plan 
e Coimmonweal th Edison Co 80/07/31 I39pp 


8006240490 Responds to NRC 000425.30,0501,09 U 20 Ltrt requepting addl 
Info ra guard training V qualification plane Requests that 
response submittal date be extended to 600804 
PEOPLES. D L Commonwealth Edison Co BO/06/10 Ip 


H General correspondence 


8006030309 Requests that ER Cross of Sargent L Lundg be added to 
distribution list. 

NAUOHTON.WF Commonuea 1 th Edison Co BO/05/22 Ip 


0 Inspection reports. ]£ Bulletins U correspondence 


8006060325 Forwards IE Insp Repts 50-373/80-10.90-374/00-11. 
50-494/00-06.80-445/00-06. 50-456/80-02 50-457/80-02 from 

meeting on 800328 Mo noncompliance noted. 

KCPPLER.O 0 Region 3. Chicago, Office of the Director 80/04/24 

2PP 


—0006060333 IE Insp Repts 50-373/80-10,50-374/00-11,90-494/00-06, 
90-499/80-06,30-496/80-02 fc 50-497/00-02 from meeting Oti 
800320. Area* inspected status of three stations under const 
FlORELLliG Region 3, Chicago. Reactor Gonetructifln (c Engineering 
Support Branch 80/04/14 4pp 


8006170771 Forwards IE Insp Repts 50-496/90-03 U 90-457/00-03 on 
000416-17 No noncomp Liance noted 

FlORELLlfO Region 3. Chicago, Reactor Construction L Engineering 
Support Branch BO/05/06 2pp 


— 8006170776 IE Insp Repts 90-496/80-03 L 90-497/00-03 on 000416-17 No 
noncompliance noted Major areas inspec ted , revl lu of records, 
cable tray hanger spec* L action on previous insp findings 
HAY£9r 0 W Region 8 , Chicago, Office of the Director hlAlDU. K, R. 
Region 3, Chicago. Reactor Construction & Engineering Support 
Branch 80/09/06 6 pp 


8006110040 Forwards Drawing 503F499 inadvertently omitted from Item 7 
of B 00 SO 6 Itr 

NAUOHTOM, N F Commonwealth Edison Co 80/06/03 ip 


8006090044 Act recalpt of 0=00908 Itr informing NRC of steps taken to 
correct violations noted In IE Inip Rapts 90-496/79-19 L 
S0-457/79-IS 

FIORELLI.O Region 3, Chicago, Reactor Construction L Engineering 
Bupport Branch 00/03/21 ip 


8006250145 Discusses reorganisation of Ofc of Nuclear Reactor 
Regulation 6 advises that mgt r os^nslb 1 1 1 ties re facility 
have been assigned to C Moon Reorgani xa tion charts end 
TEDE 8 CO 1 R U Assistant Director for Licensing 80/06/12, lipp 


6006290167 Requests add! info r# auxiliary bldg design L containment 
bldg loads to assist EOLO in preparation of independent 
structural analysis, 

YOUNOBLOOD. D J Licensing Branch 1 80/06/16 3pp 


0006300453 Submits update of scheduled commer lea 1 sve dates for 
fee 1 1 i ties, ref lecti ng delays L scheduled OL fuel load 
dates Stresses importance of continued licensing process for 
Byron L Braidwood 

PEOPLES, D L Commonwealth Edison Co. 00/06/20. 2 pp 


—0006090047 Responds to NRC 000118 Itr re violations noted In lE Insp 
Repts 50-456/79-19 4 ; 50-497/79-15 Corrective actions vendor 
long-term storage recommendations will be reviewed filed 
fop future ref 

PE0FLE8# D L Commonwealth Edison Co. 00/05/08 3pp> 


0006170160 Revises response to IE Bulletin 79-20, "Possible Idelfunction 
of NAMCO Model EAIBO Limit Switches at Elevated Temps " 

Cover gasViet replacement will be completed when cables to 
sultches are terminated. 

PEOPLES, D L Commonwealth Edison Co 00/09/30 2pp, 
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DOCKETED ITEMS 


DOCKET 50-450 RIVER DtND STATIC ^ UNIT 1 
A ApFlUJtion/con4truct»on stage 


6Q0i230ll0 Advnes BWR if RKR applicants A^nj'^WUREO-OS?? 
irnpl.n.ntatian plan presented in Sec tan 4 of KUREO 0577 re 

id.quacg of appHceMe support structures General oparatlng 

reactor revieu/ procedure I acceptance l3oP 

EISEWHUTi D 0 Division of Licensing 00/05/20 PP 


6OO410O3J1 Ack r.t.ipt of 000504 Ur °t l!Mnth 

cflfiient alkali content After consideration of final * 

ASTM C2?7 nortar bar test reptoNRC has no further qoottions 
sIISle w C 4. DallaS. Reactor Construction fc Engineering 

Support Branch 8D/05/29 Ip 


-6OO410OOS9 Fcra.rP, PUt«b.>r94 T.Ul.>! Lab GOOOas S. B009B4 rapt, far 
fina 4 toari# aggregatat respatUvalg. in ^ 

791213 request Repts give A-ronth results of ASTtI Ct.27 
mortar bar test using high t low alVali cement 
WEIGANDr J C Gulf States Utilities Co G0/O5/OA 5pp 

6006170371 Forwards "Proposed Widening of Esisting Tyansnission Line 
CorridoraRlver Bend Nuclear Power Station. Units I 2. 
pnlimlnarg case rept Requests expedited conisente clnco util 


pril imlnarg - , . . ■ . , 

has been requested to suspend const activities 
REGAN- W H Siting Analysis Branch GO/06/02 


2pp 


—8006170375 "Proposed Widening of Esisting Transmission Lina Corrido . 
Rivei Bend Nuclear Power 3tat ion. Units I & 2< " prelintnary 
cast rept Natl Register property descriptions tk proposed 
nemorandum of agreenent end 
« Division of Engineering GO/OA/02 60pp 


6006240616 Forwards "For Tonmenf edition of NUReO-0619 Requests revieu 
it comtnent H/o end a ,v 

EISENHUT.O G Divisioir tf Licensing 30/06/10 3pp 


0006040345 Forwards IE Oullotin 80-12. "Decay Heat Removal Sys 
SJerabilltr" No written response required IE Info Notice 
go_'>0, "Loss of Decay Heat Removal Capability at Davls-Besstf 

llVu. o. bba Di.acbar 00/05/09 


"Val vo~Shaf t-To-Ac tuator Key May 


B006300065 Forwards IE Circular 80-12. 

Fail Out of Place When Mounted Below Horiiontal Axis No 
written response required . « 

SEVFRIT.K V Region 4. Dallas. Office of the Director 0 

IP 


0006090012 Ack receipt of 800305 & 0425 Itrs informing NRC. of steps 
taken to correct violations noted in IE Insp Ropt 

GEIDLC.tJ C Region 4. Dallas. Reactor Constiuction & Engineering 
Support Branch 00/05/23 Ip 


—8006090015 Responds to NRC 800401 Itr re violations 
Rept 50-458/79-06 Corrective actions acccpt/ro joct 
for potentially reactive aggregate w/low alkalai c 

beon deleted ^ 

WEIOAND. J G Gulf States Utilities Co 00/04/25 


noted in 
cr i tor ia 
emint has 

app 


IE 


Insp 


Gb'06230l00 Responds to IE Bullotin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment " No matls or work have bean provided by 
Marvin Engineering Co OE supplies reactor pressure vessels 
6 internals under contract w/utU 

DRAPER. E L Gulf States Utilities Co 80/09/23 Ip 


S Reportable occurrencos. UERs 6 related corrospondence 


0OO6O6OS65 Advises that potential deficiency re concrete “cold joint’ 
does not appear to represent significant deficiency 
repoi table under 10CFR50 99(oJ Results of final analysis 
will bo forwarded within 30 days 

WElOANDiJ 0 Oulf States Utilities Co 00/04/22 Ip 


N Artiferust currespondsne# 


6006200345 Discuiss* NRC antitrust review in risponii to 800410 Itr re 
passible Cajun Electric Power Cooperative. Inc antitrust 
violations u/rospect to facility Comments will be considered 
when util applies for OL « „ 

NlCliOLSOfhP Utility Finance Branch 00/05/09 2pp 


6006160197 Forwards Aity General 600505 Itr furnishing add! antitrust 
info Ltr will be sent to Ofc of FR Petitions to Intervene U 
requests for hearings may be filed by interested parties 
within 30 days after FR publication 
SALTIMAN. 3 Utility Finance Branch 80/09/19 Ip 


—6006100215 Advises that review of info submitted for antitrust review 
provides no basis tc conclude that Cajun Electric Power 
Cooperatlver Inc partic Ipation would create situation 
inconsistent u/antitrust laws 
LITVACK. g M Justice. Dspt of 80/09/09 Ip 


8006120131 Forwards Atty Goneral 800505 ltr providing add! antitrust 
advise re CP application No antitrust hearing necessary for 
proposed amend to CP 

SALTZMAN. J Antitrust 6 Indemnity Group BO/05/21 Spp 


— 6006120137 Advises that review of info submitted for antitrust review 
purposes, re proposed amend to CP to allow Cajun Electric 
Power Cooperative. Inc 6 Sam Rayburn GttT. Inc to become unit 
co-owntrir provides no basis for antitrust hearing 
LITRACK. S M Justice, Dept of SO/OS/05 Ip 


Q Inspection reports. IE Bulletins 6 correspondence 


0006110260 Deficiency rept re diesel generator bldg concrete mabl cold 
joint Equipment failure did not represent breakdown In OA 
program Structural analysis indicated unplanned const joint 
did not impair structural Integrity or performance of matl 
DRAPER. G L Oulf States Utilities Co 00/05/22 Ip 


DOCKET 90-459 RIVER BEND STATION. UNIT 2 


A Application/construction stage documents 6 correspondence 


0006230110 Advises DWR U PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure t< .icceptance criteria enrl 
E16ENHUT. D 0 Division of Licensing 80/05/20 I3p|> 


Q006I7037I Forwards "Proposed Widening of Existing Transmission Line 
Carr idor. R iver Dend Nuclear Power Station. Uni t* t 2. " 
proliminary case rept Requests expedited comments since util 
has been requested to suspend const activities 
REGAN. W H Siting Analysis Branch 00/06/02 2pp 


—0006170375 "Proposed Widening of Existing Transmission Line Corridor. 
River Dend Nuclear Power Stat Ion. Units 1 6 2." preliminary 
case Topt Natl Register property descriptions U proposed 
memorandum of agreement end 
a Division of Engineering 00/06/02 6C>pp 


8006240616 Forwards “For Comment" edition of NUREG-06i9 Roquests rtvlsw 
& comment W/o end 

EISENHUT, D 0 Division of Licensing 80/06/10 3pp 


0006300058 Forwerds IE Circular 80-05. "Emergency Diesel Generator 
Lubricating Oil Addition ^ Onsite Supply " No written 
response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 00/04/01 
IP 


8006030218 Forwards IE Insp Rept 30-458/80-04 on 800331-0403 
No rtoncoraplianci noted 

SElDLEiW C Region 4. Dellas. Reactor Construction 6 Engineering 
Support Branch 80/04/16 2pp 


—8006030225 IE Imp Rept 50-456/80-04 on 800331-0403 No noncompl tance 
noted Major areas Inspected storage of safety-related 
equipment, concrete placement t reinforcing steel 
instclldtion 

CR0S3KAR.W A . BEACH. A B . QBERQ. C R Region 4. Dallas. Office of 
the Director 80/04/13 5pp 


Q Inspection roports, IE Dulletlns I correspondence 


0006300050 Forwards IE Circular 00-09. “Emergency Diesel Generator 
Lubricating Oil Addition 4* Onsite wpply “ No written 
response required 

SEYFRIT, K V Region 4. Dallas. Office of the Director. 00/04/01 

Ip 


8006040345 Forwards IE Bulletin 60-12. “Decay Heat Removal Sys 
Operability " No v^rltten response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davls-Desie 
Unit 1 While In Refueling Mode" end 

SEYFRIT. K V Region 4. Dallas. Office of the Director 80/05/09- 

ip 
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8*^0^,300065 Forwards l£ Circular 90-12. “Va I ve^Bha^ t-To'^Ac tuator Koy Kaf# 
Out of Placa When Mounted Helow Horliontal Akls ” No 
written response required 

SEVFrit.K V Region 4. Dallas. Office of the Director 00/05/14 
^ ? 


8006330100 Responds to IE Sulletm 80-'02. "Inadequate QA for Nuclear 
Supplied Equipment ” No matls or uioi k have been provided by 
Marvin Enqinearing Co GC supplies reactor pleasure vessel* 

^ Internals under contract ui/utli 

draper, E L Gulf States Utilities Co 00/05/23 Ip 


0006090402 Ack receipt of Q0031S Itr informing NRC of «ttpm taken to 
correct deviation noted In IE Inap Repts S0-460/B0-04 li 
30-31 3/QO-04 

SPENCER, G S Region 5- San Franciscoi Reactor Construction & 
Engineering Support Branch GO/05/30 Ip 


— 0006070404 Responds to NRC 800415 Itr r® deviation noted in IE In*p 
Repts 30-460/00-04 t 5O-513/BO-04 Corrective action* 
engineering evaluation* determined that use of electrode it 
acceptable based on ASHE III guidelines 

RENDEROER.D L Nastiitigton Public Power Supply figitem 60/03/13 
2pp 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT I 

A App 1 I cat lon/constfuct ion stage documents «i correapondonce 


— 0006070409 Forwards IE Insp Repts 50-460/B0-O4 «c 50-313/B0-04 on 
Q00301-31 ?, notice of deviation 

SPENCER, 0 S Region 5, San Francisco, Reactor Construction & 
Engineering Support Branch 80/04/13 2pp 


0006^30110 Advises OWR 4i PWR applicants of NRC decision to modify 
i fnp lementation plan presented in Section 4 of NUREO-0577 re 
^tfoeiuacg of applicable support structures General operating 
rcaictor review procedure & acceptance criteria one 1 
EtSENHUr. D 0 Division of Licensing 80/05/20 13pp 


8006030464 Suggests that clarification be added to Page 54 of NUREO- 
f>460fVol 4, to reflect context in which cost estimates for 
ATMS mods ai e made Utils believe indirect costs wore under” 
ratorf Disputes value impact analysis 

RENQEROERfKL Washington Public Power Supply System 00/05/20 
app 


9006050358 Forwards response to NRC S00325 request for addl info re 
*9* sensitivity 

RENaERGER, D L Washington Public Power Supply System 00/06702 
24pp 


6006110278 Notifies that lab will be conducting addt moisture testing 
on low hydrogen electrodes using technique requitod In AWS 
AS S, Section 25 Electrode coating moisture testing resiflti 
will be applied only to Units 16 4 

RENBEROER, D L Washington Public Power Supply Systefn 00/06706 
»P 


F 6»curiti|r medical, emergency fire protection plans 


8006S70324 Forwards Amend 2 to “Fire Protection Evaluation ♦' 

RENaEROER.D L Washington Public Power Supply System 80/06/11 

2pp 


—8006270326 Amend S to "Fire Protection Evaluation ♦' 

* Washington Public Power Supply System 00/05/31 6pp 


B0062A0404 Forwards drawing* re location for near-slte emergoiuy ctr 
RBq.ite*ts immediate review 8c response so that site-specific 
daalgn work can proceed 6 site preparation begin 
"Pr Bconc eplual Site Plan" available In Central File* only 
RENaEROCRj D L Washington Public Power Supply System 80/06/16 
6pi3 


— a0060'9'04l2 Notice of deviation from insp on 000301-31 

* Region 3, Ban pranciscci Office of the Director 00/04/11 Ip 


“8006090410 IE Insp Repts 50-460/00-04 U 50-513/00-04 on 000301-31 
Noncompliance noted welding electrodes qualified under Spec 
SFA-3 1 lather than SFA-5 5 were used for welding 
p ipa-to-steam geneiator RCPD welds 

TOTHiA D , HAYNES, fl C Region 5, San Francisco, Office of the 
Director 80/04/11 7pp 


0006090406 Ack receipt of 000507 ttr informing NRC of steps taken to 
correct violations noted in IE Insp Repta 50-460/80-01 6 
30-513/00-01 

aPENCERiG 8 Region 5, San Francisco, Reactor Conitroctlon l< 
Engineering Support Dranch 50/05/30 Ip 


— B006090414 Responds to NRC 800407 Itr re violations noted in IE Imp 
Repts 50-460/00-01 U 50-513/00-01 Corractivo actions 
temporary hanger 6 support procedure initiated 6 training 
session held on 000206 

RENBEROER, OL Washington Public Power Supply SyitaM 00/05/07 
4pp 


—0006090441 Forwards IC Insp Repts 50-460/00-01 & 50-51 3/BO-Ol on 
000101-31 6 notice of violation 

SPENCER, G 0 Region 5, San Francisco, Reactor Construction tt 
Engineering Support Branch 80/04/07 2pp 

--0OO6O9O444 Notice of violation from insp on 0OOiOl-3l> 

e Region 5, 0an Francisco, Office of the Director 80/01/02 

2pp 

—3006090447 IE fntp Repts SO-460/00-01 6 50-813/00-01 on flOOlOl-31 
Noncomp 1 lance noted failure to controt temporary attachments 
to structural steel ^ undersite welds on pipe supports 
HAYNES, R C Region 5, San Francisco, Reactor Canitruction 6 
Engineering Support Branch TDTHrA D Region S, 8ii> Francisco, 
Office of the Director 00/04/02 9pp 


S Reportable occurrence*, LERs i! related corrtspandenca 


—8006240400 "Wind Rose far WPPS-S for Apr 1974 tq Mar 1975 at 


33 Fl Level *' 

« Washington Public Power Supply System 


75/03/31 


ip 


—3006240413 "Combined Plant 8vct 6 Emergency Coordination Facility 
Site Location, i, 930 Meter Radius Exclusion Areas 6 Property 
Lines “ 

M Washington Public Power Supply System 79/01/12 ip 


0006020032 Part 21 rept ro use of earlier revision of amplified 
response spectra In design of two safety-related tank*. 

Detail « in NRC 790321-25 QA program insp 

SARSTCNtO E United Engineers Constructors, Inc (•ubt of 
Raytheon Co ) 00/05/13 4pp 


— 0006020035 Notice of deviation from insp en 790521-25 

» Region 4, DalUs, Office of the Director 79/06/13, Ip 


— 000*240410 "Environ Programs Base Map - Honford Area ” 

4 * Washington Public Power Supply System 79/01/12 Ip 


Q Inspection reports, IE Dullotins 6 correspondonce 


8006060 134 Forwards IE Insp Repts 50-460/80-05 6 30-513/00-05 on 
000331-0403 No none omp I i anc e noted 

8PEN0Eft,0 8 Region 3, San Francisco, Reactor Construction & 
Englrieerlng Support Branch 00/04/20 2pp 

—0006060141 IE Insp Rapt* 50-460/00-05 Sc 50-513/00-05 on 000331-0403 No 
fiotvcomp liancc noted Major areas Inspected HKM valve flaw 
irid 1 ca t ion*, p Ipe support ^ restraint »y* adminlstratl v# 

controls for nonconforming conditions 

00008,0 T Region 5< San Francisco, Reactor Construction ^ ^ 

Enfllneering Support Branch NARBUt,P P , WAGNER, M Region 5, San 
Francisco, Offtce of the Director 80/04/24 6pp 


0006030236 PNO-V-QO-oa? on 800510, Mount at Helen erupted. Unit 2 has 
approx 1/0-lnch of ash on ground, same ash dust inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive matls In sys components underway 

niSHOPiT U Region 5, San Francisco, Office of the Director 
00/05/19. 2pp 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 
A App I i cation/cdnstroctlon stag* documents correspondence 


B006230110 Advises BWR 6 PMR applicants of NRC decision to modify 
toiplementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structure*. General operating 
reactor review procedure L acceptance criteria end 
EISENHtfT, D G Division of Licensing 60/05/20 13pp 


0006230020 Notification of 000624-26 meeting w/utll in Clinton, IL to 
discuss forthcoming caseload forecast panel visit 
BUCKLEY, B Licensing Branch 3 00/06/09 4pp 
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6006240064 Forward* “Tor Cornent" «i 
b« foruariJed by B00707 W/o enc 1 
EISENHUTjD G Division of Licans 


[ition of NUnEO-0619 Commanti thouH 
ng eO/04/09 2pp 


0004260064 Forwards "For Commont" odil 
bs forwarded by 000707 W/cj enc I 
EI6ENKUT. D G Division of Licensing 


on of NURE0-06i9 CorntDCnts should 
80/06709 2pp 


F Bfcurity* medical* emergsncy 6 fire 


F Secwritgi medical- emergency & fire protection plans 


6006300439 Requests extern ion of tine for 4 au«1u 

training 6 qoal i f i cat ion program until Dec 1980 J 

tendered security plan mafcl ftas been accepted for docketing 
WULLER-0 E niinols Pouer Co 80/06/19 Ip 


8006300430 Roquests exiension of time for submittal of security guard 
training & qualification program until Doc 1900 Previously 
tendered security plan mail has been accepted for docketing 
UULLER# 0 E Illinois Power Co 90/06/19 Ip 


0 Inspection reports, IE Bulletins 6 


0OO62OOJIB Forwards IE Insp Rept 50-461/90-04 on 800325-20 i. notice of 

FIOTELLI.C? Region 3- Chicago. Reactor Construction !t Engineering 
Support Branch 60/04/25 2pp 


— B006200121 Notice of violation from insp on 800325-28 

» Region 3, Chicago. Reactor Construction Engineering 
Branch 80/04/21 Ip 


Support 


—0006200124 IE Insp Rept 50-461/80-04 on 900325-2B NoncompUance noted 
requirtmints not correctly translated into drawings 
NAlDUrK . WARD, K . KNOP. R C Region 3, Chicago. Office of the 
Director 80/04/21 I5pp 


8004230145 Forwards IE Insp Rapt 50-461/80-07 on 600422-24 &< notice of 
violation . ^ j i 

FIQRELLI/Q Region 3. Chicago. Reactor Construction $« Engineering 
Support Branch 00/05/09 2pp 


—8006230148 Notice of violation from imp on 600422-24 

* Region 3. Chicago. Office of the Director 80/05/09 2pp 


—0006230151 IE Insp Rept 50-461/80-07 on 600422-24 NoncompUance noted 
failure to properly store welding mail, failure to verify 
conformance during insp 8. failure to conform w/procedurts 
DANIELSON. D H Region 3. Chicago. Reactor Construction U 
Engineering Support Branch LEEjE W K Region 3, ChlcagOi Office 
of the Director 80/05/09 6pp 


0006230049 Forwards IE Insp Rept 50-461/80-08 on 600414-30 k notice 
of violation 

FIORELLIrO Region 3, Chicago. Reactor Construction k Engineering 
Support Brench 80/05/14 2pp 


—8006230054 Notice of violation from insp on 600414-30 

« Region 3. Chicago, Office of the Director 80/05/13 2pp 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT l 
A Application/construction stage documents k correspondence 


8006230110 Advises OWR k PUR applicants of NRC decision to modify 
implementation plan presontod in Section 4 of NURCO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure k acceptance criteria encl 
EISENHUT, D 0 Division of Licensing 80/05/20 13pp 


6006250133 Forwards "For Comment" edition of NUREO-0619 Describes 
technical I ssues, stud 1 es k analyses performed by OC 
Comments should be forwarded to NRC by 000707 W/o end 
EISENliUTiD O Division of Licensing 00/06/06 2pp 


8006250151 Discusses r eorganl lati on of Ofc of Nuclear Reactor 
Regulation & advises that mgt responsibilities n facility 
have been assigned to C Moon Reorgan i lat Ian charts end 
TEDE8CP,R L Assistant Director for Licensing 80/06/12 llpp 


0 Adjudicatory correspondence 


8006190343 Responds to telcon k Itr requesting clarification of 
applicant responses to I3tb set of interrogatories Explains 
use of citations extont of answers Related correspondence 
DIDDLE, C T Dakar k Botts 80/03/31 2pp 


8006180013 Response to Houston Lighting k Pouer motion to compel 
production of documents from TX PIRO k C Hlnderstein Motion 
it moot due to Johnson 800420 Itr Informing of intention to 
produce documents in two wks Related correspondence 
SCOTT, J Texas Public Interest Research Group 00/05/01 Ip 


8006060392 Interrogatories k requests for production of documents r* 
consolidated Contention 2 concerning effect of transmission 
lines on human health Marrack 800502 Itr to util & 

Certificate of 8vc end 

MARRACK, D Harrack.D RENFRO. W E Affiliation Unknown GO/05/03 
6pp 


—8006230041 IE Insp Rept 50-461/80-08 on 600414-30 Noocompl iance noted 
inadequate control of welding processes k inadequate control 
of nonconforming mail 

KNOP.R C . LIVERMORE, H H Region 3, Chicago. Office of the 
Director 60/05/13 8pp 


6006250372 Act receipt of 800522 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-461/80-04. 

FIORELLliO Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/06/11 tp 


—8006250375 Responds to NRC 800425 Itr re violations noted in IE Insp 
Rept 50-461/80-04 Corrective actions Sargent 6 Lundy design 
drawing will be revised to identify 4B0-volt switchgear 
holes to be welded to embedded angle iron 
OERS TITER, 14 C Illinois Power Co 80/05/22 2pp 


8006300613 Ack receipt of 600606 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-461/00-08 
FlQRELLI,0 Region 3. Chicago, Reactor Construction l< Enginaerlng 
Support Branch 80/06/17 tp 


—8006300616 Responds to NRC 800514 Itr re Violations noted In IE Insp 
Rept 50-461/60-09 Corrective actions removed all scrap mail 
from designated reject/hold area k verified appropriate 
boundary markers 

0ER8TNER, W C lliitiois Power Co 60/06/06 Ip 


2 

ndence 


9006120030 Response to JF Doherty 16th request for production of 
documents NEOO-10903-t, NEDO-10670, APED-5756. APED-5355,NEDa- 
10017, NED0-209i3A, NEDO-20939 k NEDO-24134 1 L 1 1 are 
available for insp ^ copying Certificate of 8vc end 
BIDDLE. C T , NEWMAN. J R Houston Lighting V Power Co BIDDLE, C T 
Baker k Botts 80/05/06 4pp 


8006170206 Requests 8< interrogatories re financial qualifications 
including request for insp k copy Ing, first set 
of interrogatories directed to applicant k request for 
documents directed to NRC W/Certif i cate of 8vc & article 
BAKER, D Affiliation Unknown 80/05/09 9pp 


60060S006S Motion for protective order re pUbllc disclosure of vendor 
documents << info requested by JF Doherty Disclosure may 
Impair vendor competitive position Certificate of Bve St 
proposed order end 

BIDDLE. C.T , NCWtIANiJ R Houston Lighting St Power Co BIDDLE, C T 
Balter St Botts 80/05/13 9pp 


8006020150 Discusses implications of ALAD-590, requiring petltionirs 
to Intervene to state boses for each contention w/reasonablt 
specificity Ruling shifts burden on applicant S< NRC u/ 
respect to contentions 

LAZO, R M. Atomic Safety and Licensing Board Panel 80/05/16 2pp 


6006090204 First set of interrogatories S< requests for production of 
documents directed to Jh Bishop Requests Identi f Ication of 
expert witnesses k metis related to testimony Certificate of 
5vc enc I 

BIDDLE, C T , NEUMAN, J R Houston Lighting k Power Co BIDDLE, C T 
Baker k Botts 90/05/17 9pp 


to modify 
77 re 
sting 
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B00607021S First set of interrogatories U requests for production of 
docuirents directed to Intervenor OL Deker Requests 
identi f Icetion of expert yitneisei fc metis related to 
testimooq Certificate of Svc end Related correspondence 
BIDDLE.J Q Houston Lighting i< Power Co BIDDLE, J O Daker ^ 
flotts 00/05/17 5pp 


900^120061 First set of interrogatories & requests for pro-duction of 
documents directed bo intervenor SA Doggett Requests 
identification of witnesses i mails related to planned 
expert testlmong Certificate of Svc end 

BlDDLErC T I NEWMAN, J R ifouston Lighting it Power Co BIDBLEfC T 
Baker & Botts 00/05/17 Spp 


6006120064 First set of interrogatories L requests for production of 
documents directed to intorvenors Framson Requests 
identification of witnesses L mails related to planned 
expert testimony Certificate of 5vc end 

BIDDLE. C T « NEWMAN. J R Houston Lighting & Power Co ^IDDLE^C T 
Baker & Potts 00/05/17 5pp 


6006120069 First set of Interrogatories 4c requests for production of 
documents directed to intervenor 0 Marrack Requests 
idf ntl f icati on of witnesses 4c mails related to planned 
expert testimony Certificate of Svc encK 

DIDDLE. C T , NEWMAN, J R Houston Lighting & Power Co BIDDLE, C T 
Baker & Botts 90/05/17 9pp 


8006120097 First set of interrogator i*s 4c requests for production of 
documents directed to intervenor FH Potthoff Requests 
identification of witnesses 4c mails related to planned 
expert testimony Certificate of Svc end 

BIDDLE, C T . NEWMAN, J R Houston Lighting «c Power Co DIDDLE, C T 
Baker U Batts BO/09/17 9pp 


6006060990 Response to Houston Lighting 4c Power first set of 
interrogatories 6 requests fur production of documents 
Intervenor witnesses 4i test Ifnony-related documents arc 
unknown Certificate of Svc end Related corraepondenc e 
DQOOETT, 0 A Affiliation Unknown 80/05/19, 5pp 


6006120417 Urges that applicant 000429 motion be granted to compel 
production of documents from TX PIR9 tc C Hindenteln, re 
three groups of documents not produced on 600S19 Certificate 
of 8vc end Related correspondence 

NEWMAN, J R Lowenstein, Newman, R»i t. Axelrad Ic Toll 80/05/30 4pp 


6006100196 Notice of 800613 deposition at authpr ofc, directed to DL 
Baker to testify on behalf of util, re contentions admitted 
per A8LB 000310 order Instructions 4t Certlfleate of Svc 
end 

COPELAND. J 0 Houston Lighting 4< Power Co COPELAND, J O Baker 4. 
Botts 80/05/20 4pp 


— 8006100200 Notice of 800611 deposition at author ofc, directed to J>M 
Bishop to testify on behalf of util, re contentions admitted 
per ASLB 000310 order Instructions l< Certificate of 8vc 
end 

COPELAND, J 0 Houston Lighting U Power Ce. COPELAND, J 0 Baker 4, 
Botts 00/09/20 4pp 


--6006100209 Notice of B006i2 deposition at author ofc. directed to 8A 
Doggett to testify on behalf of util, re contentions admitted 
per ASLB 800310 order Instructions t Certificate of Bve 
ene I 

COPELAND, J 0 Houston Lighting U Power Co COPELAND, J 0 Baker & 
Botts 90/09/20 4pp 


8006020466 Order granting in part t; denying in part applicant 800501 
motion to confirm agreements on consolidation 4, to 
consolidate certain contentions Lead party must be apfointeil 
in 10 days to present evl dense, cross-examine 4( plead 
NOLFE.S J Atomic Safety and Licensing Board Panel 00/09/23 6pp 


8006060463 Advises that authors do not share RH Laxo concerns that 
ALAB-590 eliminates bases requirement for contentions. ASLB 
is not free to determine whether petitioner has correctly 
relied on bases cited 

PARIS, D H r BECKHOEFERrC , SHON, F J Atomic Safety and Llconslng 
Board Panel 80/09/27 2pp 


8006160166 Notice requesting D Marrack to appear for 000620 deposition 
on behalf of util, at author ofc, re contentions admitted by 
A8LB 000310 order Instructions 4: Certificate of svc end 
Related correspondence 

BIDDLE, C T Houston Lighting 4, Power Co BIDDLE, C T Baker U 
Botts 00/05/27 4pp 


— 9006160170 Notice requesting R or M Framson to appear for 000618 
deposition on behalf of util, at author ofc.re contaniione 
admitted by ASLB 600310 order Instructions U. Certificate of 
Svc enc 1 

BIDDLE, C T Houston Lighting U Power Co BIDDLE, C T Baker it 
Bntts 80/03/27 4pp 


8006190101 FOIA request far 19 documents specifically Idatitifleif by 
accession numb er, doc ke t numbers & brief description to aid 
In facility proceeding 

DQHERTVrJ F Doherty, J F 90/05/20 4pp 


S00609006S Order granting applicant 000429 motion to compel production 
of documents from intervenon C Hinderstein & TX PIRO re 
documents not produced on OOOSIS Interveners shall comply 
w/order by B00609 

W9LFE, S J Atomic Safety and Licensing Board Panel 60/09/30 2pp 


— 8006090076 Express concerns re exemption of plants from environ Impact 
consideration on catastrophic events 
WEINREB-KWrHM Af f 1 1 la t Ion Unknown BO/05/20 2pp 


— a0060900S3 Urges issuance of supplemental EIB re Class 9 accident 
potential Certificate of Svc end 
SCHWARTZ, A R Texas# State of 00/05/22 4pp 


8006170224 Order granting applicant 0OO4S9 motion to compel production 
of documents from interveners C Hinderstein 4* TX PIR8 re 
three groups of documents nx»t produced on 800315 Intervenors 
shall comply w/order by 600609 

WOLFE, S J Atoin^lc Safety ^nd Licensing Bxiard Panel 80/05/30. 2pp. 


8006110346 Response in opposition to applicant motion to compel addl 
documents from TX PIRO fc C Hinderstein Financial terflis 
between Intervenors tc witnesses are proprietary in nature. 

TX Pin-O does not possess city water supply studies 

SCOTT, 'U Texas Public Interest Research Group 80/09/31 9pp 


6006040115 Second partial response to JF Doherty twelfth set of 
interrogatories Includes NUREO CR-0660 recommenda tlons, 
field Insps of QA program implementation 4, diesel gensrator 
events Affidavit 4< Certificate of 8vc end 

SOHlNKl.en Hearing Branch 3 00/06/02 iBpp ^ 


6006110170 Motion to quash applicant 80042? motion to compel production 
of documents from C Hinderstein V TX PIRO No written 
contract or agreement u/Sarlon exists Other info requested 
is under third party control Certificate of Svc incl, 

HINDERSTEIN. C Af f 1 1 i a t i on Un k nown 80/06/03 4pp 


6006190993 Statement of position re linkage of financial qual 1 f icat lone 
4< safety ASLB 800310 order did not prevent Intervenori from 
asserting linkage between financial qua 1 i f Icatl ons ti lafety. 
Certificate of Svc enc L Related correspondence 
BAKER, D Affiliation Unknown 60/06/03 4pp 


—0006190557 Response to applicant first set of interrogatories 4x request 
for production of document! Witnesses as yet unknown 
Certificate of 8vc end Related correspondence. 

BAKCR.D Affiliation Unknown, 80/06/03 2pp 


— 0OO617OS64 Second set of interrogatories U request for production of 
documents Requests Identity of witnesses Certificate xif Svc 
end Related correspondence 

BAKER# B Affiliation Unknown 60/06/03 2pp 


□006190569 First set of interrogatories re consolidated Contentions 
Doggett 4 U Perrenod 1 Requests info re iritnes les# f 1 netic ial 
sstimates of const delays 4, estimate of date of commercial 
operation Certificate of Svc enc 1 Related correspondence 
DQOOETT, B A Doggett, 8 A 60/06/05 1 tpp 


6006160026 Forwards 800606 Interr opetorics U requests for production of 
documents 

JOHNSON# C Texas Public Interest Research Group 80/06/06 Ip. 


— B006160029 Interrogatories 4# requests for production of document*. 
Includes questions re computation of stress capabilities of 
reactor coolant boundary 4# length of tine required for 
reactor scram 

JOHNSON. G Texas Public Interest Research Oragp 60/06/06 2pp 


6006160489 Recommends that A8LA9 composition be changed to remove 
imbalance between lawyer S' technical members it that 
unnecessary legalistic burd ens# procedures 4< requirements be 
el Iminated ^ 

DEALEiV B Valentine D Dealc 00/06/09, 4pp 
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DOCKETED rTEMS 


aa0il30l37 Adviie^ of rec&ipt of B Djikor BO0AO3 itatoramt of poiifclon 
r« linkdQr betue^n financial q.ufll if ication* & lafctg All 
partial involved should ha cons-al idated on imua Raq^uiffts 
that ASLD ri<tuir« appoititmont of ainfile rapres entati vr 
aQHIN«>I.a« Hearing Branch 2 QQ/Ob/ll 2pp 


Q006l70d>09 Motion for enc 1 protective order tf agri»ffl#nt re JF Dohartg 
BOOl 12 motion for subpoena to produce 6E '*Reod flept " 

Photocopg privilege tuiil be granted if shourt that doeumeni 
ii eiiential for evidentiary purpose-s M/Cer fc i f Icate of 8vc 
BIDDLC.C T i NEWHAfiiJ R Houston Lighting & Pou/er Co BIDBLE^C T 
Balcsr U Dotti G0/0&/li kSpp 


BOOiilQ034& Reiponie to Q Baker 600i»ll motion to compel production of 
documents re applicant rate hike application hearing, 

Kotlofi is moot due to availabilitg of document* for Imp 8* 
copying Certificate of Sve end 

COPELANBi J 0 < MEHMAN'. J R Houston Lighting & Pouer Co 
COPELAND, J G Baker U Botti S0/0i/12 3pp 


— S0061BO394 Motion to compel production of document* re applicant rate 
hike application Zi hearing Requests access for indefinite 
period beyond discovery limit 
BAKER* B Affiliation Unknouin 80/06/11 Spp 


G0061QO39S Order denying as moot TX PIRO G00S31 raiponte 1> 

C Minderitain B00603 motiontdga to resolution of disputed 
items among applicant t, intervenors ASLQ BP0530 order re 
production of documents is vacated 

WOLFE, a J Atomic Safety and Licensing Board Panel 00/06/12 app 


—3006100398 Advises that disputed item* between applicant & intervenors 
TX FfRO C HinderstelJir re A8LB B00530 order, have been 
resolved 

COPELAND* J O Baker L Botts. 30/06/11 2pp 


0006190096 Responds to FOIA request for 16 documerste identified by 
accession number, doc ket number* & brief description to aid 
in facility proceeding Foruardt documents listed In App A 
Documents 6 l< 14 unavailable M/o ends 

FELTOM^O M Division of Rules and Records BO/ 06/13, 3pp 


8006230433 Concurs w/NRC 000611 position re lotervenor B Baker 600603 
content ion i^e linkage between financial qualification 4, 
safety Order consolidating such contentions t appointing 
single litigating party requested Certificate of Eve end 
RASKIN, D 8 Louenstel-n, Neuiman, Reltf AX elrad 6 Toll 30/06/17 App 


8006240497 Motion to compel D Marrek answers to util 000917 
Interrogatories It requests for production of documents. 
Applicant must be notified of expert witnesses prior to 
S0D7O9 Certificate of Sve end Related correspondence 
COPELAND* Houston Lighting L Power Co 80/06/19 4pp 


0006240464 Motion for issuance of subpoena directed to D Marrack for 
30062C deposition noticed to Intcrvenor on 600927 
Certificate of Bvcidraft subpoena L deposition schedule 
•ncl Related correspondence 

COPELAND, J 0 Houston Lighting 6 Pouar Co 60/06/19 9pp 


0006240309 Order electing not to review ALAB-99D upon Commission 
Initiative viF Ahaarne dlssanti L would summarily reverse 
decision 

CHlLKiG J Office df the Secretary of the Commission 60/06/20 
IP 


0DO624O341 Second set of interrogatories 4< requests for production of 
documents. Requests identl f icatlon of documents supporting 
contentions t, Identity of person* consulted In preparing 
contentions Certificate of 0vc end 

HANCOCK, D , NEWMAN, R Houston Lighting & Power Co HANCOCK. D. 
Baler U Botts eo/06/20 6pp 


0006260211 Memorandum 4( order denying as moot 0 Marrack 300611 motion 
for protective order L rejecting applicant 900619 motion for 
Issuance of subpoena Applicant may file such motion directed 
to D Marrack for taking 000700 deposition 

WOLFE* S J Atomic Safety and licensing Board Panel, BO/06/23 Opp 


0006270327 fissponse tq intervenor TX PIRO ninth sat of Interroge tories 
Includes Info re future analysis of RCPB piping par ASME 
code L Ebeico 4c OE calculations Affidavit L Certificate of 
Sve end 

COPELAND* W 0 , NEHMAN, J R Houston Lighting Si Power Co 
COPELAND* U 0 Baler U Bott* 60/06/23 7pp 


shop rntarrogatoTlei la, 
n of documents, 
still subj to 


9006300317 Response to □ Baker second set of interrogator 1 es & rcgn-iiix 
for production of documents re applicant financial 
qualifications Identifies H Dean as anticipated uitnes* due 
to familiarity yi/f mane ia 1 integrity W/Cert i f l cate of gvc 
COPELAND, J 0 , NEWMAN, J R Houston Lighting h Power Cc 
COPCLANC, J G Baker 4- Botts 30/06/24 5pp 


0006300323 Response to JF Doherty eighteenth request for p roduc t loo f 
documents NEDO-3l55i , NEDa-241S4, Voi s 1 6 2, PSAR Figure 
7 7-2, NEDa-21173-P-l 6 NEDO-21 173-P-2 are available for imp 
4c copying Certificate of Sve end 

DIDDLE, C T , NEWMAN, J R Houston Lighting & Power Co BIDDLE,C f 
Baker Dotts QO/06/24 4pp 


6006300334 Response in opposition to Intervonor Marrack Juna 19fl0 
motion to compel answers to interrogatories 1 nterrogator i » « 
were not received until date of motion Interrogator lei 
untimely per ASLD 791119 order Certificate of 8vc end 
CULP, R H , COPELAND, J G Houston Lighting & Power Co CULP,fl H 
Lowensteln, Newman, Reis, Axelrad 4- Toll 80/06/24 4pp 


6006300340 Motion to compel FH Potthoff to answer first set of 
interrogatories R requests for production of documents re 
expert witnesses Experts' doposltions must be taken within 
time left for termination of discovery W/Certi Flcate of Sve 
DIDDLE, C T , NEWMAN, J R Houston Lighting U Power Co BlDDLEiC T 
Baker it Dotts 80/06/24 4pp 


O Advisory Committee on Reactor Safeguards reports S< correspondsnet 


9006190006 Forwards ACRS 800506 I tr to Chairman Ahaarne r* nsaT-kiF* 
CP app 1 Icat 1 ens 

VOUNOBI-OOD, 0 J Licensing Branch 1 80/05/28 3pp 


DOCKET 90-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


0 Ad judl catory correspondence 


000'6020150 Discusses implications of ALAB-370, requiring pitltionsrs 
to intervene to state bases for each contention w/rsasonabl» 
specificity Ruling shifts burden on applicant 6 NRC w/ 
respect to contentions 

LAZQ.R M Atomic Safety and Licensing Board Panel 60/09/16 


8006190101 FOIA request for 18 documents specifically Idtntlfliii ly 
accession number, doc ket numbers L brief description to aid 
In facility proceeding 

DOHERTY, J F Doherty, J F 00/05/20 4pp 


0006190096 Responds to FOIA request for 18 documents identified by 
accession number, doc ket numbers 6 brief description to aid 
In facility proceeding Forwards documents listed in App A 
Documents 6 S< 14 unavailable W/q ends 

FELTON, JM Division of Rules and Records 80/06/13 3pp 


DOCKET 60-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A AppI ication/construction stage documents «, correspondence 


9006230110 Advises DWR it PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-OS?? re 
adequacy of applicable support structures General operating 
reactor revlaw procedure it acceptance criteria end 
eiBENHUT, DO Division of Licensing 80/05/20 I3pp 


80062903B7 Discusses reorgani lati on of Ofe of Nuclear Reactor 
Regulation 4, advises that mgt licensing matters u/respect to 
facility have been assigned to D Scalotti Reorgani ration 
charts end 

TEDE0CO*R L Assistant Director for Licensing 80/06/13 I2pp 


0 Adjudicatory correspondence 


8006090160 Responds to ASLD 000327 order requesting date of planntd 
testimony re emergency planning issue Written testimony will 
be filed within 4-6 wks from receipt of NRC evaluation 
Related correspondence 

MRI0HT*F8 Massachusetts, State of 00/05/02 2pp 

0006110033 Notice of withdrawal from proceeding effective aOOtO? 
Certificate of 8vc end 

LEWIS, 8 H Hearing Branch 2 80/06/03 3pp 


Power Co 


DOCKETED ITEMS 


H Oenoral c oi r e sp ond enc c 


£3006i600i>S Req,uest mod of first pogo cf distribution list Distribution 
list enc 1 

HiCiiEViW F Boston Edison Co 30/06/07 2pp 


□ Advisorij Conmittee on fto^ctor Safeguards reports St correspondence 


B006200530 Forwards ACFIS Itr re near-terin CP applications 
SCMWENCER. A Licensing Rranch 3 80/05/30 4pp 


— 8006200536 Discusses ACRS 800501-03 meeting ro review of near-term CPs 
Urges that NRC resources bo made available for resolution 
of action plan items 6 policy questions 

PLESSETiM S ACRS - Advisory Committeo on Reactor Safeguards 
80/03/06 app 


8006050523 Forwards IE Insp ftept 30-482/90-09 on 800317-20 notice 
of violation 

SEIDLE^l^ C Region 4. Dallas. Reactor Construction tk Engineering 
Support branch 00/04/11 app 


0006030523 Notice of violation from insp on 000317-20 

• Region 4# Dallas. Office of tho Director 80/04/00 Sp p 


—8006050528 IE I nap Rapt 90-482/90-05 on 000317-20 Noncojnp I ian ca noted 
failure to provide prompt L adequate carroctlve action 
CRQSSrtAN.W A , MARTIN. L E . OBERG. C R Region 4. Dallasi Office of 
the Dtmetor 00/04/08 6 pp 


9006060128 Forward a IE Insp Rept 50-492/90-07 on 900331-0403 No 
n one 0 nvp 1 lance noted 

SEIDLE.W C Region 4. Dallas. Reactor Construction EngineoTlng 
Support aranch GO/04/16 Spp 


0 Inspection reports. TE Uulletins 6 correspondence 


B006I90332 Requests provision of personnel for field survey re plant 
breakwater review Low tide on 800610 will allow insp of too 
of structure Site visit necessary to recommend final 
appro/al of design *j placement 

BIViNSiN 8 Hydrologic t Geotechnical Engineering Qranch 0O/OS/2Q 

2 pp 


—0006060131 IE Insp Rept 50-492/80-0/ on 800331-0403 No non comp 1 lane e 
noted Major areas inspected const deficiency reptt. 
allegation re welding & const activity 

CRQSSMAN. N A . aDERG. C R Region 4^ Dallas. Office of t 6 e 
Director 00/04/13 5pp 


90061S0356 Advises that IE Insp Rep t 30-402/90-06 does noit contain 
proprietary info Ferwarding Itr rspt mag be placed In PDFl 
KOESTER.O L Kansas Gas U Electric Co 00/04/24 Ip 


DOCKET STN-SO-4S2 WOLF CREEK OENERATINO GTATIQN 


A Appl icai 1 on/cons true 1 1 on stage documents & correspondence 


9006230110 Advises DWR S' PWR applicants of NRC decision to modify 
Implementation plan presented In Section 4 of NUREG-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure it acceptance criteria end 
EI6ENHUT.0 G Division of Licensing 00/09/20 I3pp 


B006250176 Reports that ASME Cede Case N-71-7 re addl matls for 
component supports fabricated by welding is conditionally 
approved for general use 

VDUNGDLQDDi G J Licensing Branch i 00/06/13 Ip 


F Security, medical, emergency it fire protection plant 


9006040350 Forwards IE Oulletin 00-12. "Decay Heat Removal 0ys 
Operability ” No uritten i osponse required IE Info Notice 
90-20i "Loss of Decay Heat Removol Capability at Davii-Gee«« 

Unit 1 (Ihiie in Refueling Mode" end 

SEYFRiT.ttV Region 4. Dallas. Office of the Director- 00/03/09 

ip 


8006300064 Forwards IE Circular 90-12. "Va 1 ve-Bhaf t-To-Ae tuator Kay Hay 
Fall Out of Place Nhen Mounted Gelow Horicont^l Axis " No 
written response required 

SEYFRIT.K V Region 4. Dallas. Office of the Dirac tor, 80/03/14 

Ip 


8006090193 Act receipt of 900309 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 30-482/90-03 
8 EIDLE.-N C Region 4. Dal las. Reactor Construction (< Enginesrlng 
Support Branch GO/05/22 Ip 


90106190325 Discusses review of util 000527 Itr responding to questions 
TB QA programs for fire protection Requests that util b CR 
holders be informed that responses are acceptable 
KAASSi W P Quality Assurance Branch 00/06/05 Ip 


■8006090190 Responds to NRC 900411 Itr re violations noted if. IE Insp 
Rapt SO-'402/0O-O5 Corrective actions storage bldg has tean 
sti ffened. seams caulked t* drainage around bldg impraved 
K0E8TER.G L Kansas Gas U Electric Go 80/03/09 3pp 


0006230394 Confirms intention to submit security training 8 . 
qualification plan by QlOlOl 

KOESTER.O L Kansas Gas tt Electric Co 80/06/18 2pp 


0 Adjudicatory correspondence 


8006060239 Notice of withdrawal from proceeding* effective 800602 
Certificate of Sve end 

LEU IS . 8 H Hearing Branch 2 80/06/05 3pp 


H Antitrust correspondence 


8006230042 Ac k receipt of 800506 Itr submitting antitrust inf o. per Reg 
Guide 9 3 

messier. M Utility Finance Branch 00/05/21 Ip 


P Operating license stage documents & correspondence 


8006200144 Forwards Const Technology Labs "WR Uaugh Basemat Concrete 
Testing Program." supporting util contention that basemat 
concrete is uniform it of high quality w/actual in situ 
strength exceeding 5.000 ps i 

KOESTER.O L Kansas Gas h Electric Co 79/10/26 2pp 


— 9006200147 "WR Waugh Basemat Concrete Testing Program " 

SHiDELERf J J . CAMPBELL. D H Construction Technology Laboratories 
■Idlv of Portland Cement Assoc > 79/07/24 45pp 


Q Inspection reports. IE Bulletins i correspondence 


0OD613O171 Forwards IE Investigation Rept 50-402/80-10 on 000429-30 No 
noncomp 1 ionce noted 

8 EYFRIT 1 K V Region 4. Drill.is* Office of the Dlroetor 00/03/29 

ip 


—9006130178 IE Investigation Rept 50-402/00-10 on 800329-30 Ho 
noncotnp 1 iance noted Major areas inspected allegations that 
supervisory tabor personnel involved in narcotics use at 
site 

HERR. 0 K . DRISKILL. D D * SEYFRIT.K U Region 4r DalUir Office of 
the Director 80/05/29 4pp 


8006120312 Responds to IE Bulletin 00-05 re vacuum condition resulting 
In damage to chemical vol control sys holdup tanks Tank 
damage due to vacuum conditions precluded by design 
pTovlslons or suitable vent connections 

PETRICKiN A etandardiied Nuclear Unit Power Plant System 

00/06/06 2 pp 


S Reportable occurre-nces. LERs l< related correspondeficf 


B0061B0525 Potential deficiency rept re Rockbestos cable jacket 
extrusion defects Jacket defects do not affect environ 
qualification or ability of ca-ble to perform intended 
function Defect does not constitute reportable deficiency 
KOESTER.G L Kansas Gas i' Electric Co 80/05/08 Ip 


800625001S Deficiency rept re cracks in refueling pool floor adjacent 
to reactor cavity Ac k failure to mbmlt timely rept to NRC 
Cracks are being evaluated by Bechtel Problem does not 
appear to constitute reportable deficiency 
KOESTER.O L Kansas Gas V Electric Co 00/05/14 2pp 


B0063D0047 Forwards IE Circular 90-05. "Emorgency Diesel Generator 
Lubricating Oil Addition 6 Onsite Supply " No written 
response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/04/01 
IJ> 


9006250018 Forwards Bechtel 000508 suppl to final -deficiency rept re 
Ruskln Kfg Co vertical fire dampers Mod proposed in 000215 
final rept is unacceptable since Number 6 screws could 
become loose Rusiln has developed successful design mod 
PETRICK.N A Standardited Nuclear Unit Power Plant System 
00/05/16 8 pp 
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DOCKETED ITEMS 


□009300<)&l Part St rtpt r» pipe lupport ttruti u/loaie buehinpt 

During ffiimic evf n tf p ip i hg could be overitrf^ted Struts 
h 4 vf bitn nuortfd to correct ds^icimcg 
HEYERS.a L Bschtel Corp BO/05/19 3pp 


B006250374 Act receipt of B00516 ftn^l deficiency rept re Rustin Hfg Co 
fire deffpert 

CARLSON. R T Region 1 . Philadelphia. Reactor Construction & 
Engineering Support Branch S0/C6/02 IP 


B006tS03il tnteritt deficiency rept re centrifugal charging punp 
operation following secondary side line rupture diicutied In 
0OC3OB telcon Evaluation of transient described in 
Weitlnghouie 80050B Itr uiH be provided pending conpletion 
PETRICK.N A Standardiied Nuclear i/nit Poujar Plant Bystfffi 
60/06/06 Spp 


G0O624D2D0 Followi up 600505 notification of potential deficiency re 
linear indications in pipe spool In essential svc water 
discharge lint Evaluation determined matter not reportable 
K0E8TER.0 L Kansas Oas t, Electric Co BO/06/06 Ip 


B006240204 Follows op 800508 notification of potential deficiency p# 
color coding of wires in saf ety^re lated switchgear supplied 
by OE Evaluation determined matter not reportable 
K0E8TER.0 L Kansas Oas & Electric Co 80/06/06 Ip 


8006250403 Act receipt of G00506 final deficienev rapt re fiunter Ramo 
Corp electrical penetration assemblies 

CARLSON. R T Region 1 . Philadelphia. Reactor Construction t 
Engineering Support Branch 00/06/06 IP 


H General correspondence 


8006020451 Responds to B00324 request foi info re application to 
facility of NRC revisions in plant design 6 safety stds 
resulting from TMl-2 accident Revisions published in enc 1 
NUREOs 0570 6 0305 W/o ends 

VOUNODLOOD, 0 J Licensing Branch 1 BO/05/22 2pp 


8006110240 Submits info re recent functional changes In util 
organl lational structure 

DR VAN. J K Union Electric Co 60/06/04 ip 


0 Inspection reports. lE Bulletins correspondence 


8006090906 Forwards IE Insp Rept 50-403/60-01 on 000107-09 No 
noncomp 1 iance noted 

FIORELLI.O Region 3, Chicago. Reactot Construction ?« Engineering 
Support Branch 80/04/23 2pp 


—8006090511 IE Insp Rept 50-403/80-01 on 000107-09 No noncomp llance 
noted Major areas inspected Oa program relating to control 
of design procurement, aud 1 1 program & document control 
KNOP.R C . WE3COTT. H M . HANGEN, W Region 3. Chicago. Office of 
the Director 00/04/17 9 pp 


8006170196 Forwards IE Insp Rept 90-403/00-07 on 000311-14 & notice 
of violation 

FIORELLt.O Region 3. Chicago. Reactor Construction tt Englnterina 
Support Branch 80/04/26 2 pp 


0006170492 Supplemental deficiency rept advising NRC that addl Intp 
found penetration wire terminations w/insulation eitending 
Into terminal lug barrel K incorrectly tiled lugs on wire 
module Hold on addl fabrication at Bunker Remo established 
SEIKEN . 8 J Standardised Nuclear Unit Power Plant System 60/06/lS 

2 pp 


0006170612 Supplements 800506 interim deficiency rept re quality 
Integrity of penetration uiire terminations Addl termlnatiooi 
found w/insulatlon estending into or through terminal lug 
barrel Assessment of Bunker Ramo QA 6 mgt underway 

8B1KEN. S J Standard lied Nuclear Unit Power Plant System 80/06/12 


— 8006170197 Notice of violation from insp on 000311-14 

Region 3. Chicago, Office of the Oiroctor 00/04/29 Ip 


—0006170201 IE Insp Rept 50-483/80-07 on 000311-14 Noncompliance noted 
failure to establish procedure to control welding 

^ 1 ^ Region 3, Chicago, Office of the Director 


8006100410 Forwards IE Insp Rept 90-483/80-11 on 800329-27 No 
noncomp 1 lance noted 

FIORELLl.O Region 3. Chicago. Reactor Construction t< Engineering 
Support Branch 00/04/29 2 pp 


DOCKET 8rN-5O-403 CALLOWAY PLANT. UNIT 1 
A App 1 icat 1 en/cons true t i on stage documents 1« correspondence 


800M70260 Summariies questions transmitted to Bechtel as result of 
800410 meeting re util embed rept 
8 CHNELL, 0 F Union Electric Co 00/04/24 5 pp 


BOOtaMlIO Advl... BUR k PUR .p.lic.nt, of NRC ..ei.i.n to >o<ifo 
implimentatlon plan presented in Beetton 4 of NUREO-0577 re 
adequacy of applicable support structures General optratlno 
P^ucedure 6 acceptance criteria end 
EiBENHUT. D O Division of Licensing 80/05/20 I3ppv 


Confirms ^319 discussion re 800529 meeting i» OJen HHun 
KEPPLER^Vo** embedded plete matter at site 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/09/22 


^tedaUon NucUar Reactor 

ft Fecility licensing matters will be handled by 

adUitill ^ disruption to ongoing 

TEDEBCO.R L Assistant Director for Licensing 00/06/12 2pp 

8006250196 Reports that AS«E Code Case N-71-9 re eddl metis for 

conditionauv 

YOUNGBLOOD. B J Licensing Branch t 8 O/O 6 /I 3 ip 


^ protection plans 


l^l*tUises review of util 0 On *?37 1 *■« 


KAASB. W P 


aoe acceptable 
Quality Assurance Branch GO/06/09 Ip 


J M ■“ ouuj,io-Ri.r NO noncomp I lance 

noted Major areas inspected safety-related structural 
concrete 4t soils work 

LANOSflAN.R B Region 3, Chicago. Office of the Director 

HAYE 8 . D M Region 3 , Chicago. Reactor Construction It Engineering 

Support Branch 00/04/25 4 pp * ” 


eI??orVi?.RcS'’‘ 8 S/oi/M‘”?p' *> En,lr..rin, 


viwwo4/\JlT^ UOr 










IXWfi V 




SO-403/QO-O9 on 800423-24 t. notice of 

8j“or^'BLcr’‘8S/oi/M‘”2p; «• e-'SlMTln, 


-0006300070 Notice of violation 
^ Region 3, Chicago, Office 


from insp on 000423-24 
of the Director 80/05/12 


IP 






I design instructions shown in design 

program to provide timely 
design requirements 

DANIELSON, D H Region 3, Chicago, Reactor Construction & 

SulUUn 80-0S r. vacuum cuudiUon r..ulllng 
In damage to chemical vol control sys holdup tanks Tank ® 

da«aj. due to vacuum condition, preUudad bi dt.iln 
suitably vent connections 


PETRiCKcN A 

80/06/06 2 pp 


onnec t J one 

Btandardiied Nuclear Unit Power Plant System 


«5RE^u''o'’‘"R‘°r =0-->83"8S-or''’ " “ 

Suppurt'i^ancS" 6S/ok/?S‘”?p' «• Enpin.arinj 



DOCKETED ITEMS 
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— 800^230069 /Responds to NRC 800436 Itr re Violations noted in IE Imp 
Rept 50-403/00-07 Corrective actions arranping meeting 
ti;/fiechtel S- P-W Industries to resolve ctueotions re uetdlng 
procedures used for cable tray fittings 
BRYAN. J K Union Electric Co 80/05/28 Spp 


S Reportable occurrences# LERs ^ related correspondence 


0006250010 Foi'uards Bechtel 0OO5OB suppl to final deficiency rept re 
Ruskin Mfg Co vertical fire dampers Mod proposed in 000219 
final rept is unacceptable since Number 6 screens could 
become loose Ruskin has developed successful design mod 
PETRlCKiN A Standardised Nuclear Unit Potner Plant System 
00/03/16 8 pp 


B006030001 Ack receipt of 800913 interim deficiency rept re improper 
preheat of heavy structural members prior to ueldlng 
NRC uil 11 revleu final rept upon receipt 

FlORELLIiO Region 3# Chicago# Reactor Construction it Engineering 
Support Branch 80/05/22 Ip 


0OQ639(>3?4 Ack receipt of 600916 final deficiency rept re Ruskin Mfg Co 
fire dampers 

CARLSON# R T Region 1# Ph i lade Iph la# Reactor Construction It 
Engineering Support Branch 00/06/02 iP 


6006120311 Interim deficiency rept re centrifugal charging pump 
operation follourlng secondary side line rupture discussed in 
000500 telcon Evaluation of transient described In 
Uestlnghouse 000900 Itr urill b« provided pending completion 
PETRICKjN a Standardized Nuclear Unit Power Plant System 

60/06/06 2 pp 


6006250403 Ack receipt of 600506 final deficiency rept re Bunker Ramo 
Corp electrical penetration assemblies 

CARLSON# R T Region 1# Philadelphia# Reactor Construction l( 
Engineering Support Branch 80/06/06 IP 


8006170492 Supplemental deficiency rept advising NRC that addl Insp 
found penetration wire terminations w/lnsulatlon extending 
into terminal lug barrel (< incorrectly sized lugs on wire 
module Hold pn addl fabrication at Bunker Ramo established 
8 £IKeN #8 J Standardized Nuclear Unit Power Plant System 00/06/12 

2 pp 


0006170612 Supplements 800506 interim deficiency rept re quality it 
integrity of penetration wire terminations. Add 1 terminations 
found w/insulatlon extending into or through terminal lug 
barrel Assessment of Bunker Ramo QA it mgt underway 

0EIKEN#8 J Standardized Nuclear Unit Power Plant System, 00/06/12 

2 pp 


6006240441 Interim deficiency rept re surface mounted plates 
Reinspection of surface mounted plates underway Final 
rapt will be issued on 600908 
BRYAN# J K union Electric Co 60/06/16 Ip 


U Congress ional/Ezecutive Correspondence 


0006120920 Exprasses concern over delays in NRC reviews of pending 
QL applications for facilities Failure to carry out revlaws 
in timely manner is unacceptable Schedule for reviews should 
be developed 6 implemented 

EAOLETONrT F ^ DANFORTH# J C r DOLE# R Senate# Oovernmental Affairs, 
00/05/16 4pp 


DOCKET BTN~5O'409 STERLING POWER PROJECT NUCLEAR# UNIT 1 


A Application/construction stage documents I# correspondence 


0006230110 Advises BWR S' PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG^0577 re 
adequacy of applicable support structures Oanaral operating' 
reactor review procedure I# acceptance criteria encl 
EISENHUT, D 0 Division of Licensing 00/05/20 I3pp 


6006180537 Comments on 800506 presentation to NRC Commiei loners re 
status of SEP it description of difficulty as lack of 
aggression by licensees NRC has not provided guidelines 
Issues w/hlgher priorities have arisen 

WHITE# U D Rochester Oas & Electric Corp 80/06/12 3pp 


0 Adjudicatory correspondence 


80Q6110397 Requests confirmation of util decision r# llcanslng of 
proposed facility Ltr prompted by 000331 Itr to editor in 
Tlmes-Union newspaper in which JE Houston claimed project 
was cancelled 

TQMPKINB. B A Atomic Safety and Licensing Appeal Panel BO/05/06 
Ip 


6006060245 Request for ettension until 800610 for par t 1 ri# a icep t NRC# to 
submit post-hearing memoranda ro radon issue Record lengthy 
tc intervenors have other commitments made prior to Feb 1960 
Certificate of Sve end 

KEPFORD. C Citizens for Safe Environment 00/05/20 4pp 


B006060262 Correction to licensees' 000428 brief on disposition of 
alleged Deficiency 1 Certificate of Bv< encl 
B1LDER0#J E Metropolitan Edison Co 80/09/20 5pp. 


6006060547 Response to intervanor s# York Committee far 8 afe Environ I# 
Citizens for Safe Environ request for eitenslon until 
600610 to file proposed findings of fact in generic radon 
proceeding Many delays in proceeding are cause for concern 
CONNER#! S Philadelphia Electric Co 80/05/23 llpp 


8006020590 Order granting ertension until 800618 for York Committee for 
Safe Environ it Citizens for Safe Environ to file proposed 
findings of fact (c conclusions of law NRC findings due on 
000703 & intervenors' & applicants' responses on BOO7£0. 

DlSHOPfC J Atomic Safety and Licensing Appeal Panel 80/05/28 

2 pp 


8006060S29 Order# CLI-00-23# aff irming ABLAB dec is iPh. ALAI!'-502 Separate 
views of Commissioners Kennedy l< Hendrie# separate vieuis of 
Commissioner Oilinsky L dissenting views of Chairman 
Ahtarne encl 

CHlLKiS J Office of the Secretary of the Commiision 00/05/29 

lapp 


8006110172 Advises that np clear basis exists for termination of 
proceeding due to unconfirmed repts of cancellation of 
project Applicant must plainly set forth intentions 
REI 8 #E, J Hearing Branch 3 00/06/06 2pp 


0006230377 Memorandum I# order vacating for mootneit ABLB 1977 initial 
decision which authorized Issuance of CP Proceading 
terminated, Director of Nuclear Reactor Regulation Inttrucled 
to revoke outstanding CP 

BI6H0P#C J Atomic Safety and Licensing Appeal Panel 00/06/17 
9PP 


8006260209 Memorandum 84 order advising that Bterling iisus is no longer 
germane to consolidated proceedings where radon issue is 
being determined Ecology Action cause for late intervention 
must be filed by 000702 

BI 8 HOP 1 C J Atomic Safety and Llcenslni/ Appeal Panel 80/06/23 
3PP 


Q Inipection reports# IE Bulletins Ic correspondence 


0006200032 Forwards IE Circular 00-13# ''Grid gtrap Damage In 
WestlnghousQ Fuel Assemblies " No written resportie required, 
GRIERjB H Region I# Philadelphia# Office of the Director 
00/09/20 Ip 


8006120312 Responds to IE Bulletin 00-05 re vacuum condition resulting 
in damage to chemical vol control sys holdup tanks. Tank 
damage due to vacuum conditions precluded by design 
provisions or suitable vent connections 

PETRiCKrN A Btandardlzed Nuclear Unit Power Plant System 

80/06/06 2 pp 


8 Reportable occurrences# LERs L related correspondence 


8006120311 Interim deficiency rept re centrifugal charging pump 
operation following secondary side line rupture discussed in 
000508 telcon Evaluation of transient described in 
Westlnghozise 000500 ltr will be provided pending completion 
PETRICKiN A, Standardized Nuclear Unit Power Plant Bytiem 

00/06/06 2 pp 


DOCKET 8TN-90-486 CALLOWAY PLANT# UNIT 2 


A Application/construction stage documents l< correspondence 


6006030206 Requests Commission notification of any acceleration In 
facility const schedule 

CH1LK#8 J, Office of the Secretary of the Commission 80/04/17 
ip. 
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0006240441 IntE^rim deficiency ropt re surface mounted plates 
Reinspection of surface mounted plates underway Final 
rept will be Issued on 00090Q 
DRVAN/J K Union Electric Co 80/06/16 Ip 


U Congressional /executive Correspondence 


B00612092Q Expresses concern over delays in NRC rovious of pending 
OL applications for facilities Failure to carry out reviews 
In tlmelg manner is unacceptable Schedule for reviews should 
be developed L implemented 

EAOLETOM. T F j UANfORTH. U C » DOLE, R Senate, Governmental Affairs 
e0/05/l6 4pp 


DOCKET STN’'50-4C}a PERKIMS NUCLEAR STATION, UNIT 1 


8006170260 8umm«riies questions transmitted to Dechtel as result of 
600410 meeting re util embed rapt 
SCHNSlL.D F Union Electric Co 60/04/24 Spp 


6006230110 Advises BWR li PUR applicants of NRC decision to modify 
imp lomentati on plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structui es General operating 
reactor review procedure 4c acceptance criteria end 
EISENHUT, [) 0 Division of Lieenqing 80/05/20 I3pp 


8006300314 Forwards r eorgani xation chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
R Stark Transition being made w/min of disruption to ongoing 
activi ties 

TEDESCQj R t Assistant Director far Licensing 80/06/iS 2pp 


8006290196 Reports that A8ME Code Case N-71-9 r« addl metis for 
component supports fabricated by welding is cond ttional Itj 
approved for general use 

VOUNoguoaD. a J Licensing Branch I 80/06/13 Ip 


F Security! medical, emergency ^ fire protection plans 


8006190329 Olscusses review of util 800527 Itr responding to questions 
re OA programs for fire protection Requests that util Zt CD 
holders be informed that responses are acceptable 
KAA8S1M P Ouallty Assurance Branch 00/06/03 Ip 


H Oensral correspondence 


6006020491 Responds to B003S4 request for info re application to 
facility of NRC revisions in plant design 6 safety stds 
resulting from TMI-fi accident Revisions published in end 
KUREOs 0978 t 0909 H/o ends 

YOUNOBLOOD.B J Licensing Branch t eO/09/SS 2pp 


B006110240 Submits Info re recent functional changes in util 
organiiational structure 

BRYAN, J K Union Electric Do 80/06/04 Ip 


0 Inspection rsportsi IE Dwlletins & correopondence 


6006120312 Responds tti IE Bulletin 00-05 re voruum condition resulting 
in damage to chemical vat control sys holdup tanks Tank 
damage due to vacuum conditians proctuded (ly design 
pTovifions or suitable vont connactioni, 

PETRICK.N A Standardised NucUar Unit Rower Plant Bystem 
00/06/06 2pp 


8 Reportable occurrences, LERs t related correspondence 


8006230016 Forwards Bachtel 000500 suppl to final deficiency rept re 
Rusk in Mfg Co vertical fire dampors Mod proposed In B00215 
final rept is unacceptable since Number 6 screws could 
become loose Ruskin has developed successful design mnd 
PETRtCK, N A Btandardlied Nuclear Unit Power Plant System 
80/05/16 8pp 


8006250394 Ack receipt of QC0Si6 final deficiency rept re Ruspln Hfg Co 
flra dampers 

CARUaONrR T Region 1, Phxladelph ia, Reactor Construction tc 
Engineering Support Branch 80/06/02 IP 


6006120311 Interim deficiency rept re centrifugal charging pump 
operation following secondary side line rupture discussed in 
800908 telcon Evaluation of transient described in 
Utftinghouie B00503 Itr will be provided pending completion 
PETRICKiN A Standardised Nuclear Unit Power Plant System 

00/06/06 2pp 


D006250403 Ack receipt of 000506 final deficiency rept r» Bunker Ramo 
Gorp electrical penetration assemblies 

CARLBONj R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 80/06/06 IP 


8006170492 Suppl smantal deficiency rept advising NRC that addl insp 
found penetration wire terminations w/lnsulation extending 
into terminal lug barrel i- incorrectly fixed lugs on wire 
module Hold on addl fabrication at Bunker Ramo establisliid 
SEtKENiS U Standardiied Nuclear Unit Power plant System 80/06/12 

2pp 


8006170612 Bupplements 000506 interim deficiency rept re quality 
Intftgrlty of penetration wire terminations. Addl terminations 
found w/insulation extending into or through terminal lug 
barrel Assessment of Bunker Remo QA ?t mgt underway 

8EIKEN.S J, Standard lied Nuclear Unit Power plant System 80/06/12 
2pp. 


A App 1 icatlon/coMstruction stage documents 4( correspondence 


8006230110 Advises BWR 4t PWR applicants of NRC derision to modify 
implementation plan prosonted in faction 4 of NUREO-0377 rs 
adequocy of applicable support structures General operating 
reactoi review procedure 4< acceptance criteiia oncl 
EISENHUT, D 0 Division of Uicensino 80/03/20 t3pp 


0006250149 Discusses reorganization of DPe of Nucloar Reactor 
Regulation 4« advises that mgt responsibilities re facility 
have been assigned to C Moon Reorganization charts end 
TEDESCD,R L Assistant Director for Licensing 80/06/12 \ipp 


G Adjudicatory correspondonco 


8006070014 Response in support of D Springer petition to intervene Addl 
Info may be helpful in reaching proper decision Oertvfirate 
of Gve 4c supporting documentation end 

PFEFFERKORM, W Pfefferkorn 4c Cooley. P A 80/03/09 4pp 


0006120024 Response in opposition to 0 Springer 80041D petition to 
intervene Intervonor advanced grounds that have been 
previously rejected in 1976-77 petitions Petition untimely 4e 
unsupported by facts CertlfUato of Rve end 

MCOARR/, J M Duke Power Co MCOARRY, J M Debevoise tt Liberman 
00/03/09 6pp 


8006170237 Ack receipt of NRC 80030S risponse to 800415 petition t. 
ASIB 800507 (rumorandum order Urges that request for 60-day 
sitenslon be considered Criticlies NRC bureaucratic 
attitude 

SPRINGER, D Affiliation Unknown 80/05/12 ip 


8006190109 Affidavit in support of R Springer 800415 petition alleging 
that neither NRC or A6LB hos fully considered potential for 
once-thtough cooling 4, tower cooling Supporting 
documentotioi, 4. Certificate of Qvc end 
SPRINGER, D Affiliation Unknown 80/03/21 IDpp 


8006200066 Forwartis Pages *|i 5 4i 6 which were inadvertently omitted 
from Exhibit A of High Rock Lake Association 800521 
affidavit 

SPRINOCR.D High Rock Lake Association Q0/O5/P3 ip 


—8006200071 Pages 4. 3 6 for Exhibit A nf High Rock Lake Association 

800521 affidavit, 

SPRINCiHRtO High Rock Lake Association /8/H/16 4pp 


8006020310 Order granting oxtonsion until 000612 for Commission to 
review fLAB-391 

CMILKrB J Office of the Secretary of the Commission 80/03/29 

ip 


8006060372 Order advising parties to file exceptions to ASL0 800222 
partial initial dec ision. LBP-aO-7, re alternate site issue, 
by 000623 Certificate of Sve end 

BIBHOPpC j Atomic Rafety and Licensing Appeal Panel 00/05/30 
5pp 


8006110342 Motion to reconsider AQLD 800222 decision or to reopen 
record due to reasons stated in D Springer affidavit 
Certificate of five end 

PFEFFERKORN, M Pfefferkorn <, Cooley t P A 00/06/06 2pp 


8006110297 Response In opposition to D Springer 800415 affidavit re 
800415 petition requosting 60-day extension to file 
documents supporting allegations Adheres to 800509 position 
Certificate of Sve end 

MCOARRY, J M Duke Power Co MCOARRY, J M Debevoise 4c Liberman 
80/06/09, 4pp 
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□00i.Sl&0l)4 1 Motion for extension until 000025 or aftor tn file 
exceptions to ASLQ 900222 partial initial decision Auaitod 
resolution of petition to reopen record based on D Bpringei 
ai^fldavit may make appeal unnecessory t4/Certi f icatp of Gve 
PFEFFEHKORN, W Ffefferkorn L Cooley, P A 00/06/11 ?pp 


0006190642 Order declaring ASLO has jurisdiction to consider D Springer 
000415 petition to intervene Will not rule on merit* until 
A8LAB decides jurisdiction question NRC must respond to 
petition t( 800415 affidavit regardless of outcome 
DOWERS, C S Atomic Safety and Licensing Eioard Panel 80/06/17 
4pp 


B006240143 Response in opposition to Interveners' B00611 motion for 
addl time to file exception* to A8L0 000222 partial Initial 
decision re alternate site issue Motion is based on Springer 
affidavit which was opposed by util W/Cor ti f Icate of Sve 
MCOARRYi J H Duke Power Co MCOAttftY, J M Debevoise & Liberman 
00/06/10 4pp 


0006230248 Response in opposition to intervenors' 000611 motion for 
extension until 600825 to file exceptions to ASLD 790202 
partial initial decision on site alternatives Certificate 
of Sve enc 1 

BARTH, C A Hearing Branch 3 00/06/19 9pp 


0006840415 Memorandum i- order , OLAa-397, extend ing time to file 
exceptions to ASLB 800822 partial Initial decision, 

L0P-8O~O9, unti I ASLB takes action on D Springer petition 8* 

interveners ' 000606 motion U until ABLAB further order 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/06/20 

lOpp 


8006850251 Response in opposition to interveners' B00606 motion to 
reconsider or reopen record Applicant has already opposed 
D Springer petition & affidavit, on which Intervanors' motion 
was basedras untimely Si unsupported Certificate of 8vc end 
MCOARRYrJ M , PORTER, W U Duke Power Co 00/06/83 3pp 


9006300496 Response In opposition to Interverior s ' 000606 motion to 
reconsider ASLB 000222 partial Initial decision ro eite 
alteinatlves Motion untimely ^ reconsideration std* not mot 
Certificate of Sve end 

BARTH. C A Hearing Branch 3 80/06/26 lOpp 


0 Advisory Committee on Reactor Safeguards reports U correspondence 


DOCKET STN-50-4B9 PERKINS NUCLFAR STATION, UNIT S 


A Applicatlon/construction stage document* tt correeponritnee 


0006230110 Advise* BWR «, PWR applicants of NRC doclelon to mod 
Implementation plan presented in Bection 4 of NUREO-0377 
adequacy of applicable support structure* Oenoral operation 
reactor review procedure acceptance criteria end * 

EI0ENKUT, D 0 Division of Licensing 00/03/80 tSpp 


8006230149 Discusses reorgani lation of Ofc of Nuclear React 
Rogulatlen L advises that mgt responsibi 1 itia* re facllitu^ 
have been assigned to C Moon Reorgani lation chart* end ^ 
TEDCSCQ.R L Assistant Director for Licenslno 00/06/12 Up 

0 Adjudicatory correspondence 


0006090014 Response in support of D Bpi ingor petition to inter 

info may be helpful in reaching proper decision Cartlf icat Addl 

of 8vc S( supporting documentation oncl * 

PFEFFERKORN, W Pfefferknrn 8« Cooley, P A 90/03/09 4 pp 


0OO61SOO24 Response in opposition to D Springer 000413 petitf 

intervene Intervenor advanced ground* that have been to 

previoufly rejected in 1976-77 petition* Petition untlmBi» i, 
untuppoi ted by fact* Certificate of Sve end ^ * 

rtCOARRV.J M Duke Power Co MCOARRY, J M Debevols* x. i < u 
80/05/09 6pp Liberman 


□006170237 Ack receipt of NRC 000503 response to 800413 o.titi 
ASLB 000507 memcrondum order Urges that request fon 60-d ** 

extension be considered Criticizes NRC bureaucratic 
attitude 

0PRINOER,O Affiliation Unknown 00/05/12 ip 


00061901B9 Affidavit in support of D Qpringer 800415 ootitin, 

that neither NRC or ASLB has folly const d.r.d poti/ti;:;,;: •“•"‘"i' 
once“through cooling tower cooling Supporting ^ 

documentation Si Cortiflcate of 9vc end 
SPRINGER, D Affiliation Unknown 00/05/21 15pp 


8006200066 Forwards Pages 4, 3 6 which were Inadvertentlu 

from Exhibit A of High Rock Lake Association 000521 ^ 

af f Idavi t 

SPRINGER, D High Rock Lake Assedation 00/05/83 ip 


0006090003 Forward* MS Plessot 000306 Itr to Jf Ahearne re near-term CP 
app 1 icati ons 

YOUNODLaUD, D U Licensing Branch I 00/03/20 2pp 


— 0006200071 Pages 4, 5 g« 6 for Exhibit A of 
800521 affidavit 

SPRINGER, 0 High Rock Lake Ascociatlon 


HHK Roa Uk, A,.„cl.Uo„ 

/'8/U/16 4pp 


- 0006090006 Discusses ACRR review of near-tarm CPs Utils identified six 
policy Issue* Interim position must be formulated to resolve 
Issues 

PLFS8ET, M 8 ACR3 - Advisory Committee on Reactor Gafeguards 
00/05/06 2pp 


0006020310 Order granting oxtonslon until 
review ALAIi-591 

CHILK, S J Office of the Secretary of 
Ip 


000612 for Cammltsioh to 
the Cammitsion 80/05/27 


Q Inspection reports, IH Bulletins & correspondence 


8006060493 Forwards IE Bulletin 80-11, ^’Masonry Walt Design " No action 
or written response required IC Info Notice 79*20, 

'■Overloading of Structural Elements Duo to Pipe Support 
Loads" end 

O'RElLLYivi P Region 2, Atlanta, Office of the Director 00/05/00 

app 


0006040395 Forwards IE Bulletin 80-12, "Decay Heat nsmoval Sys 
Operability " No written response required IE Info Notice 
80-20, "Los* of Decay Heat Removal Capability at Davis~Ho*se 
Unit 1 Nhilc in Refueling Mode'* end 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/05/09 

2pp 


0006060572 Older advising parties to file exceptions 
partial initial dec is ion, LflP-80-9, re alternate site 
by 800623 Coriiflcato of 8vc end 
DIBHDPiC J Atomic Safety and Licenalno Appeal Pan 
5pp 


to A8LR 800222 
issue, 

•I 80/05/30 


0006110342 Motion to reconsldei ASLB 800222 decision or to reQe 
record duo to reasons stated in D Springer affidavit 
Certificate of 8vc end 

PFEFFFRHORN, W Pfefferkorn i- Cooley, P A 80/06/06 a^p 


0006110297 Response in opposition to D Springer B0041S affidavit 
800415 petition requesting 60-day extension to file ' 

dacumonts supporting allegations Adheres to 800509 position 
Certificate of 6vc end 

MCOARRYcJ M Duke Power Co MCOARRY.J M Dobivoite i, i ik 
80/06/09 4pp Liberman 


8006300123 Forward* IE Circular 00-lt, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY, vi P Region 2, Atlanta, Office of the Director 00/05/13 

2pp. 


0006240220 Forward* response to IE Dulletin 00-09 re vacuum conditions 
resulting in damage to holdup tanks List* vacuum conditions 
in low pressure V holdup tanks by tank name, sys, quantity/ 
unit, design pressure protective measures 
DAIL, L C Duke Power Co 00/06/09 2pp 


0006100341 Motion for extension until 0OOB25 or after to file 
exceptions to ASLB 800222 partial initial decision Awaited 
resolution of petition to reopen record based on 0 Bpringer 
affidavit may make appeal unnecessary W/Certl f icate of 0ve 
PFEFFERKORN, w Pfefferkorn 8< Cooley, P A 00/06/11 Hpp 


B006190642 Order declaring ASLD has jurisdiction to consider 
800415 petition to intervene Mill nut rule on merits until 
A0LA9 decide* jurisdiction question NRC must retpo-nd to 
petition 6 B0D415 affidavit regardless of outcome, 

BOWERS, E S Atomic Safety and Licensing Board Panel 
4pp 


^ Springer 


80/06/17 
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8006240143 Rtmpon** in opposition to intervtnort' B00611 motion for 
iddl tifftf to file eicsptions to ASLB 800222 partial initial 
decision r« alternate site Isiue Motion is based on Springer 
affidavit which was opposed bg util U/Certif icate of Bvc 
MCOARHVj J M Duke Power Co MCOARRV. J M Debfvotse tc Liberman 
Q0/06/1B 4pp 


8006230248 Response in opposition to interveners' 800611 motion for 
•itenfion until 800825 to file exceptions to A3LB 790202 
partial initial decision on site alternatives Certificate 
of 8vc end 

BARTH, C A Hearing Branch 3 80/06/19 8pp 


0 Adjudicatorg correspondence 


8006090014 Response in support of D Spx Ingci petition to intervene Addl 
info mag be helpful in reaching proper decision Certificate 
□f 8vc & supporting documentation encl 

PFEFFGRKORM. W Pfefferkorn h CooUg, P A 80/05/09 4pp 


8006120024 Response in opposition to D Springer 800415 petition to 
intervene Intervenor advanced grounds that have been 
previouslg rejected in 1976-77 petitions Petition untlmelg & 
unsupported bg facts Certificate of Sve encl 

MCOARRY, J M Duke Power Co MC0ARRV,J M Dcbevoite & Liberman 
80/05/09 6pp 


8006240415 Memorandum 6 order, ALAB-597i extend ing time to file 
exceptions to A9L0 000222 partial initial decision, 

LaP”80-09i untl I A&LB takes action on D Springer petition 8, 
Intervenors' 500606 motion << until A6LAQ further order 
BIfiHQP,C J Atomic Safebg and Licensing Appeal Panel 00/06/20 
lOpp 


8006250251 Response in opposition to intervenors' 000606 motion to 
reconsider or reopen record Applicant has already opposed 
D Bprtnger petition 6 affidavit, on which intervenors' motion 
was based, as untlmelg U unsupported Certificate of Bvc encl 
MCOARRV.J M , PORTER. W L Duke Power Co 80/06/23 3pp 


8006300496 Response in opposition to intervenors' 800606 motioh to 
reconsider A6LB 800222 partial initial decision re site 
alternativei Hotion untimely 6 reconsideration stds not met 
Certificate of Sve encl 

BARTH, C A Hearing Branch 3 80/06/26 lOpp 


D Advisory Committee on Reactor Safeguards reports 6 correspondence 


0006090003 Forwards MS Plesset 800506 Itr to JF Ahearn* re near-term CP 
epp 1 icationf 

YOUNOBLQOOrfi J Licensing Branch 1 80/05/28 2pp 


—8006090006 Olscuists ACRS review of near-term CPt Utils Identified six 
policy Issues Interim position must be formulated to resolve 
iisust 

PLESBET. H G ACRS - Advisorg Committee on Reactor Safeguards 
80/05/06 2pp 


0 Inspection reports, IE Bulletins & correspondence 


8006060493 Forwards IE Bulletin GO-li. "Masonry Wall Design No action 
or written response required IE Info Notice 79-28, 

''Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 00/09/00 
2PP 


8006040359 Forwards IE Bulletin 80-12. "Decag Heat Removal Bys 
Operability " No written response required IE Info Notice 
60-20, "Lost of Decay Heat Removal Capability at Davls-Besse 
Unit 1 While in Refueling Mode" encl 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 00/09/09 

2pp 


0006300123 Forwards IE Circular 00-ili "Emergency Diesel Generator Lube 
Oil Cooler Failures •' No written response required 
O'REILLY, J.P Region 2, Atlanta, Office of the Director 80/09/13 

2pp 


BOO624O220 Forwards response to IE Bulletin 00-09 re vacuum conditions 
resulting in damage to holdup tanks Lists vacuum conditions 
In low pressurt & holdup tanks bg tank name. sgs, quantity/ 
unit, design pressure protective measures 
DAILrL C Duke Power Co 00/06/09 2pp 


DOCKET aTN-SO-490 PERKIN3 NUCLEAR STATION, UNIT 3 


A Applicatlon/cons truettan stage documents Ic correspondence 


8006230110 Advises BWR U PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria encl 
E18ENHUT. D 0 Division of Licensing 60/05/20 13pp 


8006290149 Discusses reorganization of Ofc of Nuclaar Reactor 
Regulation tt advises that mgt rtsponslbi 1 ities re facility 
have been assigned to C Moon Reorgani zafcion charts encl 
TEDE8C0,R L Assistant Director for Licensing 00/06/12 llpp 


0006170237 Ac k receipt of NRC 800505 response to 600415 petition 6 
ASLB 800507 memorandum 6 order Urges that roquest for 60-day 
extension bo considered Criticxioa NRC bureaucratic 
attitude 

SPRINOERiD Affiliation Unknown 80/05/12 Ip 


8006190109 Affidavit in support of D Springer 800415 petition alleging 
that neither NRC or ASLB has fully considered potential for 
once-through cooling 6 tower cooling Supporting 
documentation 6 Certificate of Bvc end 
springer, D Affiliation Unknown 60/05/21 I5pp 


B006200066 Forwards Pages 4, 5 6 6 which were inadvertently omitted 
from Exhibit A of High Rock Lake Association 000521 
affidavit 

SPRINGER, D High Rock Lake Association 80/09/23 ip 


0006020310 Order granting extension until 000612 for Commission to 
review ALAD-991 

CHILK. 8 J Office of the Secretary of the Commission 00/09/29 

Ip 


8006060572 Order advising parties to file exceptions to ASLB 800222 
partial initial dec ision, LBP-80-9, re alternate site Issue, 
bg 800623 Certificate of Bvc end 

B18H0P,C J Atomic Safety and Licensing Appeal Panel 00/09/30 
5pp 


0006110342 Motion to reconsider ASLB 000222 decision or to reopen 
record due to reasons stated in D Springer affidavit 
Certificate of Bvc encl 

PFEPFERKORN, W Pfefferkorn L Cooley, P A 00/06/06 2pp 


8006110297 Response in opposition to D Springer 800419 affidavit re 
800415 petition requesting 60-day extension to file 
documents supporting allegations Adheres to 800509 position 
Certificate of Bvc end 

HCGARRYiJ M Duke Power Co MCOARRY, J M Debevoise It Liberman 
80/06/09 4pp 


0006180341 Motion for extension until 000829 or after to file 
exceptions to ASLD 800222 partial initial decision Awaited 
resolution of petition to reopen record based on D Springer 
affidavit mag make appeal unnecessary W/C«r tif i cate of Sve 
PFEFFERKORN, g Pfefferkorn L Cooley, P A 00/06/il 2pp 


8006190642 Order declaring A8LB has jurisdiction to consider D Gprlnger 
000419 petition to intervene Uill not rule on merits until 
ASLAB decides jurisdiction question NRC must respond to 
petition & 000415 affidavit regardless of outcome 
BOWERS, E 8 Atomic Safety and Licensing Board Panel 00/06/17 
4pp 


0006240143 Response In opposition to intervenors' 000611 motion for 
addl time to file exceptions to ASLB 000222 partial initial 
decision re alternate site issue Motion is based on Springer 
affidavit which was opposed by util W/Cer t 1 f ieate of 8vc 
MCQARRYiJ M Duke Power Co MCOARRY, U M Debevoise It Liberman 
80/06/16 App 


8006230S4B Response in opposition to intervenors' 800611 motion for 
extension until 800025 to file exceptions to ASLB 790202 
partial initial decision on site alternatives Certificate 
of 6vc encl 

BARTH, C A Hearing Branch 3 80/06/19 Opp 


6006240415 Memorandum t; order, ALAD-597, extend ing time to file 
exceptions to A0LO 800222 partial initial decision, 

L0P-QO-O9, until ABLB takes action on D Springer petition It 

Intervenors' 800606 motion & until ASLAB further order 

BISHOP, G U Atomic Safety and Licensing Appeal Panel 60/06/20 

lOpp 
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0006250231 Response in opposition to intervenors' 800606 motion to 
reconsidoT or reopen record Applicant has already opposed 
D Springer petition b affidavit.on which intervenors' mdtion 
was basedfiis untimely V unsupported Certificate of Sve end 
MCOARRY. J M - PORTER, W U Duke Power Co 80/06/23 3pp 


8006300496 Response in opposition to intervenori^ B00606 motion to 
reconsider ASLR 000222 partial initial decision re site 
alternatives Motion untimely T* i ec one i derat ion stds not met 
Certificate of Sve enc 1 

BARTH, C A Hearing Branch 3 80/06/26 lOpp 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8006090003 Forwards MS Plessefc 800306 I tr to JF Ahearne re near-term CP 
app 1 i cat 1 ons 

YQUNODLODD. □ J Licensing Branch I 60/05/28 2pp 

— 0006090006 Discusses ACRS review of near-term CPs Utils Identified six 
policy issues Interim position must be formulated to resolve 
issues 

PLESSET, M 8 ACRS - Advisory Committee on Reactor Safeguards 
00/09/06 2pp 


Q Inspection reports, IE Bulletins & correspondence 


8006060493 Forwards lE Bulletin GO^ll, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-’23# 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/03/00 

2pp 


8006040355 Forwards IE Dulleiin 00-12, "Decay Heat Removal 8ys 
Operability " No written response required IE Info Notice 
0O“2Or "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While in Refueling Mode" end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/09 
2pp 


G006300123 Forwards IE Circular 00-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/03/13 
2pp 


8006240228 Forwards response to IE Bulletin 00-03 re vacuum conditions 
resulting in damage to holdup tanks Lists vacuum conditions 
In low pressure holdup tanks by tank name, sys, quantl ty/ 
unit, design pressure lc protective measures 
DAIL, L C Duke Power Co 00/06/09 2pp 


ODCKET 8TN-50-491 CHEROKEE NUCLEAR STATION, UNIT 1 


A App 1 ication/construct Ion stage documents 8< correspondence 


0006230110 Advises BNR in PHR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure acceptance criteria end 
EISENHUT.D G Division of Licensing 00/03/20 13pp 


8006300306 Forwards r aor gan 1 la t i on chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
C Moon Transition being made w/min of disruption to ongoing 
activities 

TEDESCO, R L Assistant Director for Licensing 80/06/12 2pp 


0 Inspection reports, IE Bulletins U correspondence 


0006060493 Forwards IE Bulletin 00-11, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-20, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/00. 

2pp 


8006090142 Ac k receipt of IE Insp Repts 90-491/00-03,80-492/00-09 4, 
30-493/00-03 No proprietary info 
DAIL.L C Duke Power Co 00/03/08 Ip 


—0006090144 Forwards IE Insp Repts 30-491/80-03,50-492/00-03 tt 50-493/ 
80-03 on 000413-17 6 notice of violation 

MURPHY, C £ Region 2, Atlanta, Reactor Construction «( Engineering 
Support Branch 60/04/29 2pp 


— 8006090156 IE Insp Repts 50-491/00-05,50-492/80-05 & 50-493/80-05 on 
800415-17 None amp 1 lance noted survey loop closure data 8, 
settlement monitoring on Unit 1 L auxiliary bldg not 
documented performed as required 

CONLGN, T E Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch HARRIS. J R Region 2. Atlanta, Office of the 
Director 80/04/29 4pp 


6006040355 Forwards IE Bulletin 00-12, "Decay Heat Removal Syt 
Operability “ No written response required IE Info Notice 
00-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While in Refueling Mode" end 

O'REILLY. J P Region 2. Atlanta, Office of the Director 00/05/09 

2pp 


8006300123 Forwards IE Circular 00-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 00/05/13 

2pp 


8006240228 Forwards response to IE Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Lists vacuum conditions 
in low pressure 6 hoidup tanks by tank name, sys, quantity/ 
unit, design pressure 6 protective measures 
DAIL, L C Duke Power Co 00/06/09 2pp 


S Reportable occurrences. LERs tt related correspondence 


0006200024 Final Part 21 ropt re mixed heat of steel supplied by US 
Steel from which 4-inch elbows 2-lnch tees were mfg to 
A234MPQ requirement Investigations conducted & closed at 
46 Listed facilities 

8EAY.U L Chemtron Corp , Tube Turns Dlv 00/06/06 3pp 


DOCKET 9TN~50-492 CHEROKEE NUCLEAR STATION, UNIT 2 


A Application/construction stage documents & correspondence 


6006230110 Advises DNR PWR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREO-OS77 re 
adequacy of applicable support structures General operating 
reactor review procedure 4, acceptance criteria end 
EI8ENHUT, D G Division of Licensing 80/05/20 13pp 


0006300306 Forwards reorganiiatlon chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters Uill be handled by 
C Moon Transition being made w/mln of disruption to ongoing 
activities 

TEDESCO, R L Assistant Director for Licensing 80/06/12, 2pp. 


0 Inspection reports, IE Bulletins St correspondence 


0006060493 Forwards IE Bulletin 60-11. "Masonry Nall Design " No action 
or written response required IE Info Notice 79-28, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, P Region 2, Atlanta, Office of the Director 80/05/08 

2pp. 


0006090142 Act receipt of IE Insp Repts 30-491/80-03,50-492/00-08 6 
30-493/80-03 No proprietary Info 
DAIL,L C Duke Power Co 0O/O3/OB Ip 


— 0006090144 Forwards IE Insp Repts 50-491/60-05,50-492/00-03 It 50-493/ 
00-03 on 000419-17 k notice of violation 

MURPHY, C.E Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch 00/04/29 2pp 


—0006090147 Notice of violation from insp on 000415-17 

e Region 2, Atlanta, Office of the Director BO/04/29 Ip 


—0006090136 IE Insp Repts 50-491/00-03,30-492/00-03 It 50-493/00-05 on 
000415-17 Noncompliance noted survey loop closure data It 
lattlement monitoring on Unit 1 It auxiliary bldg not 
documented It performed as required 

CONLON, T E Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch HARRIS, J R Region 2, Atlanta, Office of the 
Director 00/04/29 4pp 


6006040333 Forwards IE Bulletin 00-12, "Decay Heat Removal Sys 
□peratlllty " No written response required IE Info Notice 
00-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 Hhlle in Refueling Mode" end 

□'REILLY, J P Region 2, Atlanta, Office of the Director BO/05/09 

2pp. 


— 8006090147 Notice of violation from imp on 000418-17 

a Region 2. Atlanta, Office of the Director 80/04/29 Ip 
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Q0063UOia3 FortJ^rds IE Circular 00-Ui "Emargencg Diesel Generator Lube 
Oil Cooler FailuT6» "■ No uritton response required 

O'nEILLVf J P Region Atlanta. Orflce of the Director BO/05/13 

2pp 


6OO624OS20 Foruards \fl*ponse to IE Bulletin 80-05 rc vacuum conditions 
resulting in damage to holdup tanks Lists «acuuri conditions 
In lou prossuro holdup tanks bg tank quanti bg/' 

unit«<}ciifln pressure protective measures 
DAIL.U C Duke Power Co 0O/O&/O9 2pp 


8 Reportable occun ences. LERs t related correspondence 


80'0&200C24 Final Part SI rcpt re nixed heat of steel supplied bg US 
Steel from which 4-lnch elbows fti 2-lnch tees were rnfg to 
A234WPD requirement Investigations conducted L closed at 
listed facilities 

SEAY- -J L Chfl-ntron Corp . Tube Turns Div 0O/O&/O6 3pp 


DOCKET 6TH-50-493 CHEROKEE NUCLEAR STATlONi UNIT 3 


A App 1 i cat 1 on/ c ons true t i on stage documents & correspondence 


8006230110 Advisns BUR fc PWK applicants of NRC decision to modify 
Imp 1 ementot 1 Q n plan prosented in Section 4 of NURE0'*0577 re 
adeq-u«cg of applicable support structures Ooneral operating 
reactor roview procedure U acceptance criteria end 
EIBENHUT. 0 0 Division of Licensing 60/05/20 13pp 


6006300306 Foruards raorgani lation chart for Qfc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
C Moor> Tronsition being made w/min of disruption to ongoing 
activities 

TEDESCO/R L Assistant Diroctor for Licensing 00/06/12 2pp 


Q Inspection reportsi IE Bulletins tt correspondence 


6006060493 Foruards IE Bulletin BO'-lli "Masonry Uall Design *' No action 
ar written response required IE Info Notice 79-26- 
"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

Q'REILLY/J P Region 2, Atlanta- Office of the Director 60/09/06 

2pp 


8006090142 Ack roceipt of IE Insp Repts 50-491/60-05- S0-492/S0-05 h 
50-493/00-05 Mo proprietary info 
DAIL-L C Duka Pouer Co 60/05/06 ip 


--Q006090144 Forwards IE Insp Repts SO-491/80-05. 90-492/80-09 t< 90-493/ 
60-09 on 800415-17 notice of violation 

HURPHYrC E Region 2, Atlanta- Reactor Construction Sc Engineering 
Support Branch 00/04/29 2pp 


— 8O06O90147 Notice of violation from insp on 000419-17 

* Region 2- Atlanta- Office of the Director 60/04/29 Ip 


— B0060901S6 IE Imp Repts 50-491/60-09.50-492/00-05 S. 90-493/00-05 on 
800419-17 Noncompliance noted survey loop closure data k 
settlement monitoring on Unit 1 & auxiliary bldg not 
documented Sc performed as required 

CDNLONiT.E Region 2. Atlanta. Reactor Construction Sc Englnoerlng 
Support Branch HARRIS. J R Region S. Atlanta- Office Of the 
Director 00/04/29 4pp 


0OO6O4O3S5 Foruards IE Bulletin 80-12- "Decay Heat Removal 8ys 
□perablllty " No written response required IE Info Notice 
aO-20, "Loss of Decay Heat Removal Capability at Davii-Besie 
Unit 1 While in Refueling Mode" end 

O'REILLVr J P Region 2, Atlanta. Office of the Director 60/09/09 

app 


S00630&I23 Forwards IE Circular 80-11- "Emergency Diesel Generator Lube 
on -Cooltr Failures “ No written response required 
Q^REILLV^ J P Region 2- Atlanta- Office of the Director 00/09/13 

2pp 


8006240226 Forwards rasponse to IE Bulletin 00-03 r* vacuum conditions 
reiultln] in damage to holdup tanks Lists vacuum conditions 
In low pressure S- holdup tanks by tank name- sys- quantity/ 
unit- design prassure & protective measures 
DAILj L C Duke Power Co '00/06/09 2pp 


S Hop or table occurrences. LERs 4 related correspon do nco 


S006200024 Final Part 21 rept ro miiod heat of steel supplied by U5 
Steel from which 4-inch elbows I ^-uich toes were mfg to 
A234WP0 requirement Investigations conductod k closed at 
46 listed facilities 

SEAY.^iL Chemtion Corp , Tube Turns Div 00/06/06 3pp 


DOCKET 50-496 MONTAGUE NUCLEAR POWER &TAT10M- UNIT 1 


A Ap p 1 i c at 1 on/c ons true 1 1 on stage documents k correspondence 


B0D62301 10 Advises BUR 6 PUR applicants of NRC decision to modify 
Implementation plan pi esented in Soction 4 of NUREG-05/7 ro 
adequacy of applicable support structures GencMal operating 
reactor review procedure 6 acceptance criteria end 
EISENHUT- D 0 Division of Licensing 00/05/20 iSpp 


DDCKET 50-497 MONTAGUE NUCLEAR POUER STATION- UNIT 2 


A App 1 Ication/consti uct ion stage documents & carr'ospondonce 


0006230110 Advises EWR k PUR applicants of NRC decision to modify 
implomontation plan presented in Baction 4 of NUREO-0577 ro 
adequacy of applicable support structiiros General operating 
reactor review procedure & acceptance criteria encl 
EISENHUT.D 0 Division of Licensing 80/05/20 i3pp 


DOCKET 8TN-90-495 SOUTH TEXAS PROJECT, UNIT 1 


A App 1 icat lon/construct ion stage documents & correspondence 


0006230110 Advises BUR & PUR applicants of MRP decision to modify 
implemantatlon plan presented In Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure k acceptance criteria end 
EISENHUT-D 0 Division of Licensing 80/09/20 IQpp 


6006060259 Advisee that CAW 79-37 will be withheld from public 
disclosure per 10CFR2 790 Documeiit is part of package sent 
by util on 791120 representing detailed technical audit of 
fuel design 

BCHUENCER.A Operating Reactors Branch 2 B0/03/S2 3pp 


6006130150 Notification of 800710 meeting u/util in Sethesda. MD r« 
soi t/structure interaction study Meeting arginally scheduled 
for 000626 

SELLS- D Licensing Branch 2 00/06/02 ip 


0006190688 Notification of 800626 mooting w/irtil in DethesdaiMD to 
discuss soil/structure interaction study 
SELL8- D Licensing Branch 2 SO/06/02 3pp 


F, Security, medical, emergency k fire protection plans 


8009130317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities undor development 

EI8ENHUT. D 0 Division of Operating Reactors 80/04/25 61pp 


SOO6O9O360 Responds to NRC 791121 Ur ro upgraded emergency plan* Util 
will defer submittal of upgraded plan until later date 
consistent w/project licensing schedule & development of NRC 
guidance 

MCGUIRE. W F Houston Lighting t Power Co 80/09/20 3pp 


G Adjudicatory correspondence 


8006120070 Confirms 6 notifies of agreement for DE Sway it 000619-21 
deposition- sub j to A8LB granting of motion for discovery 
extension Place will bo determined at later time 
COWAN- F E Baker k Botts 60/04/28 Gpp 


6006120278 Confirms notifies parties of L Blnkin 0OO61B deposition 
Rescheduling necessitated by involvement in other hearing 
Suggests 800617 for Buchorn deposition Related 
correspondence 

COWAN- r E Baker Dotts BO/05/05 3pp 


6006060478 Motion to compel Citiiens for Equitable Utils to provide 
further answers to first set of Interrogatories Intervener 
B00423 answer* incomplete k somstime* irrelevant It 
unresponsive Certificate of Sve end 

COWAN- F E . NEWMAN, J R Houston Lighting k Power Co COWAN- F E 
Baker It Botts 60/05/06 lipp 
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0006200 J 29 Ack Po0506 tclcon re agreemont for P Quchorn G00617 
deposition in San Antonio>TK Siiikin dopositvon uill be taken 
on aOriilB h Swagze on 800619-iJl 
C0UAN< F C Baker % [lotls BO/05/08 3pp 


0006110267 Confirms final at i angoments for P Eluchorn«L Sinkin ?c 
D Guagis depositions P Puchotrt \ L Sinkin depositions 
scheduled G0061 / f IGi rospoc t i ve Igi in San Antonio. TX & 

D StiJagze deposition scheduled Q00619 in Bag Cltg*TX 
COWAN, r E Baker t Botts QO'OS/20 3pp 


B006190595 Submits supportive evidence For 000527 request that NRC 
convene public hearing on 000*130 show cause order re 
violations noted in NRC investigation Interveners should 
be able to present evidence re contentions Memo one 1 
sinkin, L Cltiiens Concerned About Nuclear Pouer. Inc SlNKINi L 
Cltliens for Equitable Utilities 00/05/28 I3pp 


Q006030139 Advises that NRC has received Houston Lighting & Power 
800523 Itrs in response to [E 800530 Itr re order to shoui 
cause, notice of violation ^ notice of proposed impositlnn 
of civil penalties 

f1CGURREN,H 3 Hearing Branch 1 00/05/30 Ip 


8006110340 Discusses possible solutions to matter raised bg P Buchorn 
at 800529 meeting concerning application for OL Suggests 
that P Uuchorn submit list of specific documents for 
oiamination or duplication 
COWAN, r E Baker U Botts QO/06/02 3pp 


6006180506 Response in opposition to Cltiiens Concerned About Nuclear 
Power Citizens for Equitable Utils request for hearing re 
tE 600430 order to show cause Petitioners failed to 
establish right to hearing Certificate of Sve end 
CULP.R H / COWAN/ F Houston Lighting Power Co CULP. « H 

Loweristein. Newman/ Re 1 s/ Axelrad 6 Toll 80/06/13 I3pp 


8006260196 Motion to dong Citizens Concerned About Nuclear Power 6 
Citizens for Equitable Utils' 000527 request for hearing re 
1C 800430 order to show cause whg saf etg^velated const 
activities should not be stopped Certificate of Qvc one I 
LIEBERMAN.J , BURNS/ S 0 Rulemaking h Enforcement Division 
80/06/24 12pp 


'•'B00626019Q Requests hearing on behalf of Matagorda Countg/TX citizens 
re NRC 800430 ropt sent to Houston Lighting ii Power H 
Scarlett 800504 article in Houston Post 8e Citizens of 
Matagorda Countg petition enc 1 
KEEN/N Affiliation Unknown 00/05/15 3pp 


—8006260200 Submits Bexar County/ TX. 21st Senatorial district convention 
reso luti on, requesting hearing to provide public u/full info 
re order to show cause based on util violations 
ANDERSON/ I H Affiliation Unknown 80/05/19 Ip 


-~B006260201 Requests hearing on behalf of Houston Oulf Coast Bldg Trade 
Council in Matagorda Countg/TX 
VAN HDYiO Affiliation Unknown 00/05/20 Ip 


H General correspondence 


80060602Q4 Opposes licensing of power plant Informs NRC that legal 
action will be taken to prevent licensing 

OUNSTON/P I DUNSTON/L Affiliation Unknown 80/06/01 Ip 


K Utilitg Final Safety Analgsis Report iF8AR) V amends 


8006180370 Forwards Amend ii to FGAR. cons i sting primarily of responses 
to NRC 800318 request for addl QA info 

0PRtA,0 W Houston Lighting 8* Power Co B0/06/1G 3pp 


— 0006180373 Amend 11 to F8AR/ cons isting primarilg of responses to NRC 
800318 request for add) GA info 

OPREA. 0 W Houston Lighting ^ Power Co 80/06/12 96pp 


M Antitrust correspondence 


8006130243 Discove, g ropt for Mar 1980 No discoverg requests Initiated 
or received Certificate of 8vc change of address notice 
end 

JOHN/ D F Southwest Texas Electric Cooperative UDHNr D F 
McDermott/ Wi 1 1 it Emory 00/04/16 Spp 


0006060428 Corrncts misstatement of fact in Public Utils Board of Citg 
of Bt ownsvillirt TX Mar-Apr 1980 disteverg rapt Failure to 
participate in J Bruggeman deposition was due to counsel 
independent decision not to attend Certificate of 8vc tncl 
STAHL. D M Isham. Lincoln 6 Beale 80/05/01 6pp 


0006120056 Motion for 800509 prehearing conference to apprise AGLB of 
status of settlement discussions Proposed order & 

Certificate of Sve end 

CYPHERT.S B , DDPSOVIC. D A . LUQUE. N Justice/ Dapt of 80/05/05 
Spp 


8006120292 Discoverg rept for April 1980 No dlscoverg requests received 
or initiated Certificate of Sve end 

WOOD/ J C San Antonio, TX WOOD. J C Matthews/ Nowlin, Macfarlane 
6 Barrett 80/05/05 4pp 


8006060026 Advises that Public Utils Board of Citg of Brownivi I le, TX 
does not agree w/DM Stahl version or facts re Druggeman 
deposition Labeling matter as misunderstanding considered 
as polite understatement 

POIRIER, M R Spiegel McOiarmid BO/05/07 ip 


8006050555 Forurai ds status rept Deliverg arrangements made for 800513 
KNUTTS. J B Debevoise Liberman 80/0S/09 Ip 


'""S0060S0561 Status tepL re settlement negotiations' progress 
Discussions are continuing Urges ASLO to hold prehearing 
conference bg 800514 requests deferral of ruling on 
extension Certificate of Sve & supporting documents end 
0 AMP ELS, M D Texas Utilities Co 8AMPELS, M D Horshami Forsgthe 

It Gampels GO/05/09 20pp 


8006060033 Forwards Houston Lighting 6 Power status of settlement rept. 
per A8LB 000410 order Affidavit not appropriate 

GREEN I D G Lowenstein/ Newman/ Rei S/ Axelrad t* Toll 00/05/09 Spp 


*"-8006060036 Status of settlement rept per ASLB 800410 order deferring 
trial briefs* final prehearing conference b evidentiarg 
hearing Urges addl 30-dag extension for continuance of 
negotiations due to complexity Certificate of 8vc end 
BARNETT/ E W Houston Lighting ta Power Co 00/05/09 7pp 


8006060492 Status rept re settlement discussions' progress Urges ASLB 
to convene pretrial conference to accommodate outstanding 
d iscovery, final trial preparation 1 resolution of remaining 
procedural matters Certificate of Sve end 
eVPHERT/S 0 / PARMENTER/F / DOPGOVIC.D A Justice. Dept of 
00/05/09 9pp 


8006110233 Forwards rept on status of settlement 

OREEN/ D Q Lowensteln. Newman. Rel S/ Axelrad Toll 80/05/0? 2pp 


8006180189 Ropt on settlement negotiations Suggests that conference be 
held to determine addl time needed bg applicant Trial should 
bo preceded bg pretrial conference to accommodate discovery 
it other matters W/Certif icate of Sve 

eVPHERT/S 0 . PARMENTEH.F . DOPSOVIC. D A Just Ice, Dept of 

80/05/09 9pp 


8006230157 Settlement status rept bg Public Utils Board of Brownsville. 
TX Proposes early trial schedule & 30~day extension to 
explore possibility of settlement Certificate of 8vc tncl 
SPIEOEL.O Brownsville. TX 8P1EGEL, 0 Spiegel U McDlarmid 
80/05/09 6pp 


6006240250 Status rept on settlement negotiations per A8LD 800410 
order Requests 30-dag extension in procedural dates to allow 
continuation of discussions Certificate of 8vc end 
6TAHL.D M Central S. South Nest Servlceir Inc STAHL* D h Ilham. 
Lincoln t* Beale 60/05/09 12pp 


B006250193 Submits status rept on settlement negotatians per ASLB 
800410 order Joint ownership agreement will be completed bg 
eOtlOl Supporting documentation i, Certificate of Sve end 
BURCHETTE.W H . RlTTS.F H Texas-Loui siana Electric CoopeTatlve* Inc, 
DURCHETTEfW H Northeutt Ely 80/03/09 29pp 


8006060541 Discovery rept for Apr 1980 Util counsel participated In 
depositions of NC Lerner fc Q Taylor* expert economic 
witnesses for NRC £* DOT. respec ti vi ly 

AHEARN.C D Texas Utilities Co AHEARNE. C D Debevoise t( Liberman 
BO/03/iS Spp 


0006090175 Discovery rept for Apr 1960 Participated In NC Learner It 0 
Taylor depositions Roveived NRC updated response to Houston 
Lighting It Power second set of Interrogatories Inspected NRC 
documents designated bg expert witness 

AHEARN.C D Texas Utilities Generating Co AHEARN.C D Debevoise t« 
Liberman 80/05/13 Spp 


8006200142 Discoverg rept for Apr I960 Participated in GTC Taylor 
deposition Responded to Houston Lighting (< Power motion to 
compel production of documents Undertook settlement 
^discussions & trial preparation Certificate of 8vc tncl 
CYPHERT.S 0 Justice. Dept of 80/05/19 Spp 
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G006060361 Discusses rsvieu of 800S0? ifocoment rt q.uflfition of 
if iicorinact i nj f 4 cilitiB» in event of interconntc tion in 
Inttritaio comoierce Com-fflission should not agree prematurely 
to license conditions re federal jurisdiction exemption 
8 PIEGEL 4 0 Spiegel & tlcOiarmid 80/05/20 2 pp 


fi0061&0163 Motion to estatlish trial (i procedural dates propose* 800609 
for settleiR-ent reptSrG00610 for prehearingt B00613 for 
witnasi lists 81 brief sj 800627 for responding parties tt 
800701 for final prehearing conference U/Certif Icate of Bvc 
CYPHEIlTiS D , PAHMeNTES.F . DOPSOVIC.D A JgsticeiDept of 
80/05/21 6 pp 


&006i70242 Discovery rept for Apr I960 Attended continuation of MC 
Lirner dtpositlon Responded to Houston Lighting li Poutr 
first set of interrogatories Joined parties' motion for 30- 
dag extension Certificate of Svc end 

CARHEV. J A Central & South Hest Corp 80/05/22 6 pp 


1006170004 Forward* corrected Page 3 to DOJ 600521 motion to establish 
trial U other procedural dates 
CVPKERTi 8 B JustictrDept of 80/05/33 Ip 


—8006170007 Corrected Page 3 to DOJ 800521 motion to establish trial |c 
other procedural dates Certificate of Svc end 
CyPHERT, a B , PARMEMTERrF 1 D0P8OVIC. D A Justice. Dept Of 
80/05/21 4pp 


0006120052 Replg in opposition to DOJ 800521 motion to establish trial 
Ic other procedural dates Request premature A 6 LB should 
adhere to previous discretion that parties address schedule 
at 800610 prehearing conference Certificate of Bvc end 
KNQTTSjif B Texas Utilities Qantratlng Co KNOTTSi J. D Dsbevolie li 
Liberman BO/05/26 9pp 


0DO6O5O27S Notice of appearance In proceeding Certificate of Bvc end 
LEMI 8.8 H Hearing Branch 2 80/06/03 4pp, 


8006110076 Advises that fl'an Antonio has neither received nor Initltated 
diieoverv during Hay 1980 Certificate of Qvc end 
WOOD. J C, Matthews. Noulin. Macfarlane $< Barrett, 60/06/03 4pp 


6006110162 Notifies parties that BH Lewis, appearing in proceeding on 
behalf of NRC.is nephew of 0 Spiegel of Spiegel fc KcOlaraiidr 
representing Public Utils Board of Cltg of Brownsvll le. TX 
No conflict of Interest exists 
CHANANIA. F.D Antitrust Division 80/06/06 Ip. 


0006110302 Rept on settlement negotiatione per ASLB 800913 order 
Request* 30-dag extension for procedure! deiet to resolve 6 
nerrow issues Prehearing conference should be held et end of 
extension Certificate of Svc end 

8 AHPEL 8 . M. D. « KNDTT 8 . J 8 Texas Utilities Oenereting Co 
SAHPELB.tl D Warsham. Forsythe Si Sampeis 80/06/09. Spp 


8006110392 Second settlement status rept per A 8 LB 600913 order. Urges 
addl 60 to 90-dag extension to permit continued efforts 
Complex areas re uheellng 4i access to de interconnection* 
renain under continuing studg. Certificate of 8 vc end. 

CHANANIA.F D Antitrust Division 80/06/09. 7pp 


6006110397 Settlement status rept per A 8 LB 800913 order Urge* 
establishment of trial date to complete outstanding A 8 LB 
discovery! to resolve ASLAB dlscoverg k to expedite final 
trial preparation Certificate of Bvc end 
CYfHERTjS.B Justice. Dept of 80/06/09, 6 pp 


6006110364 Rept on settlement negotiation* per ASLB 800913 order Urges 
addl txtani&on to entertain further eubstantlal progress 
Expects to execute agreement w/Centrel V South West Corp li 
TX Utils Cenerating Co, Certificate of Bvc end 
BARNETT* E. VI. Houston Lighting & Power Co * Baker 6 Botts » 
Lowentteim Newman. Reis, Axelrad Toll, 80/06/09. 7pp 


6006110371 Rept on settlement negotiations by Public Utils Board of 
City of BrowniviUti TXi per ABLB 800913 order. Bubni tied draft 
of tranemlsslon agreement ti rates to Central It South Nest 
Corp. No responsi received Certificate of Svc end, 

BPIEQEL.O. Texas. Stats of. SPIEOEL.O Spiegel 6 McDiarmid 
60/06/09. 6 pp. 


6006110379 Rapt on settlement dlicussions per AGLB 800913 order. South 
Nett Go reached agreement u/Houeton Lighting h Power ti TX 
Utils Co. Differences w/Public Utils Board of Browntvl lie. TX 
not get resolved. Certificate of Svc end 

BTAHL.D.H, Central It Sooth Nest Services! Inc STAHL. D H Isham. 
Lincoln Beale, 60/06/09 8 pp, 


0006190454 Submits settlement nogotiations status rept per ASLD 800513 
order TX LA 8 TX Power 8 Light Co resolved differences 
in Itr of intent Petition to intervene will be amended to 
reflect new position Certificate of Svc end 
BURCHETTC.W H , RITTS.F H Northcott Ely 30/06/09 Spp 


8006200167 Rept on settlement negotiations status South TX Electric 
Cooperative 6 Medina Electric Cooperative should be brought 
into settlement process due to readiness to address concerns 
re protection of certain interests Certificate of Svc end 
JOHN, D F , HUNTER. H Med ina* 1 ec tr Ic Coapera t i ve , Inc JOHN. D F 
McDermott. Will U Emery 30/06/09 6 pp 


0OO611OS66 Forwards settlement agreement, executed 000609 

BOUKNIGHT.J A Louenstein. Newman, Reis. Axelrad 8 » Toll 80/06/10 
»P 


-—6006110262 Settlement agreement for all outstanding controversies re 
question whether Electric ReHabilltg Council of TX should 
be interconnected w/Southuest Power Pool Certificate of Svc 
enc 1 

JORDAN. D D Houston Lighting ir power Co FARRINGTON. J 8 Dal la* 
Power L Light Co MAROUARDT. W Texas Electric Service Co 
80/06/09 19pp 


6006190590 Order advising that further settlement negotiations status 
repts are to be filed by 600711. that another prehearing 
conference be held dn 800714 4’ that discovery question be 
deferred until further developments Urges fair agreement 
BI6H0P. C J Atomic Safety and Licensing Appeal Panel 00/06/16 
Spp 


N Antitrust hearing transcripts 


6006170743 Transcript of 800610 prehearing conference in Bithesda.HD 
Pp 832-890 Morning session 

• Atomic Safety and Licensing Board Panel 00/06/10 99pp 


8006230294 Proposed corrections to 600610 prehearing conference 
transcript Certificate of Svc end 
CYPHERT. 8 8 Justice. Dept of 80/06/16 Spp 


Q Inspection reports. IE Bulletins 1 correspondence 


8006300053 Forwards IE Circular 80-09. "Emergency Diesel Generator 
Lubricating Oil Addition It Onsite Supply " No written 
response required 

fiEVFRlT. K V Region 4. Dallas, Office of the Director 00/04/01 
IP. 


0006130194 Forwards notice of violation from imp on 800301-31 IE Imp 
Repts 90-498/80-09 & 90-499/80-05 will be issued in near 
future 

8 EIDLE. N. C Region 4. Dallas, Reactor Construction It Engineering 
Support Branch 80/04/04 2 pp, 


—0006130203 Notice of violation from Ipsp on 000301-31 Noncomp Hance 
noted failure to provide timely reply to item of 
noncompliance ii failure to provide timely notification of 
const deficiencies 

« Region 4. Dallas, Office of the Diractar 80/04/04 2pp 


8006130069 Forwards IE Insp Repts 90-498/80-09 & 90-499/80-09 on 
800301-31 

SEIDEL, N.C Region 4, Dallas. Reactor Construction <« Engineering 
Support Branch 00/04/25 2pp 


—0006130074 IE Insp Repts 90-496/00-05 ^ 50-499/80-09 on 800301-31 
Noncompl lance noted failure to provide timely reply to item 
of noncomp 1 lance li failure to provide timely notification of 
const deficiencies 

GROSSMAN, U, A . PHILLIPS, H 8 Region 4. Dallasi Office of the 
Director 80/04/24 Spp 


8006040164 Discusses special invastlgation of const activities 
conducted 791110-800207 Areas inspected Include allegations 
of harassment, intimidation It lack of support of QC 
inspectors by QC mgt It assessment of OA/QC program 
BTELLO. V Office of Inspection l< Enforcement. Office of the 
Director 80/04/28 ip 


8006090229 Forward* lE Insp R«pts 90-498/80-07 S« 50-499/00-07 on 
800408-11 It notice of violation 

SEIOLE. N C Region 4, Dallas. Reactor Construction (< Engineering 
Support Branch. 60/04/30 2pp 


— 8006090229 Notice of violation from insp on 000408-11. 

* Region 4, Dellas. Office of the Director 60/04/24 Ip 
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—0006090234 IE Insp Repts 50-498/80-07 50-499/00-07 on BOO4O0-tl 

None omp 1 ianc« noted #ailute to follou procedure for storage 
o<= matl 

HUDACEK/ W G / CRDSSMANi W A Region 4» DaLlaSi Office of the 
Diiector BO/04/24 4pp 


B0060402B9 Forujai ds IE Qulletin Q0-l2i "Decay Heat Removal Bys 
Operability " No written response leciuirod IE Info Notice 
0O-5Oi "Loss of Decay Heat Removal Capability at Davia-Besse 
Unit 1 While in Refueling Mode" encl 

SEYFRIT*K V Region 4, Dallas. Office of the Director 80/03/09 
IP 


0006090017 Ack receipt of 800507 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-490/80-03 St 
30-499/00-05 

SEIDLEiW C Region 4. Dallas* Reactor Construction engineering 
Support Drench 80/05/14 ip 


—0006090021 Responds to NRC 800404 Itr re violations noted in IE Insp 
Repts 50-490/80-03 50-499/00-05 Corrective actions 

applicable personnel hove been reminded to provide timely 
replies A' notification to NRC 

TURNER. E A Houston Lighting A Power Co 80/03/07 3pp 


0006300062 Forwards IE Circular 80-i2» "Valve-Shaf t-To-Ae tuator Key Hay 
Fall Out of Place When Mounted Delou Horizontal Axis " No 
written response required 

SEYFRIT.K V Region 4. Dallas* Office of the Director 00/05/14 
IP 


0006030018 For wards payment of civil penalties in amount of 5100*000 
in response to NRC 000430 notice Items of noncomp 1 iance are 
essentially substantiated Certificate of Bve encl 
OPREA* 0 W Houston Lighting Ac Power Co 80/03/23 3pp 


0006030023 Responds to 800430 show cause order Hatters re Section III 
answered In reply to notice of violation Mgt is committed 
to betome more Involved in program 6 make QA/QC functions 
highly visible Ai independent Certificate of 8vc encl 
OPREA* 0 N Houston Lighting A( Power Co 00/03/23 6pp 


0006030172 Responds to NRC 000430 Itr re violations noted in IE Insp 
Repts 50-490/79-19 Ai 50-499/79-19 Corrective actions Brown Ac 
Root conducted mgt assessment of causes of perception of 
harassment Util increased involvement In QA/OC program 
□PREA. 0 W Houston Lighting At Power Co GO/03/23 75pp 


0006200040 Forwards IE Circular 60-13* "Grid Strap Damage in 
Westinghouse Fuel Assemblies " No written response required 
SEYFRITiK U Region 4. Dallas* Office of the Director 00/05/20 
Ip 


0006300570 Responds to IE Dulletin 0O-O5i "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Bys (CVes) Holdup Tanks " 

Two tanks will bo augmented w/vacuum relief valves prior to 
plant operation 0ys summary table end 

TURNER* E A Houston Lighting A^ Power Co 00/06/02 3pp 


80D6160171 Bummary of 000530 meeting u/utit in Bethesda*HD re util 
response to enforcement actions 

THQRNBUROiH D Division of Reactor Construction Inspection 
80/06/03 2pp 


8006300636 Ack receipt of 000523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/60-07 At 
50-499/00-07 

SEIDEL, W C Region 4i Dallas* Reactor Construction A» Engineering 
Support Branch 0O/O6/O9 Ip 


— 8006300644 Responds to NRC 000430 Itr re violations noted tn IE Insp 
Repts SO-490/80-07 At 50-499/80-07 Corrective actions site 
mechanical QA instructed to perform surveillance pf 
installed penetratlons/s I eeves on weekly basis 
TURNER* E A Houston Lighting At Power Co 80/05/23 2pp 


0 Reportable occurrences, LERs At related correspondence 


0006090571 Advises that potential deficiency re excessive hydrostatic 
pressure under essential cooling pond does not meet criteria 
of lOCFRSSle) 

TURNER. £ A Houston Lighting 6 Power Co 80/04/25. 3pp 


0006180638 Notifies NRC that 800411 final Part 21 rept re unqualified 
motor operator for turbine driven auxiliary feedwater pump 
was also Intended to satisfy lOCFRSO 5S(e) reporting 
riqu irements 

TURNER* E A Houston Lighting A< Power Co 00/05/07 3pp 


60061103)4 Forwards final deficiency rept re safety injection sys 
containment emergency sump piping design 

TURNER, E A Houston Lighting Ac Power Co 00/03/30 3pp 


'0006110322 Final deficiency rept re safety Injection sys containment 
emergency sump piping design During routine review* 
dlscov'ered weld between sump liner & process pipe 
insufficient Design corrected 6 procedures revised. 

« Houston Lighting A Power Co 80/05/30 3pp 


0006110337 Interim deficiency rept re nonconforming backfill matl arm** 
around Unit 2 power block Borings into structural backfill 
showed Unit 1 area in conformance Four areas within Unit 2 
found potentially below OC criteria Boring diagram encl 
TURNER. E A Houston Lighting As Power Co 00/05/30 5pp 


0006240292 Second interim deficiency rept re essential cooling water 
sys girth weld radiograph rejectable indications Deficiency 
will be addressed in util response to show cause order Next 
rept will be submitted 800912 

OPREA*0 U Houston Lighting At Power Co 60/0^/13 3pp 


0006300433 Interim deficiency rept re seismic qual 1 f Ication of 
essential cooling water intake structure gantry crana 6 
diesel generator fuel oil storage tank Preliminary findings 
show designs sufficiently conservative Mods not expeetad 
OPREA, 0 U Houston Lighting V Power Co 60/06/26 2pp 


V Operator Examinations 


0006100095 Notification of 000717 meeting w/util in Batheida*MD to 
discuss current requirements for operator qualification Ac 
licensing Meeting originally scheduled for 0OO62S 
BELLS. D E Licensing Branch 2 00/06/02 Ip 


0006160339 Notification of 000625 meeting w/utll In 6ethesda*HD to 
discuss current requirements for operator qual if i e etlen Ac 
licensing 

SELLS. 0 E Licensing Branch 2 00/06/02 3pp 


DOCKET 8TN-50-499 SOUTH TEXAS PROJECT* UNIT 2 


A AppUcation/constructlon stage documents Ai correspondence 


6006230110 Advises BHR At PNR applicant* of NRC decision to modify 
Implementation plan presented in Section 4 of NURCO-0977 re 
adequacy of applicable support structures Osnerel operating 
reactor review procedure At acceptance criteria encl. 

E1S£NHUT*D 0 Division of Licensing 80/03/20 I3pp 


0006060259 Advises that CAW 79-37 Will be withheld froffi public 
disclosure per 10CPR2 790 Document is pert of package sent 
by util on 791120 representing detailed technical audit of 
fuel design 

SCHWENCERiA Operating Reactors Branch 2 80/05/22. 3pp 


8006130156 Notification of 800718 meeting w/util in Betheidi*HD re 
soil/strvcture interaction study Meeting orginally scheduled 
for 600626 

BELLS, D Licensing Branch 2 00/06/02 Ip 


0006190600 Notification of 000626 meeting w/util in BethesdeiHD to 
discuss soil/structure interaction study 
SELLS* D Licensing Branch 2 00/06/02 3pp 


F Security* medical* emergency A^ fire protection plant 


0005130317 Forwards clarification of NRC requlremints for emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 

E1SENHVT*D 0 Division of Operating Reactors 00/04/25 61pp 


0006050360 Responds to NRC 791121 Hr re upgraded emergency plant Util 
will defer submittal of upgraded plan until later date 
consistent u/project licensing schedule A< development of NRC 
guidance 

I1C0U1RE*W F Houston Lighting & Power Co 60/05/20 2pp 


0 Adjudicatory correspondence 


8006120070 Confirms Ac notifies of agreement for DE 3weg z# 600619-21 
deposition* sub j to ASLB granting of motion for discovery 
extension Piece will be determined at later time 
COWAN* F E Baker A* Botts 60/04/20 3pp 
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M Antitrust c 01 r cspDndcnce 


aOOAll2027a Confirms S' notifies parties of L Sinkin BOO610 deposition 
Roscheduli n{) ne cos » 1 1 a tod by invoivement in other hearing 
Suggests 900fil7 foi Buchorn deposition Rotated 
corraspond once 

COHAN. F E Baker (< Botts 80/0b/05 3pp 


800^060478 notion to compel Citiions for Equitable Utils to provide 
•further anauers to first aet of interrogatories Intervenor 
600423 ansuers incomplete ^ sometimes irrelovant 
unresponsive Certificate of Sve end 

COUANpF E . NEWMAN. J R Houston Lighting «« Power Co COWAN. F E 
Baker I Batts 80/09/00 tlpp 


8006300129 Ack G00506 teicon re agreement for P fluthorn 000617 
deposition in San AntoniOrTX Sinkin deposition will be tehon 
on 60061 B & Suagie on 600619-21 
COHAN, F E Baker tt Batts 00/09/08 3pp 


60-06110267 Confirms final arrangements for P Buchorii' L Sinkin 
D Suagia depositions P Buchorn t L Sinkin depositions 
scheduled 800617 h 18. respectlvelg. In 8an AntoniorTX & 

D Suai^te deposition scheduled 800619 in Sag CitgiTX 
COWAN, F E Baker 6 Botti 00/05/20 3pp 


8006190595 Submits supportive evidence for 000527 request that NRC 
convene public hearing on 800430 show cause order re 
violations noted in NRC investigat ion Intervenori should 
be able to present evidence re contentions Memo end 
SINKIN. L Cititens Concerned About Nuclear Power. Inc 0INKIN.L 
Citizens for Equitable utilities 00/09/30 13pp 


8006030139 Advisus that NRC has received Houston Lighting S' Power 
800523 Itrs in response to IE 800930 Ur re order to show 
cause, -notice of violation Si notice of proposed impoeitian 
of civil penalties 

HCOURnSN. H 3 Hearing Branch 1 80/03/30 ip 


8006110340 Discusses possible solutions to matter raised by P Buchorn 
at 800929 meeting concerning application for OL Buggeits 
that P fiuchor-n submit list of specific documents for 
ezamltiation or duplication 
COWAN. F E Baker S( Batts 80/06/02 3pp 


0006100506 Response in opposition to Citizens Concerned About Nuclear 
Power t. Citizens for Equitable Utils request for hearing re 
IE 800^30 order to show cause Petitioners failed to 
establish right to hearing Certificate of Bve end 
CULP.R H j COWAN. F Houston Lighting i' Power Co CULP.R H 
Lowensts in. Newman. Re is , Aielrad & Toll 80/06/13 13pp 


8006260196 Motion to deny Citizens Concerned About Nuclear Power tt 
Citizens for Equitable Utils' 000927 request for hearing re 
IE 000430 order to show cause why saf ety-^related const 
activities should not be stopped Certificate of 8vc end 
LIE9ERMAN. J . BURNS. 8 0 Rulemaking it Enforcement Division 
aO/06/24 12 pp 


— 8006260190 Requests hearing on hehalf of Matagorda County. TX citizens 
re NRC 800430 rept sent to Houston Lighting ti Power H 
Scarlett 800904 article in Houston Post 4. Citizens of 
Matagorda County petition end 
KEEN.N Affiliation Unknown B0/09/i9 3pp 


— 8006260200 Submits Bezar County . TXi Slit Senatorial district convention 
reeoluti on. requesting hearing to provide public w/full info 
re order to show cause based on util violations 
ANDERSON. 1 H Aff 1 1 iation Unknown 00/09/19. Ip 


— 0006260201 Requests hearing on behalf of Houston Oulf Coast Bldg Trade 
Council in Matagorifa County. TX 
VAN HOY. 0 Affiliation Unknown 80/09/20 Ip 


K General correspondence 


0006060284 Opposes licensing of power plant Informs NRC thet legal 
action will be taken to prevent licensing 
DUN8tON.P . DUNSTQM. L AffUietlon Unknown 80/06/01 Ip 


K Utility Final Safety Analysis Report <F8AR) b amends 


800618-0-370 Forwards Amend 11 to FSAR. consisting primerily of responses 
to NRC 800318 request for addl QA info 
OPREA. 0 M Houston Lighting b Power Co 80/06/10 3pp 


— 8006180373 Amend 11 to FBAR. consisting primarily of responses to NRC 
80-0318 request for eddl GA info. 

OPREArO W Houston Lighting it Power Co 80/06/12. 96pp 


8006130243 Discovery rept for Mar 1980 No discovery requoflts initiated 
01 received Coitificate of Sve 6 change of address notice 
enc I 

JOHN. D r 3outhwe<it Taxas Electiic Cooperative 00/04/16 5pp 


0006060420 Corrects mi cs tatement of fact in Public Utils Board of City 
of Browns .'1 1 1 e. TX Mar-Apr 1900 discovery ropt Failure to 
participate In J Qruggeman deposition was due to counsel 
independent decision not to attend Certificate of Sve enc I 
STAHL. D M Ishnm. Lincoln t* Deale 90/05/01 6pp 


B0061200S6 Motion for 800509 prehoaring conference to apprise A8LB of 
status of settlement discussions Proposed order h 
Certificate of Sve end 

CVPHERT.a B , PARMENTER.F , WALLACE. R L Justice. Dept of 00/05/09 
5pp 


R006120293 Discovery rept for April 1980 No discovery requests received 
OT initiated Certificate of 6vc end 

WODD.J C San Antonio. TX WDOD. J C hatthews. Nowlin. Macfarlona 
fc Barrett 00/09/05 4pp 


8006060026 Advises that Public Utils Board of City of Brownsvi 1 1 e, TX 
does not agree w/DM Stahl version of facts re Druggeman 
deposition Labeling matter as misunderstand ing considered 
as polite understatement 

POIRIER. M R Spiegel h (IcDiarmid 00/05/07 Ip 


8006090595 Forwards status rept Delivery arrangements made for 900512 
KNOTTS. J B Dehevoise V Liberman 00/05/09 tp 


— 8006050561 Status rept re settlement negotiations ' progress 
Discussions are continuing Urges ASLB to hold prehearing 
conference by 800914 U requests deferral of ruling on 
extension Certificate of 8vc (< supporting documents end 
8AMPEL8. M D Texas Utilities Co 00/05/09 20pp 


0006060033 Forwards Houston Lighting b Power status of settlement rept. 
per ABLO 900410 order Affidavit not appropriate 

OREEN. D 0 Lowenstein. Newman. Reis. Axelrad It Toll 80/09/0? 2pp 


’'''8006060036 Status of settlement rept per ASLB 800410 order deferring 
trial briefs, final preheoring conference 4. evidentiary 
hearing Urges eddl 30-day extension for continuance of 
negotiations due to complexity Certificate of Sve end 
BARNETT. E VJ Houston Lighting tt Power Co 80/09/09. 7pp 


8006060492 Status rept re settlement discussions' progress Urges ASLB 
to convene pretrial conference to accommodate outstanding 
discovery, final trial preparation b resolution of remaining 
procedural matters Certificate of Sve end 

CYPHERT. 8 B . tUQUE. N . WALLACE. R Justice. Dept of 00/09/09 9pp 


8006110233 Forwards rept on status of settlement 

OREEN. 0 0 Lowenstein. Newman. Reis. Axelrad K Toll 80/05/09 2pp 


8006100189 Rept on settlement negetiations Suggests that conference be 
held to determine addl time needed by applicant Trial should 
be preceded by pretrial conference to accommodate discovery 
other matters W/Certl f icate of Sve 

CYPHERT. 8 e . LUOUC.N . WALLACE. R Justice. D»pt of 00/05/09 9pp 


0006230197 Settlement status rept by Public Utils Board of Brounsville. 
TX Proposed early trial schedule S' SO-day extension to 
explore possibility of settlement Certificate of 8vc end. 

SPIEOEL.O Brownsville. TX 80/05/09 6pp 


8006240290 Status rept on settlement negotiations per ASLB 600410 
order Requests 30-day extension in procedural dates to allow 
continuetlori of discussions Certificate of 6vc end 
STAHL. D M Central It South West Services, Inc 80/05/09 12pp 


8006250193 Submits status rapt on settlement negotetioni per ASLB 
800410 order Joint ownership agreement will be completed by 
001101. Support ing documentation 4. Certificate of Sve end. 

BURCHETTE. W H Texas-Louls Una Electric Cooperative. Inc RITTS, F. H 
Northeutt Ely 80/05/0? 29pp 


B006060541 Discovery rept For Apr 1980 Util counsel participated in 
depositions of NC Lerner it 0 Tag lor. e Xpert economic 
witnesses for NRC Si DOT. respactivs ly 
AHEARN. C D Texas Utilities Co 00/09/15 9pp 
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0OO6O‘?O175 Discovery repc for Apr 1980 1 1 c ipotcd in NC Laorner ti 0 

Tayloi dopusitions Received NRC iipdotod response to Houston 
Lighting l> Pouei second set of interrogatories Inspectod WRC 
docunents designated bu expert witness 

AHEARN. C D Texas Utilities Oencrotlng Co 00/05/13 3pp 


Q0062001A2 Discovery i opt for Apr 1980 Participated in OTC Toylor 
depoiitipn Responded to VIoostcn Lighting it Power motion to 
to.TipBl pioduction of dticunents Undertook settlement 
discussions «< trial preparation Certificate of Svc end 
CYPHERT, S fl Justice. Dept of 00/03/19 5pp 


8006060361 Discusses levieu of B00509 document re ({uestlan of 
disconnecting facilities in e/ent of inlerconnec tioii in 
interstate commei ce Commission should not agree prematurely 
to license conditions re fedoial jurisdiction exemption 
SPIEGEL, & Spiegel it McOiarmld 00/0*>/20 2pp 


8006160163 Motion to establish trial «« procedural dates Proposes 00060? 
for settlement repts- 000610 for pi cheai ing, 000613 fur 
witness lists i b- ief s, Q00627 foi losponding parties 
000701 for final pioheanng con+erenco W/Cert i f icabe of Svc 
CYPHERT- 6 B . WALLACE, R Justice, Dept of BO/05/ai 6pp 


80061702A2 Discovery rept for Apr 1900 Attended continuation of NC 
Lerner deposition Responded lo Houston Lighting & Power 
first set of interrogatories Joined parties' motion for 30" 
day extension Certificate of Svc one I 

CARNEY. J A Central it South West Corp 00/05/22 6pp 


0006170004 Torwaids corrected Pago 3 to D0J B00521 motion to sitobllsh 
trial t other procedural dates 
CYPHERT. S n Justice. Dept of 80/05/23 Ip 


—8006170007 Corrected Pago 3 to OOJ B005PI motion to •stahUsh trial i> 
other procedural dates Crrtiflcate of Svc end 
CYPHERT, S n . WALLACE. R Justice. Dept of 80/03/21 4pp 


0006120052 Reply in opposition to DOJ 800521 motion to ottabllsh trial 
i> othoi procedural dates Request premature ASLB should 
adhere to pievious dlecrotlon that parties address schedule 
at 000610 prehearing conference Certificate of Qvc end 
iit^OTTS. J n Texas Utilities Generating Co 00/03/20 5pp 


60060SD272 Notice of appoaraiii.e in pioceeding Certificate of Svc end 
LEWIS. S H Hearing Branch 2 00/06/03 4pp 


0006110076 Advises that San Antonio has neither received nor inltltatod 
discovery during May 1980 Ceriificato of Svc end 

WCIQD.J C Matthews, Nowlin. Macfarlane it Barrett 00/06/03 4pp 


0006110162 Notifies parties that 6H Lewi s, appear log In proceeding on 
behalf of NRC.ls nephew of 0 Spiegel of Spiegel V McOiarmld* 
representing Public Utils Board of City of Brounsvl lie* TX 
No conflict of interest exists 

CHANANIA.F D Antitrust Division 00/06/06 Ip 


0006110302 Rept on settlement negotiations per ASLB 000513 order 
Requests 30-day extension for procedural dates to resolve 
narrow Issues Prehearing confoienco should be held at end of 
extension Certificate of Svc end 

SAUPELS.M D Texas Utilities Generating Co KNOTTS. J D Debevolse 
Liberman 00/06/09 5pp 


6006110352 Second settlement status rept per A6LB 000513 order Urges 
addl 60 to 90~day extension to permit continued efforts 
Complex areas re wheeling V access to dc interconnections 
remain under continuing study Certificate of 8vc end 
CHANANIA.F D Antitrust Division 00/06/09 7pp 


8006110357 Settlement status ropt per ASl D 000513 order Urges 
establishment of trial date to complete outstanding ASLB 
d iscovery . to resolve ASLAB discovery t* to expedite final 
trial preparation Certificate of Svc end 
CYPHERT, S B Justice. Dept of 80/06/09 6pp 


0006110364 Rept on settlement negotiations per A8LD 000513 order Urges 
addl extension to entertain further substantial progress 
Expects to execute agreement w/Central t South West Corp tc 
TX Utils Generating Co Certificate of Svc end 
BARNETT, e W Houston Lighting i Power Co 00/06/0? 7pp 


8006110371 Rept on settlement negotiations by Public Utile Board of 
City of Brownsville, TX. per ASLB 800513 order Submitted draft 
of transmission agreement i< rates to Central it South West 
Corp No response received Certificate of Svc end 
aPIEOEL.O Texas. State of 80/06/0? 6pp 


0006110375 Ropt on settlement discussions per ABLD G00513 ordei South 
West Co reached agroenent w/Houston Lighting & Powor U TX 
Utils Co Differences w/Public Utils Board of Drowne vl 1 lo. TX 
nut yet resolved Certificate of Svc end 

STAHL. D M Central it South West Services, Inc 00/06/09 Opp 


B006190454 Submits settlement negotiations status rept per ASLB 000513 
order TX LA i TX Powei it Light Co resolved difforentee 
in Itr of Intent Petition to inteivonc will be amended to 
reflect new position Certificate of Svc end 
DURCHETTE. W H Northeutt Ely 0O/O6/OV 3pp 


8006200167 Rept on settlement negotiations status South TX Electric 
Cooperative f. Medipa Electric Cooperative should be brought 
into settlement process due to readiness to address conceins 
re protection of certain interests Certificate Of Svc onrl 
JOHN. D F Modinaeloctnc Cooperative, Inc HUNTER. M HcOlnnis, 
Lochridgo b Kilgore 00/06/09 6pp 


8006110266 Forwards settlement agroairo nt, e x ecuted 800609 

DQUKNIOHT, J A Lowens te i n, Neuman, Ro I s. Ax e 1 rad t* Toll 00/06/10 

Ip 


—0006110202 Settlement ogreomont for oU outstanding controversies re 
question whether Electric Rflliablliby Council of TX should 
be inierconnoc ted w/SouthW09t PDuor Pool Certificate of 8vc 
enc 1 

JORDAN. D D Houston Lighting i Power Co SPENCE, M 0 Texas Power 

6 Light Co HARRIS, Q J Central it South West Corp 00/06/09 

19pp 


8006190590 Order advising that forthor settlement ney otlations status 
repts arc to be filed by 000711, that another prthoaring 
conference bo held on 800714 & that discovery question bo 
doforred until further developments Urges fair aaroemeint 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/06/16 
3pp 


N Antitrust hearing transcripts 


8006170743 Transcript of 000610 prehearing conference in Betheida.MD 
Pp 832-090 Horning session 

e Atomic Safety ond Licensing Board Panel 00/06/10 59pp 


8006230254 Proposed corrections to 800610 prehearing conference 
transcript Certificate of Svc end 
CYPHERT, 8 n Justice. Dept of 80/06/16 Spp 


Q Inspection reports, IE Bulletins 6 correspondence 


8006300053 Forwards l£ Circular SO-OS, "Emergency Diesel Generator 
Lubricoblng Oil Addition Onsite Supply, " No written 
response required 

SEYFRir, K V Region 4. Dallas, Office of the Director. 00/04/01 

Ip 


8006130194 Forwards notice of violation from tnip on 000301-31 IE Insp 
Repts 50-498/00-05 St 50-499/00-05 will be Issued in near 
future 

8E1DLE, W C Region 4, Pallas. Reactor Construction it Engineering 
Support Branch 00/04/04 Spp 


— 8006130203 Notice of violation from insp on 800301-31 Noncomp 1 lance 
noted failure to provide timely reply to Item of 
noncompliance 1. failure to provide timely notification of 
const deficiencies 

e Region 4. Dallas, Office of tbo Director 00/04/04 2pp 


8006130069 Forwards IE Insp Repts 50-498/80-05 it S0-499/BO-05 on 
000301-31 

8EIDEL,W C Region 4. Dallas, Reactor Construction 6 engineering 
Support Branch 00/04/25 2pp 


—0006130074 IE Insp Repts 50-498/00-05 it 50-499/GO-05 on 000301-31 
Noncompliance noted failure to provide timely reply to Item 
of noncompliance it failure to provide timely notification of 
const deficiencies 

CR0S8MAN,W A , PHILLIPS, H 9 Region 4, Dallas, Office of the 
Director 80/04/24 5pp 


0006040164 Discusses special investigation of const activities 
conducted 70U10-800207 Areas inspected include allegations 
of harassment, iotimidat ion 6 lack of support of QC 
inspectors by QC mgt it assessment of QA/QC program 
8TELLO,V Office of Inspection U Enforcement, Office of the 
Director 00/04/28 Ip 



246 


DOCKETED ITEMS 


a00&0902a5 Forwards IE ln»p Repfe* 50-498/00-07 & 50-499/00-07 on 
800408-11 |( notice of violation 

8ElDLEt U C Region 4 j Oellaii Reactor Construction & Engineering 
Support Branch BO/04/30 2pp 


--S006090229 Notice of violation from in»p on BOO4O0-11 

• Regior 4^ Dallasi Office of the Director GO/04/34 Ip 


— 8006090234 IE Inep Repte 50-490/80-07 & 50-499/80-07 on 900408-11 
Noncampl 1 anci noted failure to follou procedure for atorage 
of matl 

HUBACEK.Vr 0 r CROSSMAN, U A Region 4. Dallas. Office of the 
Director 00/04/24 4pp 


6006040299 Forward* IE Bulletin 80-12, "Decay Haat Removal Sya 
Operability " No uritten reaponae required IE Info Notice 
60-20, "Lose of Decay Heat Removal Capability at Davis-Brste 
Unit 1 Hbile in Refueling Mode" end 

SEYFRlTrK V Region 4, DaUae, Office of the Director 80/05/09 
Ip. 


8006090017 Act receipt of 900807 Itr informing NRC of slept taken to 
correct violations noted In IE Insp Repts 50-499/00-03 
30-499/00-03 

8EIDLE, H C Region 4, Dallas, Reactor Construction & Engineering 
Support Dra.nch BO/05/14 Ip 


— 90Q6090021 Reipondt to NRC BO0404 Itr re violations noted In IE Imp 
Repte 50-490/60-05 U SO-499/80-05 Corrective actions 
applicable pers-onnel have been rominded to provide timely 
replies i. notification to NRC 

TURNER, E A Houston Lighting I Power Co 80/05/07 3pp 


0006300062 Forward* IE Circular 80-12, "Valvt-5haf t-To-Actoafcor Keg May 
Fall Out of Place tlhen Mounted Below Horliontal A»is " No 
uritten response required 

SEYFRIT. K V Region 4, Dallas, Office of the Director 80/03/14 

Ip. 


8006030D1B Forwards payment of civil penalties In amount of tlOOrOOO 
in response to NRC 000430 notice Items of noncomp t lance are 
essentially substantiated Certificate of Sve end 
OPR£A,O.H Houston Lighting & Power Co 90/03/23 3pp 


0OO6O3OD23 Responds to 800430 Show cause order Matters re Bection 111 
answered in reply to notice of violation Hgt is committed 
to become more involved in program 6 make DA/DC functions 
highly visible 6 Independent Certificate of Sve end 
OPREAi 8 U Houston Lighting 6 Power Co 80/03/23 6pp 


0006030172 Rviponds to NRC 800430 Itr re violations noted in I£ Imp 
Repts SO-490/79-19 6 50-499/79-19 Corrective actions Broun 6 
Root conducted ngt assessment of causes of perception of 
harassment Util Increased involvement in QA/QC program 
OPREA.O. U Houston Lighting 6 Power Go 80/05/23. 73pp 


8006200048 Forwards IE Circular 60-13, "Or id Strap Damage In 
Htstinghousft Fuel Assemblies " No written response required 
SEYFRlTiki V Region 4. Dallas. Office of the Director. 80/05/28 
IP 


800630037Q Responds to IE Bulletin 00-05, "Vacuum Condition Resulting 
in Damage to Chemical VdI Control 8ys (GVCB) Holdup Tanks " 

Two tanks will be augmented w/vacuum relief valves prior to 
plant operation 5ys summary table end 

TURNER, E A Houston Lighting & Power Co 80/06/02 Spp 


0006160171 Summary of 600530 meeting w/util in SethesdarHD re util 
response to enforcement actions 

THORNBURG, H D Division of Reactor Construction Inspection 
90/ 06/03 2pp 


8006300636 AcK receipt of 800523 Ur informing NRC uf steps taken to 
correct violatloni noted in IE Insp Repts 30-490/00-07 8« 

30- 499/BO- 07 

SElDELrU C Region 4, Dallas, Reactor Construction U Engineering 
90/06/09 Ip 


8006180638 Notifies NRC that 800411 final Part 81 rept re unqualified 
motor operator for turbine driven aujiliary feedwater pump 
was also intended to satisfy 10CFR50 35<e) reporting 
requirements 

TURNER. E A Houston Lighting 6 Power Co 80/03/07 3pp 


9D06110314 Forwards final deficiency rept re safety Injection sys 
containment emergency sump piping design 

TURNER, E A Houston Lighting t Power Co 00/05/30 3pp 


— 8006110322 Final deficiency rept re safety injection sys containment 
emergency sump piping design During routine review, 
discovered weld between sump liner & process pipe 
insufficient Design corrected 4 procedures revised 
# Houston Lighting Power Co 80/05/30 3pp 


8006110337 Interim deficiency rept re nonconforming backfill matl areas 
around Unit 2 power block Borings into structural backfill 
showed Unit 1 area in conformance Four areas within Unit 2 
found potentially below QC criteria Boring diagram enc 1 
TURNER, E A Houston Lighting 6 Power Co 00/05/30 3pp 


8006240292 Second interim deficiency rept re essential coaling water 
sys girth weld radiograph rejectable indications Deficiency 
will be addressed in util response to show cause order Next 
rept will be submitted 600912 

QPREA.G W Houston Lighting Power Co 80/06/13 3pp 


8006300435 Interim deficiency rept re seismic qualification of 
essential coolihg water intake structure gantry crane 6 
diesel generatoT fuel oil storage tank Preliminary findings 
show designs sufficiently conservative Mods not expected 
□PREA.G W Houston Lighting 1 Power Co 00/06/26 2pp 


V Operator Examinat ions 


8006160095 Notification of 800717 meeting w/util in 8ethesda,MD to 
discuss curi enl requirements for operator qualification 
licensing Meeting originally scheduled for 800625 
SELLS, 0 E Licensing Branch 2 80/06/02 tp 


6006180339 Notification of 000625 meeting w/utll in Bethesda,MO to 
discuss current requirements for operator qualification 8< 
licensing 

8ELL9, D E Licensing Branch 2 80/06/02 3pp, 


DOCKET 50-500 DAVlS-DESSE NUCLEAR POWER STATION. UNIT 2 


A App 1 ication/canstruc tion stage documents St correspondence 


8006230110 Advises QWR St PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
eiSENHUT, D 0 Division of Licensing 80/05/20 13pp 


0 Adjudicatory correspondence 


0006200071 Pages 4. 5 & 6 for Exhibit A of High Rock Lake Association 
800321 affidavit 

SPRINGER, D High Rock Lake Association 70/11/16 4pp 


DOCKET 30-501 DAU1S-DES8E NUCLEAR POWER STATION, UNIT 3 


A App llcat ion/construct Ion stage documents It correspondence 


8006230110 Advises DWR if PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure acceptance criteria end 
ElSENHUTi D G Division of Licensing 80/05/20 13pp. 


DOCKET STN-50-502 HAVEN NUCLEAR PLANT, UNIT 1 


A App 1 icatlon/construct ion stage documents U correspondence 


8006230110 Advises DWR it PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure acceptance criteria encl 
EISENHUT, D G Division of Licensing 00/05/20 iSpp 



DOCKETED ITEMS 




DOCKET STN-SO-SOa WPP68 NUCLEAR PROJECT. UNIT 3 


A App I icat I on/c onsti uc t lOTi stage docunvents ^ correspondence 


0006230110 Advises OUR Zt PUR applicaints of NRC decisloTi. to modify 
impl ementet J on plan presented In Section 4 of NUREQ~OS77 ro 
adequacy of applicable suppoit stroctuies General operating 
reactor revieiu procediure * acceptance criteria end 
EIBENHUT.D 0 Division of Liconsing 00/05/20 I3pp 


B00611027Q Notifies that lab ui i 1 be conducting addl moisture testing 
on low hydrogen electrodes using technique required in AW3 
AS SiSection 55 Electrode coating moisture testing results 
will be applied only to Units 1 t( 4 

RENBERGERi D L Uashlnglon F’ubllc Power Supply System G0/O6/0& 

IP 


Q006250140 Discusses rcnrgan i la 1 1 on of Ofc of Nuclear Reactor 
Regulation ^ advises that tng t rosp ons i b i 1 1 1 ies re facility 
have been assigned ta A Dournla Reorg ani za tton cha.rts and 
TEDESCQi R L Assistant Director for Licensing 80/06/12 llpp 


F Becurityi medical* emergency fire protection plans 


£3006250195 Approves request for topical manual approach for site 
emergency plan denies request for late submittal of site 
emergency plan 

TEDESCOi R T Assistant Director for Licensing 00/06/16 2pp 


B Reportable occurrences. LERs >{> related correspondence 


0006050336 PN0-V-BO-O37 on 0OO91B. Mount 8t Helen erupted Unit 2 has 
approx t/6**lnch of ash on ground, some ash dust inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive matl In sys components underii/ay 

BISHOP. T W Region 5« San Francisco. Office of the Director 
e0/05/l9 3pp 


DOCKET STN-50-509 WPPSS NUCLEAR PROJECT, UNIT 9 


A App 1 Icatlon/construc tlon stage documents Ic correspondence 


0006230110 Advises DUR PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0S77 rt 
adequacy of applicable support structures General operating 
reactor review procedure It acceptance criteria end 
EISENHUT.D G Division of Licensing 00/05/30 13pp 


0DO6UO278 Not! f les that lab ui 11 be conducting eddl moisture testing 
on low hydrogen electrodes using technique required In ANS 
A5 9. Section 2S Electrode coating moisture testing results 
uill be applied only to Units 164 

RENOERGER.DL Washington Public Power Supply System 60/06/06 

Ip 


0006250140 Discusses reorganization of 0fc of Nuclear Reactor * 
Regulation 6 advises that mg t responsibilities re facility 
have been assigned to A Oournla Reorgani cat i on charts end 
TEDE8C0. R L Assistant Director for Licensing BO/06/13 Hpp 


IF Security, medical, emergency 6 fir* protection plans 


0006350195 Approves request for topical manual approach for site 
emergency plan I denies request for late submittal of site 
emergency plan 

TEDESCOi R T Assistant Director for Licensing 60/06/16 3pp. 


S Reportable occurrences. LERs 6 related correspondence 


0006050236 PNO-U-ao-037 on 800518. Mount Bt Helen erupted Unit 2 has 
approx l/O^inch of ash on ground. some ash dust Inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive mail in sys compO'nents underway 

DISHOP. T W Region 5. San Francisco. Office of the Director 
80/05/19 2pp 


DOCKET 50-513 WPPSS NUCLEAR PROJECT, UNIT 4 


A App I icat ion/c onstruc t ion stage documents 6 cornespondenc e 


6006230110 Advises DVJR tc PWR applicants of NR€ decision to modify 
implementation plan presented in Section 4 of NUReO-0377 re 
adequacy of applicable support struc tures, General operating 
reactor revleur procedure 6 acceptance criteria end 
EISENHUT.D Q Division of Licensing BD/05/20 13pp 


B006030464 Suggests that clarification be added to Page 54 of MUREO- 
0460 . VdI 4< to reflect context in which cost estimates for 
ATMS mods are made Utils believe indirect costs were under" 
rated Disputes value impact analysis 

RENOEROERi K L Uashingtan Public Pouer Supply Syitam 60/05/28 

2pp 


8006050356 Forwards response to NRC 600339 request for addl info re 
sys sensitivity 

RENDERGER , 0 L Washington Public Power Supply System 60/06/02 

24pp 


8006110276 Notifies that lab will be conducting addl moisture testing 
on low hydrogen electrodes using technique required in AMS 
A9 SiSection 25 Electrode coating moisture testing results 
liiill be applied only to Units 1 8< 4 

RENDERGERi D L Washington Public Power Supply System 80/06/06 
ip 


F Security, medical, emergency 6 fire protection plans 


8006270334 Forwards Amend 2 to "Fire Protection Evaluation " 

RENBEROER.D L Washington Public Power Supply System 80/06/11 

2pp 


*-"8006270326 Amend 2 to 'Tire Protection Evaluation “ 

* Mashtngton Public Power Supply System 80/03/31 6pp 


8006240404 Forwards drawings re location for near-slti emergency ctr 
Requests immediate review & response so that site-specific 
design work can proceed ^ site preparation begin 
"Preconceptual Site Plan" available in Central Files only 
RENOERGER, D L Washington Public Pouer Supply System 00/06/16 

6pp 


—8006240408 "Wind Rose for WPP8-2 for Apr 1974 to Mar 1975 at 
33 rt Level " 

s ifeshlngten Public Power Supply System 75/03/31, ip 


— 8006240413 "Combined Plant Svts 6 Emerjeticy Coordination Facility 
Site Location. 1,930 Meter Radius Exclusion Arees 6 Property 
Lines " 

e Uashlngten Public Power Supply System 77/01/12 Ip 


— 6006240418 "Environ Programs Base Map - Hanford Area " 

e Washington Public Power Supply System 77/01/12 Ip 


0 Inspection reports, IE Bulletins It correspondence 


8006060134 Forward* IE Insp Repts 50-460/80-09 It 50-513/80-09 on 
800331-0403 No ti one omp 1 lance noted 

8PENCGR.0 8 Region 5. Ban Franclsca. Reactor Construction V 
Engineering Support Branch 60/04/28 2pp 


—8006060141 IE Insp Repts 50-460/60-05 & 50-513/80-05 an 800331-0403. No 
noncompliance noted Major areas inspected UKM valve flew 
indica tlons. p 1 p e support 6 restraint sys 6 administrative 
control* for nonconforming conditions 

DODDS. R T Region 5. Gan FranclsCD. Reactor Construction 6 
Engineering Support Branch NARBUT. P P . UAONER. W Region 9, Sen 
Francisco, Office of the Director 00/04/24 6pp 


8006090403 Act receipt of 600515 Itr informing KRC of steps taken to 
correct deviation noted in IE Insp Repts 90-460/80-04 If 
90-513/80-04 

SPENCER. G S Region 5. San Francisco. Reactor Construction k 
Engineering Support Branch 80/05/30 Ip 


— B006090404 Responds to NRC 000415 Itr re deviation noted in IE Insp 
Repts 90-460/80-04 t 90-913/BO-04 Corrective actions' 
engineering evaluations determined that use of electrode is 
acceptable based an A6ME III guidelines 

RENSERGER, D L Washington Public Power Supply System 60/09/19 
2PP 


—8006090409 Forwards IE Insp Repts 90-460/80-04 fc 50-513/60-04 on 
80-0301-31 k notice of deviation 

SPENCER, 0 8 Region 5, Bin Franclscoi Reactor Construction k 
Engineering Support Branch 80/04/15 2pp 


—8006090412 Notice qf deviation from insp on 800301-31 

* Region 5. 8an Francisco. Office of the Director 00/04/li ip. 


—8006090418 IE Insp Repts 50-460/GO-04 k 90-513/80-04 on BDO301-31 
Noncompliance no ted. weld ing electrodes qualified under Spec 
^FA-3 1 rather than SFA-5 5 were used for welding 
p 1 pe-to-steam generator RCPB welds 

TOTH, A D . HAYNES, R c Region 5. San Franc i ecu, Office of the 
Director 80/04/11 7pp 



DOCKETED ITEMS 


)090'10& Ack rflcaipl of G00507 5tr mforininj NRC o# ttopi takan to 
rr«ct violations noted in IE Insp Rspt-s S0-‘460/S0-I3t & 

-Jia/GO-Ol 

'EKCER^O S flDjlon 5< San Francisco. Hoactor •Construction it 
igloBering Support Branc-h 0O/O5/3t) Ip 


)0&090414 Responds to hfiC S00407 Itr r« violations noted in IE Insp 
Ropts 5O-4&O/0O-OI L 50-513/eo-Ot Corrective actions 
temporarij hanger h support procodure initiated & training 
session held on 000306 

RENBEROER, D t Hashing tan Rub He Power Supply agstem 00/03/07 
4pp 


)060V0441 Foi wards IE Snip Repfcs 50-460/80-01 U 30-513/aO-Ol on 
000101-31 ^ nptice off violation 

€PEr4CER> G 5 Region 3^ San Francisco. Reactor Cp-nstruc tlan tt 
Englneei ing Ruppoi t Branch 00/04/07 Spp 


)060'?0444 Notice of violation from insp on EOOlOl-31 
* negion 5. San FianciscD«^ Office off the Director 00/04/Oi^ 
Spp 


>06090447 IE Insp Repts 30-46O/C0-O1 6 SO-S13/GO-OJ on 000101-31 
Nflncact'p I ianc e noted failure to control temporary attachments 
to structural stoel & undorstie uelds on pipe supports 
WAVNES. R. C Region S. Sen Francisco. Reactor Cons true t son 6 
Engineering Support Branch TOTH^ A D Region 5, San Franctscoi 
Office of the Director 00/04/02 9pp 


iET 50-514 PEBBLE -BPRINOS NUCLEAR PLANT. UNIT I 


^ppltrat ion/c onstructiQ-n stage documents V cor raspondanc e 


230HO Advises BLIR 6 PUR applicants of NRC .decision to modify 
rp lomentfl tion plan presented in Section 4 of NUREO-OD77 re 
is<iu4cv uf applicable suppoi t strocturas General operating 
»actor revleu procedure U acceptance criteria enci 
[ 8 ENKUT.D Q tlivlfion of Licensing B0/O5/PO I3pp 


Adjudicatory correspondence 


J110235 Response to ARLD 000327 & -0403 orders to FES. SuppI 1 Urges 
re rigorous site alturnative aneiyses prior to further 
isrlrgs Recomnends that Bubpart 1 1 of EFA b* treated as 
intention in pioceedlng 

ARBET. I K Fopelaus on Board 80/05/27 4pn 


1110389 Rsiiuest for deferral until 000715 to respond bo incervenors 

>releus on Board 000537 contentions Froposed contontlons on 

(C alternative sits rcanalysis need to be discussed 

parties Certificate of -Sve end 

JRUENICK. 0 N MooTliiQ Branch 4 0Q/O6/IO 5pp 


!»260199 Order fox GOO/23 prehearing conferetice to consider 
iproprlate issues fo-x' sax ly site suitatility hearing Orants 
itensinn until 000715 for NRC to respond to Foreiaiis on 
lard £( Mar bet 0DO527 filing 

INERS.E 8 Atomic O^afety and Licensing Board Fans! iiO/06/23 Ip 


Advisory Committoe on Reactoi Safeguards reports ^ correspondence 


7 SOO 6 IO Fopuards ACRS 80D306 Itr to JF Ahoarne re near-term CP 
iplLcatlons ent 1 for info 

‘HMENCERi A Licensing Branch 2 tlO/05/30 3pp 


>06200611 Discussei AGfl 8 241st meeting on 800501-03 Co review etatui 
of eppllcatlons ffor near-term CPi 

PLESSET.M 3 ACR 8 Advisory Ccuximlttee on Reacter Gafeguavds 
80/05/06 Spp 


lET 50-513 PEBBLE SPRiNOa NUCLEAR PLANT, UNIT 2 


pU cat! an/eonstruct Ion stage documents S< eorraspondanca 


b230tl0 Advises BUR U PNR applicants of NRC decision to modify 
hp iemcntatlon plan presented in Section 4 of NUKCO-OS77 re 
iequacy of applicable support strut tures. General operating 
lector review procedure U acceptance criteria tncl 
[&ENKUT.D 0 Division of Licensing 60/05/20 i3pp 


Vdjudicatory correspondence 


6110235 Response to ASLB 800327 &< 0403 orders 6 ( to FESiSuppl 1, Urges 
are rigorous site alternative analyses prior to further 
•arlngs Recommands that Subpart II of EPA be treated as 
intention in proceeding 

tRBET.L K Forolaus an Board 80/05/27 4pp 


Q00611020? Request for deferral until 800715 to respond tn intervenors 
Foxtflaus on Board 800527 contentions Proposed contentions on 
NRC alternative situ reanalysis tieed to be discussed 
uj/parties Cextificate of Sve end 

BURDEN I CK. R M Hearing Branch 4 Q0/O6/10 5pp 


800626U19? Ordoi for 800723 prehearing conference to consider 
appropriate issues for early site suitability hearing Grants 
eitaiislon until 600715 for NRC to respond to Faralaus on 
Board V LVl Marbet 000527 filing 

DONERS. E S Atomic Sarety and Licensing Board Panel 80/06/23 Ig 


0 Advisory •Committee an Reactox Safeguards repoits 6 correspondence 


8006200610 Fox ward 9 ACR5 800506 Itx to JF Ahearnu r* near-term CP 
applications end for info 

SCKWENCER. A Licensing Branch 2 00/05/30 2pp 


—8006200611 Discusses ACRS 24lst meeting on Q005C‘i-03 to reviau status 
af applications fur near-term CPs 

PLCShCT, ri & ACRS - Advisoxy Cotrimittee o-n Raoctor Safeguards 
00/05/06 2pp 


DOCKET STN-SO-516 JAWE8P0RT NUCLEAR STATION. UNIT I 


A Application/construction stage documents V cui respondenc e 


□006850110 Advises DNR 1/ PNR oppiicants of NRC decision to modify 
inplemeiita t Ian plan presented in Section 4 of NUREO-0577 xe 
adequacy of applicable support structures General operating 
reactor revieu procedure f< acceptance criteria end 
EISENHJT. D 0 Division of Liceneing 00/05/20 I3pp 


□006160604 Advises that WRC overcharged util for review It processing 
CPs Contx'ullor authuriicd to forward refund 
iHILLERi H O Cicanso Fee hfanagoment Branch 80^06/03 Ip 


H General c orr nspondonc e 


B0G6300425 Requests verification Of address Related eox'respondenc e 
REV&l.Ey. N T Hunton 6 Nil Hams ao/i>6/i2 Ip 


Q Inspection rnpori'^. IE Bulletins L corraspondenco 


Q006200034 roruards TE Circular 80-13. "Grid St-np Damage in 
West Ingtiouse Fuel Assetrbliss '* No yritton response required 
GRICILB H Region X. Philadelphia. Office of the Director 
ao/03/20 tp 


80D6240600 ilespands to IE BuHotln 79-03A. ‘Longitudinal Weld Defects 
in ASKE GA~312 Type 304 Stainless Steel " AU Weitinghouse- 
supplied pipe for use on NSSS is elthei* of forged seamless 
or centrifugal cask const 

PLASKan, R E Long Island Lighting Co G0/05/2G Ip 


DDCUCT STN-50-517 JAKESPORT NUCLEAR STATION. UNIT 3 


A App 11 cat ioii/c ons true 1 1 or. stags documents 4 correspondence 


809623-0110 Advises BNR i> PWR applicants of NRC decision to modify 
Imp 1 emientabloxi plan presented tci Section 4 of NUREO-0577 re 
adequacy of applicable support structures Oeixeral operating 
reactor review procedure U acceptance criteria end 
EISFNMUT.DO D1 Vi s ion of Licons ing fiO/05/2D 13pp 


6006180604 Advises th&t NRC overcharged util for revieu C( processing 
CPs Controller author ixed to forward refund 
HILLER. W 0 License Tee Management Branch 80/06/03 Ip 


H General correspondence 


8006300425 Requ-ests verification of address Related correspondence 
REVELEYtW T Hun ton t< Williams 00/06/12 Ip 


0 Inspection roports* IE Bulletins ^ correspondence 


6006200034 Forwards IE Circular 80-13. ''Grid Strap Damage In 
Irif st Inghouse Fuel Assemblies ” No written response required 
GRIER. B H Region t, Philadelphia. Qfflce of the Dlrectar 
80/05/28 Ip 


DOCKETED ITES^S 


240 


COOA240ijOO Responds to IE Uulletin ^9-03rt( "Longitudinal Wei*} Defect'; 
in /^SME SA-312 Type 304 Stainless Stool " All Wo 9 1 inflh oua 
supplied pipe Pot use on NSSS Is eilhei of Ported soamloss 
or centrifugal casV const 

PLASKONj n E Long Island Lighting Co SO/03/2Q Ip 


DOCKET STN-S0”5ia HARTSVILLC NUCLEAR PLANT- UNIT I 


A Application/conatruction stage documents h c orr e w p ond enc « 


B00A2o01l0 Advises BWR PWR applicants or NRC decision to modify 
imp lemon tat 1 on plan presented in Section 4 of NURLO-03/7 re 
adOTiuacy of applicable support itructurfl* General opdratlng 
reactor review procedure t- uccoptonce CT'ltoiio end 
EISENHUT-D G Division of Licensing Q0/O3/P0 i3pp 


0 Adjudicatory correspondence 


Q0{>60^>0336 Advises that AH Gutteiman will no longer appear iri 
proceedings on bohalf of util 

S ANGER I H 3 Tennessee Valley Authority PO/05/19 3pp 


0 Inspection fsports. IE Dulletins Jit con espondonce 


000603049B Forwards IE Insp Ropts SO-blO/ElO-05/ 50-3 l9/G0~0Si 50-520/ 
30-05 fx 30-321/80-05 on 800120-0229 No none omp I i anc e noted 
HURPHYi C E negion 2. Atlanta. Reactor Construction ?* Enginooring 
Gupport Dranch 80/04/22 2pp 


-■0006030511 IE Insp Repts 5O-31Q/0O-O5i 50-319/80 -03, 30-320/80-05 
30-521/00-05 on 000120-0229 No nontomp Uanco noted Major 
aroos inspected btructurol concrete/ steel structures h 
reactor vessel installation 

CANlRELLiF B Region 2. Atlanta. Reactor Construction t 
Engineer ifig Support flranch SUAN, N H Region 2/ Atlanta. Office 
of the Director 00/04/22 6 pp 


8006060159 Tot wards IC Uullotm GO tl, "Masonry Wall Design “ No action 
or written response required IE Info Notice 79-28. 

"Ovorloadlng of Stiifctoral Elements Due to Ripe Support 
Leails' onci 

O'REIlUV/xJ P Region T" Atlanta. Gfficu of the Director 80/03/00 

Ipp 


8006040267 Fo''w^i‘ds IE Rulletin 80-12. "Dec^nj Heat Renova] Sy« 
Operability " No written response requii ed IC Info Notice 
80-20. "Loss of Decoy Meat Removal Capability at Davls-Ressu 
Unit 1 While in Refueling Mode" end 

O'RElLuY.J P Region 2. Atlanta/ Office of the Director 00/03/09 
3pp 


0006120034 Forwards IE Circular 00-11/ "l-margonry Diooel Generator Lube 
Gil Cooler Failures " Na wiitton respotipe required 

O'REILUY/J P Region 2. Atlanta/ Office of the Director fcJ0/O5/l3 
3pp 


0006090436 Responds to G00121 itr which transml t ted IE Bulletin 00-02 
Investigations revealed that feedwater spargers or thermal 
sleeves mfg t</or fabricated by Marvin Engineuring Co have 
not been purchased ti/or have not been Installed in plants 
MILL 81 L H Tennessee Valley Authority 80/05/21 ip 


0006100061 Ack receipt of 800507 Itr informing NRC of steps taken to 
correct violations noted in JE Insp Ropts 5D-DlH/B0-04i 
30-519/00-04. &O-S2O/0O-O4 6 30-521/80-04 

MURPHYi C G Region 2/ Atlanta. Reactor Construction & Engineering 
Support Dranch 00/03/21 2pp 


— 0006100064 Forwards supplemental ri,ipgnsO to 1C Insp Rept 
30-310/80-04 Investigating all applicable welds 80P-17 6 
0QP-34 being revised Clarification of requirements will 
prevent noncomp 1 lance through misinterpretation 
MILL0/ L M Tennessee Valley Authority 00/05/07 2pp 


--8006180060 Ack receipt of 800409 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-510/00-04/ 
50-519/80-04/30-320/80-04 8 / 50-521/80-04 Supplemental ropt 
due by 800509 

MURFHV/ C E Region 2/ Atlanta. Reactor Construction & Engineering 
Support Branch 80/04/20 2pp 


— 80061000/2 Responds to NRC 800317 Itr re violations noted in IE Insp 
Repts 30-518/00-04/50-519/00-04.50-520/80-04 it 50-321/00-04 
Con ec tl ve^ act! ons joint stamped u/low stress stamps in 
piping matl adjacent te welds 

MILLG/L M Tennessee Valley Authoiity 00/04/09 2pp 


--800618007/’ Forwards IE Insp Ropts 50-51B/BO-O4, 50-519/00-04, 
50-520/80-04 f, 50-521/80-04 un B00219-22 U notice of 
violation 

BRYANT. J C Region 2. Atlanta. Roflctor Construction & Engineering 
Support Dranch BO/01/17 2pp 


— 8006100003 Notice of violation from inap on 800219-22 

* Region 2. Atlanta, Office of the Director 00/03/11 ]p 


--8006180091 IE Insp Repts 5O-5lQ/S0-O4i 50-319/60-04, 90-520/00-04 It 
30-521/80-04 on 800219-22 None ofnp 1 lanc e noted Failure to 
follow procedure in wold joint Identification 

MEPDT. A 9 Region 2. Atlanta. Reactor Construction 6 rnginerrlng 
Support flranch RLAKC. J . KLEINSOROE. U Region 2. Atlanta, nffice 
of the DlrbCtor 00/03/11 7pp 


0 Reportablo ocLurrences. LERs t- related correspondence 


□006060230 Forwaids CTl-Nuclear B00503 Part 21 rept re potential 
failurn or McGraw Edison dovito used in CTl-Nuclear 
electronic control circuit foi dotocting high temps in 
alrstream in v*i logs air filtration sys 
KENYOfi, M Tonnosseo Valley Authority 00/05/08 4pp 


80060301.10 PNQ-1 1-80-090 on 000920, wh 1 1 0 In process of pouring Unit A-1 
vent wail. crane brake failed L dropped four cubic yard 
concroto bucket Three employees were severely Injured 
Licensee plans to issue press release 

WRIGHT, R W / CANTRELL, F 5 Region 2. Atlanta, Office of ths 
Director 80/09/21 Ip 


0006040230 Forwards second iTitorim dericioncy rept vo uipld deficiencies 
un luactor pressure /essel shield wall Final rept ohouid be 
subnitted by 800926 

M1LL8.L h Tetinessee Valley Authority 00/09/29 Ip 


— CJ006040P31 SecpTid interim defirieney rept re weld deflciancias on 
reactor pressure vessel shield wall All backing bars 
removod from weld joints between stiffaners It shell plate 
Welds will be repaired 

s- Tennessee Valley Authority 00/03/29 ip 


6006060401 Forwards final deficiency rept re unacreptable bending of 
welded stud jnchnrs on embedded plates 
MILIB, l M Tonnesuee Valley Authority 00/06/02 ip 


— 0006060413 Final deficiency tept re unacceptable bending of weldod stud 
anchui s on embedded plates Testing program u«s initiated 
Bending of studs hos no uignificanC effect on stud capeclt); 

Lists guidelines for max banding of stud anchors 
■e Tannesors Valley Authority BO/06/02 3pp 


B006U004G Forwards first intoritn deficiency rept r» standby ses 
truatmorit sys charconl adsorber 

MILLS/ L M Toimesaae Valley Authority 80/06/04 ip 


— 00061100SB First intunm deficioncy rept rt standby gat treatment sy» 
charcaol adsorbers Charcoal ratentiOTr screens separating 
f/'on frames due to impi oper t>r broken spot wolds Vendor/ 

CTI-Nuc lu'ir. investigating problem Final rept by 800320 
e TonneGsec Valley Authority 00/06/04 Ip 


6 OO 6 IS 0309 Forwaids interim deficiency rept re steam tunnel omtedment 
stiffener plate weld 

HILL6, L M Tennessee Valley Authority 00/06/04 Ip 


— 0006120313 Intel im deficiency rept re failure by Atlas rtachlrio 1. Iron 
Works to impiemont QA procedures for steam tunnel embedment 
stiffener plato weld Stiffener plate NCR-IO welded per QA 
requirements aid for Atlas QA program contracted 
* Tennessee Valley Authority 00/06/04 Ip 


BOO 620 O 024 Final Part 21 rept re mixed heat of st«el supplied by UB 
Steal from uhieh 4-inch elbows t" 2-inch tees uer* mfg to 
A234WPfl requirement Investigations conducted l< closed at 
46 listed facilities 

SEAY/ J L Chemtron Corp # Tuba Turns Div 80/06/06 3pp 


B006200432 Forwards final deficiency rept rc defective McOrau-Edison 
tamp detection controllers in standby gas treatment ays 
MILLS/ L M Tennessee Valley Authority 80/06/13 ip 


—8006200454 Final deficiency rept r® defective temp detection controller 
in standby gas treatment sys Electronic temp detection 
controller failed in svt Caused by aclrf flux solder sealing 
controls Controllers to be replaced w/certlfied controllers 
■» Tennessee Valley Authority 00/06/13 2pp 
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0006250275 Forwird* fin»l deficiency rept re incorrect root feet on 
iktbftd ceduitld elevves 

HILLS.L M Tennttet* Oellty Authority 00/06/1*? tp 


—0006290201 Fine! deficiency rept re incorrect root fece on iktwtd 
cedueld lUevee Atlee Machine U Iron Horkt fabricated 
repTfientativi etrwcturei ueinp same wtldlnp proctit « 
lUtvei Deetructive pull te*ti performed tatiefactori ly 
» Tennestee Valley Authority 00/06/19 2pp 


0006290256 Second Interim deficiency rept re defecti in Roeemount trip/ 
callfar unit* Util l« OE Inveitigation* re quantity of Modal 
1192 preeeurt tranemttteri shipped continuing Final rept 
uill be lubmltted by 000917 

MILLS, L M Tennessee Valley Authority 00/06/20 Ip 


docket 8TW-S0~519 HARTSVILLE NUCLEAR PLANT, UNIT 2 
A AppUcation/construction stage documents & corretpondance 


0006230110 Advises DHR PWR applicants of NRC daclsion to modify 
Implenentatian plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures Oentral operating 
reactor review procedure t acceptance criteria end 
ElBENHUTiD 0 Division of Licensing 00/05/20 13pp 


0 Adjudicatory correspondence 


0006060356 Advlsas that AH Outterman will no longer appear in 
procaadings on behalf of util 

SANOEft.H S Tennessee Valley Authority 80/09/19 3pp 


0 Impaction raports» IE Bulletins 6 corretpondance 


0006030490 Forwards IE Imp Repts 90-910/00-09, 90-5 19/00-09/ 90-520/ 
00-09 t 50-521 /BO-09 on 000120-0229 No noncompllance noted 
MURPHY/C £ Region S, Atlanta. Reactor Construction & Engineering 
Support Branch 00/04/22 Spp 


—8006030911 IE Insp Repts 90-510/00-05/ SO-Ot 9/00-09. 50-920/80-09 6 
90-921/00-05 on 000120-0229 No noncompllance noted Major 
areas inspected structural concrete/ steal structures 
reactor vessel imtallatlon 

CANTRELL, F 8 Region 2. Atlanta. Reactor Construction ti 
Englnaering Support Branch SWAN.H 0. Region 2. Atlanta, Office 
of the Director 00/04/22 6pp 


8006060199 Forwards IE Bulletin 80-il/ "Masonry Wall Daelgn '* No action 
or written response required IE Info Notice 79-29/ 

"Overloading of Structural Elements Due to Pipe Support 
Loads'* end 

a*REILLY/J P Region 2. Atlanta/ Office of the Director 80/09/08 
Spp 


0006040267 Forwards IE Bulletin 00-18/ *'Decay Heat Removal Sys 
Operability ** No written response required. IE Info Notice 
60-20. "Loss of Decay Heat Removal Capability at Davis-Baote 
Unit 1 While in Refueling Mode*’ and 

O'REILLY/ U P Raglon 2. Atlanta, Office of the Director. 80/09/09 
3pp. 


8006120034 Forwards IE Circular 80-11, "Emergency Diesel Generator Luba 
Oil Cooler Failures " No written response required 
O'REILLY/ vl P Region 2, Atlanta. Office of the Director 80/09/13 
3pp 


8006D904S6 Responds to 60D121 Ur which transmitted IE Bulletin 80-02 
Investigations revealed that feedwater spargers or thermal 
sleeves mfg tc/or fabricatsd by Marvin Engineering Co have 
not been purchased 4c/or have not been installed in plants 
MILLS, L M Tennessee Valley Authority 00/09/21 ip. 


0006100061 Act receipt of 000907 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-918/80-04/ 
50-919/80-04,90-920/80-04 t/ 90-921/00-04 

KWIPKY/C.E Region 2, Atlanta. Reactor Construction Engineering 
Support Branch 80/09/21 2pp 


— 0006100064 Forwards supplemental reipanse to IE Insp Rept 
90-918/00-04 Investigating all applicable welds 80P-i7 t/ 
SOF-34 being revised Ciarif itatlon of requirements will 
prevent noncompllance through misinterpretation 
MILLS. L M Tennesste Valley Authority 80/09/07 2pp 


—8006180060 Act lecmpfe of 000409 Ur infornting NRC of itsps taken to 
correct violations noted in IE Insp Repts 90-910/00-04, 
90-919/00-04,50-520/80-04 & 50-921/00-04 Supplemental rept 
due by 800507 

MVRPHY.C E Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/04/20 2pp 


—0006160072 Rospunds to NRC 000317 Itr re violations noted in IE Insp 
Repts SO-910/80-04, 50-519/80-04. 50-520/00-04 h 90-521/60-04 
Corrective actions joint stamped w/lou stress stamps in 
piping matl adjacent to welds 

MILLS, L M Tennessee Valley Authority 80/04/07 2pp 


—0006180077 Forwards IE Insp Repts 50-910/00-04,50-519/00-04, 
50-920/00-04 6 50-921/00-04 on 800219-22 & notice of 
violation 

BRYANT, J C Region 2. Atlanta, Reactor Construction ^ Engineering 
Support Branch 80/03/17 2pp 


— 0OD616OO83 Notice of violation fiom insp on 600219-22 

a Region 2, Atlanta. Office of the Director 00/03/11 Ip 


— 0OO61BOO9I IE Imp Repts 90-918/00-04, 90-319/00-04, 90-520/80-04 6 
90-921/80-04 on 000219-22 Noncompllance noted failure to 
follow procedure in weld joint identification 

HERDT/A R Region 2, Atlanta, Reactor Construction b( Engineering 
Support Branch BLAKE, j , KLE1NSQRGE,H Region 2. Atlanta, Office 
of the Director 00/03/tl 7pp 


8 Reportable occurrences. LERs ik related correspondence 


0006060230 Forwards CTt-Nuclear 800503 Part 21 rept r« potential 
failure of McGrau Edison device used in CTl-Nuclear 
electronic control circuit for detecting high temps in 
airstream in various air filtration sys 
KENYON, M Tennessee Valley Authority 80/09/OB 4pp 


0006060401 Forwards final deficiency rept re unacceptable bending of 
welded stud anchors on embedded plates 
MILL9.L M Tennessee Valley Authority 00/06/02 ip 


— 0006060413 Final deficiency rept re unacceptable bending of welded il 
anchors on embedded plates Testing program was initiated 
Bending of studs has no significant effect on stud capacity 
Lists guidelines for max bending of stud anchors 
e Tennessee Valley Authority 00/06/02 3pp 


000611004B Forwards first interim deficiency rept re standby gas 
treatment sys charcoal adsorber 

MILLS. L K Tennessee Valley Authority 00/06/04 ip 


— 8006110050 First Interim deficiency rept re standby gas treatment sy^ 
charcoal adsorbers Charcoal retention screens separating 
from frames due to improper or broken spot welds Vendor, 

CTI-Nuc 1 ear, investlgat ing problem Final rept by B00B20 
e Tennessee Valley Authority 80/06/04 Ip 


0006120309 Forwards interim deficiency rept re steam tunnel embedment 
stiffoncr plate weld 

MILLS. L M Tennessee Valley Authority 00/06/04 ip 


— 0006120313 Interim deficiency rept re failure by Atlas Machine it Iro 
Works to Implement QA procedures for steam tunnel embedment 
stiffener plate weld Stiffener plate NCR-10 welded per QA 
requirements <« aid for Atlas QA program contracted 
a Tennessee Valley Authority 00/06/04 ip 


8006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows L 2-inch tees were mfg to 
A234WPB requirement Investigations conducted & closed at 
46 listed facilities 

SEAY, J L Chemtron Corp , Tube Turns Div 00/06/06 3pp , 


8006200432 Forwards final deficiency rept re defective KcOraw-Edison 
temp detection controllers in standby gas treatment sys 
MILLS.L M Tennessee Valley Authority 80/06/13 Ip 


—0006200454 Final deficiency rept re defective temp detection control 
in standby gas treatment sys Electronic temp detection 
controller failed In sve Caused by acid flux solder sealing 
controls Controllers to be replaced w/certified controllers 
a Tennessee Valley Authority 00/06/13 2pp 


0006290279 Forwards final deficiency rept re incorrect root face on 
skewed cadweld sleeves 

H1LL8.UM Tennessee Valley Authority QO/06/19 Ip 
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— B00&250231 Final ij»fitl«ncg rept re incorrect root face on ekeued 
cadueld sleevee Atlas Kochlne fk Iron Works fabricated tome 
representative structures using same welding process as 
sleeves Destructive pull tests performed sat Isfactor i tv 
« Tennessee S/alleg Authorltij 00/06/19 3pp 


80062508S6 Gecond interim deficiency rept re defects In Rotemount trip/ 
callbr units Util It OE investigations re quantity of Kodel 
1152 pressure transmitters shipped continuing Final rept 
itiill be submitted by 000917 

MILLSiL (i Tennessee Valley Authority 0O/O6/SO Ip 


DOCKET STN-30-920 HARTSVILLE NUCLEAR PLANT. UNIT 3 


A Application/construction stage documents & correspondence 


6006230110 Advises QWR 8< PUR applicants of NRC decision to modify 
Imp lamentation plan presented in Soction 4 of NUREO-0377 re 
adequacy of applicable support structures Oeneral operating 
reactor revleui procedure acceptance criteria end 
EISENHUT, D 0 Division of Licensing 80/09/20 13pp 


0 Adjudicatory correspondence 


6006060396 Advises that AH Outterman will no Longer appear in 
proceedings on behalf of util 

SANOERi H 8 Tennessee Valley Authority 00/09/19, Spp 


Q Inspection reportsi IE Bulletins i correspondence 


0006030490 Forwards IE Insp Repts 9O-910/0O~O9» 90-919/00-09* 50-920/ 
00-09 It 90-921/00-09 on 800120-0229 No noncomp 1 lance noted 
KURPHVi G E Region 2* Atlanta. Reactor Construction & Engineering 
Support Branch 00/04/22 2pp 


— 0006030511 IE Insp Repts 90-918/80-05.50-919/80-09.90-920/80-09 t* 
90-921/00-05 on 000128-0229 No noncompliance noted. Kajor 
areas inspected structural concrete, steel structures It 
reactor vessel installation 

CANTRELL. F 8 Region 2* Atlanta* Reactor Construction 8< 
Engineering Support Branch 8UAN. U D Region 2* Atlanta. Office 
of the Director 60/04/22 6pp 


8006060199 Forwards IE Bulletin 00-tt* "Masonry Wall Design *' No action 
or written response required IE Info Notice 79-28, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O^REILLYiJ P Region 2* Atlanta. Office of the Director 80/09/08 
3pp 


S006040267 Forwards IE Bulletin 00-12. "Decay Heat Removal 8ys 
Operability " No written response required IE Info Notice 
80-20. "Loss of Decay Heat Removal Capability at Davli-Sesse 
Unit 1 UMlf in Refueling Made" end 

O'REILLY* J P Region 2. Atlanta* Office of the Director 60/09/09 

3pp 


8006120034 Forwards IE Circular 60-11* "Emergency Diesel Oenerator Luba 
Oil Cooler Failures " No written response required 
O'REILLY.J P, Region 2* Atlanta. Office of the Director 60/09/13 
3pp 


6006090496 Responds to 800121 Itr which transmitted IE Bulletin 80-02 
Investigations revealed that feedwater spargers or thermal 
sleevei mfg l*/ar fabricated by Marvin Engineering Co have 
not been purchased t</or have not been Installed in plants 
MILLSrL M Tennessee Valley Authority 00/09/21. ip, 


0006180061 Act receipt of 000907 Ur informing NRG of eteps taken to 
correct violations noted In IE Insp Repts 90-9I8/BO-04, 
90-919/00-04*90-920/80-04 U 90-921/80-04 

MURPHY. C E Region 2* Atlanta. Reactor Conetructlon Engineering 
Support Branch 60/09/21 2pp. 


— 6006160064 Forwards supplemental response to IE Insp Rept 
90-910/80-04. Investigating all applicable welds 80P-17 tt 
sap-34 being revised Clarification of requirements will 
prevent noncomp 1 lance through misinterpretation 
MILLS. L M Tennessee Valley Authority 00/09/07 2pp. 


—8006180068 Act receipt of 000409 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-918/00-04* 
90-919/80-04.90-920/80-04 & 90-921/80-04 Supplemental rept 
due by 800909 

HUHPHY.C £ Region 2* Atlanta, Reactor Construction It Engineering 
Support Branch 60/04/28 2pp 


— 60061B0072 Responds to NRC 000317 Itr re violations noted In IE Insp 
Repts 9O-9IQ/0O'O4. 00-519/80-04. 90-920/00-04 I* 90-521/00-04 
Corrective actions joint stamped w/low stress stamps in 
piping matl adjacent to welds 

M1LL8.L M Tennessee Valley Authority BO/04/09 2pp 


—8006160077 Forwards IE Insp Repts 90-918/00-04.90-919/00-04* 
90-920/00-04 Ic 30-921/00-04 on 000219-22 tc notice of 
violation 

BRYANTrU C Region 2, Atlanta. Reactor Construction It Engineering 
Support Branch 80/03/17 2pp 


— B0061600B3 Notice of violation from insp on 800219-22 

* Region 2. Atlanta. Office of the Director 80/03/11 Ip 


—8006100091 IE Insp Repts 90-516/80-04. 90-519/80-04*50-520/80-04 1. 
50-521/00-04 on 000219-22 Noncomp tiance noted failure to 
follow procedure In weld joint identification 

HERDTiA R Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch BLAKE* J . KLEINSQROE, U Region 2* Atlanta* Office 
of the Director 00/03/11 7pp 


8 Reportable occurrences, LERs L related correspondence 


0006060230 Forwards CTI -Nuclear 800503 Part 21 rept re potential 
failure of McOraw Edison device used in CTI-Nuclear 
electronic control circuit for detecting high temps in 
alrstream In various air filtration sys 
KENYON* M Tennessee Valley Authority. 80/09/00 4pp 


8006060401 Forwards final deficiency rept re unacceptable bending of 
welded stud anchors on embedded plates 
KILLS.L H Tennessee Valley Authority 60/06/02 Ip 


— 6006060413 Final deficiency rept re unacceptable bending of welded stud 
anchors on embedded plates Testing program was initiated 
Bending of studs has no significant effect on stud capacity. 

Lifts guidelines for max bending of stud anchors 
» Tennessee Valley Authority 00/06/02 3pp 


8006110046 Forwards first interim deficiency rept re standby gas 
treatment sys charcoal adsorber 

MILLS* L M Tennessee Valley Authority 00/06/04 Ip. 


— 0006110098 First Interim deficiency rept re standby gas treatment sys 
charcoal adsorbers Charcoal retention screens separating 
from frames due to improper or broken spot welds, Vendor* 
GTt-Nuclear* Investigating problem Final rept by 800620 
* Tennessee Valley Authority 00/06/04 tp. 


0006120309 Forwards Interim deficiency rept r* steam tunnel enbednant 
stiffener plate weld 

MILLS* L M Tennessee Valley Authority 80/06/04. Ip. 


— 8006120313 Interim deficiency rept re failure by Atlas Machine it Iron 
Works to implement QA procedures for steam tunnel embedment 
stiffener plate weld Stiffener plat* NCR-10 welded par OA 
requirements l< aid for Atlas OA program contracted 
a Tennessee Valley Authority 80/06/04 Ip. 


8006200024 Final Part 21 rapt re mixed heat of steel supplied by US 
Bteel from which 4-lnch elbows 1 2-lnch tees were mfg to 
A234UPB requirement, Investigations conducted bt closed at 
46 listed facilities 

8EAY. J L Chemtron Corp * Tube Turns Dlv 80/06/06, Spp 


8006200432 Forwards final deficiency rept r# defective McOraw-Edl son 
temp detection controllers In standby gas traatment lyi 
HILLS. L M Tennissee Valley Authority 80/06/13 Ip. 


— 0006200494 Final deficiency rept re defective temp detection controller 
in standby gas treatment sys Electronic temp detection 
controller failed in sve Caused by acid flux solder sealing 
controls Controllers to be replaced w/certlfled controllers 
a Tennissee Valley Authority 80/06/13 2pp 


0006290256 Second interim deficiency rept re defects in Rosemount trip/ 
calibr units Util b OE investigations re quantity of Model 
1192 pressure transmitters shipped continuing Final rept 
will be submitted by 600917 

MILLS. L M Tennessee Valley Authority 00/06/20 Ip. 
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DOCKfcT STn-50-52l MWITSVILLE NUCLEftR PLAtUi UNIT 4 


A App I ic^tion/c onstru^r tion *tage dociimonts t*. correspondence 


aOOAajOllO Advises HWR h PWF< applicentt of NilC decision nodlfg 
imp 1 enenta t i □ n plan, presonteo in Ssction 4 of NUREQ-0S77 ro 
adequacy of applicable support stroctur** General oparattnp 
reactor rovleu protodure ^ acceptance criteria end 
EI8£NHUT,t) & Dlweion of Licensing QO/05/20 ilpp 


0 Adjudicatory corr««pondcnCB 


— B00A180091 IE Insp Repts 5O-518/B0-0A, 90-519/80-04, 50-*>20/Q0-04 *. 
90-521/00-04 on 000219-22 None o/np 1 lance noted failure to 
follour procedure in tueld joint identl f icaiion 

H£Rf)T, A R Region 2> Atlanta. Reactor Construction & En{) inoer 1 ng 
Support Branch 00/03/11 7pp 


8 Reportable occurronces, LERt related correspondence 


a0060A0230 Foruiards CTI-Nudoar 000503 Part 21 rept re potential 
failure of fIcOrau Edison device used in CTI-Nuriear 
electronic control circuit for detecting high temps in 
alrstroam in various air filtration syh 
HGNVCJN, M Tennessee Valley Authority 80/05/09 4pp 


8006040356 Advises that AH Outterman wtU no longer appear in 
proceedings on behalf of util 

SANGER. H S Tennessee Valley Authority 00/05/19 3pp 


Q Ihipectlon reports, IE Dulletins t correspondence 


8004030496 PoTUiards lE Insp Repto S0-S10/B0-0'5r 50-519/Q0-O5, 90-520/ 
HO-03 I' SO-sai/BO-OO on D00120-0229 No noiicompl ianco noted 
NURPHYfC E Region 2. AtUnte. Reactor Construction %i Enolnetrihfl 
Support Stanch 00/04/22 2pp 


— Q00&0305U IE Imp Hepts 50-518/00-05, 50-519/00-09, 50-520/00-05 It 
90-921/00-05 on BOOlPB-0229 No nuncomp 1 lance noted Major 
areas inspected structural concrete, steel structures it 
reactor vessel instal latton 

CANTRELL, f S Region 2, Atlanta, Reactoi Construction h 
Engineering Support Branch BO/04/22 6pp 


8004040159 Foruflrds IE Bulletin OO-U, ''Masonry Wall Design ’* No action 
or written response required IE Info Notice 79-26, 

"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLV.J P Region 2, Atlanta. Office of the Director 00/05/08 
3pp 


8004040247 Forwards lE Bulletin 60-12, "Decay Heat Removal 6gs 
Operatility " No writton response required IE Info Notice 
GO-20, "Loss of Decay Heat Removal Capability at Davlt-Desse 
Uhit I While in Refueling Mode" end 

O'REILUY, J P Region 2, Atlanta. Office of the Director 00/09/09 
3pp 


8004120034 Fnrwards IE Circular 80-11, "Emergency Diesel Generator Lubo 
Oil Cooler Failures “ I4a written response required 
O'KEILLY.J P Region 2. Atlanta, Office of the Director 00/09/13 
3pp 


,004090454 Responds to 600121 Itr which transmitted IE Bulletin 00-02 
Investigations revealed that feedwater spargers or thermal 
sleeves mfy 4/or fabricated by Marvin Engineering Co have 
not been purchastd 4/or have not been installed in plants 
HlLLBiLM Tennessee Valley Authority 00/05/21 tp 


8006180041 Ad receipt of 800507 itr informing NRC of steps taken to 
correct violations noted In IE tnsp Repti 50-516/00-04, 
50-519/00-04,50-520/00-04 h 50-521/00-04 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/05/21 2pp 


— 0004100064 Forwards supplemental response to IE Insp Rept 
90-918/00-04 Investigating all applicable welds. 0OP-17 !< 
BOP-34 being revised Clarification of requirements will 
prevent nancompl lance through mi i interpf etatlon 
MiLLSiL M Tennessee Valley Authority 60/05/07 2pp 


— 0004180060 Ack receipt of 600409 Itr informing NRC of steps taken to 
correct violations noted in lE tnsp Repts 50-510/80-04^ 
50-919/80-04,50-920/00-04 i 50-921/00-04 Supplemental rept 
due by 800509 

HURPlIYrC E Region 2, Atlanta, Reactor Construction It Engineering 
Durpu^t Brand) S0/O4/2B 2pp 


0006040401 Forwards final deficiency rept re unacceptable bonding of 
weldod stud anchors on embedded plates 
MILLS, L M Tennessee Valley Authority 00/06/02 ip 


— 8006040413 Final deficiency rept re unacceptable bending of welded stud 
anchors on embedded plates Testing program was initiated 
Sending of studs has no significant effect on stud capacity 
Lists guidelines for ma)i bending of stud anchors 
ft Tennessee Valley Authority 00/06/02 3pp 


0004110040 Forwards first interim deficiency rept ro standby gas 
treatment sys charcoal adsorbei 

MILLS, L M Tennessee Valley Authority 80/06/04 Ip 


—0006110050 First interim deficiency rept re standby gas treatment sys 
charcoal adsorbers Charcoal retention screens separating 
from fi'ames due to improper or broken spot welds Vendor. 

CTl* Nuclear, Investigating problem Final rept by 800020 
* Tennessee Valley Authority 00/06/04 Ip 


6006120309 Forwards interim deficiency rept re steam tunnel embedment 
stiffener plate weld 

KILLS, U M Tennessee Valley Authority 80/06/04 Ip 


—0006120313 Interim deficiency rept re failure by Atlas Machine t< Iron 
Works to implement OA procedures for steam tunnel embedment 
stiffener plate weld Stiffener plate NCR-10 welded per OA 
requirements l< aid for Atlas GA program contracted 
* Tennessee Valley Authority 80/06/04 Ip 


0006200024 Final Part 81 rept re mixed heat of steel supplied by 
Steel from which 4-ihch elbows !< 2-tnch tees were mfg to 
A234WP13 requirement Investigations conducted It closed at 
46 listed facilities 

BEAY,J L Chemtron Carp , Tube Turns Dlv 00/06/06 3pp 


6006200432 Forwards final daflclenqy rept re defective MeOraw-Ed Ison 
temp detection controllers in standby gas treatment sys 
MILL6, L II Tennessee Valley Authority 60/06/13 ip 


—8006200454 Final deficiency rept re defective temp detection controller 
in standby gas treatment sys Electronic temp detection 
controller failed In sve Caused by acid flux solder sealing 
controls Controllers to bo replaced w/certi f led controllers 
d Tennessee Valley Authority 00/06/13 2pp 


0006250256 Second Interim deficiency repi re defects In Rosemount trip/ 
callbr units Util Ic OE investigations re quantity of Model 
1152 pressure transmitters shipped continuing Final rept 
will bo submitted by 000917 

HtLL0, L M Tennessee Valley Authority BO/06/20 Ip 


DOCKET 8TN-90~522 BKAOIT NUCLEAR POWER PROJECT, UNIT 1 


A Appl Ication/construct Ion stage documents li correspondence 


8006090143 Requests info re composition of open cooling sys Advises 
that Skagit Tribes concorn about toxicity at diffusers have 
intensified 

6UBCH, R W Evergreen Legal Services 00/01/29 ip 


0006230110 Advises DWR I* PVJR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-097/ re 
adequacy of applicable support structures Oenoral operating 
reactor review procedure V acceptance criteria end 
EISENHUT.OO Division of Licensing 80/09/20 I3pp 
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C rSdjUdlCfttuig coirpspondonc? 


BOOoOiO?^'? ttotlPn to dismiss fipplicaiton u/pi o jitd i c 0 Applicants took 
no stops to pursue application despite oppottunitg oivon 
at QODISS conferonre to addiess pendini} (^oology & loiomologg 
issues Cert-ificate of ^vc enc 1 

LEED*R M Stag 1 toti laiis Cont erneO About hue tear Rower I EETDi R M 
Leod^R M GO ^05 /OH S(»p 


R0060603)3G Foruaida monthly status rep I for riag 1 fOO consisting of titil 
ropig in oppnsitiofi to i n^er vonur* £jk ag i ton lans Concerned 
About Nuclear Puiger motion to Jisnutis tonsl application t JE 
Mecca affidavit \U i> enrl^ 

THJMHFN.r T Perkins foie, Eitone, Olsen A Willio.iis 00/05/23 

Jpp 


00061G01B1 Reply i j> opposition to Skay i toiuans Concerned About Nucleai 
F’ower Q0050S motion to dismiss application w/prejudice due 
to lack ot diligent puisuit Applicants ai o engaged in 
extensive progi am to locate suitable site 

IHOMSE-h. r T Puget Sound Powet A Light Co THOMSEN, 1“ T Perkins. 
Loie. Stone. Olsen t U|ilLam^i BO/05/23 5pp 


“ Q0061S01S5 Affidavit in support of appliconts' reply objecting to 
Skag 1 tor larifi Concerned About Nurlear Power G0050S motion tn 
dismiss application tiplain^ applicants' efforts to locate 
suitable site fertifiratk. of Sve cncl 

HbCCA, J t Puget Sound Poupt t Light Co 00/05/23 6pp 


Q006030213 Submits second status rept re Skagit application t 
continuing ro.^iew efforts by iv'fiC f USGB No progress made re 
rosportive review functions Change in pi oposed site is being 
considerpd by applicants Updated info will bo provided 
BLACK. R L Heviring llranch 1 00/05/30 2pp 


Q006l90d47 Reply withdrawing 000500 motion to dismiss application 
Applicant response to motion f, Mecca affidavit provided 
detailed info re applicant 000414 rept Progress rept must be 
filed by OOOAOl by applicant Certificate of Qvc end 
GENDLERfM W . LEED.R N Skayitonidns Concerned About Nuclear Power 
OENOLER.n W leed.RM 00/06/04 5pp 


0006100411 Arcepta 000630 as date foi submittal of NRC applicants' 
repta continuing Apr-May responses to Paragraph 14 C of ASLB 
800306 order 

DEALE I U D Atomic Oafoty and Licensing Board Panel 00/06/13 Ip 


0 Advisory Committee on Reactor Safeguards reports St correspondence 


B0061703QS Peruaids 800506 Itr from ACR6 to Commissioner Ahearne re 
near~term CP applications for info S' use 
SCHWENCER.A Licensing Branch 2 00/05/30 2pp 


DOCKET BTN-50-523 SKAOIT NUCLEAR POWER PROJECT, UNIT 2 
A App 1 ication/construc 1 1 on stage documents St correspondence 


Q0060?0143 Requests info re composition of open cooling sys Advises 
that Skagit Tribes concern about toxicity at diffusers have 
intensified 

BUSCH, R W Evergreen Legal Services 00/01/27 ip 


0OO623OUO Advises DWR PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NURE0''O577 re 
adequacy of applicable support structures General operating 
reactor review proceduio t acceptance criteria end 
EISENHUT.DO Division of Licensing 80/05/20 I3pp 


G Adjudicatory correspondence 


8006060279 Motion tn dismiss application ui/prejudice Applicants took 
no steps to pursue application despite opportunity given 
at 800122 conference to address pending geology ^ seismology 
issues Certificate of Sve end 

LEED, R M Skagl tomans Concerned About Nuclear Power L£EO« R M 
Leed.R M B0/O5/OB 5p p 


6006060328 Forwaids monthly status rept for May 1900 consisting of util 
reply in opposition to intervenor, Skag i tonians Concerned 
About Nuclear Power motion to dismiss const application JE 
Mecca affidavit W/o encls 

THOMSEN. F T Perkins. Coie, Stone. Olsen C< Williams 80/09/23 
3pp 


GOO610O181 Reply in opposition to Skag 1 tohiant Concerned About Nuclear 
Power 000508 motion to dismiss application u/p re j ud 1 c e due 
to lack of diligent pursuit Applicants are engaged in 
extensive program to locate suitable site 

THGMSbN. F T Puget Sound Power «< Light Co THOMBENi F T Perkins, 
Cole. Stone. Olsen t Williams 80/05/23 5pp 


— 80061G0185 Affidavit iii support of applicants' reply objecting to 
SkagitcTuans Concerned About Nuclear Ptiiuer 80050S motion to 
dismiss application Explains applicants' efforts to locatv 
suitable site Certificate of &/c eric I 

MECCA. J E Puget Sound Power % Light Co 80/05/23 6pp 


6006030213 Submits second status rept re Skagit application 6 
continuing review efforts by NRC A U3GB No progress made re 
respective review functions Change in proposed site is being 
considered by applicants Updated info will be provided 
BLACK, P L Hearing Branch I 80/05/30 2pp 


B0061V0447 Reply withdrawing 900500 motion to dismiss application 
Applicant response tn motion L Mecca nffidovit provided 
dutailud info te applicant 800414 rept Progress rept must be 
filed by 800601 by applicant Certificate of Sve one I 
OENOLER.n W . LLEI). R M Skagitohians Concerned About Nuclear Power 
GENDLER.n W leed.RM 80/06/04 bp p 


GOO610O4U Accepts 800630 as date for submittal of NRC $i applicants' 
repts Lontinulng Apr May responses to Paragraph 14 C of A9L8 
600306 OT der 

DEALti V B Atomic bafety and Licensing Board Panel 80/06/13 Ip 


0 Advisory Committee on Reactor Safeguards reports U corref pondence 


6006170385 Forwards 800506 Itr from ACR0 to Commissioner Ahearn* re 
near-term CP applications for info V use 
8CHUENCER,A Licensing Branch 2 60/05/30 2pp 


DOCKET 8TN-90-52Q PALO VERDC NUCLEAR STATION. UNIT I 


A App 1 Icat lorr/cunstruction stage documents t» correspondence 


8006230110 Advises liWR ti PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure U acceptance criteria end 
ElSENHUT/D 0 Division of Licensing 80/05/20 I3pp 


6006240232 Advises that NRC ^ industry should develop improved 
procedures for expediting license applications Suggests 
meeting w/applicant t vendors for expeditious review of sys 
design decisions 

EISENHUT. D 0 Division of Licensing 80/06/10 tp 


—8006240236 Notification of 800709-10 meeting w/util in Bethesda^HD to 
participate in review of ac power sys 
KERRlOANtJ Licensing Branch 2 80/06/10 ip 


6006300185 Recommends that station application be accepted for 
docketing Application is about 907, complete it some sections 
of F0AH Ik environ rept are complete 

TEDEBCO.R L Assistant Director for Licensing 80/06/16 Ip 


8006230676 Forwards application for OL 

VAN BRUNT, C E Ariiona Public Service Co 80/06/17 Ip 


— 80062306GD App I ication for OL 

a Ariiona Public Service Co 80/06/19 260pp 


0006230673 Forwards "TMt-2 Lessons Learned Implementation Rept 
VAN BRUNT.E E Ariiona Public Service Co 80/06/19 IbOpp 


C Utility Environmental Report (ER). amends i correspondence 


6006230686 Forwards environ rcpt,Vola 1-4 

VAN BRUNT. E E Aniono Public Service Co 80/06/19 ip 


—8006230692 Environ rept, Vo I 1 of 4 

e Ariiona Public Service Co 80/06/19 SOOpp 


— 8006230697 Environ rept.Vol 2 of 4 

n Ariiona Public Service Co 60/06/17 500pp 


— 8006230702 Environ rept.Vol 3 of 4 

e Ariiona Public Service Co 80/06/17 900pp 
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—9004230703 Environ r*pt.'/ol 4 of 4 

* Arlion* Public Strvlc® Co 80/06/19 


SOOpp 


0006230716 Chapter 12 of Palo Verde FSAR. "Radiation Protection 
* Ariiona Public Service Co 00/06/19 lOOpp 


F Securityi medical, emergency b fire protection plan* 


8006230717 Chapter J3 of Palo Verde FSAR. 
* Ariiona Public Service Co 00/06/19 


"Conduct of Operation* 

60pp 


8006230691 Forward* emergency plan 

VAN BRUNT. E E Ariiona Public Service Co 


80/06/19 


ip 


0006230718 Chapter 14 of Palo Verde FBAR, 
# Ariiona Public Service Co 80/06/19 


"Initial Teat Program 

20pp 


—0006230696 Emergency plan 

e Ariiona Public Service Co 80/06/19 


t40pp 


8006230720 Chapter 15 of Palo Verde F8AR. 
* Ariicna Public Service Co 80/06/19 


"Accident Analyai* " 
40pp 


0 Adjudicatory corretpondence 


8006260158 Forward* Diractor'* decision per 2 206 l« FR notice In 
reiponaa to Friend* of the Earth 791024 petition to require 
preparation o# lupplemental environ ftatemonts on Cla** 9 
accident* at Diablo Canyon. Rancho Seeo t< Palo Verde 
DEHTON.H ft Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


—8006260159 Raipond* to 791024 petition requesting preparation of 
lupplemental ElS re impact of Cla»* 9 accident* at 
facllitils No iptcial t Ircumitance* eiist which would 
warrant reopening proceeding* Request denied 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/06/19 2pp 


—0006260161 Director's decision per 2 206 denying Friend* of the Earth 
791024 petition to require preparation of supplemental ElS 
on Class 9 accidents No special circumstances eilit which 
would warrant rtcpening environ proceedings 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/19 17pp 


0006230721 Chapter 16 of Palo Verde FSAR, "Tech Spec* 
» Ariiona Public Service Co 00/06/19 130pp 


8006230722 Chapter 17 of Palo Verde FSAR. "QA " 

» Arlzcna Public Service Co 00/06/19 30pp 


0 Inspection reports. IE Dulletins & correspondence 


8006250107 Forwards IE Insp Repts 50-528/80-04.30-529/00-04 6 
30-330/80-04 on 800201-20 No noncompliance noted 
SPENCER. 0 S Region 5. San Francisco. Reactor Construction 6 
Engineering Support Branch 80/03/02 2pp 


—8006230192 IE Insp Repts 50-520/00-04.50-329/80-04 ii 30-530/00-04 on 
800201-28 No noncomp I lance noted Major areas inspected 
containment bldg concrete, polai crane support girders, 
reactor vessel supports i> auiiliary bldg wall reinforcement 
DODDS. R T Region 3. San Francisco. Reactor Construction fc 
Engineering Support Branch VORDERBRUOQEN Region 5. San 
Francisco. Office of the Director 80/03/01 4pp 


—0006260163 Notice of issuance of Director's decision per 2 206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemintal EIS re Class 9 accidents 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


K Utility Final Safety Analysis Report (FSAR) 6 amends 


8006230673 Chapter 1 of Palo Verde FSAR. "Introduction & General 
Description of Plant " Includes Revision 1 
* Ariiona Public Service Co 00/03/31 ISOpp 


8006230677 Chapter 2 of Palo Verde FSAR. "Site Characteristics " 
e Ariiona Public Service Co 80/06/19 500pp 


8006230683 Chapter 3 of Pale Verde FSAR. "Design of Structure. 
Component*. Equipment 6 Sys " 

* Ariiona Public Service Co 80/06/19 600pp 


8006230688 Chapter 4 of Palo Verde FSAR. "Reactor " 
« Ariiona Public Service Co 60/06/19 20pp 


8006230694 Forwards FSAR. Vo Is t-10 

VAN BRUNT. E E Ariiona Public Service Co 80/06/19 Ip 


— 0OO623O69S FSAR. Vols 1-10 Includes Revision 1 

* Ariiona Public Service Co 80/03/31 310pp 


B006230695 Chapter 5 of Palo Verde FSAR. "RCS tc Connected Bys " 
e Arizona Public Service Co 80/06/19 60pp 


8006230701 Chapter 6 of Palo Verde FSAR. "Engineered Safety Features " 
t Ariiona Public Service Co 60/06/19 300pp 


0006230703 Chapter 7 of Palo Verde FSAR. "Instrumentation 6 Controls " 
» Ariiona Public Service Co 00/06/19 i40pp 


0006230710 Chapter 8 of Palo Verde FSAR. "Electric Powet " 
« Arizona Public Service Co 00/06/19 iSOpp 


liliary Sys " 

600pp 


3 Reportable occurrences. LERs 6 related correspondence 


0006030331 Advises that commitment made In 600324 preliminary 
deficiency rept will not be met Info from qualification 
testing will not be available within 60 days, due to 
implementation difficulties Info flnaliied by 800801 
VAN BRUNT. E E Ariiona Public Service Co 00/05/23 2pp 


0006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows it 2-lnch tees were mfg to 
A234WP0 requirement Investigations conducted closed at 
46 listed facilities 

SEAV. J L Chemtron Corp . Tube Turns Dlv GO/06/06. 3pp 


T Hearing transcripts on non-anti trust matters 


8006110309 Forwards 80050B ays review transcript re Class IE power ays 
Review held before Power Sys Review Board in Phoenlx.AZ 
Pp 1-179. 

VAN BRUNT. E E Arizona Public Service Co 00/06/04 800pp 


DOCKET STN- 50-529 PALO VERDE NUCLEAR STATION. UNIT 2 


A Application/construction stage documents & correspondence 


B006230110 Advises BWR it PWR applicant* of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0S77 re 
adequacy of applicable support structures General operating 
reactor review procedure t« acceptance criteria end 
EISENHUT. D 0 Division of Licensing 80/05/20 13pp 


8006240232 Advises that NRC b industry should develop Improved 
procedures for expediting license applications Suggests 
meeting w/applicant t vendors for expeditious review of sys 
design decisions 

EISENHUT. D Q Division of Licensing 80/06/10 Ip 


—8006240236 Notification of 800709-10 meeting w/util in Bethesda. MD to 
participate in review of ac power sys 
KERRIGAN. J Licensing Branch 2 80/06/10 Ip 


0OO63OO1G5 Recommends that station application be accepted for 
docketing Application is about 90X complete JJ. some sections 
of FSAR 8. environ rept are complete 

TEDESCQ.R L Assistant Director for Licensing GD/06/16 Ip 


Steam it Power Conversion 
ISOpp 


8006230676 Forwards application for DL 

VAN BRUNT. E E Ariiona Public Service Co 00/06/19 Ip 


^adwaste Mgt 

120pp 


—8006230680 Application for OL 
a Arizona Public Service Co 


80/06/19 


260p p 
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a006230ii93 Forwards ’'TMI-2 Lea-sons Learned Implementation Kept 
VAN BRUNT. E t Arizona Public Service Co 80/0&/I9- iSOpp 


C Utilitij Environmental Report ( LR > . amends )L correspondence 


ao062306Bi> Forwards environ reptiVols l-^ 

VAN BRUNTiE E Arizona Public Service Co 00/06/19 Ip 


— B006230692 Environ rept. Vol I of 4 

* Arizona Public Service Co 00/06/19 GOOpp 


— B006230677 Environ repl.-Voi ? of 4 

Arizona Public Service Co 00/06/19 SOOpp 


"•*8006230702 Environ rcpt.Vol 3 of 4 

* Ariiona Public Service Co 80/06/19 SOOpp 


--0OO623O7O3 Environ reptpVol 4 of 4 

* Arizona Public Service Co 80/06/19 OOOpp 


F Securityj medical, emergenci^ ^ fire protection plans 


8006230691 Forwards emorgencij plan 

VAN BRUNTiE E Arizona Public Service Co 80/06/19 Ip 


— B006230696 Emergency plan 

* Ariiona Public Service Co 80/06/19 140pp 


0 Adjudicatory correspondence 


B0062601S8 Forwards Director's decision per 3 206 & FR notice in 
response to Friends of the Earth 791024 petition to riq.ulr« 
preparation of supplemental environ statements on Class 9 
accidents at Diablo Canyooi R one h o 8eco Palo Verde 
DBNTONiH R Office of Nuclear Reactor Regulation. Director 
00/06/19 2pp 


— 8006260159 Responds to 791024 petition retiuestlng preparation of 
supplemental E18 re impact of Class 9 accidents at 
facilities No special circumstances exist which would 
warrant reopening proceedings Reiiuest denied 
DENTQNi H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


>0006260161 Director's decision per 2 206 denying Friends of th# Earth 
791024 petition to require preparation of supplemental EI6 
on Class 9 accidents No special circumstances exist which 
would warrant reopening environ proceedings 
DENTON, hi R Office of Nuclear Reactor Regulation. Director 
80/06/19 17pp 


—■8006260163 Notice of Issuance of Director's decision per 2 206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental EI8 re Class 9 accidents 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


Vi Utility Final Safety Analysis Report IFSAR) I. amends 


0006230673 Chapter 1 of Palo Verde FSAR. "Introduction U General 
Description of Plant " Includes Revision 1 
* Arixona Public Service Co 80/03/31 190pp 


0006230677 Chapter 2 of Palo Verde rSAft. '•Site Characteristics 

* Arltona Public Service Go 80/06/19 SOOpp 

8006330603 Chapter 3 of Palo Verde FSAR. "Design of Structure. 
Components. Equi pment U 8ys *' 

* Arixona Public Bervice Co 80/06/19 600pp 


8006230688 Chapter 4 of Palo Verde F8AR. "Reactor 
e Arizona Public Service Co QO/06/19 20pp 


0006230694 Forwards FSAR. Vols I-IO 

VAN BRUNT. E E Arizona Public Bervice Co 80/06/19 Ip 


—■0006230698 FSAR.Vols l-iO Includes Revision 1 

e Arizona Public Bervice Co 80/03/31 SlOpp 


0006230695 Chapter 5 of Palo Verde FSAR. "RC8 i. Connected 8ys 
* Arizona Public Service Go 60/06/19 60pp 


8006230701 Chapter 6 of Polo Verde FSAR. ‘"Engineered Safety Features " 
* Arizona Public Service Co 80/06/19 BOOpp 


8006230703 Chapter 7 of Palo Verde FSAR. '‘Instrumentation b Control* " 
a Arixona Public Service Co 80/06/19 I40pp 


B006230710 Chapter 0 of Pa 1 o Verde FSAR. "Electric Power 
s Arizona Public Service Co 80/06/19 iDOpp 


8006230711 Chapter 9 of Palo Verde FSAR. "Auxiliary Sys " 
* Arizona Public Service Co 80/06/19 600pp 


8006330713 Chapter iO nf Pa 1 o Verde FSAR. "^Steam b Power Conversion 
Sys " 

* Arizona Public Service Co 80/06/19 150pp 


0006230714 Chapter II of Palo Verde fBAR- "Haduaste Hgt 
* Arizona Public Service Co 60/06/19 120pp 


8006230716 Chapter 12 of Palo Verde FSAR, "Radiation Protection 
s Arizona Public Service Co 80/06/19 lOOpp 


8006230717 Chapter 13 of Palo Verde FSAR. "Conduct of Operations 
» Arizona Public Service Co BO/06/19 60pp 


G00623071Q Chapter 14 of Palo Verde FSAR. "Initial Test Program " 
a Arizona Public Servico Co 80/06/19 20pp 


0006230720 Chapter IS of Palo Verdo FSAR. "Accident Analyils 
* Arizona Public Service Co 00/06/19 40pp 


8006230721 Chapter 16 of Palo Verde F8AR. "Tech 8pfcs 
« Arizona Public Service Co BO/06/19 I30pp 


8006230722 Chapter 17 of Palo Verde FSAR, "OA " 

* Arizona Public Bervice Co 80/06/19 aOpp 


0 Inspection repurtsi IE Bulletins 6 correspondence 


8006230IB7 Forward* IE Insp Rept* 30-520/00-04. 50-529/BO-04 b 
30-330/80-04 on BOO2O1‘*20 No noncomp 1 lance noted 
SPENCER. 0 a Region 5. San Francisco. Reactor Construction t( 
Engineering Support Branch. 00/03/02 Spp 


—8006230192 IE Imp Repts 30-523/80-04.30-529/00-04 S< 50-530/00-04 on 
800201-28 No rtoncomp liance noted Hajor areas inipected 
containment bldg concrete. polar crane support girders, 
reactor vessel supports auxiliary bldg wall reinforcement 
DODD8.R T Region S. San Francisco. Reactor Construction it 
Engineering Support Branch VORDERQRUOOEN Region 5. Ben 
Francisco. Office of the Dlree bor 00/05/01. 4pp 


8 Reportable occurrences. LERs & related correspondence 


8006030391 Advises that commitment made in 600324 preliminary 
deficiency rept will not be met Info from qual if Uation 
testing will not be available within 60 dayst due to 
Implementation difficulties Info finalized by BOOBOl 
VAN BRVNT. E € Arizona Public Service Co 00/05/23 2pp 


8006200024 Final Part 21 rept re nixed heat of steel supplied by VS 
Steel from which 4-Inch elbows S**lnch tees were mfg to 
Aa34WPB requirement Investigations conducted 4t closed at 
46 listed facilities 

SEAY. J L Chemtron Corp j Tube Turns Div 80/06/06 Qpp. 


T Hearing transcripts on non-anti trust matters 


8006110308 Forwards 800S0B «ys review transcript re Glass IE power sys 
Review held before Power Sys Review Board In Phoenix, AZ 
Pp 1-179 

VAN BRUNT. E E Arizona Public Service Co 80/06/04 200pp. 


DOCKET aTN-SO-530 PALO VERDE NUCLEAR STATION. UNIT 3 


A Appllcatlon/constructipn stage documents k correspondence 


8006230110 Advises BMR PWR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREQ-0977 re 
adequacy of applicable support structures Oertral operating 
reactor review procedure 4e acceptance criteria encl 
EISENHOT. D O Divleion of Licensing 60/03/20, I3pp 


iff 
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&00i.240232 Advises that IWC Zt industry should develop improved 
procedures for oipediting license applications Suggests 
meeting w/applicant t vendors ror eitped i ti-ous review of sy s 
design decisions 

EISEMHUT^ D 0 Dl/lsior> of Licensing QO/ObfiO ip 

' — B006240236 Notification of a00709‘-l0 meeting nj/otil ii> Betheidai hO to 
participate in revtoiu of ac power sgs 
KERRlGAfl< J LicBtising Branch 2 BO/Ofi/lO Ip 

80063001B5 Recommends that station application be accepted for 
doctetlng Application la about '90^ complete A some sections 
of FSAR ti environ irept are conplote 

TEDESCO.R L Assistant Director for Licensing BO/Ot/'lA Ip 


B00A23067A Forwards application for QL 

VAM aRUNTiE E Aritona Public Service Co 30/06/19 Ip 


— B0062306SO Application for OL 

* Ariiona Public Service Co aO/06/19 260pp 


8006230693 Forwards '’TMI-2 Lessons Laorned Implementation Rep t " 
VAN BRUNT. E E Ariiona Public Service Co 30/06/19 I50pp 


C Utility Environmental Report <ER)< amends & correspondence 


8006230636 Forward* environ r 
VAN BRUNT. E E Ariiona Pub 


—6006230692 Environ rdpt. Vel 
Ariiona Public Service 


—0006230697 Environ reptiVol 
Arizona Public Service 


—6006230702 Environ rep t. Vo I 
e Arizona Public Service 


— BOD6230709 Environ rcpt.Vol 
a Arizona Public Service 


F Security* medical, emargen 


pt.Vola 1~4 

ic Service Co 30/06/19 Ip 


1 of 

4 


Co 

00/06/19 

aoopp 

2 of 

4 


Co 

00/06/19 

SOOpp 

a of 

4 


Co 

80/06/19 

SOOpp 

4 Of 

4 


Co 

00/06/19. 

SOOpp 


g & fire protection plans 


0006230691 Forwards emergency plan 

VAN BRUNT* E E Ariiona Public Service Co 80/06/19 Ip 


— B006230696 Smerflency plan 

e Ariiona Public Service Co 00/06/19 I40pp 


0 Adjudicatory cor r espondence 


6006260198 Forwards Director's decision per 2 206 tt FA notice In 
response to Frlenifs of the Earth 791024 petition to require 
preparation of supplemental environ statements on Class 9 
accidents at Diablo Cangon* Rancho 8eco 6 Palo Verde 
DENTONiH R Office of Nuclear Reactor ReguUtioni Director 
aO/06/19 2pp 


'’*’8006260159 Responds to 791024 petition requesting preparation of 
supplemental EIS re impact of Class 9 accidents at 
facilitiet No special circumstances eiist which would 
warrant reopening proceed 1 ng*. Request denied 
DENTONiH R Office of Nuclear Reactor Regulation. Director 
aO/06/19. 2pp 


*•-8006260161 Director's decision per 2 206 denying Friends of the Earth 
791024 petition to require preparation of suppianental EIQ 
on Class 9 accidents No special circumstances exist which 
would warrant reopening environ proceedings 
DENTONiH R Office of Nuclear Reactor Regulation. Director 
80/06/19 I7pp 


— 8006260163 Notice of issuance of Director's decision per 2.206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental £IS re Glass 9 accidents, 

DENTONiH R Office of Nuclear Reactor Regulationi Director 
eO/06/19 2 pp 


K. Utility Final Safety Analysis Report (FSAR) It amends 


8006230673 Chapter 1 of Falo Verde FSARi ''Introduction h Oeneral 
Description of Plants " Includes Revision 1 
e Ariiona Fublic Service Co 80/03/31 iSOpp 


0006230677 Chapter 3 o-f Polo Verde FSAR. ''Site Chat ac ter i s 1 1 c s " 
^ Arizona Public Service Co 00/06/19 SOOpp 


0006230633 Chapter 3 of Palo Verde FSAH. "Oosigt! of Structure. 
Component*. Equipment << Sya " 

s Arizona Public Seivlce Co 00/06/19 600pp 


G0062306Bfl Chapter 4 of Palo Verde FSAR. Reactor " 
s Ariiona Public Service Co 00/06/19 20pp 


B006230694 Forwards FSAR, Vo Is I -10 

VAN BRUNT. E E Arizona Public Service to 00/06/ 19 Ip 


— 6006230698 FSAR. Vo 1* 1-10 Include* Revision 1 

^ Arizona Public Set vice Co 80/0T/31 3l0pp 


0006230695 Chapter 5 of Palo Verde FSAR. "RCS ^ Connected Sys " 

# Arizona Public Service Co 80/06/19 60pp 

0006230701 Chapter 6 o-f Palo Verde F8AR. "Engineered Safety Features " 
s Arizona Public Service Co 00/06/19 300pp 

0006230703 Chapter 7 of Palo Verde FSAR. "Instrumentation 6 Controls " 
T» Arizona Public Service Co 80/06/19 I40pp 

8006230710 Chapter 0 of Palo Verdo FSAR. "tlecferic Power ” 
s Arizona Public Service Co 00/06/19 ISOpp 

8006230711 Chapter 9 of Palo Verdo FGAR. "Auxiltarg 8y* *' 
s Arizona Public Service Co BO/06/19 600pp 

8006230713 Chapter 10 of Palo Verde FSAR. "Steam S. Power Convenion 
Sy* " 

a Arizona Public Service Co BO/06/19 ISOpp 

8006230714 Chapter 11 of Palo Verde FSAR. "Raduiaite figt " 
a Arizona Public Service Co 00/06/19 I20pp 

8006230716 Chapter 12 of Palo Verde FSAR. "Radiation Protection " 
Arizona Public Service Co 00/06/19 tOOpp 

8006230717 Chapter 13 of Palo Verde FSAR. "Conduct of Operation* " 
a Arizona Public Service Co 00/06/19 60pp 

8006230710 Chapter lA of Palo Verde FSAR. "Initial Teat Program " 
a Arizona Public Service Co 00/06/19 20pp 

80062307SO Chapter IS of Palo Verde FSAR, "Accident Analysit " 
a Arizona Public Service Co BO/06/19 40pp 

8006230721 Chapter 16 of Palo Verde FSAR. "Tech Space " 
a Arizona Public Service Co BO/06/19 130pp 


0006230722 Chapter 17 of Palo Verde FSAR, "QA " 

» Arizona Public Service Co 00/06/19 30pp 


Q InepectioTi reportfi IE Bulletins correspondence 


8006200187 Forwards IE Insp Repts 50-320/00-04.30-529/00-04 
30-330/00-04 on 000201-20 No noncompliance noted 
SPENCERrO a Region 5. San Francisco. Reactor Construction it 
Engineering Support Branch 00/05702 2pp 


— 8006250192 IE Insp Repts 50-528/00-04.50-529/00-04 U 50-530/00-04 on 
a0020-l-2B No none o-mp 1 lance noted Major areas Inspected 
containment bldg cone rete, pel ar crane support girders, 
reactor vessel supports Zt auxiliary bldg wall reinforcement 
DODDS. R T Region 5. San Francisco. Reactor Construction t 
Engineering Support Branch VORDERBRUGOEN Region 5, San 
Francisco, Office of the Director 80/05/01 4pp 


a Reportable occurrences. LERs 6 related correspondence 


8006030351 Advises that commitment made 
deficiency rapt will not he met Info 
testing will not be available within 
Implementation difficulties Info f ina 
VAN BRUNT, E E Arizona Public Servlc 


In 000324 preliminary 
from qualification 
60 days, due to 
11 zed by 000001 
e Co 00/05/23 2pp 


DOCKETED ITEMS 


267 


0006200024 Final Part 21 rept ro mined heat of steal supplied bg US 
Steel rram ujhtcli 4 -inch slboois i 2- inch tees leoie mfg to 
/^2^4^^PB requirement Investigations conducted & closed at 
46 listed taciUties 

SEAY. J L Chemtron Corp . Tube Turns Oiv QO/06/06 3pp 


T Hearing transcripts tin non-ont i trust mattei s 


G0061i030B Foruiards SOObOS sys review transcript le Class IE power sys 
flevleui held bofOTe Power Sys Review Board in PhoonlxiAZ 
Pp 1-179 

VAU ORUNT. E E Arizona Public *3erv»ce Co 80/06/04 SOOpp 


nOCKET 30-337 CLINCH PllVER BREEDER REACTOR 


D Utility Preliminary Safety Analysis Report, amends 


Q006U0301 Confirms dlstiibution of Amend 54 to PSAR Certificate of 
3vc and 

COPELAND, R L Chergy.flopt of. Clinch River Breeder Reactor Plant 

ao/06/09 app 


8006270205 Forwards Amend 55 to PSAR 

CQPELAMDi R L Energy. Dept of. Clinch River Breeder Reactor Plant 
80/06/27 4pp 


—8006270223 Amend 55 to PSAR 

•* Energy. Dept of. Clinch River Dreader Reactor Plant 00/06/27 
SOOpp 


DOCKET 50-938 MEMPHIS STATE UNIV RESEARCH REACTOR 


0 Adjudicatory corraspondenco 


8006190501 Response in opposition to Zimmer Area Cltixens G00915 
proposed contentions Interveners failed to demonstrate good 
cause under policy stated in Commission decision overruling 
ALA0~57O Cei tif Icate of Sve end 

CONNER.! 11 Cincinnati Oas t Electric Co UETTERHAHN. M J Conner. 
Moore it Corber 80/06/16 llpp 


DOCKET aTN-SO-546 MARBLE HILL NUCLEAR STATION. UNIT 1 


A App 1 icetlon/construction stage documents in correspondence 


8006230110 Advises BUR ti PUR applicants of NRC decision to modify 
Irnplementation plan presented in Section 4 of NUREO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure L acceptance criteria end 
E18ENHUT. 0 0 Division of Licensing 60/03/20 13pp 


B006060592 Forwards evaluation of 800428 consolidated detcrlption of 
revised QA program & 800506 supplemental rept Revised QA 
program Is acceptable 

YOUNOQLOdO. B J Licensing Branch 1 00/05/23 4pp 


— 8006060596 Safety evaluation supporting revised QA program 
* Licensing Branch 1 80/05/23 9pp 


8006090071 Forwards response to questions l< comments presented at 
000325 public meeting 900407 1 tr Ofc of Nuclear Reactor 
Regulation 800411 meeting discussed changes to GA program 
Changes have been documented & are part of docketed file 
STELLOi V Office of Inspection ti Enforcement. Office of the 
Director 00/05/23 7pp 


— 0006090073 QA program for facility 

# Sargent tt Lundy. Inc 00/05/23 37pp 


8006190206 Ack receipt of 800509 Itr informing NRC of proposed method 
for evaluating concrete surfaces which are inaccessible due 
to backfilling 

FtORELLlfO Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 00/03/20 Ip 


0006200613 Informs that proposed alternatives for design of quality 
records storage facility are acceptable Acceptable 
alternatives should be incorporated into QA program 
TEBESCO. R L Assistant Director for Licensing 80/06/03 4pp 


C Adjudicatory correspondence 


8006110424 Response to Save the Valley-Savs Harble Hill 900423 motion 
to strike A. objections to util bill of costs re Civil Action 
78-1369 on appeal Urges assigning costs to State of KV 6 
intervenor N/Cortl t icate of Sve Related correspondence 
VOlGTiH H Public Service Co of Indiana. Inc VOIGT. H H LeDoeuf. 
Lamb. Leiby V HacRae 00/04/29 3pp 


8006050443 Forwards giaduated rescission of 790B13 order 

STELLQ. V Office of Inspection !# Enforcement. Office of the Director 
00/05/13 ip 


—0006050449 Graduated rescission of 790B15 order, confirming that process 
prescribed in app affords reasonable assurance that safety- 
related activities will he conducted per requirements 
3TELL0. V Office of Inspection L Enforcement. Office of the 
Director 80/05/15 6pp 


H General correspondence 


0005210113 Requests, as followup to 800313 Itr. that safety-related work 
not be allowed until FBI Investigation results are known 
FORD. M H Senate 00/04/17 2pp 


8005210130 Ltrs from six citizens & aiiociations requesting that CP 
not be Issued until FBI investigation results are 
known 6 acted upon Urges that all const be stepped until 
facility is inspected by Save the Valley engineers 
GtLLiM . SHELBOURN.J L . HEPLER.U Affiliatlen Unknown 00/04/30 
6pp 


0006090134 Advises of certain changes in PSC of IN senior mgt HA Barter 
elected chairman but will also serve as chief executive 
officer DV Meniccr elected president but will serve as 
chief operating officer Related correspondence 
VOIOT. H H LeDoeuf. Lamb. Leiby MocRae 80/05/02 2pp 


8003210116 Mailgrams from 23 citizens requesting that CP should not be 
Issued until FBI investigation results are known acted 
upon Urges that all const be stopped until facility is 
Inspected by 9ave the Valley engineers 

OWEN.R F . BRAEKLHR.T F . BENNETT. M Affiliation Unknown 00/05/09 
23pp 


6006090589 Opposes facility based on inadequate demand for Increased 
electrical generating capacity & public safety 
considerations Util motivated by tax-related Incentives 
Preliminary tax Incentive rept end 

HAUCK. F Save the Valley - Save Marble Hill 80/05/09 4pp 


0006120463 Responds to 600406 Itr re status of FSI investigation in^o 
alleged misconduct at facility Premeture release of findings 
could jeopardize future action of DOJ Ltr & plan will be 
attached to transcript of 000325 meeting 

aTELLO. V Office of Inspection 6 Enforcement. Office of the 
Director BO/OS/23 Ip 


0006130164 Act receipt of 600326 ltr sndDting M Hudgin statement t* MA 
Cassaro prof vita Ends will be plated in 000329 meeting 
record MA Cassaro vita will be considered in selection 
process for independent engineer 

QTELLO.V Office of Inspection Enforcement. Office of the 
Director 00/09/23 tp 


— 8006130187 Forwards h Hudgln statement presented at NRG 800329 meeting 
Mi/utll in Medtson. IN i MA Cassaro prof vlti 
DATTILQ. T M Dattllo. T M 00/03/26 7pp 


0006170335 Ack receipt of 800326 ltr forwarding comments re 600325 
meeting on resumption of const Comments will be carefully 
considered 

8TELL0.V Office of Inspection !< Enforcement. Office of the 
Director 80/05/23 Ip 


— 8006170342 Forwards statement which was not completely presented at 
800323 meeting re resumption of const Sassafras Audubon 
written statement also end N/o Sassafras Audubon statement 
HAUCK.F Save the Valley - Save Marble Hill BO/03/26 13pp 


6006120141 Responds to 800411 ltr re BH McCarthy comments 6 questions 
about meeting in Madison. IN concerning facility Forwards NRC 

response 

DIRCK8.U J Office of the Executive Director for Operations 
80/05/28 Ip 
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— e00&12014& Acl ffrcsipt of 800402 Urs iirovidln^ litt of commE-nt* <« 
luntiori* for record of 800325 meeting- re Comment! 

Jk quisiloni ulH be included in meetlnj record l< considered 
In license d« 1 Iberet ions 

&TELLO.V OfMce cf Inspection Enforcement. Office of the 
Director 90/05/23 Ip. 


—000^120150 rt*nu*«ti review of DH ticCerth^ Itr re 000325 meeting in 
Kidlion. IM n fecUtty 

FOHDiWK Senate. Commerce. Science t Treniportat ion 00/04/11 
IP 

800^170531 Notiflei of formation of new div U author relocation to 
plant tile 

SHIELDS. 8 H Public Service Co of Indiana. Inc Q0/06/D7 Ip 


Q Intpection reportti IE Oulletlne & correipondene e 


8006300175 Forurarda IE Insp Repte 50-546/80-18 «. 50-547/90-18 dn 
000507-08 No none omp 1 lance noted 

nOPELLl.O Heglon 3. Chicago* Reactor Construction & Engineering 
Support Branch 00/05/21 2pp 


— 8006300182 IE Insp Repts 30-546/80-10 I 30-547/00-18 on 800507-00 No 
none omip 1 lance noted Major areas Inspected llcensBe action 
relative to phq&ical jnap 6 verification of in-place eafetg 
Categorg 1 piping 6 hangers 

CORDERO* Z C Region 3* Chicago. Office of the Director 
DANIELSON/ D H Region 3. Chicago* Reactor Construction h 
Engineering Support Qranch 00 / 05/19 3 pp 


8006190696 Notifies Board of Clark County Commi ss loners. Jeff ersonvH I e. 
IM of 800606 ineeting In Madison* IN to discuss NRC regulatory 
& resident Insp programs for nuclear power plants Tentative 
agenda enc 1 M/o encL 

KEPPLER* J 0 Region 3* Chicago* Office of the Director 00/05/29 

Ip 


0006090032 Forward* IE Insp Repts 50-546/00-11 50-547/00-11 on 

800402-04 & Oa-tl No none otnplia nee noted 

FlOflEi.LrjO Region 3. Chicago. Reactor Construction & Engineering 
Support Branch BO/04/25 2pp 


--8006090056 lE Imp Hept* 50-546/80-11 fc SO-547/00-11 on 000402-04 & 
OB-ll Mo noncoffp I lance -noted Kejor areas inspected atatu* 
reviiu of IOCFR2I item 6 const ver 1 f i cation. Procedures BPP-S 
t BP P-3 

HAWKINS. F C Region 3* Chicago. Office of the Director 

HAYES. D W Region 3. Chicago* Reactor Construction t< Engineering 

Support Branch 80/04/21 5pp 


9006020020 Forward* IE Irtsp Rapt* 50-346/80-14 4. 50-547/90-14 on 
B0O331-O4O3 No noncomp 1 iance noted 

FIORELLIrO Region 3. Chicago. Office of the Director. 90/04/26 

2pp 


—9006020024 IE insp Rept* 50-546/00-14 & 30-547/00-14 on 900331-0403 Ko 
noncompUertce noted Major areas inspected saf stg-related 
p Iping* Jagdouin erea* It storage uarehouse 
DANIELSON. D H Region 3. Chicago. Reactor Construction W 
Engineering Support Branch CDROERD* Z. C Region 3. Chicago. 

Office of the Director 80/04/81 3pp 


0006020059 For war dt IE Intp Repts 30-5 46/00-00 It SO-B47/8O-O0 on 
800227-29»03Q6 4 |9-2i No noncomp lienee noted 

riORELLI«0 Region 3. Chicago. Reactor Construction W Engineering 
Support Branch. 00/04/86 2pp 


—9006020063 l£ Insp Repts 30-546/00-00 W 50-547/90-09 on 800287-29*0306 
6 10-21, No noncomp 1 lane e noted Major areas inspected 
abiervetion of work U review of ctueHty records I. 
procedures 

HAYE9/ D. W. Region 3. Chicago* Reactor Construction U Engineering 
Support Branch HAWKINS. E C . KARRIS. J R Region 3. Chicago. 

Office of the Director 00/04/17 7pp. 


8006020069 Forwards IE Insp Repts 30-546/00-12 8 . 30-547/80-12 on 
800331 No nonconpl iance noted 

KEPPLER.J 9 , Region 3. Chicago* Office of the Director 80/04/26 
Spp 


—9006020073 IE In*p Repts 50-545/80-12 W 50-547/80-18 on 800331 N 6 
nencoftpUance noted. Major areas inspected , meat ing to dlscues 
proposed restart pregrem -W risumptlon of receipt insp 
activities 

FIORELLl.O Region 3. Chicago. Reactor Construction 4( Cnginearing 
Support Branch SCKMEIBINZ. E. R . KAYE 8 *D N Region 3* Chicago, 
Office of the Director 80/04/23 2 pp 


9006190319 Forwards IE InSP Ripts 50-546/80-15 W 50-547/80-15 on 
000416-19 No noncomp 1 iance noted 

FtORELLliO Region 3. Chlcagoi Reactor Construction W Engineering 
Support Branch. 80/04/89. 2pg. 


—9006190323 IE Jnsp Repts 50-546/80-15 V 50-547/80-13 on 800416-10. No 
noncomp 1 iance noted. Major areas Insp acted. licensee actions 
re insp of installed Categorg 1 structural steel W safety- 
related piping as part of const verification program 
KONKLlNf J E. * CORDERO. Z. C. . Wlt^LlAlHBi C C. Region 3. Chicago. 
Office of the Director 00/04/23. 6 pp. 


8006350166 Forwards IE Insp Repts 50-846/90-20 U 50-547/BO-20 on 
800401-30, Mo noncomp I lance noted. 

FIORELLl.O Region 3* Chicago* Reactor Construction 6 Englntering 
Support Branch. 00/05/21. 2pp. 


— 8006190700 Notifies Boot d of Clark County Commiss loners. Jeffenonvi 1 1«. 
IM of 000606 meeting in Madison. IN to discuss NRC regulatory 
•!« resident insp programs for nuclear power plants Tentative 
agenda end N/o and 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 00/03/29. 

IP 


—0006190703 Notifies Board of Clark County Commiss ionars. Jef f ersonvl 1 le« 
IN of 800606 meeting in Madison. IN to discuss NRC regulatory 
& resident Insp programs for nuclear pouer plants Tentative 
agenda end (f/o end 

KEPPLER. O 0 Region 3* Chicago, Office of tha Director 00/09/29 
If 


— 8006190706 Notifies Hanover Totjn Board. Hanover . IN of 800606 meeting in 
Hadlsoni IN to discuss NRC regulatory & resident insp 
programs for nuclear power plants Tenatative agenda end H/o 
end 

KEPPLER. J O Region 3. Chicago* Office of the Director 00/05/29 

ip 


— 0006170713 Notification of 800606 meeting in Medison. IN to discuss NRC 
regulatory & resident insp programs for nuclear power 
plants Tentative agenife end M/o end 

KEPPLER* J 0 Region 3. Chicago* Office of the Director 00/05/29 
If 


--8006170719 Notifies New WA State Bank of 000606 meeting in Madlian. IN 
to discuss NRC regulatory It resident insp programs for 
nudear power plants Tentative agenda encl 

KEPPLER. JO Region 3. Chicago* Office of the Director 00/05/29 
3pp 


6006230162 Responds to lE Bulletin 00-05 re vacuum condition resulting 
in damage to chaatlcal voL holdup tanks Evaluation of 
protective measures against vacuum damage is ongoing 
Requaits extension until 000709 

SHIELDSES Ul public 0ervice Co of Indiana. Inc 00/06/04 Ip 


0006170296 Forwards IE Insp Repts 50-546/80-16 It 50-847/00-16 on 
800422-23*0429-0502*06-09 & 14-16 No noncampl lanes noted 
FIORELLI.O Region 3. Chicago* Reactor Construction tt Engineering 
Support Branch. 00/06/06 Zpp 


—8006190300 IE Insp Repts 30-546/00-16 h 30-547/00-16 on 800422-23*0429- 
0502.06-0? W 14-16 No noncomp 1 lane e noted Major area* 

Inspected procedure revislonsj <iual ity records, observation of 
wort & previous insp findings 

KAYEBtD Vf Rag ion 3* Chicago* Reactor Construction tn Engineering 
Support eranch HAWKINS. F C * HARRIB, J R Region 3. Chicago. 

Office of the Director 00/06/02 6 pp 


0QO626D332 Ack receipt of 900528 Itr Informing NRC of steps taken to 
•correct violations noted in IE Insp Repts 50-546/00-03 W 
30-547/00-03. 

FI0nELLl*-0 Region 3, Chicago* Reactor Construction & Engineering 
6 u)ip 0 rt Branch, 60/06/11 Ip 


— 8006260356 Respond* to NRC 900321 Itr r* violations noted In IE trip 
Rapt* 50-546/80-03 V 50-547/90-03 Corrective action*- util 
it presently arranging for proper personnel assignment to 
assutna deficlancv rept responsibilities 

RHlELDSr a M Public 0ervlce Co of Indiana* Inc 80/03/20 3pp. 


S. Reportable occurrences* LERs U related correspondence 


—8006290170 IE Insp Rept* 30-946/90-20 & 50-347/80-20 on 000491-30, No 
neneomp 1 lance noted. Majer areas intptc tad' const activities 
4 ( storage W preservation of mall 6 eiiuipnent. 

MILLIAHS. C, C. ^ HARRISON, J J, Region 3i Chicago, Office of the 
Dlredtcr 80/03/21, 4pp. 


8006200067 Interim Part 21 rapt re operation of centrifugal charging 
pujnpe at nln flaw rate when RC 8 reaches pressurlier safety 
valve setpoint pressure during secondary sys high energy 
line rupture Nestimghouse will analyse problem 

SHIELDS, 0 U public Service Co. of Indiana. Inc 80/06/02 3pp 



DOCKETED ITEMS 


2 £ 


T Hearing transcripta on not^-ant i trus t matter* 


B005210137 Porudrdfi tian^cript of &00325 hearing in Madi^nnr IN« 
containing feui oini**ion* K inaccuracie* due to abtence 

of prof court reporter 

STELLQ, V Office of Inspection Kt Enforcement. Office of the 
Director 80/05/05 Ip 


— 8005210177 Transcript of 800325 hearing in Kaditon.IN 

STELLO. V Office of Inspection A. Enforcement. Office of the 
Director 80/03/25 230pp 


—0003210187 Act receipt of h/ftC notice of 800411 meeting in Detheada. MD 
re revised OA progt am Expresses concerns re safety— re lated 
questions not answered at Madison. tN mooting 
EYED# J A Sassafras Audubon Society 80/04/07 2pp 


— B005210202 Submits questions A comments presented at 000325 public 
meeting in Madison. IN 

EYED. >J A Sassafras Audubon Society 80/04/30 Opp 


— 8005210208 Portafardfi M Hudgins statement presented at 800323 meeting in 
Madison. IN w/prof qualifications 
DATTILO. TM Dattllo. TM 00/03/26 7pp 


>6005210217 Compliments handling of 800333 meeting in Madison. IN F Hauck 
comments re safety matters enc I 

HAUCK. F Save the Valley " Save Marble Hill 00/03/26 Gpp 


DOCKET 8TN-30-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A App 1 ieatlon/construct Ion stage documents At correspondence 


B006230110 Advises DNR & PLfR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREC-0977 re 
adequacy of applicable support structures General operating 
reactor revieuf procedure & acceptance criteria end 
EISENHUT. D G Division of Licensing 60/09/20 13pp 


8006060392 Poruards evaluation of 000428 consolidated description of 
revised OA program At 800506 supplemental rept Revised OA 
program is acceptable 

YOUNG 11 LOO D. 1) J Licensing Branch 1 80/03/23 4pp 


— B006060S96 Safety evaluation supporting revised QA program 
a Licensing Branch t 80/03/23 5pp 


8006090071 Poriiiards response to questions A< comments presented at 
800325 public meeting At 000407 Itr Ofc of Nuclear Reactor 
Regulation 800411 meeting discussed chan{}es to QA program 
Changes have been documented & are part of docketed file 
STELLQj V Office of Inspection & Enforcamont. Office of the 
Director 80/03/23 7pp 


—8006090073 QA program for facility 

» Sargent At Lundy. Inc 80/09/23 37pp 


0006190286 Act receipt of 800509 Itr Informing NRC of proposed method 
for evaluating concrete surfaces which are inaccessible due 
to backf 1 1 1 ing 

PIQRCLLIjG Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 80/05/20 Ip 


0006200613 Informs that proposed alternatives for design of quality 
records storage facility are acceptable Acceptable 
alternatives should be incorporated into QA program 
TEDE8C0. R L Assistant Director for Licensing 80/06/03 App 


O Adjudicatory Correspondence 


8006110424 Response to Save the Vatley^Bave Marble Hill 000423 motion 
to strike At objections to util bill of costs re Civil Action 
78^1369 on appeal Urges assigning costs to State of KY 6 
Intervenor N/Cer t 1 f lea te of Sve Related correspondence 
VOIGT, H H Public Service Co of Indiana. Inc VOIGT. H H LeBaeuf. 
Lambi Lelby A< MacRae 80/04/2? 3pp 


8006030443 Poru/afds graduated rescission of 790013 order 

STELLOi V Office of Inspection A Enforcement ■ Office of the Director 
00/03/19 Ip 


— 8006090449 Graduated rescission of 790015 order, confirming that process 
prescribed In app affords reasonable assurance that safety- 
related activities will be conducted per requirements 
STELLO. V Office of Inspection A< Enforcement, Office of the 
Director 00/05/13 6pp 


H Genet al corr e spondcnco 


800521 01 13 Deque s tsi a* folloiuup to 800313 Itr. that s af a ty^re 1 atsd work 
not be allowed until Pin Ifivestlga t ion results are knioun 
FORD. W H Senate 80/04/17 2p p 


e00321>0<130 Ltrs frorn tin citizens A. associations requesting that CP 
not be issued until FOi investigation results are 
known At acted upon Urges that all const be stopped until 
facility Is inspected by Save the Valley englnteri 
GILL.M . SHFLDOURN.J L . HEPLEfl- H Affiliation t/nknomn 00/04/30 
6pp 


Q0D6O9O134 Advises of certain changes in PSC of IN senior ngt HA Barker 
elected chaiirnan but will also serve as chief esecutlve 
officer DV Menscer elected president but tJill serve as 
chief operating officer Related correspondence 
VOIGT, H H LeDoeuf. Lamb, Le i b y Ac MacRae 00/05/02 2pp 


B0D321O116 Mailgrams from 23 citizens requosting that CP should not ba 
issued until FBI investigation results are known At acted 
upon Urges thot all const he stopped until facility Is 
inspected by Bave the Valley engineer* 

aWEN.R F . BRAEHLER.T F , aENNETT. M Affiliation Unknown 00/03/09 
23pp 


0006090385 Opposes facility based on inadequate demand for increased 
electrical generating capacity & public safety 
considerations Util motivated by tax-related Incentives 
Preliminary tax incentive rept one I 

KAUCK.F Gave the Valley - Save Marble Hill 80/03/05 4pp 


0OO61SO463 Responds to 800406 Itr re status of FBI investigation into 
allsged misconduct at facility Premature release of findings 
could jeopardize future actian of DOJ Ltr 6 plan will be 
attached to transcript of 800329 meeting 

STELLO, V Office of Inspection A Enforcement. Office Of the 
Director 00/05/23 tp 


8006130104 Ac k receipt of 800326 ltr enclosing M Hudgln statement V MA 
Cassaro prof vita Ends wilt be placed in 600325 meeting 
record A MA Cassaro vita will be considered In selection 
process for independent engineer 

STELLOi V Office of Inspection Ac Enforcement. Office of the 
Director 80/03/23 Ip 


— 0006130107 Foru'ards M Hudgin statement presented at NRC G00325 meeting 
w/utll In Madison. IN A MA Cassaro prof vita 
DATTILO, T M Dattllo. T M BO/03/26 7pp 


0006170335 Act receipt of 600326 ltr forwarding comments re Q00325 
meeting on resumption of const Comments will be carefully 
cansidered 

8TELLO.V Office of Ifispecllon A< Enforcementi Office of the 
Director GO/OS/23 Ig 


— 8006170342 Foru/ards statement which was not completely presented «t 
000325 meeting re resumption of const Bassafrat Audubon 
written stetritient also eni. 1 W/o Bassafrat Audubon statement 
HAUCK, F Save the Valley - Save Marble HiU 00/03/26 13pp 


0006120141 Responds to 000411 ltr re DH McCarthy comments qutstlan.i 
about meeting in Hedlson.IN concerning facility Forwards NRC 
response 

DlRCKS. U J Office of the Executive Director for Operations 
80/09/80 Ip 


— 0006120146 Act receipt of BQ0402 Itrs providing list of comments tc 
questions for record of B00325 meeting re facility Comments 
A( questions urill be Included in meeting record At cuntldered 
in license deliberations 

STELLO.V Office of Inspection At Enforcement, Office of the 
Director 00/03/23 Ip 


— 000612:0150 Requests review of DH McCarthy ltr re G00389 meeting in 
Madison. IN r« facility 

FQRt>. Ihl H Senate. Commerce. Be lance A( Transportation. BO/04/il 

Ip 


0006170531 Notifies of formation of new dlv & author relocation to 
plant site 

SHIELDS, 8 W public Service Co pf Indiana. Inc 00/06/09 Ip 


Q Inspection reports. IE Bulletins A< correspondence 


0006090092 Forwards IE Insp Repts 90-546/00-11 & 90-547/80-11 on 
000402-04 At 08“ tl No noncompliance noted 

FIORELLI.O Region 3i Chicago. Reactor Construction & Engineering 
Support Branch 80/04/85 2p p 
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DOCKETED ITEiVlS 


*“-8006090056 IE Insp Repfcs 50-S/5A/BO-n 50** 547/00- 1 1 on 000402-04 I 

OQ-ll Mo none 0 mp 1 id nco notsd Mdjor -droae inspected itatui 

lOCFRai itam & const vfcr i f 1 cat i an Procedums SPP-3 

t. SPP-5 

HAHKINS.F C Region 3* Chkcago. Office of the Oireefcor 
tFAYCOiD ;i Revlon 3. Chicago, Reactor C onstrwc 1 1 on h Engineering 
Support Branch G0/04/2t Spp 


”"8006 1907 00 Notifies Hoai d O’? Clail County C ommi s s i oners > Jo ffer aonv i 1 1 1, 
IN of R00606 moetlng >n Madison, IM to discuss NRC regulatorg 
<< resident map programs fof nucioai power plonts rentativo 
agenda enc 1 W/o enc 1 

KEPPLERi O Region Chicagoi Office of the Director 00/05/29 
IP 


B006020020 Forwardii lE Insp Repta 30-546/80-14 b 50-547/80-14 on 
F300331-0403 No none oitup I lan c o noted 

FIORELLI.O Region 3, CMcago, Office of th« Director 00/04/26 

2 pp 


--S006190703 Notifies Hoard of Clark County Corrm i ss i onora, Jo f f ersonv 1 U r. 
IM of 800606 meeting in Madison, IN to discuss NRC regulatory 
^ resident Ifisp programs for nuclear power plants Tentative 
agenda end W/o end 

j^FPPLERp J O Region 3( Chicagoi Office of the Director 00/05/29 
ip 


— B006020024 IE Inkp Repts 50-546/80-14 U 50-547/eO'- 14 on 000331-0403 No 
tioncutti'P 1 ian c c noted Majar areas inspocted tiafety-r elated 
piping! laydown areas & itoraga tuarehouse 

DANlELSONrD M Region 3, Chicago, React oi' Constructlnn 6 
Engineering Support Branch CDRDERO, Z C Region 3, Chicago, 

Office of the Director QO/-04/21 3p p 


--8006190706 Notifies Hanover Town Board < Hanover , IN of B00606 meeting in 
Medison, IN to discuss NRC regulaturg t, resident insp 
piogiams foi nuclear power plants Tenafcative agenda end W/o 
enc 1 

KEPPUERi J 0 Region 3, Chicago, Office of the Director 80/05/39 
IP 


000602005? Foruards IE Insp Repts 30-546/00-06 b 50-547/80-08 on 
000227-29,0306 t 10-21 No none omp 1 i ante noted 

FlQRELLIfO Raglan 3, Chicago, Reactor Canstruction 6 Engineering 
Support Branch 00/04/26 2 pp 


--0OO6Oa{>O63 IE Insp Repts 3O-546/0O-OB 30-547/80-08 pn 800227-29,0306 

2( 10-21 No nonconp 1 San ce noted Major areas inspected 
Obiervatlon of uark 6 review of quality records 6 
proc eduras 

HAYE3, D W Region 3, Chicago, Reactor Construction 6 Engineering 
Support Drench HAWKINS, F C , HARRIS, J R Region S, Chicago. 

Office of the Director 00/04/17 7pp 


—0006170713 Notification of 000606 irioeting in Madison, IN to 
regulatory 6 residont insp pi ograms for nuclear power 
plants Tentative agenda end U/o enc 1 

KEPPLER, J <? Region 3 , Chicago, Office of the Director 
Ip 


discuss NRC 


00/03/29 


--0006190719 Notifies New WA State liank of 000606 meeting in Madison, IN 
to discuss NRC regulatory 6 resident Insp programs for 
nuclear power plants Tentative agenda end 

KEPPLERfJ 0 Region 3, Chicago, Office of the Director 00/09/29 
3pp 


0006020069 Forward* IE Insp Repts 50-046/80-12 U 90-547/80-12 on 
300331 No noncatnp 1 ianc a noted 

KEPPUERi J 0 Region 3, Chicago, Office of the Director 80/04/26 
2 pp 

—8006020073 IE Insp Repts 90-846/60-12 ti 50-547/00-12 on 000331 No 
noncomp 1 lance noted Major areas inspected meeting to discuss 
proposed restart program 6 resumption of receipt insp 
ac tlvi ties 

FIORELLI.O Region 3 , Chicago, Reactor Construction Engineering 
Bupport Branch SCHViEIfilNZ, E 6 , HAY£ 8 , D W Region 3, Chicago, 
Office of the Director 30/04/23 2 pp 


8006170319 Forwards IE Insp Repts 90-546/00-15 &c 90-547/80-15 on 
800416-10 Mo none amp 1 lance noted 

FlOrtELUrO Region 3i Chicago, Reactor Construetton 6 Engineering 
Support Branch 80/04/29 2pp 


—0006190323 IE Insp Repts 50-546/80-15 6 50-947/00-19 on 800416-10 No 
nonctinpl lance noted Major areas inspected licensee actions 
re insp of installed Category t structural steel U safety- 
related piping as part of const verification program 
KQNKLINiJ E r CORDERQ, Z C , If ILLIAMS, C. C Region 3* Chicago, 
Office of the Director 00/04/23, 6 pp 


8006230162 Responds to IE Bulletin 80-05 re vacuum condition resulting 
in damage to chemical vol holdup tanks Evaluation of 
protective measures against vacuum damage is ongoing 
Requests eetension until 900709 

SHIELDS , 8 W Public Service Co of Indiana, Inc BO/06/04 ip 


8006190296 Forwards IE Insp Repts 50-946/80-16 S* 90-547/80-16 on 
800422-25,0429-0502,06-09 8 < 14-16 No none omp i i anc e noted 
FtDRELLI,0 Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 00/06/06 2 pp 


— 0006190300 IE Insp Repts 30-946/00-16 6 30-947/00-16 on 000422-29,0429- 
0502,06-09 6 14-16 No none omp 1 1 anc e noted Major areas 
inspected procedure r evislons, qual 1 ty records, observation of 
work 6 previous insp findings 

HAYEBrD W Region 3, Chicago, Reactor Construction b Engineering 
Support Drench KAWK1NS»P C , HARRIS. J R Region 3, Chicago. 

Office of the Director 80/06/08 6pp 


S006260352 Ack receipt Of 000520 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/80-03 ic 
90-947/80-03 

FIORELLI.O Region 3, Chicago, Reactor Construction 8 t Engineering 
Support Branch 80/06/11 Ip 


8006290166 Forwards IE Insp Repts 50-546/00-20 b 90-947/00-20 on 
800401-30 No naneoenp I ianc e noted 

FIOffELLl,© Region 3, Chicago, Reactor Construction !« Engineering 
Support Branch 00/05/21 2 pp 


— B 006250 170 IE tnsp Repts 50-946/00-20 6 50-547/80-20 on ©004Q1-30 No 
noncoapllance natad Major as eas inspected const activities 
S< storage 4 ( preservation of matl b equipment 
UIi.LlAM 8 ,C. C , KARRIQON, 0 J Region 3« Chicago, Office of the 
Director 00/09/21 4pp 


8006300179 Forwards lE Insp Repts 80-546/30-10 I. 90-547/80-18 on 
000507-00 No notsconp I lane e noted 

FIORELLI.O. Region 3, Chicago, Reactor Construction It Engineering 
Support Branch BO/05/21 7 pp 


— 8006300182 IE Insp Repts 90-546/00-10 4c 90-947/00-18 on 000507-08 No 
rioncompl lance noted Major areas Inspected licensee actlan 
relative to physical Insp K verification of In-pUce safety 
Catagory 1 piping 6 hangers, 

CORDERO, Z C, Region 3, Chicago, Office of the Director, 

DANIEL 68 N 1 D H Reglo-n 3. Chicago, Reactor Gonsiruction & 
Engineering Support Branch 00/09/17 3pp 


9006170676 Notifies Beard of Clark County Commis tinners, Oefferionvil Itj 
IN of 0006-06 masting in hadlson, IN to discuss NRC regulatory 
& Ttsidert insp programs for nuclear power plants Tsntative 
agenda end H/o end. 

KEPiPLERpJ 0 Region 3 , Chicago, Office of the Director 00/05/29 
ip. 


•—0006260356 Responds to NRC 000321 Itr re violations noted in lE tnsp 
Repts 90-846/00-03 b 30-947/00-03 Corrective actions util 
is presently arranging for proper personnel assignment to 
assume deficiency rept responslb 11 i tics 

SHIELDS, 8 W Public Service Co of Indiana, Inc 80/05/20 3pp 


8 Reportable occurrences, LERs b rilated correspondence 


0006200069 Interim Part 21 rept re operation of centrifugal charging 
pumps at min flow rate when RCS reachat pressurliar safety 
valve setpoint pressure during secondary sys high energy 
line rupture Uestinghouse will analyse problem 

SHIELDS , 8 W Public Bervlce Co of Indiana, Inc 00/06/02 3pp 


T Hearing transcripts on non-ant I trust matters 


8005210137 Forwards transcript of 000325 hearing in Madison, IN, 
containing few omissions V some inaccuracies due to absence 
of prof court reporter 

STELLOj V Office of Inspection 6 Enforcement, Office of the 
Director 80/08/09 Ip 


-“800521017/ Transcript of 000325 hearing in Madison, IN 

STELLO, V Office of Inspection 6 Enforcement, Office of the 
Director 0D/O3/S5 230pp 


— 0009210187 Ack receipt of NRC notice of 800411 meeting In Betheida, HD 
ra revised QA program Expresses concerns re safety-related 
questions not answered at Madison, IN meeting 
EYED. J A 8 essafras Audubon Society 80/04/07 2pp 
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— B005StOS02 Submits questions 8. comments 
meeting in MadisanjIN 
EVED, J A Sessdfras Audubon Society 


presented at 800325 public 
00/04/30 5pp 


— 6005210200 Forwards M Hudgins statement presented at 800325 meeting in 
MadiSonilN lu/prof qualifications 
DATTILO. T M Dattilo. T M Q0/03/2^> 7pp 


--0005210217 Compliments handling of 800325 meeting in Maili9on«IN F Hauc k 
comments re safety matters enc 1 

HAUCKi F Save the V/al leg - Sa/e Harble Kill 80/03/26 Dp p 


0006060159 Forwards IE Dullctin 80-1 h ' Ha so nr y Hall Design " No action 
or uritterk response required IE Info Notice /9-2a. 

“'Overloading of Structuial Elements Due to Pipe Dupport 
Loads" enc I 

D'nElLLY, JP Region 2. Atlanta. Office of the Director 80/05/00 

3pp 


8006040367 Forwards IE Dullctin 80-12. "Decay Heat Demovat Qys 
Operability ' No ufiitten response required IE Info Notice 
90-20. "Loss of Decay Heat Removal Capability at Davls-Besse 
Onit I While in Refuel 'ng node" end 

□ “■REILLY. J P Region 2. Atlanta. Office of the Director 80/05/09 

3pp 


DOCKET 50-548 FORT CALHOUN STATION. UNIT 2 


G Adjudicatory correspondence 


B006060456 Urges to hold further licensing proceeding In abeyance due 
to pending Nestinghouse breach of contract action against 
util Present Itr constitutes semiannual status rept Related 
correspondent e 

VOIOT.H H LeBooufr Lamb. Leiby S, MacRae 00/05/05 Ip 


H General correspondence 


8006110006 Requests that HA Tebor be substituted lor HR Paradis 
on SVC list In future. all info should be sent to HA Tebor 
TEBOR.H A LeQoeuf. Lamb. Leiby HacRae 80/05/28 Ip 


DOCKET 50-349 GREENE CGUNTV NUCLEAR POWER PLANT 


A App 1 icatlon/construc t ion stage documents it correspondence 


8006230110 Advises BWR it PWR applicants of NRC decision to modify 
implementation plan presented in Section. 4 of NURE0‘'0577 re 
adequacy of applicable support structures General oparating 
reactor review procedure & acceptance criteria end 
EI&ENHUTrD 0 Division of Licensing 80/05/20 I3pp 


8006120034 Forwards IE Circular 80-11. "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 00/05/13 

3pp 


8006030602 AeV recoipt of 800500 Itr informing NRC of steps taken to 
correct violation noted in IE Imp Repts 50-S53/79-17 6 
50-564/79-16 

HURPKV.C E Region 2. Atlanta. Reactor Construction 6 Engineering 
SuppDi t Branch 00/03/21 2pp 


—8006030604 Responds to NRC 000429 Ifcr re violation noted in IE Imp 
Repts 50-333/79-17 St 50-354/79-16 Corrective actions 
deposited weld metal in excess of limit will be removed 
mills. L M Tennessee Valley Authority 00/03/00 4pp 


—8006030606 Ack receipt af 600331 Itr informing NRC of steps taken to 
correct violation nntod in IE Insp Repts 50-553/79-17 6 
50-954/79-16 

MURPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 00/04/29 2pp 


—8006030600 Responds to NRC 800325 Itr re violation noted in IE Insp 
Repts 50-553/79-17 6 30-534/79-16 Corrective actions excess 
weld ■metal deposits will be removed Add! details re max 
weave width provided in Nonconformance Rept PBN-067 
MILL0. L M Tennessee Valley Authority 00/03/31 Ip 


0 Adjudicatory correspondence 


6006110020 Notice of withdrawal from proceeding effective 800602 
Certificate of Svt end 

LEWIS. S H Hearing Branch 2 00/06/03 4pp 


DOCKET STN-S0-S53 PHIPPS BEND NUCLEAR PLANT, UNIT 1 


A App 1 icatlon/construc tion stage documents k correspondence 


8006230110 Advises DWR k PWR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NUREO-0577 re 
adequacy of opplicable support structures General operating 
reactor review procedure k acceptance criteria end 
ElBENHUTrD 0 Division of Licensing 80/09/20 13pp 


6006060370 Forwards detailed description of tranverse fault beneath 
essential sve water spray p-and one per 800502 k 09 telcons 
Fault is not judged capable per App A to lOCFRlOO 
MILLS, L M Tennessee Valley Authority 00/06/03 4pp 


0006840620 Forwards "For Comment" edition of NURE0-06i9 Requests review 
k comment W/o end 

EISENHUT.D 0 Division of Licensing 90/06/10 3pp 


O Adjudicatory correspond ence 


6006060356 Advises that AH Outterman will no longer appear in 
proceedings on behalf of util 

SANOERrH 8 Tennessee Valley Authority 80/05/19 3pp 


0 Inspection reports, IE Bulletins k correspondence 


8006050415 Forwards IE Insp Ropts 50-953/80-06 k 90-554/80-03 on 
000331-0403 No noncompliance noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction k Engineering 
Support Branch 80/04/23 2pp 


—0006050420 IE Insp Repts 90-593/00-06 k 90-554/80-05 on 800331-0403 No 
noncompl lance noted Major areas inspected concrete 
placement, QA manual review k inspector follo-wup items 
CANTRELL. F 8 Region 2, Atlanta, Reactor Construction k 
Engineering 9upport Branch WRIOHT.R W, Region 2i Atlanta, Office 
of the Director 00/04/22 7pp 


8006090456 Responds to 800121 Itr which transmitted IE Bulletin BO-02 
Investigations revealed that feedwater spargers or thermal 
sleeves mfg k/or fabricated by Marvin Engineering Co have 
not been purchased k/or have not been Installed in plants. 

HILLS, L H Tennessee Valley Authority 00/09/21 ip 


B0Q6180567 Outlines 000916 Insp of geologic faulting in Unit 1 spray 
pond UtlL may proceed w/fill concrete nperatlons on Zone 20 
k Fault 19 Addl faulting must be reported 

HURPHV. C E Region 2. At lanta. Reactor Construction k Engineering 
Support Hranch 80/09/29 Spp 


8006190466 Responds to NRC 600531 Itr re violation noted in IE Insp 
Ropts 50-993/60-07 e 90-954/BO-06 Corrective actions* 
procedure for controlling submerged arc welding flux has 
been made available to craft personnel 
HILLS, L M Tennessee Volley Authority BO/06/12 3pp 


6006250392 Forwards final response to notice of violation described in 
IE Insp Repts 50-553/80-06 k 50-954/B0-07 Concrete cylinder 
breaks for samples representing saf ety-relate-d structure 
placements made 800507-09 have been reviewed 
M1LL3« L H Tennessee Valley Authority 00/06/19 3pp 


8 Reportable occurrences, LERs k related correspondence 


8006060230 Forwards CTI-Nuclear 000503 Part 21 rept re potential 
failure df McOraw Edison device used in CTI-Nuclear 
electronic control circuit for detecting high temps In 
alrstream in various air filtration sys 
KENYON, H Tennessee Valley Authority 00/05/00 4pp 


8006Q60401 Forwards final deficiency rept re unacceptable bending of 
welded stud anchors on embedded plates 
MILLS* L H Tennessee Valley Authority 80/06/02 ip 


— 0006060413 Final deficiency rept re unacceptable bending af welded stud 
anchors on embedded plates Testing program was initiated. 

Bending of studs has no significant affect on stud capacity 
Lists guidelines for max bending of stud anchors 
e Tennessee Valley Authority 00/06/02. 3pp 


8006110040 Forwards first interim deficiency rept re standby gas 
treatment sys charcoal adsorber 

MtLL5*L M Tennessee Valley Authority 00/06/04 Ip 
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— 800&110059 Ftrit interim deficiiency rept r* standby gas treatment lys 
charcaal adsorbers Charcoal retention screens separating 
from Cranes due to improper or broken spot ueldf Vendori 
CTl-Nucl eari inves 1 1 gat log problem Final rept by 000820 
• Tennessee Valley Authority BO/O6/04 Ip 


0OO-&12O3O9 Foruiards interim deficiency rept re steam tunnel embedment 
stiffener plate ue 1 d 

MILLQi-L M Tennessee Valley Authority BO/06/04 ip 


— BOiOiit20G13 Interim dePiciancy rept re failure by Atlas Machine h Iron 
Uorks to implement OA procedures for tteam tunnel embedment 
itifftner plate ueld Stiffener plate NCR-iO uielded per OA 
requirements U aid for Atlas OA propram contracted 
* Tennessee Valley Authority 00/06/04 ip 


0006200024 Final Part 21 rept re mised heat of steel supplied by U 6 
Steel from which 4-lnch elbows U 2-ltich tees were mfg to 
A234yPB requirement I nves t i gat I ons conducted & closed at 
46 listed facilities 

SEAYi J t Chemtron Corp i Tube Turns Dtv 80/06/06 3pp 


8006200432 Forwards final deficiency rept re defective McOraw-Ed ison 
temp detection controllers in standby gas treatment sys 
MILL 81 L M Tennessee Valley Authority BO/06/13 Ip 


—8006200434 Final deficiency rept re defective temp detection controller 
in standby gas treatment sys Electronic temp detection 
contToller failed in svc Caused by acid flux soldar sealing 
controls Controllers to be replaced u/certified controllers 
e Tennessee Valley Authority 80/06/13 2pp 

0006290297 Forwards first Interim deficiency rept re improper Insp 
records 

HiLLSfL M Tennessee Valley Authority 80/06/19. Ip. 

—8006250261 First interim deficiency rept re improper insp records Civil 
QC imp program being reviewed to determine changes 
nectfiary for compliance u/appllcable requirements. 

• Tennessee Valley Authority 80/06/19 Ip 


8006250270 Forwards final deficiency rept re incorrect root face on 
skewed eadweld sleeves 

HlLLSiL M Tennessee Valley Authority 80/06/19 Ip 


‘9006250201. Final deficiency rept re incorrect root face on skewed 
caduald sleevet. At 1 as Machine &( Iron Morkt fabricated some 
representative structures using same welding process as 
sleeves Destructive pull tests performsd sat i s factor 1 ly 
e Tennessee Valley Authority 80/06/17 2pp 


80062502S6 Second interim deficiency rept re defects In Rosemount trip/ 
calibr units tftil ti <*E investigations re quantity of Model 
1192 preisure transmitters shipped continuing Final rept 
will be lubmitted by B00717 

MILLS) L M Tennessee Valley Authority 80/06/20 Ip 


DOCKET QTff-30-934 PHIPPS BEMD NUCLEAR PLANTi UNIT 2 


A Applica tion/construttion stage documents Si correspondence 


8006230110 Advises DNR it PUR applicants of NRC decision to modify 
implementation plan presented In Section 4 of NURE0“0577 re 
adequacy of applicable support ttructurti General operating 
reactor review procedure U acceptance criteria end 
ElSENHUTiD 0 Division of Licensing 80/03/20 13pp 


8006060370 Forwards detailed description of tranverse fault beneath 
essential svc water spray pond one per 800902 Ia 09 telcons 
Fault is not judged capable per App A to fOCFRlOO 
KILLS.L M Tennessee Valley Authority 80/06/03 4pp 


8006240620 Forwards “'For Comment" edition of NUREO-0619 Requests review 
ii comment H/o end 

EISENHOT.O Q Division of Licensing 80/06/f0 3 pp 


0 Adjudicatory correspondence 


S006O60336 Advises that AH Gutterman will no longer appear in 
proceedings on behalf of util 

9AN0ER.H S Tennessee Valley Authority 80/05/19 3pp 


0 Inspection reports. IE Qulletins V correspondence 


8006050419 Forwards IE Insp Repts 50-553/00-06 it 50-394/00-03 on 
800331-0403 No none amp 1 1 anc e noted 

MURPHY I C £ Roglon 2> Atlanta. Reactoi Construction & Engineering 
Support Hranch 80/04/23 2pp 


—0006050420 IE Insp Repts 50-533/80-06 t 50-554/80-05 on 000331-0403 No 
noncompliance noted Major areas inspected concrete 
placementiQA manual 1 eview &. Inspector followup items 
CAMTRELL. F 8 Region 2, Atlanta. Reactor Construction 4* 

Engineering Support Hranch WRIGHT. R W Region 2. Atlanta. Office 
of the Director SO/04/22 7pp 


6006060159 Forwards IE Oullctin. 80-11. "Masonry Wail Design " No action 
or written response required IE Info Notice 79-20. 

“Overloading of Structural Elements Due to Pipe Support 
Loads" end 

□'RElLLYiVP Region 2. Atlanta. Office of the Director SO/OS/OB 
3pp 


6006040267 Forwards IC Oulletln 00-12. "Decay Heat Removal Sys 
Operability " No written rasponso required IE Info Notice 
80-20. "Loss of Decay Heat Removal Capability at Davis-Hesse 
Unit 1 While in Refueling Mode" end 

O'REILLYjJ P Region 2. Atlanta. Office of the Director 80/03/09 
3pp 


6006120034 Forwards IE Circular 80-11. "Emergency Diesel Generator Lube 
Gil Cooler Failures " No written response required 
O'ReiLLY.J P Region 2, Atlanta. Office of the Director 80/05/13 
3pp 


B006030602 Ack receipt of 000500 1 tr informing NRG of steps taken to 
correct violation noted in IE Insp Repts 90-353/79-17 U 
50-954/79-16 

ML/RPHV. C E Region 2. Atlanta. Reactor Construction Engineering 
Support Hranch 80/05/21 2pp 


—0006030604 Responds to NRC 800429 Itr re violation noted in IE Imp 
Repts SO-9S3/79-17 & 50-954/79-16 Corrective actions 
deposited weld metal in excess of limit will be removed 
MILLS. L M Tennessee Valley Authority 00/05/00 4pp 


‘0006030606 Ack receipt of B00331 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 90-993/79-17 8 t 
50-554/79-16 

hVRPHYiC E Region. 2. Atlanta. Reactor Construction & Engineering 
Support Branch 00/04/29 2pp 


—8006030608 Responds to NRC 800325 Itr re violation noted in IE Imp 
Repts 50-553/79-17 50-554/79-16 Corrective actions excess 

weld metal deposits will be removed Addl details re max 
weave width provided in Nonconformance Rept PDN-067 
KILLS. L K Tonnostee Valley Authority 80/03/31 Ip 


6006090456 Responds to 000121 Itr which transmitted IE Bulletin 80-02 
Investigations revealed that feedwater spargers or thermal 
sleeves mfg it/or fabricated by Marvin Engineering Co have 
not been purchased tc/or have not been installed In plants 
MILLS. L K Tennessee Valley Authority 80/05/21 Ip 


8006100567 Outlines 000516 Insp of geologic faulting in Unit 1 spray 
pond Util may proceed w/flll concrete operations on Zone 20 
it Feult 19 Addl faulting must be reported 

MURPHY. G E Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 00/05/29 2 pp 


8006190466 Responds to NRC 000321 Itr re violation noted in IE Imp 
Repts 50-553/80-07 ir 50-994/QO-06 Corrective actions 
procedure for controlling submerged arc welding flux has 
been made available to craft personnel 
MILLS. L M Tennessee Valley Authority 80/06/12 3pp 


8006250292 Forwards final response to notice of violation described in 
IE Insp Repts 90-953/80-00 it 50-594/80-07 Concrete cylinder 
breaks for samples representing safety^r elated structure 
placements made 000507-09 have been reviewed 
MILLSiLM Tennessee Valley Authority 00/06/19 3pp 


8 Reportable occurrences. LERs related correspondence 


9006060230 Forwards CTl-Nuclear 800903 Part 21 rept re potential 
failure of McOraw Edison device used in CTt-Nuclear 
electronic control circuit for detecting high temps In 
airstream in various air filtration sys 
KENYON. M Tennessee Valley Authority 80/05/0B 4pp 
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B006060401 FoTb/ard& final deficiency rept rc unaccaptabln bending of 
uelded stud anchors on embedded plates 
MILLS, L M Tennessee Valley Authority 80/06/02 Ip 


— ‘0006060413 Final deficiency i ep t re unacceptable bending o-f uelded stud 
anchors on embedded plates Testing program tuas initiated 
Bending of studs has no significant effect on stud capacity 
Lists guidelines for ma i bending of stud anchors 
e Tennessee Valley Authority 00/06/02 3pp 


80061 1004S Foruiards first interim deficiency rept re standby gas 
treatment sys charcoal adsorber 

MILLS- L ri Tennessee Valley Authority 80/06/04 Ip 


— B006110059 First interim deficiency rept re standby gas treatment lya 
charcoal adsorbers Charcoal retention screens separating 
from frames due to improper or broken spot melds Vendor^ 

CTI-Nuc 1 ear- inve st iga t tn^g problem Final rept by 000020 
e Tennessee Valley Authority 80/06/04 Ip 


0006120309 Forwards interim deficiency rept re steam tunnel embedment 
stiffener plate weld 

MILLS, L M Tennessee Valley Authority 00/06/04 ip 


— 8006120313 Interim deficiency rept re failure by Atlas Machine 8< Iron 
Viorks to implement QA procedures for steam tunnel embedment 
stiffener plate ueid Stiffener plate MCR-lO melded per dA 
requirements & aid for Atlas QA program contracted 
« Tennessee Valley Authority 00/06/04 ip 


0006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-lnch elbows i 2-inch tees were mfg to 
A234UPD requirement Investigations conducted ^ closed at 
46 listed facilities 

SEAYi J L Chemtron Corp , Tube Turns Dlv 80/06/06 3pp 


0006200432 Forwards final deficiency rept re defective McOrau-Cditon 
temp detection controllers in standby gas treatment sys 
MILLS. L M Tennessee Valley Authority 80/06/13 Ip 


—0006200454 Final deficiency rept ra defective temp detection controller 
in standby gas treatment sys Electronic temp detection 
controller failed In sve Caused by acid flux solder sealing 
controls Controllers to be replaced ui/certified controllers 
« Tennessee Valley Authority 00/06/13 Spp 


0006250257 Forwards first interim deficiency rept re improper Insp 
records • 

MILLS. L h Tennessee Valley Authority 00/06/19 Ip 


—0006250261 First interim deficiency rept re improper Insp records, Cl vl 1 
QC Insp program being reviewed to determine changes 
necessary for compliance w/applloable requirements 
« Tennessee Valley Authority 80/06/19 Ip 


0006250281 Final deficiency rept re incorrect root face 0>n skewed 
cadueld sleeves Atlas Machine U Iron Uorfes fabricated some 
representative structures using same welding process as 
sleeves Destructive pull tests performed satisfactorily 
* Tennessee Valley Authority 80/06/19 2pp 


0006250296 Second interim deficiency rept re defects in Rosemoutit trip/ 
calibr units Util it OE investigations re quantity of Model 
J192 pressure transmitters shipped continuing Final rept 
will be submitted by 000917 

MILLS. L M Tennessee Valley Authority 8-0/06/20 tp 


OaCKET BTN-90-556 BLACK FOX STATION, UNIT 1 


A Application/construction stage documents it correspondence 


8006230110 Advises OUR it PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-OD/Z re 
adequacy of applicable support structures Cenaral operating 
reactor review procedure tt acceptance criteria end 
EISENHUTiD 0 Division of Licensing 80/05/20 I3pp, 


0006300368 Advises that list of matls to be used in const of fire stops 
& characteristics re flammability it fire ritardancy will be 
provided 1 yr subsequent to receipt of CP 

MUENCHrO U Public Service Co of Oklahoma 00/06/20 2pp 


F Security, medical.- emergency 6 fire protection plans 


8006300368 Advises that list of matls to be used in const of fire stops 
8< characteristics re flammability & fire retardancy will be 
provided 1 yr subsequent to receipt of CP 

MUENCHi 0 N Public Service Co of Oklahoma 00/06/20, 2pp 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


800620007S Forwards ACRS 000506 1 tr to JF Ahearne re near-term CP 
«pp 1 icat 1 ons 

aCHWENCER, A Licensing Branch 2 80/05/30 2pp 


DOCKET STN-90-997 BLACK FOX STATION. UNIT 2 


A App 1 icat ion/cans tructl on stage documents it correspondence 


0006230110 Advises DWR it PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-OBT? re 
adequacy of applicable support structures General operating 
reactor review procedure Si acceptance criteria end 
EISENHUT, 00 Division of Licensing 80/05/20 13pp 


9006300360 Advises that list of matls to be used in. const of fire stapi 
6 characteristics re flammability & fire reterdancy will be 
provided 1 yr subsequent to receipt of CP 

MUENCH.O W Public Bervlce Co of Oklahoma 00/06/20 2pp 


Q Advisory Committee on Reactor Eafeguards reports & correspondence 


0006200072 Forwards ACRS B00506 I tr to JF Ahearne re near-term CP 
appl i ca t i ons 

8CHWENCER.A Licensing Branch 2 00/05/30 2p p 


DOCKET 8TN~50-96l D-SAn-205 


A App 1 icat lon/cans tructl an stage documents U correspondence 


8006090098 Forwards add! info re extended operation of LWBR core in, 
Bhlppingport Power Station, per 000508 request Releases of 
rad loac t i Ivi ty continue to be below applicable stds as 
documented In annual environ repts 
RICKQVER.HO Energy. Dept of BO/09/21. 13pp 


’B006090104 Forwards comments on extension of LWBR operations Proposed 
continuation might affect conclusions in areas of proposed 
augmented Inservlcs insp program. reactor vessel irradiation 
U control rod drive mechanisms 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
00/04/30 6pp 


— 00060901 10 Forwards ACRB conclusions re extended operation of LWBtt 
cote W/o and 

FRALEY. R F ACRS - Advisory Committee on Reactor Safeguards 
80/09/06 Ip 


DOCKET 8TN- 90-566 YELLOW CREEK NUCLEAR PLANT. UNIT I 


A Appl Icatlon/construction stage documents it corr e tpondanct 


8006020'220 Summary of 000507 meeting re partial refund of CP fee Refund 
will be made using ASLA9 average of 6 man-days 
HOLLOWAY. C J License Fee Managamant Branch 00/09/19, ip 


8006230110 Advises DWR i PWR applicants of NRC decision to modify 
implementation plan prasentad In Boction 4 of NUREO-0577 re 
adequacy of applicable support structures Oeneral operating 
reactor review procedure be acceptance criteria encl 
eiSENHUT. D 0 Division' af Licensing. 80/05/20 13pp 


0006060051 Notifies otti that NRC will refund portion of sum paid in 
CP fees, Fees paid exceeded cost of processing S. Issuing 
MILLER. W O License Fee Management Branch 00/05/23 Ip 


8006240077 Informs that effective G'0042a. Gf c of Nuclear Reactor 
Regulation was reorganlxrd Hg t of all licensing matters 
uF/respect to facility have been assigned to M Rood 
Reorgani I ation chart encl 

TEDE8CO, R L Assistant Director for Licensing 80/06/13 10pp. 


£ NRC Safety Evaluation Report (SER). suppls 8. correspondence 


B006300S9S "Safety Evaluation re Const of Yellow Creek Nuclear Plant, 
l/nits I t< 2. " Suppl t 

-* Office of Nuclear Reactor Regulation, Director NUREO-0347 Bl 
70/06/27 56pp Available at NT IS *6 00 
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DOCKETED ITEMS 




0 All jud 1 c Atur V corr ^pandprtce 


800^*060356 Advises that AH Gutt-erman uill Tin lofijer appeal jn 
proceedings on bshidlf o-F util 

SAHOHHi H E Tonnes sne >v/alIog Author Ity 00/05/ 19 Gpp 


Q Inepection roports- IE liiiUfftJns i. corresp andeiic e 


0006050095 Foruards IE Inap Reptt 50-966/00-06 6 50-967/n0-06 on 
00031*?-2i No horicoimp I ianc e noted 

MUnPHV,C E fToaion 2* Atlanta Reactoi Construction 6 Enginearinu 
buppqrt Dranuh 80/0^/11 2pp 


— 3006050103 II Insp Ftapt^s 50-566/00-06 50-567/00-06 on 800319-21 Ho 

none Ditipl lanc r nntea Mojor areaii inspected ttispuctor fnliciuun 
items i I 0CFrl50 39(e) i tenip obs e i vot i on of sofetij-relfl ted work 
activities 6 uarchouac insp 

CANTRELL. F F Region 2. Atlanta. fJea;:tar Construction & 
Enjineerinc nuppoi t Dianch IHOMAS. M Region 2. Atlanta. DFlico 
of the Director aO/04/H Spp 


BO06O6O159 ForuortJf IE Bulletin SO-il^ "Mnsonrv Wall Dciign " No action 
or uritten response required I£ Info Notice 79-28. 

'(Jverloarfinjj of Stiucfcurol Elemants Due to Pipe Guppori 
Loads'* enrl 

O'llElLLV.JP Region 2. Atlanta. Urfice of the Director 00/05/03 

3pp 


8006040267 Foiuords IE Bulletin GO-12. “Decag Heat Removal Sgs 
Operability ‘ No gintton response required IE Info Notice 
00-20. “Lose or Dcca^ Heat Removal Capability at Davis-Besee 
Unit 1 Hhile in Refueling Mode" enc 1 

O'REILLY. JP Region 2^ Atlanta. Office of the Director 00/05/09 
3pp 


0006120034 Forwards IE Circular BO-11. "Effiergencg Blete) Generator Lube 
nil Cooler Failures " No ufritten response requlrto 

O'fieiLty.J P Reglorb a. Atlanta. Office of the Director 00/03/10 
3pp 


80060402J2 Ack receipt of 600426 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-966/60-03 tt 
90-567/80-03 

tlURPHV.C E Region 2. Atlanta. Reactor Construction ti Engineering 
Gupport Branch 80/05/19 2pp 


—8006040245 Responds to NRC Q0022G Itr ro violations noted in tE Insp 
Repts 30-366/00-03 L 50-367/GO-03 Corrective actions 800324 
0421 submittals revised Re-evaluation of radiographs 
shau/ed only seven welds will require rerad 1 ographlng 
HILLS. L H Tennessee Valley Authority 60/04/20 2pp 


’8006040256 Responds to NRC 800226 Itr re violations noted In IE Insp 
Repts 50-366/00-03 6 50-567/80-03 Advises that revised 
responst to 800409 Itr uill be submitted bg 600426 
411LL0.L K Tenneesee Valley Authority 00/04/21 ip 


0006170740 Ark receipt of 800519 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-966/80-07 It 
50-967/80-07 

MORPHY. C £. Region 2. Atlanta. Reactor Construction 6 Englnearing 
Support Branch GO/06/02 2pp 


— B0D6170746 Responds to NRC 800424 ttr re violations noted in lE Insp 
Repts 50-966/00-07 90-967/00-07 Corractlve actions purge 

air blouer filters tc solenoid valve cleaned 
H1LL8.L H Tennessee Valleg Authority 80/05/19 3pp 


—8006170751 Forwards IE Insp Repts 50-566/80-07 t« 50-967/80-07 on 
8&040J-04 & notice of violation 

tiURFHV.C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/04/24 apf 


—8006170797 Notice of violation from insp on 800401-04 

a Region. 2. Atlanta. Office of the Diroctor 80/04/23 Ip 


— 8006170768 IE Insp Rop ts S0-366/H0-O7 t 50-567/80-07 on G0040I-04 
No nc orr.p 1 lance noted records on Pour At-Vl show recorded 
water contents incompatible w/recorded slump teat data 
Records for Pour A-Pr unreadable 

CONLON. T E Region 2. Atlanta. Reactor Construction 4c Engineering 
Eupport Branch HARRIS. 0 R Region 2. Atlanta. Office of the 
Director a0/(?4/23 5pp 


8006240260 Forwards responio to IE Bulletin 00-05 re vacuum conditions 
resulting in damage to holdup tanks Preete protection for 
refueling water storage tank at Gequoyah 6 Watts Bar is 
provided by redundant heaters U tank, insulation 
MILLS. L n Tennessee Valley Authority 00/06/09 0pp 


3006170540 Responds to IE Insp Repts 50-566/00-03 & 90-367/B0-O3 
re failure tn establish adequate measurcfi to control 
tadioQTaphy Radiogiaphq of uelds scheduled for completion 
bu QOO^OL 

MILLS. L (I Tennusseo Valley Authority 00/06/10 Ip 


Reportable occurrences. LERs 4 related corrospondence 


OOO 0 O 9 OOO 2 Foi wards f I t vt interim deficiency rept re placement 6 
compaction of concrete pour A2-01 

MILLS, L n ’ermessee Valley Authority 00/05/27 Ip 


--0006050004 First interim deficiency rept ro placement t compaction 
of concrete pour A2-01 Conci ete placement is being evaluatod 
for acceptability u/G- 2 ipquiiemonts Honevcomb increase 
determined not excessive 

« Tennessee Valley Authority 00/03/27 Ip 


G0061102/4 Toruiards first interim baficiency ropt re Const QA Audit 
VC-r-Q0*O5 Next 1 ept will be submitted by 000710 
M1LL5. L tl Tennessee Valley Authority 80/09/27 Ip 


— 8006110284 First interim deficiency rept ie Const OA Audit YC-C-QO-09 
On 000422. pour not placed ^ compacted pel const specs No 
QA insp performed Inspectors instructed in roquirements of 
Oen(»ral Const Spec 0-2 

» Tennessee Valley Authority 00/05/27 Ip 


8006200024 Final Fart 21 rept re mixed heat of steel supplied bg UD 
Steel from which 4— inch elbows t> 2-lnch tees were mfg to 
A234NPD requiremotit Investigations conducted & closed at 
46 listed facilities 

6EAY. J L Chemtron Corp . Tube Tuins Div 80/06/06 3pp 


8006200375 Forwards final deficiency rept re defective concrete pour 
in auxiliary bldg 

MILLS. L M Tennessee Valley Authority 00/06/13 Ip 


— 8006200370 Final daficien-cy rept re failure of concrete pour A1-P3 to 
obtain Initial set in normal time Apparently caused by 
abnormal amount of air voids Defective concrete roploced 
Outline drawings, 4RE04 17-5R series, uill be revised 
« Tennessee Valley Authority 00/06/13 3pp 


DOCKET STN- 50-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


A Appl i cat ion/construc t i on stage documents 6 correspondence 


6006020220 Summary of 600507 meeting re partial refund of CP fee Refund 
will be made using ASLAD average of 6 man-dags 
HOLLaWAY. C J License Feo Management Branch 60/05/19 Ip 


0006230110 Advises DWR 6 PWf? opplicants of NRC decision to modify 
implementation plan presented in Section 4 of NUR60-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure 8. acceptance criteria end 
EISENHUT.D G Division of Licensing 80/05/20 I3pp 


6006060031 Notifies util that NRC will refund portion of sum paid in 
CP foes Feos paid exceeded cost of processing & issuing 
MILLER. W O License Fee Management Branch 80/09/23 Ip 


8006240077 Informs that effective 800420. Of c of Nuclear Reactor 
Regulation was reorganiied Mgt of all licensing matters 
w/respect to facility have been assigned to H Rood 
Reorganization chart encl 

TEDE0CO.R L Assistant Director for Licensing 00/06/13 lOpp 


E NRC Bafety Evaluation Report <0ER>, suppls L correspondence 


8006300595 '‘Safety Evaluation re Const of Yellow Creek Nuclear Plant. 
Units 1 2. " Suppl t 

e Office of Nuclear Reactor Regulation, Director NUREO-0347 BI 
78/06/27 56pp Available at NTtS «6 00 


0 Adjudicatory correspondence 


8006060356 Advises that AH Gutterman will no longer appear in 
proceedings on behalf of util 

SANGER. K 8 Tennessee Valley Authority 00/05/17 3pp 



DOCKETED ITEIVIS 


G Inspection reports IE Bulletins correspondence 


900&G50095 Forwards IE Insp Repts 50-566/80-06 6 30-567/80-06 on 
8003l*?-2l No noncorjip 1 1 anc e noted 

MU Fi PHV ( C C Flegiun 2- Atlanta Reactor Cons tr uc tion fit Enginaerinj] 

Support Branch 80/04/11 2pp 


— a00605}0103 IE Insp Repts 50-566/80-06 R 50-567/80-06 on 800319-21 No 
none amp 1 len t e noted Maior areas inspected inspector followup 
1 tom'it lOCFRbO b5(e> i tem> observe 1 1 on of safety-related work 
activities l> waiehouso irisp 

CANTRELUt F b Region 2> Atlantai Reactor Construction 
Engineering Support Branch THOllASt M Region 2t AtiAntAr (Iffice 
of tht> Director 00/04MI 3pp 


8D060601S9 Forwards IF Bulletin RG lli "Kcisonry Nail Dest<)n " No action 
or wintten response required IE Info Notice 79-2fl. 

‘Overloading of Structuie*)! Elements Duo to Pipe Support 
Loads'* ent I 

O'REILLY. J P Region J, Atlanta, Office of the Director 8D/05/0B 
3pp 


BO06040267 FoTwaids IC Bulletin 80-12. “Decay’ Heat Removal Bys 
Operability “ No written response required IC Info Notice 
80-20, "Loss of Decay Ke^t Removal Capability at Davls-Gesae 
Unit 1 While in Refueling Mode" enc I 

□ 'HElLLY/i> P Region W Atlanta. Office of the Director 80/03/09 
3pp 


8006120034 Forwards lE Ciicular 60-11* “Emergency Diesel Oenerator Lube 
Oil Cooler Failures “ No written Tosponse required 

O^neiLLY. J P Region 2 Atlanta. Office of the Director 00/05/13 
3pp 


0006040232 Ack receipt of B00438 1 tr informing NRC of steps taken to 
correct violations noted in IF Insp Rapts 50-566/80-03 fit 
S0-567/B0-O3 

MURPHY. C E Region 2. Atlanta. Reactor Construction fit Engineering 
Support Branch 80/05/19 2pp 


—8006040245 Responds to NRC 800230 Itr re violations noted in IE Insp 
Repts 50-566/80-03 fi^ 30-567/00-03 Corrective actions B00334 
fit 0421 submittals revised Re-c va 1 uation of radiographs 
showed only seven welds will require reract iograph Ing 
MILLS. L M Tennessee Valley Authority 80/04/28 2pp 


--GD06040S56 Responds to NRC 000228 Itr re violations noted in IE Insp 
Repts 50-566/00-03 fit 50-567/80-03 Advises that revised 
response to 000409 Itr will be submitted by 800438 
MILLS. L M Tennessee Valley Authority 00/04/21 Ip 


8006170740 Ack receipt Of 000519 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-566/00-07 fit 
50-567/00-07 

MURPHY, C E Region 2. Atlanta Reactor Construction 8« Engineering 
Support Branch 0O/O6/OS 2pp 


—8006170746 Responds to NRC B00424 Itr re violations noted in IE Insp 
Repts 50-566/00-07 4- 50-367/00-07 Corrective actions purge 
air blower filters fic solenoid valve cleaned 
MILLS. L M Tennessee Valley Authority 00/03/19 3pp 


—8006170751 Forwards IE Insp Repts 50-566/80-07 L 50-367/80-07 on 
800401-04 fi( notice of violatian 

MURPHY. C E Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch 80/04/24 2pp 


— 8006170737 Notice of violation from Insp on 800401-04 

e Reglan 2. Atlanta, Office oF the Director 80/04/23 Ip 


— 8006170760 IE Insp Repts 50-566/00-07 fi. 30-567/80-07 on 800401-04 
Moncompliance noted records on Pour Al-Ul show recorded 
water contents incompatible w/recorded slump test data 
Records for Pour A-Pr unreadable 

CONLGN, T E ftegian 2. Atlanta. Reactor Construction fi. Engineering 
Support Branch HARRIS, J R Region 2-, Atlanta, Office of the 
Director BD/04/23 3pp 


8006240260 Forwards response to IC Bulletin 80-05 re vacuum conditions 
resulting in damage to holdup tanks Freeie protection for 
refueling water storage tank at Sequoyah fit Watts Bar Is 
provided by redundant heaters fi, tank insulation 
MILLS. L M Tennessee Valley Authority 80/06/09 8pp 


8006170540 Responds to IE Insp Repts 50-566/80-03 & 30-567/80-03 
r* -failure to establish adequate measures ta control 
radiography Radiography of welds scheduled for completion 
by 800701 

MILLBfL M Tennessee Valley Authority 80/06/10 Ip 


S Reportable occurrences. LERs fi. related correspondence 


8006030002 Forwards first juteriim deficiency rept re placement fi 
compaction of c-oncrete pour A2-DI 

MILLS. L M Tennessee Valley Authority 80/0S/P7 Ip 


— 0006050004 Fust Interim deficiency rapt re placement & compaction 
of concrete pour A2-Dt Conci ete placement is being evaluated 
for acceptability u/Q-S requirements Honeycomb inerrase 
determined not eicessive 

Tennessee Valley Authority 80/05/27 Ip 


0006110274 Forwards first interim deficiency rept ro Const OA Audit 
YC-C-eO-05 Rent i ept will be submitted by 000710 
MILLS, L M Tennessee Valley Authority 00/03/27 Ip 


■8006110284 Fit St intorien deficiency rept re Const QA Audit VC-C-80-03 
On 800422. pour not placed fi compacted por const specs No 
OA insp performed Imspectera instructed in requirements of 
Oeneral Const Spec G-2 

« Tennessee Valley Authority 80/05/27 Ip 


8006200024 Final Part 21 rept re mited heat of steel supplied by US 
Steel from which 4-inc6 elbows fi 2-in'‘h tees were mfg to 
A234WPB requiromant Investigations conducted fi closed at 
46 listed fac i 1 i t ( es 

SEAY. J L Chemtron Corp , Tube Turns Div BO/06/06 3pp 


DOCKET STN- 50-573 KO-RI. UNIT 2 


6 Reportable occurrences, LERs fi, related correspondence 


6006050236 P NO- V -00-037 on 80051 0. Mount St Helen erupted Unit 2 has 
appror l/0-lnch of ash on ground, some aeh dust inside plant 
Filtration sys operability confirmed Monitoring to detect 
abrasive matls in sys components underway 

BISHOP. T M Region 3. San Francisco. Office of the Director 
00/05/19 3pp 


DOCKET 8TN-50-574 BAQNAC NUCLEAR PDMER PROJECT 


Q Adjudicatory correspondence 


6006170792 Confirms T Rothschild 800418 telcon w/flZ Cowan Requests 
dates of pressure vessel . steam generator, control rod fi 
coolant pump shipments re Westinghouie 000414 opposition to 
motion for stay pending appeal Certifltate of Sve end 
BlCKNIT.L Office of the General Counsel 80/04/22 4pp 


8006200369 Brief on appeal bofore US Court of Appeals. DC Circuit, from 
Comeiltston 800506 orders Case must be remanded to eiamlne US 
Common defense fi< security under Atomic Energy Act.Muclear 
Non-Proliferation Act fi. MEPA Certificate of 8vc end 
CURTIG.C E Center for Law fit Social HoUcy CURTIS, C E Natural 
Resources Defense Council CURTIS. C E Philippine Movement for 
environmental Protection 80/06/10 99pp 


DOCKET 3TN-80-591 ESSAft. EDA3CD SERVICEB 


8 Inspection reports, IE Bulletins It correspondene* 


0006120034 Forwards IE Circular 60-il. “Emergency Diesel Oenerator Lube 
Oil Cooler Failures “ No written respanse required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/13 

app 


DOCKET aTN-50~392 PALO VERDE NUCLEAR STATION. UNIT 4 


B Reportable occurrences. LERs fi related correspondence 


8006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which 4-inch elbows fi 2-inch tees were mfg to 
A234UPD requirement Investigations conducted fi closed at 
46 listed facilities 

SEAY. J L Chemtron Corp . Tube Turns Div 60/06/06 3pp 


DOCKET 8TN~30-593 PALO VERDE NUCLEAR STATION, UNIT S 


S Reportable occurrences. LERs fi related correspondence 


0006200024 Final Part 21 rept re mixed heat of steel supplied by U8 
Steel from which 4-tnch elbows fi 2-inch tees were mfg to 
A234UPB requirement Investigations conducted fi closed at 
46 listed facilities 

SEAY, J L Chemtron. Corp . Tube Turns Div 80/06/06 3pp 
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DOCKETED ITEMS 


DOCKET QTH-50''59& IJEW HAVEW, UMIT I 

A App I i catl orii/cons truct ion doc 4< co^^alpopd^^f^c« 


0OO623D11O Advise* BUR h PUR applicant* of NRC decision to modify 
imp 1 e(n«nta 1 1 on plan presanted in Section 4 of NliRE0'-0S77 re 
adequacy of applicable support stTocfcurei Qeneral operating 
reactor revleu procedure & acceptance criteria end 
ElSEWHUTi-D O Division of Licensing 80/05/2D 13pp 


0 Adjudicatory correspondence 


8006110214 Order by State of NV Doard on Electric Oeneratlon Siting & 
Envl roni deny ing application for rehearing Proceeding closed 
due to substantial uncertainty about facility ownership 
Related correspondence 

MADISONiS R New yort* State of 80/^05/23 7pp 


8006050274 Notice of wUhdraujal f i om proceeding Certificate of 8vc 
and 

LEWISES H Hearing Branch 2 80/06/04 Spp 


DOCKET STM-SO-597 NEW HAySN. UNIT 2 


A App 1 1 cation/c ons tructlon stage documents St corr eipond ence 


8006230110 Advises BWR & PWR applicants of NRC decision to modify 
imp lifiintatlon plan presented in Section 4 of NUREO-OS?? re 
adequacy of applicable support structures Osneral operating 
reactor review procedure (i acceptance criteria end 
ElBENHUTrD 0 Division of Licensing 80/05/20 13pp 


O Adjudicatory correspondence 


8006110214 Order by State of NY Board on Electric Oeneratlon Siting it 
EnvlroTir deny 1 ng application for rebearing Proceirfing closed 
due to substantial uncertainty about facility ou-nersMp 
Related correspondence 

NADISONiS R Netif Yortr State of 80/05/23 7pp 


6006050274 Notice of withdrawal from proceeding Certificate of 8vc 
end 

LZmBtB If Hearing Branch 2 80/06/04 5pp 


DOCKET 50-599 CARROLL FAC IL I TV I 


0 Adjudicatory corretponde-nce 


8006070049 Hemarandum order re intsrvtnors' contentions Accepts State 
Qf IL Contentions 4 4 4(b)i6 u/o Subparagraphs 6ial-6(d)i7 
as modified It others grants consolidation of certain 
Cfintentlani upon NRC motion 

HOLTQM^R L / ORIGHT. 0 Q . F Atomic Safety and Licensing 

Board Panel 80/05/30 ISpp 


— 6006090055 Statement of consolidated It modified contentions re Plum 
River fault terrestrial It aquatic eco 1 ogyi Stranity alrporti 
socio-economic risis It road* at sit* Certificate of Bvc 
inc I 

* Atomic Safety and Licensing Board Panel. B0/05/3D tOpp> 


8006170560 Notice of appeal from A8L8 800530 order denying petition to 
Intervene 

KQDNCRtJ. L Citltens Against Nuclear Power RUNYON< J « OOOOiL. E 
Affiliation Unknown 00/06/12 Ip 


— 8006170570 Brief In form of pleading in support of appaal from A8LB 
800530 order denying petition to inter vena. Case law 
demonstrates that early site suitability It need for power 
arc warranted as Issues Certification of svc encL 
HODNERrJ L Cltltens Against Nuclear Power RUNYON. J, i OOODLi E 
Affiliation Unknown BO/06/12 tlpp 


DOCKET 50-600 CARROLL FACILITY II 


O Adjudicatory correspondence 


80060900’49 Me-morandum 1 order re interveners'' contentloni Accepts State 
of IL Contentions 4 6 4(b>r6 w/o Subparagraphs 6(a}-6id>«7 
as modified li other* Grants cansolidation of certain 
contentions upon NRC motion 

HQLTONiR L < BRIONTiO 0. i WOLFr J F Atomic Safety and Licensing 
Board Pantl 80/05/30 iDpp 


— 8006090055 Statement of consolidated I modified contentions re P 1 ua 
River fault terrestrial aquatic ecology p Strani ky airporti 
socio-economic risks I roads at site Certificate of Svc 
Btic 1 

e Atomic Safety and Licensing Board Panel 00/05/30 lOpp 


8006170560 Notice of appeal from ASLB 800530 order denying petition to 
intervene 

KODNERi J L Citliens Against Nuclear Power RUNVON< J ■ OQOQLi E 
Affiliation Unknown 80/06/12 Ip 


— 6006170570 Brief in form of pleading in support of appeal from ASLB 
800530 order denying petition to intervene Case law 
demonstrates that early site suitability Ic need for power 
are warranted as Issues Certification of svc end 
KQDNER« J L Ci titer* Against Nuclear Power RUNYON# J ■ OBOOLi E 
Affiliation Unknown 80/06/12 llpp 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 DATTELLE COLUMBUS LABORATORIES 


8006190239 Informs of recent organizational change In radiation safety 
program at BMI Lab HM Faust promoted to assistant group 
manager for nuclear svcs> assuming mgt responsibility of all 
lab nuclear svc functions 

TaV( K L BatteUc Memorial Institute# Pacific Northwest Laboratory 
BO/04/02 2pp 


0006120438 Advises that major safeguards amend fee is required for 
review of physical protection plan submitted on 000522 
UEI8S.D Licensing Kanagement Branch 80/06/02 ip 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


8006250056 Forwards Al-74-44, Supp I 3# "aNM Control Program for EDR-I 
Oecladding#" as application for amend to License 6NN-21 Fee 
end Program withheld (ref 10CFR2 790) 

REMLEYiM E Rockwell International Corp # Energy System* Div 
00/05/01 2pp 


8006090041 Forwards IE Insp Rept 70-0025/00-04 on 8001 14-17 No 
no ncompl lance noted 

BOQKtH E Region 5# San Franciscoi Fuel Facility it Materials Safety 
Branch 80/05/05 2pp 


— 8006090046 IE Insp Rept 70-0025/00-04 on 800114-17 No noncompl lance 
noted Major area* inspected safety committee activities# 
operationsi cr f tical i ty saf ety # radwaste mgt 6 followup to IE 
DuUetln 79-19 

BOOKiH E Region 5# San Francisco# Fuel Facility (< Materials 
Safety Branch KET2LACH#N • COOLEY# W J Region 5# San Francisco. 
Office of the Director 80/05/02 Spp 


8006030141 Forward* description of site environ around facility for use 
at increment of analysis In succeeding analyses of effect of 
natural phenomena upon Pu fabrication facilities 

ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 80/05/07 

ip 


—0006030146 Recommends endorsement of end description of site environ 
around facility as increment of analysis in succeeding 
analyses of effect of natural phenomena upon Pu fabrication 
fac 1 1 1 ties 

AYER#J E , BURKHARDT#M Advanced Fuel 6 Spent Fuel Licensing 
Branch 00/05/07 60pp 


8006120432 Advise* that major safeguards amend fee is required for 
review of physical protection plan submitted on 800519 
WEI83i D Licensing Management Branch 80/06/02 Ip 


8006170269 Partial response to FOIA request for documents re NRC insp 
of Atomics Inti I# allegations of S Schecter Forward* 
document* listod in App A 

FELTON. J M Division of Rules and Record* 00/06/03 2pp 


— 8006170274 Forwards IE Insp Rept 70-0025/79-10 on 791211-14 I# notice of 
deviation 

BOOK# H E Region S# San Francisco# Fuel Facility 6 Materials 
Safety Branch BO/04/21 2pp 


— 8006170279 Notice of deviation from insp on 791207 I# 11-14 
e Region 5# San Francisco# Office of the Director NRC 
00/04/21 Ip 
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— aOOtlTOa^a IE In^p Rept 70-O02S/79-10 on 791207 tn 11-14 
Nonconip 1 lance noted arithmetic calculations of flltvr 

of air cleaning uere found to be in error in 
more than 50/i of tests reviewed 

COOLEY, H J , WONG.K S Region 5, San Francisco. Office of the 
Director BOOK, H E Region 5, Ban Francisco. Fuel Facility Sc 
Materials Safety Branch BO/04/21 tSpp 


— e00&l702'?7 Responds to NRC 800421 1 tr re deviation noted in IE Insp 
Rept 70-0025/79-10 Corrective actions written procedures for 
conducting POP tests have been revised to clarify & simplify 
arithinetic manipulations 

REMLEY» M E Rockwell International Carp BO/05/13 Ip 


— BO0&1703O2 Act receipt of 800513 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Rept 70-0025/79^10 
□□□K.. H E Region 5, San Francisco, Fuel Facility Ic Materials 
Safety Branch aO/05/21 Ip 


DOCKET 70-0027 BAQCQCK Ic WILCOX CO 


— 800^020557 Safety evaluati.Dn of BOO110 license amend Application 
requesting author i Eat ion to use flowmeters & proportional 
automatic lamplers to measure U content of liquid effluents. 
Controls U procedures are adequate to protect public safety. 
KETZLACH, N , CROW. M T Uranium Fuel Licensing Branch 30/05/20 

2pp 


8006200595 Advises that review of manpower e Kpend Itures required for 
review of Amend 9 to License SNM''42 was less than submitted 
Ofc of Controller has been notified to send refund 
MILLER, W O License Fee Management Branch BO/05/27 Ip 


8006300048 Ac k receipt of 000320 Itr assuring that BlcM has sufficient 
capital to cover decommissioning costs 

PAGE. R 0 Uranium Recovery Licensing Branch 60/06/02 Ip 


B0063002BO Submits contract costs incurred &c inanhourt expended in 
reviewing aOOltQ application for amend 800325 revision 
to License SNM-n2 

KETZLACil. N Uranium Recovery Licensing Branch BO/06/06 Ip 


8006230121 Bubmits addi info to 800130 Hr Evaluation of cor* storage 
facility has been reviewed ^ approved Nuclear safety 
calculation performed using KENQ S; 16-group Han»en**Rpach 
cro<si section library w/specs of Section III 
CORDANIiR A Dabcock } Uilcox Co • Naval Nuclear Fuel Oiv 
GO/Oa/27 Ip 


— 8006230125 Application for amend to provide for proposed revisions to 
plant liquid effluent lines Changes reviewed h approved k 
involve piping revisions U liquid effluent U content 
measurement Fee k revised license pages end. 

CQRPANIjR a Babcock k Wilcox Co i Naval Nuclear Fuel Dlv 
60/03/25 10pp. 


8006200132 Forwards certificate of aesurance of vendor ability to cover 
costs of decommissioning all nuclear facilities 
J0RDAK«L V Babcock k Wilcox Co 80/03/20 3pp 


8006300519 Ack receipt of 800521 Hr informing NRC of steps taken to 
correct violations noted in IE Inep Rept 7O-OO27/79-10 
O'REILLY, J P Region 2, Atlanta. Office of the Director BO/06/12 
tp 


—0006300524 Responds to NRC 800506 Hr re violations noted In IE Intp 
Rept 70-0027/79-18 Corrective actions withheld (ref 
10CFR2 790) 

ECKERT, J P Oabcock k Wilcox Co , Naval Nuclear Fuel Div 
80/05/21 Ip 


—0006300532 Forwards IE Insp Rept 70-0027/79-tB on 791017-300109 k 
notice of violation Ends withheld Cref 10CFR2 790> 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
80/05/06 Ip 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC 


6006230072 Forwards certificate to company landers that all restrictive 
covenants contained in note agreements have been metias 
assurance of ability to cover decommissioning costs 
UORDANH V Babcock k Wilcox Co 80/03/28 3pp 


8006230052 Application for amend to License &NM-42, requesting exception 
to 10CFR70 51 to delay completion of calculation of 
associated limit of error of MUF k fissile isotope for U 
contained in matl in process 800401-04 W/o end amend fee 
CQRDANliR A Babcock k Wilcox Co , Naval Nuclear Fuel Dlv. 
aO/03/31 Ip 


0006200149 Forwards Figures 5-1 k 5-2 of plan for protection of nuclear 
facilities k mat 1 s, Inad vertentl y omitted from B0021B Itr 
Figures depict plant mgt structure & security organl cet ion. 

ELTIS,t1 Texas Instruments, Inc 00/04/08 3pp 


0006200239 Forwards nonproprietary version of IE Insp Rept 
70-0033/00-04 No noncompl iance noted Uetailt withheld 
<ref lOCFRS 790) 

MARTIN. M 0 Region 1, Phi ladelphla, Safeguerds Stench, 00/04/25 

2pp 


0006180616 Advises that JP Eckert has been appointed div vice 
pres i dent, rep lac ing JP Ewing who treneferred to corporate 
afes in New Orleans, LA 

CORDANfiR A Babcock t NiUox Co , Naval Nuclear Fuel Div. 
00/04 /S8 Ip 


8006040129 Submits review af 780621 license amend epp 1 icat Ion# 780703 
revision k 800130 k 0327 auppls Adequate safety ts provided 
in const of addition to north end of Day 4A k storage of 
complete power assemblies In addition 

CROW.W T , KETZLACH. N Uranium Fuel Licensing Branch. 60/04/29 
3pp 


0006180331 Requests 30-day time limit exception fox' shipment KA8-PCR-49 
to complete all meaeurements of matl Total U analysis of 
semifinished samples will be performed when equipment 
available Forwards edmlrti strati ve amend fee N/o end 
CORDANI.R A Babcock k IflUox Co , Naval Nuclear Fuel Div 
00/05/01 Ip 


80060S0399 Forwards IE Insp Rept 70-0027/00-06 on 800424-29 Cover sheet 
only end Rept details withheld (ref 10CFR2 790), 

KENNA, N B Region 3. Chicago, Bafeguards Branch, 60/05/09 ip 


—0006050410 IE Insp Rept 70-0027/80-06 on 800424-29 No noncompliance 
noted Details withheld (ref I0CFR2 790) 

HIND, U, A Region 3, Chicago. Safeguards Branch FINLEY, A 0 . 
PATTERSON, J P Region 3, Chicago, Office of the Director 
00/05/09 Ip 


0006020551 Notifies vendor that License 8NM-42 Is amended to authorixe 
use of flowmeters k proportional automatic samplers to 
measure U content of liquid effluents as they are discharged 
from retention tanks to liquid waste treatment facility 
PAGE, R O Uranium Fuel Licensing Branch 60/05/20, Ip 


— 8006200257 Nonproprielary version of IE Imp Rept 70-0033/80-04 on 
600318-21 No noncompl iance noted Major areas inipectad 
security plan k organ! latl an, physica 1 barricn. access 
controls, keys k locks Details withheld (ref iOCFR2. 790) 

LADUN.R H Region 1, Phi ladelphia. Office of the Director. 

DEVLIN, J W Region 1, Phi 1 adeip hia, Bafeguerds Branch 80/04/23, 

Ip 


8006200520 Forwards TE Insp Rept 70-0033/80-03 or 000407-10, No 
noncompliance noted. Cover sheet only end Rept withheld 
(ref 10CFR2 790) 

MARTIN, N 0 Region 1, Philadelphia, Safeguards Branch 00/04/29, 

2pp 


— 0OO62QO538 Nonpr opr 1 e tar y version of IE Imp Rept 70-0033/60-05 on 
800407-10 No noncompHance noted Major areas Inspected: 
physical Inventory reconcl 1 i ation., records k reptsr sh ipp Ing k 
receiving Details withheld (ref 10CFR2 790) 

ZiaULSKY.H . COHEN, I Region I, Philadelphia, Office of the 
Director UQYNER. J H Region 1, Philadelphia, Bafeguards Branch 
80/04/23 Ip 


0006050053 Ack receipt of 800417 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0033/80-03 
SMITH.O H Region 1, Philadelphia, Fuel Facility b Materials Bafety 
Branch 00/04/30 Ip 


—0006050078 Respond* to NRC 800403 Hr re violation* noted in IE Inip 
Rept 70-0033/80-03 Corrective actions personnel rein# tructed 
to complete all record item* For each occasion of respirator 

use 

SCMWENSFEin. R Texas Instruments, Inc 00/04/17 2pp 


— B0060500B2 Forwards IE Insp Rept 70-0033/00-03 on 000312-14 k notice of 
violation 

SMlTHrO H Region 1, Ph i ladel ph ia, Fuel Facility k Materlels 
Safety Qrattch 00/04/03 2pp 
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— 6006050084- Notice of violation from Insp on B00312-t4 

* Region 1. Philadelphia, Office of the Director 80/04/02 Ip 


— 60060S0068 IE ln«p Rept 70 '’0033/60-03 on 800312-14 Noncompl lance noted 
failure to maintain record* on respirator aislgnmenti. £t leak 
t«f ti 

KNAPP. P Region 1, Philadelphia. Fuel Fac 11 i tg 6 Hater laU Safetg 
Branch CLE.MQNSi P Region 1. Phi ladelph la. Office of the 
Director 80/04/02 Spp 


6006300011 Foruarde updated section* of HFIR project emergency plan 
U/o end 

SCHMENSFEIR. R Teiat Instrument*. Inc BO/05/21 3pp 


DOCKET 70-0036 COMBUSTION ENGINEER I NO. INC 


8006230056 Advifte* of completion of hydrologic It hydraulic analysis for 
Joachim Creek in Jefferson County. MO Kundred-yr frequency 
flood elavatioTi determined to 6e about 435 5-ft oi»l Study 
will be available shortly after 80031S 

CORDlNrK D Army. Dept of. Corps of Engineers 80/03/11 Ip 


8006190417 Forward* Form lO-K. Annual Rept 1979 M/o end 

LiCHTENfiEROER Combustion Engineering. Inc 60/04/11 ip 


6006S00112 Forwards final draft of Clark Dieti Engineers *^Special Study 
for Joachim Cree k, Jef f er»on County. MO " 

CORBIN. K D Army. Dept of. Carp* of Engineer* 60/04/10 Ip 


—8006200117 Final draft of "Special Study for Joachim Creek. Je fferson 
CountytMo " 

4 Clark Dleti Engineers 00/03/31 I6pp 


8006040063 Requests *ubinittal of majnr safeguards amend fee re 600513 
transmittal of physical protection plan Plan classified as 
requiring major amend to License ENH-SS 
UEISS. D License Fee Management Branch 60/05/20 Ip 


DOCKET 70-0089 HASSACHUSETTS IN3T OF TECHNOLDOy 


6006300270 Forwards table listing all licenses authoriiing BNM. form, 
locat 1 on. typ e of matl. author 1 z ed amount* L 600331 invantory 
Table withheld (ref 10CFR2 790) 

CLARK. L Massachusetts Institute of Technology 60/06/23 Ip 


DOCKET 70-0095 MASBACHUSETTS INST OF TECHNOLOGY 


6006300290 Forwards table listing all licanses authorizing BNM. f orm. 
1 ocation. type of matl. author i i ed amounts & 800331 inventory 
Table withheld (ref 10CFR2 7901 

CLARK. L Massachusetts Institute of Technology 80/06/23 Ip 


DOCKET 70-0124 TELEOYNE ISOTOPES 


8006300014 Forwards administrative fee For amend to License 8NM-I07 
for exemption to criticality alarm requirement 
BLACK. 8 A Teledyne Isotopes 80/05/20 Ip 


DOCKET 70-0135 BABCOCK S. WILCOX CO 


8006180344 Forwards revisions to Spec 1-4 Table 5 0 of Spec 1-5 of 
License &NM-145 re operations organization changes 
AU3TIN.M A Babcock L Wllcoi Co 80/03/20 tSpp 


— 6006100330 Forwards approved organl ratlona 1 change evaluation 
w/complete description Change will maintain & strengthen 
technical control support of product lines 
AUSTIN. M A Babcock & WlUoi Co. 80/03/20 14pp 


— 6006160333 Forwards administrative amenif fee re B6W 800320 Itr to 
RO Page concerning technical control dept reorganization 
AUSTIN. M A Babcock ^ Wilcox Co 80/03/20 Ip 


8006230103 Notification of current project being undertaken at Nuclear 
Matl* ir Hfg Div Project Involves dismantling of blue bldg 6 
pump shed In-transit placement of tral 1 ers. w/burlal matl. 
will be required to assure timely b efficient operation 
AUaTiN.M A Babcock t< Wilcox Co , Nuclear Material DIv 80/03/26 

2pp 


6006230072 Forwards certificatB to company lender* that all restrictive 
covenants contained In note agreements have been met. a* 
assurance of ability to cover decommissioning cost* 

JQ-RDAN.L V Babcock & Wilcox Co 60/03/26 3pp 


8006230002 Requests amend of Tech Spec 1 Q 5 16 per end revised page, 
re K Nixon 600326 talcon w/PJ Defilippl Amend will make 
contaminat ion smear survey frequency consistent u/other 
applicable survey frequencies 

AUSTEN. M A Babcock L Wilcox Co 60/03/31 2pp 


8006200554 Notifies of personnel change within 08«W Effective 600401. CJ 
Baroch will replace JB Diiewisi as General Manager of 
Nuclear Matls & Mfg Div 

AUSTINih A Babcock Wilcox Co * Nuclear Material Div 80/04/01 
Ip 


6006040124 Submits cost* for review of 790916 L 27 applications to 
amend License &NM-145 

NIXON. W A Uranium Fuel Licensing Branch BO/04/03 Ip 


9006040045 Forwards IE tnsp Repts 70-0135/60-07 U 70-0364/80-06 on 
600204-29 No noncoirpl lane e noted 

MARTIN. W 0 Region 1. Philadelphia. Safeguards Branch 80/04/06 

2pp 


—6006040270 IE tnsp Ropti 70-0135/60-07 & 70-0364/80-06 on 600204-29 No 
nencompl lance noted Major areas inspected matl control, 
physical security U health i* industrial safety Portions 
withheld (ref 10CFR2 790) 

JOYNER. J H Region 1. Philadelphia. Safeguards Branch 
KUSHNER.W L Region 1. Ph i ladelphia. Office of the Director, 
80/04/07 app 


8006300590 Forwards application for amend of License 8NH-145. revi i ing 
Spec t D 5 to assure that employees on extended absences 
receive required monthly workplace meeting info 

AU8T1N.M A Babcock 8* Wilcox Co . Nuclear Material Div 60/04/16 

Ip 


8006300593 Application for amend of License 8KM-14dr revising Spec I B 9 
to assure that emplayee* on extended absence* receive 
required monthly workplace meeting info 

« Babcock 4. Wilcox Co . Nuclear Material Div 60/04/16 2pp 


6006170798 Informs that RV Carlson will replace EM Benton at manager of 
PA operations 

AUSTIN. M R Babcock 6 Wilcox Co . Nuclear Material Div 60/09/01 
IP 


9006060169 Forwards corrected Page 2 for IE Insp Rept* 70-0139/79-09 6 
70-0364/79-10 Unresolved Item 70-364/78-04-03. mi * taken ly 
closed out.uill be addressed In IE Insp Repts 70-0139/60-13 
6 70-0364/00-12 Enel withheld (ref 10CFR8 7901 

MARTIN. W 0 Region i. Ph i ladel ph ia. Safeguards Branch 80/05/03, 

Ip 


6006270172 Ack receipt of 800328 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0139/60-04 
ORIER. D H Region 1. Philadelphia. Office of the Director 
60/05/22 Ip 


—8006270177 Responds to NRC 600305 Itr r* violations noted in IE Imp 
Rept 70-0135/60-04 Corrective actions all personally Issued 
masts are being inspected annually by mask fit test chamber 
operator 

AU6TIN.MA Babcock b Wilcox Co . Nuclear Material Div. 60/03/28 
5pp 


—6006270180 Forwards IE Insp Rept 70-0135/80-04 on 600123-29 It notlci 
of violation 

8M1TH.0 H Region 1, Philadelphia. Fuel Facility U Materials 
Safety Branch 80/03/05 2pp 


—6006270104 Notice of violation from insp on 600123-25 

^ Region i. Phi lade Iph la. Office of the Director 00/02/25 2pp 


— BOO627O10B IE Insp Rept 70-0135/60-04 on 600123-25 Noncomp I iance noted 
four personnel respirators were issued w/o being inspected 
or documented 

CLEMONS. P Region 1. Ph 1 lade Iph la. Office of the Director 
CROCKER. H W Region 1. Philadelphia. Fuel Facility It Materials 
Safety Branch 80/02/25 7pp 


6006230006 Advises that no addl fee is required for review L approval 
of minor safety & environ amend 

MILLER. M 0 License Fee Management Branch 80/06/09 Ip 
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DOCKET 70-0143 KUCLEAR FUEL SERVICES. INC 


B006-2D05S8 Application for amend of License &NM-'iS4 revising exception 
section of License Condition 2 9 of Amend hPP'-l to include 
scrap generated from cleanup ^ equipment mods. 791213-800121 
£< from cleanout of U hexafluoride 1 in ei 800121 -0325 Fee end 
HENSLETi K D Nuclear Fuel Services. Inc <subi of Oetty Oil Co ) 
80/04/14 4pp 


800^190203 Forwards Revision 12 to fundamental nuclear m«tl control 
plant Jan 19Q0 Changes are upgrading mods which do not 
decrease effectiveness of control plan Ends withheld <ref 
10CFn2 7901 

HENSLETt K D Nuclear Fuel Scrvicsst Inc (subs of Oettg Oil Co } 
80/04/16 Ip 


9Q06060256 Advises that 60-dag extension rei^uested on 800420 to 
complete procedure for evaluation of sh i ppcr/rec e 1 ver 
differences is not granted Six monthstis sufficient time for 
compliance Thirtg-dag extension acceptable 

KEfJ'NAt N B Region 2. Atlantaj Safeguards Branch 60/05/08 ip 


B0061203B2 Requests amend of License SNM-124 Proprietarg info withheld 
(ref lOCFRR 790) 

HENSLEYtK D Nuclear Fuel Gervlcest Inc (subs of Oettg Oil Co ) 
80/05/09 Ip 


9006190350 Application for amend of License SNH’*i24 as described in 
enc I Fee end EncI describing amend request withheld <ref 
tOCFR2 790) 

HENSLEVrK D Nuclear Fuel Servicesj Inc (subs of Oettg Oil Co > 
BO/05/09 Ip 


B006120391 Ack receipt of IE Insp Rept 70-0143/60-10 dtd 600424 No 
proprietary info 

HANBERjW C Nuclear Fuel Servicest Inc (subs of Oettg Qlt Co I 
80/05/12 Ip 


8006200329 Forwards IE Insp Rept 70-0143/60-10 on 800221-0410 
No noncdmp I lance noted Details withheld (ref 10CFR2 790) 

KENNAj U □ Region 2/ Atlanta. Safeguards Branch. 60/05/12 2pp 


—8006200336 IE Insp Rept 70-0143/80-10 on 800221-0418 Na noncomp I ianca 
noted Major areas inspected worker concerns. rad iation 
protac ti on. bur lal shipments U holdup in diked areas 
Safeguards 8< socurltg measures withheld (ref 10CFR2 790) 

LEE. T 0 I TGDDiO A Region 2. Atlanta. Office of the Director 
0ILLE6P1E. F P Region 2i Atlanta. Safeguards Branch 80/04/24 
4pp 


8006090378 Advises that License 8NM-124 is amended* mod If tflng Conditions 
14.17.30 h 32 adding Conditions 61-69* to assure that 
concentrations of radioac tivi tg both inside it outside plant 
are as low as reasonablg achievable 

FAOE. R O Uranium Fuel Licensing Branch 60/05/19 3pp 


6006190334 Forwards App B to 800509 fundamental nuclear matl control 
plan Changes are upgrading mods which do not decrease 
effectiveness of plan Enel withheld (ref 10CFR2 790) 

HENfiLGYiK D Nuclear Fuel Services, Inc (subs of Oettg Oil Co.) 
□0/09/19 Ip 


6006160239 Forwards aupplemental IE Insp Rept 70-0143/80-12 on G00317- 
0424 No noncompliance noted 

KENNA, W B Region 2, Atlanta, Safeguards Branch 60/09/27 2pp 


--Q006160242 Supplemental IE Insp Rept 70-0i43/fi0-12 on 800317-0424 No 
noncompl lance noted Major areas inspected program for 
nuclear matl control 6 specific license conditions Detalle 
withheld (ref iOCFR2 790) 

CLAY. E L , OILLEBPlEiF P Region 2* Atlanta. Safeguards Branch 
60/05/23 tp 


8006170301 Revises License Condition 2 1 of Amend MPP-1 to License 8NM- 
L24. ef f ec tive Immediatelg Based on NRG review* revised 
Bsction 1 0 new App 8 to fundamental nuclear matl control 
plan arc both acceptable 

PARTLOW. J 0 Material Control Licensing Branch 60/09/28 Ip 


8006120396 Forwards Revision 16 to fundamental nuclear matl control 
plan dtd Mag 1960 Changes consist of upgrading mods Revision 
withhold (ref 10CFR2 790) 

HENSLEVf K D Nuclear Fuel Services. Inc (subs, of Oettg Oil Cp ) 
00/06/02 1 p 


8006300003 Forwards revisions to fundamental nuclear matl control 
plan Revisions withheld (rof 10CFR2 790) 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Oettg Oil Co ) 
80/06/02 ip 


8006120306 Forwards response to MRC 800516 Itr re violations noted in 
IE Insp Rept 70-0143/80-12 Enc I withheld (rtf 10CFR2 790) 

MAN8ERi N C Nuclear Fuel Services. Inc (tubs of Oettg Oil Co ) 
00/06/03 tp 


□006250032 Forwards IE insp Rept 70-01 43/BO-16 on 600913-16 No 
nomenmp I lane e noted 

KENNA, N B Region 2. Atlanta. Safeguards Branch 60/06/04 2pp 


— 6006250035 IE Insp Rept 70-0143/00-16 on 800513-16 No none omp 1 ianca 
noted Major areas Inspected measurement control program 
Details withheld (ref 10CFR2 790) 

OILLESPIE.FP Region 2. Atlanta, Safeguards Branch BATES, J W 
Region 2* Atlanta, Office of the Director 80/06/03 Ip 


G0063002G3 Forwards request for addl info in order to complete review 
of 800416 fundamental nuclear matl control planiBection A 0 
End withhold (ref 1CCFR2 790) 

PARTLOW, J O Material Control Licensing Branch B0/06/i0 Ip 


8006190387 Forwards rasponus to NftC B00306 Ur stating evaluation ti 
significant differences identified In IE Imp Rept 
70-0143/79-49 Response withheld Cr*f 10CFR2 790) 

MANSER, (f C Nuclear Fuel Services* Inc (subs of Oettg Oil Co > 
60/06/11 ip 


Q0061G0428 Forwards bimonthly status rept for completing installation 
on addl liquid storage capacity for uasto water treatment 
facititg 

MICKEL. C J Nuclear Fuel Services. Inc (subs of Oettg Oil C« ) 

80/06/11 2pp 


B006I90481 Application for amend to License 8NM-124 Administrative 
amend fee end N/o check Amend withheld (ref iOCFR2 790). 

HENSLEY. K D Nuclear Fuel Services, Inc (subi of Oettg Oil Co ). 

60/06/13 tp 


800619’0579 Forwards proprietary version of June 1980 App C to 
fundamental nuclear matl control plan App consists of 
upgrading mods Info withheld (ref 10CFR2 790) 

HENSLEY. K D Nuclear Fuel Services, Inc (subs of Oattg Oil Co.). 
80/06/13 Ip 


0006300583 Responds to appeal re denial of FOIA request for document* 
re licensing of NFS Erwin nuclear fuel facilitg Diniet 
appeal re App D Documents 2, 4 4* 7 (ref FOIA Exemption 3) 

(Grants appeal for App B Documents 1*3, 5 6 

CHiLKiS J Office of the Becratarg of the Commlselon, 80/06/16 
Ip 


—8006300605 Nonprop r I eta rg memo recommending that facilitg license be 
modified t-o preclude possession of significant quantities of 
high enriched U Lists considerations in reviewing paper Info 
withheld (ref FOIA Exemption 3) 

THOMPStJN.HL Commission 79/12/13 2pp 


—8006300612 Nonproprietary memo recommending that facilitg be allowed to 
operate under NRC tlcvnslng control w/ID limit of 1% 
throughput NEB must increase phgsical sacuritg as proposed 
in 8eCY-79-650 Info withheld (rtf FOIA Exemption 3) 

AHEARNE. J Commission 80/01/09 2pp. 


—8006300629 Nonproprietary memo agreeing w/B0Ol09 memo Commission 
position on facilitg Recommends that IX throughput be 
considered ID llatit g oal* u/s hut down It invcntorg required at 
1 9 or 2 OX Info withheld (ref FQIA Exemption 3) 

HENORIC, JM Commisilon 80/01/11. Ip 


— 8006300635 Concurs u/summarg points in 600109 memo recommending 
Commission position on fac i 1 itg , sub j to listed requirsments 
Commlfslon decision should be rendered immediatelg. 

KENNEDY. R. T Commission. BO/Oi/19. Ip 


8006240391 Forwards matl balances for Inventorg pariod 791206-800507 
for low enriched U. Enel withheld (ref 10CFR2 790), 

HENSLEY, K D Nucl ear Fuel Bervlces, Inc. (subs, of Oettg Oil Co.) 
80/06/17. Ip 


0006240403 Ack receipt of 1£ Insp Rept 79-0143/60-19 No proprietary 
info 

MANSER, N.C Nuclear Fuel Services. Inc (subs of Oettg Oil Co ), 
80/06/ 17. Ip 


0OQ625O235 Forwards Revision 14 to fundamental nuclear matl control 
pUn Revision withheld (ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services. Inc (subs, of Oettg Oil Co ). 
80/06/18 tp 
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DOCKET 70-0194 MASSACHUSETTS INST CF TECHNOLDOY 


BOOji'300290 Forttfarrf-i all licfninv authpritlno SNHi 

loc«ti an> t<jpe of ma tli duthor 1 z »d dmounts U 600331 invantorg 
Tablff ulthheld (ref 10CFR2 790) 

CLARKi L MaitdCh veattv tnctitute «f Tecrinologg 00/06/23 Ip 


0006060163 rorwdrdf corrected Pago 2 for IE Insp f^epte 70-0133/7'9''09 k 
70-0364/79-10 Unroaolved Item 70-364/70-04-03* mistakenly 
doted ovt*Uflll be addressed in IE Insp Repts 70-0133/60-13 
& 70-0364/00-12 End withheld (ref 10CFR2 790) 

MARTIN. W 0 Region 1. Philadelphia! Safeguards Dranlch 00/03/06 
Ip 


DOCKET 70-0267 NUCLEAR SCIENCE «c TECHNOLOGY FACILITY AT SUNV 


6006300023 Forwards revision to fundamental nuclear matl control plan 
Revision withheld «ref 10CFR2 790) 

AUSTIN, M A Babcock l> Wilcoif Co 00/03/28 Ip 


0006190677 Requatts NRC action on 760714 application for ravlsion of 
Licanics 8NM-273 & SNM-723 

HENRYiL 0 N«w York. State Unlv of> Bu^Pfalo 00/05/02 Ip. 


0OO62SO14Q Advises of refund following submittal of fee for QL Amends 
6 b 0 

MILLER. U 0 License Fee Management Branch 80/06/04 Ip 


—0006190679 Ra<iufsts current status of 760B16 application for ravltlon 
of Licenses BNh-273 & SNh-723 

THOMAS, C C Neu York. State Unlv of, Buffalo 76/07/14 Ip 


8006260230 Advises of revision to Safeguards Amend MPP-l to License 
8NM-414i effect 1V8 immediately Adds new License Condition 
S 1 2 Waste storage plan submitted fag licensee acceptable 
PARTLOW, JO Material Control Licensing Branch 80/06/04 Ip 


DOCKET 70-0364 PARKS TOWNSHIP SITE, BABCOCK I* WILCOX CO 


0OO624O19Q Forwards revisions to Demonstration II-O of Lteanee 6NM-414i 
changing page numbers Pages were inadver tentlg mlsnumbtreil 
when orlglnallg submitted for revlev $< approval 

AUSTIN, M A Babcock «< Wllcoz Co Nuclear Material Div. 80/03/18 
6pp 


0006200156 Forwards change in organization It avaliration Change will 
strengthen technical control support of product lines. 

AUSTIN, M A Babcock & Wllcoi Co , Nuclear Material Div. 80/03/SO 
I4pp 


8006200984 Confirms 800313 V 24 telcons «< formalises BLW understanding 
of Condition 13 of License SNiK-414 re intended phattdoun of 
Pu fecllltg operations Data reduction requirement meg be 
waived folloving review of first yr data 

AUSTIN, H A Babcock «i WiUoz Co . Nuclear Material Dlv 80/03/29 

Ip 


0006200585 Notifies of Intention to pihasa down Fu facility actlvltlet 
at site Ai a r eiu 1 1, phys 1 cal securltg upgrades required by 
applicable regulations will not be ImpIiAinted 

AUSTIN. M A Babcock 4( Wl Lcoi Co , Nuclear Material Dlv 80/03/26 
IP 


8006230072 Foruardi certificate to company lenders that all restrictive 
covenants contained in note agreements have been mst« as 
assurance of abitity to cover d ecommlstioning costs 
JORDANjL V Babcock & Wilcoi Ca 80/03/28 3pp 


800620098 4 Notifies of personnel charge within B6W Effective 000401, CJ 
Barech will replace J8 Diiewisz as General Manager of 
Nuclear Matls It Mfg Dlv 

AUSTIN* M A Babcock & Wllcox Oo , Nuclear Material Dlv 80/04/01 

Ip 


a006040u45 Forwards IE Insp Repts 70-0135/00-07 6 70-0364/00-06 on 
600204-29 No noncomp 1 lance noted 

MARTINiW Q Region 1< Fh 1 lade 1 phla* Safeguards Branch 00/04/08 
2pp 


—8006040270 IE Imp Repts 70-0135/00-07 70-0364/80-06 on 800204-29 No 

nancomp 1 lance noted Major areas Inspected matl controlp 
physical security U health industrial safety Portions 
withheld (ref IOCFR2 790) 

JOYNER, J H Region 1, Philadelphia, Safeguards Branch 
KUSHNERiM L Region 1. Phi ladelph la. Office of the Director 
00/04/07 Bpp 


0006190421 Forwards addl info re mini-plan for storage/stag Ing area at 
site, in response to NRC 000410 request Enel withheld <ref 
10CFfi2 790) 

AUSTINrM A Babcock If Nilcor Co , Nuclear Material Dlv. 00/04/15 
Ip. 


6006250111 Application for amend to License BNM-414 per H Buckhardt 
800416 teicon w/PJ Deflllppf Ainirid assures required training 
to all employees Ik does not decrease effectiveness of 
training program 

AUSTIN. M. A Babcock 1^ Nilcoi Co 80/04/16 3pp. 


B00617079B Informs that RV Carlson will replace EM Benson as manager of 
PA operations 

AUSTINrM. R Babcock it Hitcor Go , Nuclear Material Dlv 60/09/01 

Ip 


DOCKET 70-0371 UNITED NUCLEAR CORP 


6006060158 Forwards revised emergency plan & comments 

KIRK, W F United Nuclear Corp , Naval Products Dlv 00/02/01 llpp 


--0006060160 Revised emergency plan 

e United Nuclear Corp .Naval Products Div 00/01/25 6Gpp 


0006030026 Forwards tE Insp Rept 70-0371/80-03 on 000314-20 No 
noncompliance noted 

MARTIN.W 0 Region 1, Philadelphia, 0afeguards Branch 80/04/16 

ip 


—6006030029 IE Insp Rept 70-0371/80-03 on 800314-20 No noncompl lance 
noted Major areas inspected physical inventory procedures 
Details withheld (ref 10CFR2 790} 

JOYNER, JH Region 1, Philadelphia. Safeguards Branch COHEN. I , 
ZIBUL8KV,H Region 1, Ph 1 ladelph la. Office of the Director 
80/04/14 3pp 


6006100111 Forwards IE Insp Rept 70-U37 1/80-04 on 000402-03 No 
noncompl lance noted 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility Materials Saftty 
Branch 80/04/2? 2pp 


--0OO610O114 IE Insp Rept 70-0371/80-04 on 800402-03 No noncompl lane • 
noted Major areas inspected licensee program for packaging 
low level radwaste for transport & burial 

KINNEY, WW Region 1, Philadelphia. Office of the Director 
CROCKER, H N Region 1, Philadelphia, Fuel Facility Ic Materials 
Safety Branch 80/04/28 5pp 


8006260239 Expresses concern re potential adverse impact on facility 
safeguards program of licensee decision to terminate 
recovery of high enriched U Excessive scrap not conducive to 
effective safeguards may accumulate 

PARTLOW, J 0 Material Control Licensing Branch 80/06/06 Ip 


DOCKET 70-0398 COMMERCE, DEPT OF 


8006060495 Ack receipt of 000482 I tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0398/80-02. 

8MITH,0M Region 1, Philadelphia, Fuel Facility & Materials Safety 
Branch 00/05/07 Ip 


— 0006060459 Responds to NRC 800327 1 tr re violations noted in IE Imp 
Rept 70-0398/60-02 Corrective actions large quantity 
radioactive matls shipments have been terminated effective 
G00321 

BELL, K E Commerce, Dep t of. National Bureau of Standards 
00/04/22 6pp 


—8006060464 Forwards IE Insp Rept 70-0390/00-02 on 000227-29 tt notice of 
violation 

SMITHiO H Region 1, Philadelphia, Fuel Facility it Materials 
Safety Branch 80/03/27 2pp 


— 0006060460 Notice of violation from insp on 000227-29 

* Region t, Philadelphia, Office of the Director 80/03/27. Ip 


—8006060472 IE Insp Rept 70-0398/00-02 on 800227-29 Noncomp 1 ianc e noted. 
OA program for shipping packages not submitted to NRC i, 
approx 27 shipments of fissile radioactive matls made 
7901 10-1210 

RQTM, J Region 1, Philadelphia, Office of the Director 
CROCKER, H W Region 1, Ph i lade Iph ia. Fuel Facility Materials 
aafety Branch 80/03/27 7pp 
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800^230067 Forwards phgsical plan ^ or protection of SNti of 

modorate louj strategic signtficance W/o enc 1 
HODOSf T 0 CofTirrer c e. Dcp t o(-i Natianal Bureau of Standards 

80/05/1*1 ip 


DOCKET 70“0442 HEW, DEPT GF- FOOD J< DRUG ADMINISTRATION 


0006050655 Ac k receipt of 800425 Itr informing NRC of coT-r«ctiv« 
action* taken re IE insp of Licenses 19-07S3B-0if 19-07S3B-03 
ii SNM-402 on 000310 

CROCKER. H W Region 1. Philadelphia, Office of the Director 
ao/05/os ip 


^“9006050656 Responds to NRC 800402 Itr re moncampl iance re Llcens* 
19-07338-01 Corrective actions meeting of BRH radiation 
tafetv committee luas held 800410 Radiation safety officer 
has scheduled radiation safety committee meeting for 001015 
SCHMIDT, 0 D HEW, Dept of, US Public Health Service 80/04/23 
IP 


— 800605Q661 Discusses IE insp af Licenses 19-07530-01,19-07930-03 li 
SNM-402 on 000310 t foru/ards notice of violation 
CROCKERiH W Region 1, Ph i ladelph la, Office oF the Director 
80/04/02 2pp 


— 0006050665 Notice of violation re IE insp of License 19-07S38-01 on 
BD03IO Noncomp i iance noted failure of radiation safety 
committee to meet since 700931 

e Region 1, Philadelphia, Office of the Director 00/04/02 Ip 


DOCKET 70-0572 MONSANTO RESEARCH CQRP 


6006190213 Requests exemption from requirements of 10CFR73 47 Wishes to 
possess present for shipment Pu u/isotopic concentration 
greater than 7B7. of Pu-230 w/o being subj to physical 
security provisions 

TAVLORjR R Monsanto Research Corp 00/03/12 Ip 


—800619021? Foruardi chock to cover fee for revievu of amend to License 
eNM-967 

TAYLOR, R R Monsanto Research Corp 80/03/31 Ip 


—8006190227 Act receipt of 000312 Itr re amend to License eNH-067 for 
exemption from 10CFR73 47 Amend fee required Request being 
reviewed by licensing staff 

MElSa, D License Fee Management Dranch 80/03/19 Ip 


DOCKET 70-0623 KENYON COLLEOE 


8006130290 Informs that personnel inhale body expoure monitoring not 
required during CY79 

MILLER, F Kenyon College 80/05/02 Ip 


DOCKET 70-0687 UNION CARBIDE CORP 


9006230021 Revised application for amend to permit U recovery from 
was te. Revision supersedes 791226 request in entirety 
VOTH/M H Union Carbide Corp 80/04/02 16pp. 


6006060036 Forwards IE Insp Rept 70-0667/80-02 on 000129-0201 

8K1TH.O H Region 1, Phi lade I ph ia, fuel Facility L Materials Safety 
Branch 00/04/10 2pp 


— 8006060041 IE Insp Rept 70-0607/00-03 on 000129-0201 Np nencomp 1 1 ance 
noted Major area inspected licensee program for packaging 
lou level radwaste for transport U burial 

KINNEY, W U , KOTTAN, U J Region 1, Philadelphia. Office of the 
Director CROCKER, H W Region L< Phi lade Iphia. Fuel Facility Ic 
Materials Safety Branch 00/04/17 9pp 


6006120090 Forwards combined IC Investigation Repts 50-054/60-01 
27-0040/00-01, 27-0039/80-01. 30-05906/00-01 it 70-0607/00-01 
NRC has proposed civil penalties to Union Carb ide, Smith 
Kline 4< French Labs Respective states it DOT notified, 

ORlERrB H Region 1, Philadelphia. Office of the Director 
BO/04/ia 2pp 


—6006120095 IE Combined Investigation Repts 50-054 /BO-0 1 1 27''OO40/eO-Ol i 
27-0039/00-01,30-05906/00-01 8, 70-0687/00-01 Union Carbide 
failed to mark bill of lading Smith Kline L French Labs 
failed to use proper packaging 

CROCKCRrH W Region 1, Ph i 1 ad« Ip hia. Fuel Facility b Heterials 
Safety Branch 00/03/05 44pp 


6006180617 Forward s Waste Packaging Insp Rept 00-03 on 800227-29 No 
noncompliance noted 

SMITH, O H Region 1, Philadelphia, Fuel Facility & Materials Safety 
Branch 00/04/24 2pp 


— 8006160624 Waste Packaging Insp Rept 80-03 on 000227-29 No 
noncomp L lance noted Major areas inspected compliance of 
licensee-shipper vehicles <j/NRC & DOT regulation* Including 
shipping paper 8, placarding requirements L radiation levels 
POTTER. J P , PEERY, W W Region 2. Atlanta, Fuel Facility it 
Materials Safety Branch 00/03/17 7pp 


60063006B2 Requests info to supplement 600402 application for amend to 
License 6NM-639 to authorise mods to existing uaste handling 
(irocBss Info needed re waste form conversion proccti, process 
equipment it airborne effluents 

RQUBE.L C Advanced Fuel 4, Spent Fuel Licensing Branch 80/05/22 
Spp 


DOCKET 70-0698 WALTZ MILL SITE, WESTINGHOUBE ELECTRIC CCRP 


8006200101 Forwards application for renewal of License 8NH-770 
OIPIAZZA. R P Westinghouse Electric Corp 80/04/01 32pp 


— 8006200107 Application for renewal of License 8Nrt-770 
a Westinghouse Electric Corp 80/04/01 I44pp 


8006160217 Forwards 1980 program for decommiss igning of retired 
Wastinghouse test reactor facilities. 

DIPIAZZA.R P Westinghouse Electric Corp 80/05/05 7pp. 


8006300191 Confirms 800501 telcon & 800423 Itr re release of retired 
Westinghouse test reactor PIF facilities under Lictnto 
aNM-770 Areas decon taminated to unrestricted limits will 
remain licensed areas until action taken by NRC 
KETZLACH. N Uranium Fuel Licensing Branch 80/06/05 Ip. 


DOCKET 70-0734 OENERAL ATOMIC CO 


8006200565 Requests meeting to discuss plans far upgrading physical 
protection of high enriched U Facility visit scheduled for 
wk of 800415 

hOWRY.W R General Atomic Ce <suba of Gulf Oil Co > 60/04/07 

4pp 


6006040050 Advises that License SNM-1507 is reveked it Condition 19 is 
added to 8NH-696. author! t ing posseseion of U-235 ic transport 
of aiatl to L from authorized persons Shipper respons ibllity 
exempted between vendor facilities 

PAOEiR 0 Uranium Fuel Llcenting Branch BO/OS/02, 2pp 


0006090569 Notifies that License 8NM-1507 has been revoked t< Condition 
19 added to License 8NM-696. authorl zing potststlon of U 
enriched in U-233 Iso-tope 

PAOE.R 0 Uranium Recovery Licensing Branch BO/05/02 2pp 


8006170846 Forward* IE Insp Rept 70-0734/80-03 on 000488-0504. No 
noncompliance noted Rept withheld (ref 10CFR2 770), 
NORDERHAUO.L R Region 5, San Francisco, Safeguards Branch. 

80/06/06 2pp 


docket 70-0754 VALLECITOS NUCLEAR CENTER, OENERAL ELECTRIC CO 


80061901B4 Responds to 800222 Itr re 10CFR70 revliws it audits Vendor 
practice is to have closeout meeting u/r eipontibU managers 
on last day of Investigations Recommendations have no basis 
in regulation should be withdrawn from statement 
MQSCHNEA, R A General Electric Co , Nuclear Energy Products Dlv 
80/03/10, Ip 


6006190093 Disapproves use of primary routing identified In 791226 Itr 
to NRC Route traverses heavily populated areas Acceptable 
alternative route is available Approved route end, Route 
withheld (ref 10CFR2 7901, 

MCCORKLE, 0 W Physical Security Licensing Branch 80/04/07 2pp. 


8006200125 Forwards Pages 8-1 Sc 8-2 to fundamental nuclear matl control 
plan End withheld (rtf 10CFR2 7901 

« General Electric Co , Nuclear Energy Products Dlv 00/04/11 Ip 


8006200127 Forwards Pages 8-1 & 8-2 to fundamental nuclear matl control 
plan End withheld (ref 10CFR2 790) 

* General Electric Co > Nuclear Energy Products Dlv. 00/04/ 1 1 Ip. 
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8006190424 Forward* for routs jpprov-*! for fthlpntsnt of 

1 rrad iati-d reactor fusl U/o end 

K t RKLAM). H OensTftl Electric Co 80/04/14 Ip 


S006200046 Faruards "Belirnc Evaluation of VaUecitoe Sit» " 
HALL.M J , NEWMARK-N H MM Newmark Consul tins Enpinaaring 
8ervic«« NRC- 03-70^ 150 80/04/14 Ip 


— 800&200050 “Seiimlc Evaluatkofi o-f ^^allecitoe. Site " 

NEWMARK. N M , MALI*. W J N M Naumark Contiilting Englnaarlng 
Sirvicai MRC“03-78-150 B0/04/I4 &p p 


6006040136 Notification of 800507 tneating w/Univ of IL U TERA Corp In 
Bllvar Bprlng«HD to dlscues Part S of site aalamlcltg ra 
Varona fault 

BURKHARDTiW Advanced Fuel <i Spent Fuel Licanalrvg Branch 80/04/30 

Ip 


8006090050 Forbrardi IE Insp Rapt 70-07 S4/G0<- 02 on Q00329 No 
noncomp lianc » noted 

BQOK^H E Region 5, San Francisco. Fuel Facility tt Materials Safety 
Branch 80/04/30 2pp 


— 8006090054 IE Insp flapt 70-07 54/80-02 on S00323 No noncompl lane • noted 
Major areas Inipicted actions taken in response to IE 
Bullatln 79-19 

BOOR.H E Region 5^ San Francisco. Fuel Facility It Materials 
Safety Branch THOMAS. R D . COOLEY. M J Region 5. 9an Francisco, 
Office of the Director 80/04/30 4pp 


8006090349 Requests payment of major safaguarifs amend fee re 80CS09 
physical prataction plan far 6NM of moderate strategic 
slgnlf Icance 

UEIQS. J 0 License Fee Management Branch 00/09/22 Ip 


8006300001 Denies 600414 4t 0903 raqutsts for approval of primary route 
for transport of spent reactor fuel due to passage through 
heavily populated areas Approves end 600909 iupplenintel 
route Enel route tt related data withheld (ref iOCFR2 790) 

MCCORKLEr 0 U Physical Security Licensing Branch 80/06/03 2pp 


DOCKET 70-077B GENERAL ELECTRIC CO . NUCLEAR ENERGY PRODUCTa OlV 


8006230287 Forwards info requesting route approval for shipment of 
irradiated reactor fuel per 10GFR73 End withheld (ref 
10CFR2 790 J 

CARRIER. M J. General Electric Co . Nuclear Energy Products Olv 
00/04/23 1 p 


DOCKET 70-0789 STATE UN IV OF NEW YORK AT BUFFALO 


6006190677 Requests NRC action on 760714 application for revision of 
Licenses SNM-273 & 3NM-723 

HENRY* L 0 Kew Vork. State Unlv of. Buffalo. BO/05/02 Ip 


— 8006190679 Rcqueftts current status of 760616 application for revision 
of Licenses 8NM-273 BNM-723 

THOMAS. C C Ncu York. State Univ Of. Buffalo 78/07/14 Ip 


IKKKET 70-0820 UNITED NUCLEAR CORP 


6006180374 Forwards mods to License SHM- 777. rev! sing technical 
specialist degree requirements 4 inserting min tchtdullng 
requirements for sves of consulting criticality safety 
specialist per rl Stevenson 800116 Itr. 

BOHERB. C E United Nuclear Corp . UNO Recovery Systams Dtv 
80/03/24 4pp 


80Q623D147 Forwards Revision 1 of Amend MPP-a to License eNM-777 
PARTLOM. J.O Mitsrlal Control Licensing Branch. 80/03/28 Ip 


— 8006230193 Revision 1 of Amend MPP-2 to License SNM-777. Incorporates 
revised pages of fundamental nuclear metl control plan h 
revised license conditions Revised nuclear control plan 
was forwarded in 800307 Itr 

e iiaterlal Control Licensing Branch. 80/03/28 9pp, 


8GG6I90732 Amends License 8Nh-777 to authorise waste processing 
operations as described in 800126 application Revised Page 
18B end Ouentlty of U-23S per cubic ft shall not exceed 
9 g. 

PAGE. R 0 Uranium Fuel Licensing Branch 80/04/01 Ip. 


--8006190735 Amend 13 to License BNM-777 consisting of rovised Pags iOB 
Lists effective pages to Incorporate into amended license 
e United Nuclear Corp 80/04/01 Ip 


6006240231 Forwards revised Page 3. Section 200. to reflect changes In 
test 

BOWERS. C E United Nuclear Corp , UNC Recovery Systems Dlv 
60/04/ 22 2pp 


6006190063 Forwards IE Insp Rept 70-0620/80-03 on 600331-0402 No 
noncompl i ance noted 

SMITH. 0 H Region 1. Ph 1 lade Iph la. Fuel Facility S. Materials Safety 
Branch 80/04/29 2p p 


— 6006190098 IE Insp Rept 70-0820/80-03 on 800331-0402 No none omp 11 sne s 
notad Major areas inspected packaging of low level radweste 
for transport 4 burial 

CROCKER. M W Region 1. Philadelphia. Fuel Facility 4 Materials 
Sifety Branch KINNEY. W W Region 1. Philadelphia. Office of the 
Director 60/04/28 7pp 


B0062S0016 Advises of decommissioning plans Small quantity of scrap on 
hand will be reprocessed by 800701. followed by concentrated 
program of site decontamination Total SNM inventory should 
be below 9 kg bg early Fall. 1960 

BQWER0I C E United Nuclear Corp , UNC Recovery Systams Dlv 
BO/04/29 ip 


8006020049 Safety evaluation re United Nuclear Corp 790521 application 
for amend of admlnstratlve procedures United Nuclear should 
not use offsite safety specialists to exclusion of full-time 
safety officer on site 

STEVENSON. R L . CROW. W T Uranium Fuel Licensing Branch 00/09/07 

2pp 


8006240160 Forwards IE Insp Rept 70-0620/60-04 on 000407-11 No 
noncompll ance noted 

MARTIN. N 0 Region 1. Ph i ladelph la. Safeguards Branch BO/09/07 

2pp 


— BOO624OIB0 IE Insp Rept 70-0920/80-04 on 800407-11 No noncomp 1 lane* 
noted Major areas Inspected physical barriers. access 
control I. response controls. central alarm 4 communication 
syi Details withheld (ref iOCPR2 790) 

DEVLIN. JM Region 1. Phi ladel phia. Safeguards Branch LADUK.RH 
Region i. Ph 1 ladelphia. Office of the Director 80/09/01 ip 


8006290193 Confirms G00914 telcon re B00S29 meeting to present plans 
for decommissioning & interaction towards decommissioning 
List of topics for discussion end 

GREGG. R J United Nuclear Corp . UNC Recovery Systems Dlv 
80/05/14 3pp 


8006300214 Responds to 800219 Itr re restrictions on commercial burial 
of raduastes 4 potential impact on lagoon cleanout schedule 
Suggests utilising commercial radwaste disposal facilltes. if 
DOE negotiations are unsuccessful, 

PAGE. R 0 Uranium Fuel Licensing Branch 80/06/06 2pp 


DOCKET 70-0824 BABCOCK & WILCOX CQ 


8006290011 Forwards Lynchburg Research Ctr.Dldg C security plan Plan 
withheld (ref 10CFR2 790) 

QL8EN»A, F. Babcock 4 Wilcox Co 90/03/20 Ip 


8006290206 Forwards Revision 11 to BAU-381i "Demonstration 4 Condltiorit 
for Licenit SNIi-776i " adding Impact absorbing matl to hot 
cell storage pool floor to insure limiting criterion not 

exceeded 

OLSEN* A, F Babcock tt Wilcox Co 80/03/24 2pp 


— 8006290211 "Demons tratlori 4 Conditions for License 8Nrt“778i " Revision 
ll.replacing Pages A-l 4 A-2 re addition of impact absorbing 
mat! to hot cell storage pool floor 

a Babcock & Wilcox Co BAW-381 Rll 80/03/31 3pp 


8006200169 Forwards Amend II. Revision 10 to BAW-38i# "Demonstration I. 
Conditions for License 8NM-778. " clarifying conditions under 
which fuel rod segments may be placed in Irradiated 
commercial fuel assemblies 

QL8EN*A F Babcock 5 Wilcox Co, 80/03/29 2pp 


— 8006200169 "Demonstration 4 Conditions for License 6NM-770. *' Amend 11* 
Revision 10. Pages A-35d & A-36 re fuel assemblies & hot cell 
operations 

« Babcock 4 Wilcox Co BAW-3ai RIO 80/03/31. 3pp 



DOCKETED ITEMS 


273 


— 6004»200172 "Demonstration Conditions for License 5MM-77fi» " Amend O# 

Revision 6* Pages A-<U !> A-02 re fuel rod dismantlement* 
shipment disposal 

^ Dabcock b WiUa* Co DAW-3a 1 R6 BO/OD/31 4pp 


Q006230072 Forwards certificate to compatn^ lenders that all restrictive 
covenants contained in note agreements have teen mot<«s 
assurance of ability to cover decommissioning costs 
JORDAN* L V Dabcock b l^ilcok Co 00/03/38 3pp 


8006180162 Forwards revised replacement pages for DAU-33ti 
"Deiiionstration h Conditions for License SNM-770r " dtd 
700531 b 7B1231 re renewal application 
OLSENi A F Dabcock b Wilcox Co 80/04/08 ip 


— 60061B016S Revised replacement Pages 3-32, 3-32a. A-19 & A-30 for 
"Demonstration b Conditions for License SNM-77B, '* 700531 
•* Dabcock b UilcoK Co BAW-3Bt 80/04/30 6pp 


— B0061B0169 Rpvised voplacemcnt Pages 3-17, 3-18, 3-27, A-2a, 3-19 b 3-20 
for ''Demonstration b Conditions For License SNM-77B, " 7G1231 
reneual application 

* Dabcock b Wilcox Co DAW-381 80/04/30 Bpp 


8006180370 Forwards revised pages for securltg personnel qualification 
training b equipment plan Pages withheld <ref fOCFR2 790> 

OLSEN, A F Dabcock Wilcox Co QO/04/30 Ip 


G006D20041 Bafetg evaluation re DttW 80021B amend application b B00325 
0403 suppls requesting const t use of temporarg addition to 
Bldg J for storage of solid transuranium waste Recommends 
Issuance of amend 

KETZLACH, N Uranium Fuel Licensing Oranch BO/05/07 2pp 


8006130269 Forwards License SNH-77S Apr 19B0 ropt for normal operating 
losses, matl unaccounted for t burnup of SNM 
LONQ, K D Babcock Wilcox Co 80/05/07 2pp 


8006040089 Forwards replacement pages for renewal application to 
License 8NM-770 

QUEEN, A F Dabcock t Wilcox Co 80/05/09 Ip 


—8006040092 Replacement pages for renewal application to License 
SNM-77B 

e Dabcock b Wilcox Co QO/05/31 6pp 


8006050159 Forwards replacement page for Section 1 b two addl pages for 
Section 2 0 of QA plan, per NRC 000314 request 
OLSEN, A F Dabcock b Wilcox Co 00/05/15 4pp 


0OO62SO1S6 Forwards Revision 11 to application for renewal of License 
8NM-778 

OLSEN.AF Dabcock & Wilcox Co 00/05/20 Ip 


—•8006250160 Revision li to application for renewal of License 8NM-770. 
•s Babcock b Wilcox Co 00/05/20 13pp 


0006200600 Advises that review of manpower expenditures required for 
Amend ll to License SNh-778 was less than submitted Ofc 
□f Controllar has boon notified to send refund 
MILLER, W □ License Fee Management Branch 80/05/27 Ip 


8006270067 Forwards DAW-301i "Demonstration b Conditions for License 
8NM-778 (Renewal Application},” Revision 12 
OLSEN, A F Dabcock 4^ Wilcox Co 00/05/30 Ip 


— 8006270071 "Demonstration b Conditions for License SNM-778 (Renewal 
Application)." Revision 12 

« Babcock b Wilcox Co BAW-301 Ri2 80/05/31 7pp 


0006260244 Advises licensee of partial refund of fee aecompanging 
000216 application for amend to License 8NM-770 Manpower 
expenditures required to review application wer# less than 
anticipated 

MILLER. W 0 License Fee Management Branch 00/06/06 Ip 


6006160122 Forwards rept for narmal operating losses, mafcl unaccounted 
for b burnup of SNM 

LQNOi K D Dabcock b Wilcox Go 80/06/09 Spp 


0006300216 Orante 000613 request for extension until 000701 to complete 
final corrective action re two previously reported items of 
noncQmptiancs 

{4ENNA, W B Region 2, Atlanta, Safeguards Branch 80/06/17 Ip 


DOCKET 70-0925 CIMMARON FACILITY, KERR-MCOEE CDRP 


0006020260 Notifies that -new telephone sys called Health Phgtlcs 
Network (HPN) has been installed at site 5ys intended for 
use during emergencies to link all power plants b NRC 
Emergency Notification Sys hotline will also be used 
KEPPLEn,J Q Region 3, Chicago, Office of the Director 80/04/18 

2pp 


DOCKET 70-0939 MASSACHUSETTS INST OF TECHNOLOGY 


B00630D290 Forwards table listing all licenses authorliing SNM, form, 
location, type of ma 1 1. author i led amounts tc 000331 Inventory 
Table withhold (ref iOCFn2 7901 

CLARK, L Massachusetts Institute of Technology 00/06/23 Ip 


DOCKET 70-0904 PACIFIC NORTHWEST LAD 


0DO623OO19 Forwards responses to NRC questions re application for 
renewal of License SNM-942, decommi ssionlng plan for lab- 
owned facilities 6 Revision 7 to renewal application 
OLEBEN.D E Battelle Memorial Institute, Pacific Narthwait 
Laboratory 00/03/27 ip 


—8006230022 Provides assurance that lab will maintain sufficient 
financial resources to decontaminate 6 decommission lab- 
owned facilities at such time as action may be appropriate 
QLESEN. D E Battelle Memorial Institute, Pacific Northwest 
Laboratory 80/03/18 Ip 


—0006230025 "Decommissioning of BNWL-Gwnod Facilities at Rich land, MA " 
Response to NRC commonts b questions re license renewal 
application end 

» Battelle Memorial Institute, Pacific Northwest Laboratory 
00/03/27 IQpp 


— 0006230026 Revision 7 to application for renewal of License BNM-942 
e Battelle Memorial Institute, Pacific Northwest Laboratory 
©0/03/19 4Dpp 


DOCKET 70-1007 GENERAL ELECTRIC CO 


8006130006 Application to amend Certificate of Compliance 9019 for BU-7 
package to increase mar bulk density of U oxide powder from 
2 3 to 4 2 g/cc Amend fee end 

KAPLAN.A L. General Electric Co , Nuclear Energy Products Dlv 
80/05/15 2pp 


--B00613000B Forwards Certificates of Compliance 9018 b 9019, author i ling 
delivery of radioactive matl to carrier for transpbrt in 
Models DU-6 b DU-7 Vendor authorixed to use Models BU-6 b 
fill-7 under License SNM-54 

MACDONALD, C E Transporta tion Branch 74/08/06 ip 


— 0006130012 Certificate of Compliance 9019, author! ting delivery of 
radioactive matl to carrier for transport in Models DU-6 b 
6U-7 Vendor authorixed to use Models DU-6 BU-7 under 
License 8NM-54 

MACDONALD, C E Transportation Branch. 74/08/06. 4pp 


B006130013 Application to amend License aNM-54# to authorise delivery 
of SNM to carrier for transport In Models BU-6 b BU-7 
TSCHAECHEtA N Oeneral Electric Co 74/05/24. i6pp 


—0006130015 "OE Model Et/-7 U Shipping Container Criticality Safety 
Analysis " 

ARTIOAS, R , WILSON, D 0 General Electric Co NGD0-1I277 
74/02/20 9pp 


DOCKET 70-1100 COMBUSTION ENOINEERINO, INC 


BD06170753 Forwards revised Page 9 1 of fundamental nuclear matl 
control plan per 10CFR70 32 b NRC 790706 Itr 
DONIE. T B C-E Power Systeots BO/03/19. 2pp 


0006200151 Forwards daflnition of book record or book balance to be 
added to Chapters 5 6 of fundamental nuclear matl control 

plan, per 800125 request 

LlCHTENBEROERfH C-E Power Systems 80/04/02 6pp. 


0006190417 Forwards Form lO-K, Annual Rept 1979 W/o end 
LICHTENBEROER Convbustion Englneerlngi Inc 80/04/11 Ip 



274 


DOCKETED ITEMS 


G006040143 Requasti auhmittal af na^ar safeguard* amend fee re G0051& 
traDsmittal of fihyeicat protection plan Plan classified as 
requiring amend to License SNM-10&7 

iV£l&S< D License Fee Management Branch C 80/03/21 Ip 


8006300336 f\dd* License Condition 5 2 of Amend MPP-4 to License 
SNH“1067 j permitting physical inventories of low-enriched U 
at intervals not eiceedinp 210 days 

PARTLOU* J O Physical Security Licensing Branch 80/06/09 Ip 


—8006050516 IE Insp «ept 70-1143/00-04 on 800210-21 No noncompliance 
noted Major areas inspected preshipmcnt p lann in3> ih Ipp Ing 
containersi sea Is fy ln-tran$lt procedures Details withheld 
iref 10CFR2 790» 

DEVLIN. J i<l . LAOON.R . MADDEN. N Region 1. Philadelphia# 
Safeguards Branch 00/04/07 Ip 


0006050513 Forwards IG Insp Rept 70-1143/00-08 on 000326-27 
No noncomp 1 lance noted 

MARTIN, U D Region 1. Ph 1 lade 1 ph ia# Safeguards Branch 80/04/16 

2pp 


DOCKET 70“ 1 1 13 GENERAL ELECTRIC CO 


6006S00344 Forwards info re 8AH II calibr In response to EJ McAlptne 
800318 request 

KAPLAMiA L General Electric Co , Nuclear Energg Products Dlv 
80/03/20 4pp 


—0006050517 IE Insp Rept 70-1143/00-08 on 000326-27 No none omp 1 1 * nee 
noted Major areas inspected measurement & statistical 
controls inventory difference 6 associated limit of 
•rror Details withheld (ref 10CFR2 790) 

JOYNER. Region 1. Ph i lade Iph la, Safeguards Branch 

HOLODY.D J Region i. Philadelphia# Office of the Director 
00/04/ 14 Ip 


0006230049 Forwards revisions to fundamental nuclear matt control plan. 
Plan withheld (rtf 10CFR2 790) 

KAPLAN# A L Oeneral Electric Co . Nuclear Energy Product* Div 
00/03/21 Ip 


0006200120 Forwards Revision 4 to fundamental nuclear matl control 
plans for Pu fuels development lab Enel withheld (ref 
10CFR2 790) 

DIPIAZZArR P Uestinghouse Electric Corp 00/04/18 Ip 


8006100363 Forwards statistical lummary of personnel monitoring during 
1979 

KAPLAN# A L Oeneral Electric Co . Nuclear Energy Product* Div. 
00/03/20 2pp. 


8006160223 Forwards latest revisions to fundamental nuclear mail 
control plan End withheld (ref 10CFR2 790) 

KAPLAN# A L General Electric Co . Nuclear Energy Product* Div. 
80/04/10 Ip 


8006270369 F-oruards r«visions to -fundamental nuclear matl control plan 
Rcvltloni withheld (ref tOCFR2 790) 

KAPLAN. A L Oeneral Electric Co # Nuclear Energy Product* Dlv. 

00/04 /24 1 p 


8006020067 PNO“ I l-BO-083 criticality warning syt eiperlenccd fait* 
alarm & fuel mfg b-ldg was evacuated Licensee determined no 
abnormal radiation levels existed Re-entry team verified 
thet radiation levels were normal 

0ILLE&PIE*F P « KENNA#M 8 Region 2# Atlanta# Office of the 
Director 00/09/13 Ip 


8006270369 Forwards changes to fundamental nuclear matl control plan 
Changes withheld (ref 10CFR2 790) 

KAPLAMi A L General Electric Co # Nuclear Energy Product* Div 
00/05/ 14 Ip 


8006090409 Ack receipt of llr reporting results of IE Imp Rept 
70-il 13/80-06 on 000421-29 Requests rept be withheld 
(ref I0CFR2 790) 

KAPLAN# A L Oeneral Electric Co. t Nuclear Energy Product* Div 
80/09/20 Ip 


0006040249 Rcquflits submittal of major safeguards amend fee re 800916 
transmittal of physical protection plan Plan classified a* 
requiring major amend to License 3NK-1097 
VCI80J D License Fee Management Branch 00/09/21, ip 


0006090410 PNO-II-aO“092 on 000920. release from pipe flange tb work 
area of lets than 1 kg If hexafluoride occurred Ten worker* 
evacuated from area No detectable personnel exposures 
resulted 

CORYELL. 0 P # KENNA. W B Region 2# Atlantai Office of the Dtractor 
80/09/22 Ip 


8006200431 Farwards addl infc fur 600409 response to IE Insp Rept 
70-1113/00-02 Info include* matl control 6 accounting 
procedure* 

KAPLANjA L General Electric Cq . Nuclear Energy Product* Dlv, 
80/06/13 7pp 


DOCKET 70-1143 HEBTINGHOUaE ELECTRIC CORP 


8006200592 Forwards Revision 1 to manual# ^'Physical Security Plan for 
Protection of SNM of Moderate Strategic Significance at 
Cheswlck Site#" for NRC approval Revision incorporates 
admins trot ive corrections Enel withheld (ref 10CFR2 790) 

DIPIAZZA.R P Uestinghouse Electric Corp 00/05/02 Ip 


0006040140 Advises that negative air atmosphere Is appropriate in ARD 
glovtboxes 6 PFDL during present decontamination activities 
for final decommissioning of Pu fuel facility During 
operation. inert atmosphere was required 

R0U8E# L C. Advanced Fuel t. Spent Fuel Licensing Branch 80/05/09 

Ip 


0006190139 Requests exemption from certain of 10CFR67 requirement* for 
exclusion of residually contaminated waste from aggregate 
8NH quantity Matl is in containers awaiting burial at 
authoriie-d site Fee end 

DIPIAIZA#R P Uestinghouse Electric Corp 00/05/12 Ip 


0006230304 Forwards application for Revision 6 to License 8NM“li20 
reducing quantities of radioactive matls authorized for 
possession at facility Fee enc 1 

DIPIAZZA.R P Uestinghouse Electric Corp 60/05/12 5pp 


—8006230309 Application for Revision 6 to License SNK-l 120# rtduc ing 
quantities of radioactive matls authorized for potsesslon at 
fac 1 1 ity 

DIPIAZZArR P Uestinghouse Electric Corp 00/09/12 5pp 


0006300120 Forwards IE Insp Rept 70-1143/80-06 on 600212# 25 6 27-29 
No noncomp I lance noted 

MARTlNtU O Region 1. Ph 1 lade Iphia# Safeguards Branch 00/09/12 
2pp 


—8006300131 IE Insp Rept 70-1143/00-06 on 000312.29 & 27-29 No 
noncomp 1 lance noted Major areas Inspected matl control 6 
account Ing# physical security & health 6 industrial safety 
Portion* withheld (ref lOCFRa 790) 

KUBHNER.U L Region 1# Ph i ladelphia# Office of the Director 
JOYNERi-J H Region I# Philadelphia# Safeguards Branch 00/09/00 
4pp 


0006120239 Advises that License SNM-1120 is amended Amend reduces 
possession limits identified in Attachment 1 of 000912 
appl icati on 

ROUSE. L C Advanced Fuel 6 Spent Fuel Licensing Branch 80/09/16 
3pp 


8006300227 Revises License Condition 2 I of LUense 8NM-1120. permitting 
revised pages to "Fundamental Nuclear Matl Control Plan for 
Pu Fuels Development Lab " 

PARTLOMrJO Material Control Licensing Branch 00/09/22 1pp. 


6006200976 Forwards manual# "Physical Becurlty Plan for Protection of 
GNM of Moderate Strategic Significance at Cheswlck Sittj'* 
for NRC appr-oval. Fee end Plan withheld (ref 10CFR2 790), 

DIPIAZZA.R P Uestinghouse Electric Corp 00/03/11 Ip 


0006090914 Forwards IE Insp Rept 70-1143/80-04 on 000218-21, No 
noncomp 1 Lance noted 

HARTINrU 0 Region l» Phi lade Iphia# Safeguards Branch 00/04/09, 

2pp 


DOCKET 70-1151 WE6TINOHOUSE ELECTRIC CORP 


0006290021 Application for amend to License 8NM-1107. author Hi r>9 us# «f 
SNM in advanced waste treatment process per info described 
In end Processing expected to begin in Jul# 1980 W/o end 
* Uestinghouse Electric Corp 80/04/07 Ip 


8006300292 Forwards revised manual# "Fundamental Nuclear Matl Conttfll 
plan Columbia Plant " Requests approval Manual withheld 
(re# I0CFR2 790) 

DIPIAZZA.R. P Uestinghouse Electric Corp . PUR Systems DlV 
00/09/01 Ip 


DOCKETED ITEMS 
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6006250050 Application for ameno co Liconsc SNM-l 1 07« da let ing 
T equ iTC-ment for gross beta analgses of environ air 
part 1 c vlatcs 

DIPIAZZA(R P Westinghouse Electric Corp 00/05/14 3pp 

6006300017 Forwards site physical security plan for approval Fee end 
Plan withheld {ref 10CFR2 770) 

DIPlAZZAi R P Westlnghouse Electric Corp ^ PWR Systems Dtv 
80/05/ I 5 Sp 


6006050467 PNS-n-0O-Ol4 on 60051 9» b-omh threat was received bg 
receptionist at facility Licensee conducted searchino bomb 
was found Facility was not evacuated 

OILLIESPIE.F « CQRVELL.G P Region Atlanta, Office of the 
Director 80/05/20 Ip 


60D6160001 Ack receipt of 600429 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rapt 70-1151/00-06 
STOHR, J P Region 2, Atlanta, Fool Facility Materials Gafety 
Branch BO/05/29 Ip 


— 8006160002 Responds to NRC 800406 Itr re violations noted In IE Insp 
Rep t 70-1151/00-06 Corrective actions instituted formal 
program to assure annual fish collection Samples uill be 
obtained by 000601 

D^AMDREiM Westlnghouse Electric Corp 00/04/29 2pp 


— 8006180003 Forwards IE Insp Rept 70-1 151/80-06 on 800225-20 U notice 
of violation 

8 TOHH 1 J P Region 2. Atlanta. Fuel FacLlity & Materials Safety 
Branch 00/04/00 app 


—8006100004 Notice of violation from Insp on 800225-20 

» Region 2, Atlanta. Office of the Director 00/04/07 Ip 


— 8006180005 IE Insp Rept 70-1151/80-06 oh 000228-28 Noncomp llanc# noted 
failure to obtain required fish samples 

JENKINS, 0 R Region 2, Atlanta, Fuel Facility h Materials Safety 
Branch M AC ARTHUR, T C Region 2, Atlanta, Office of the Director 

00/04/07 4pp 


8006200004 Ack receipt of 800513 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Rept 70-1 J81 /SO-IO 
KENNA.M Region 2, Atlanta. Safeguards Branch 00/05/29 Ip 


—8006200007 Responds to NRC 800421 Itr re violations noted in IE Insp 
Rept 70-1151/00-10 Corrective actions withheld 
tref 10CFR2 790) 

OOOOUIN, N L . D'AMDRE.M l^est inghouso Electric Corp 60/05/13 
ip 


— 8006200010 Forwards lE Insp Rept 70-1151/80-10 on 000325-20 U notice 
of violation Notice of violation withheld Iref 10CFR2 790) 

KENMAiW D Region 2, Atlanta, Safeguards Branch 00/04/21 2pp 


— B00620001S IE Insp Rept 70-1151/00-10 on 800325-20 Noncompliance noted 
failure to calibrate emission spectrometer u/stds traceable 
to natl sys of stds it failure to record results of control 
data exceeding limit Details withheld Iref iOCFR2 790) 

OILLESPIE, F P Region 2. Atlanta, Safeguards Branch BATES, J N. 
Region 2. Atlanta, Office of the Director 60/04/21. Ip 


DOCKET 70-1193 CIMARRON rACILITY, KERR-MCOEE CDRP 


DOCKET 70- 120 J UF 6 C0NUER3IDN FACILITY, DABCDCK U WILCOX CO 


8006230072 Forwards certificate to company lenders that all restrictive 
covenants contained in note agreements have been met, at 
aseuranee of ability to cover decommissioning costs 
JORDAN, L V Babcock Wilcoc Co 80/03/20 3pp 


6006170724 Forwards administrative amend license fee re revised MPP-2 
Condition 6 5 for License SNM-1 1 60, e 1 emp 1 1 ng plant from 
requirement to Issue NRC-74t documents for shipment of empty 
containers to U powder supplier M/o check 
ZEFF. D W Babcock 6 . Wilcox Co 80/04/10 Ip 


— 0006170729 Requests amend to License SNM-1 168, e xempt Ing plant from 
requirement to issue Nnc-741 documents for shipment of empty 
containers to U powder supplier 
» Babcock i Wilcox Co BO/04/01 Ip 


6006230272 Application to amend License SNM-llfiB re 
spec trome tr Ic technique for isotopic measurements 
withheld Iref 10CFR2 790) 

ZEFF, D W Dabcock Wilcox Co 00/04/17 Ip 


ui t of 
Enc 1 S 


•mission 


6006230302 
rec e ived 
ana lysis 
ZEFF. D W 


Application to amend License 5NM-1169 re measurement of 
fuel assemblies St control charting for impurity 
Ends withheld Iref iOCFR2 790) 

Dabcock tt Wilcox Co BO/04/17 Ip 


80062S0019 Forwards Revision O to fundamental nuclear matl control plan 
ti administrative Licensing fee Ends withheld 
<raf 10CFR2 790) 

ZEFF. 0 W Dabcock & Wilcox Co 00/05/01 Ip 


8006240515 Forwards fee U revised spec pages re 000109 Amend 
AppLlcatiDn 79-3 for License 0Nh-li68 
ZEFF, D W Babcack St Wilcox Co 80/05/06 Gpp 


— 8006240316 Revision to 800109 Amend Application 79-3 for License 
SNM-lt 6 a Areas addressed include levels of air effluent 
releases 6 liquid effluent releases L contamina tl on survey 
f requenc y 

« Dabcock it Wilcox Co 80/05/06 7pp 


8006300683 Forwards physical security plan for revlau St Approval. 
Includes request for exemption of liquid waste retention 4i 
disposal sys, addition of certain license conditions & 
exclusion of manual sections Plan withheld Iref 10CFR2 790) 
ZEFF, D, W Babcock Wilcox Co 00/05/16 IP 


8006040135 Requests investigation into trend of ebnormel atclUatary 
pattern In recent inventory difference review Should Include 
reasons for trends, < orrec tlve actions V projected schedule 
for completion Results requested by G01031 

PARTLQW, J O Material Control Licensing Branch 00/05/20 Ip 


8006020592 Ack receipt of 600516 Itr which transmitted physical 
protection plan for SNM of low strategic significance Plan 
classified by safeguards licensing staff as requiring major 
amend to License GNM-ildS aafeguards amend fee required 
WE198, 0 License Fee Management Branch 00/05/21 IP 


8006250004 Application far amend to License 8 Nri-ll 68 Revisions Include 
action levels for air L liquid effluent releases, isolation 
criteria It. contamination survey frequency 
ZEFF, D W Babcock ^ Wilcox Co 00/05/22 SSpp 


0006020260 Notifies that neu telephone sys called Health Physics 
Network (HPN) has been Installed at site Sys Intended for 
use during emergencies to link all power plants it NRC 
Emergency Notification Sys hotline will also be used 
KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/04/10 

2 pp 


8006230333 Forwards proposed changes to standby physical security plan 
Proposed changes strengthen access control it thus do not 
require prior license approval 
SHELLEYiW J Kerr-KcOpe Corp 00/03/09 Spp 


£006170352 Determined that reporting requirements of License Condition 
6 1 are no longer necessary Amend MMP-3 to License 6NM-1174 
Is re vised, effective Immod iate ly, to delete license 
cond 1 tion 

PARTLOW,J 0, Material Control U Accountability Development Branch 
00/06/02 Ip 


8006230207 Discusses review of matl control It accounting requirements 
re License SNM-1174 Amend MPP-3, Condi ti on 6 1 is deleted 
Monthly loss rept not required 

PARTLOW, J O Material Control Licensing Branch 00/06/02. ip 


8006300666 Forwards application to amend License QNM-1160 re regulatory 
requirements for establishing L maintaining control limits. 
Administrative amend fee end Application withheld iref 
10CFR2 7901 

ZEFF.D W Babcock & Wilcox Co 80/05/22 Ip 


DOCKEI 70-1252 EDLQW INTERNATIONAL CQ 


8006300019 Requests 30-day extension for submittal of security plan, in 
order to prepare format compatible w/NRC regulations 
WRIOHT, D Edlaw International Co 80/05/16 Ip 


DOCKET 70-1257 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO , INC. 


80062S0146 Lists four items nut covered by current fundamental matl 
control plan Revisions will be submitted if necessary 
8 CHNEIDER, R, A Exxon Nuclear Co . Inc <subi. of Exxon Corp. >. 
00/03/25 2pp 
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8OO6S00OQ1 Forwards upgrading 4. clarifi^ing revisions to 790430 
application for renewal of License SNH-1357 
ESTEYiH P Eixort Nuclear Co « Inc (subs of Etion Corp > 
80/04/29 Jp 


— a00i200093 Revised pages to 790430 application for renewal of Llcenio 
SNN-IZ27 

• Exxon Nuclear Co # Inc Csubs of Exeon Corp > GO/04/30 

a7pp 


— a004»noa98 Notifies that physical security plan for License SNH-lB^S- 
changed Renoests enc 1 to Itr be withheld (ref 10CFR2 770) 

DANSONi D M General Electric Co 80/03/16 3pp 

8006130123 Notification of 000610 meeting w/OE in Silver SprlngiHD 
re 800123 license amend request t vendor plans for poiiible 
expansion of pool pump room 

CLARK* A T Advanced Fuel Spent Fuel Licensing Dranch 80/03/30 
3pp » 


8006160565 Advises that no addl safety & environ fee it required for 
Amend 23 to License SNK-1227 issued on 800413 Manpower 
cxpindltures required to review 791117 amend application 
exceeded mai fee limit 

MILLER. N 0 License Fee Hanajement Dranch 80/03/01 Ip 


B006070304 Order ruling on DL Rorem. R Rorom< K Storey 4< E Quigley 
contentions Hording of contentions as accepted by A8LB 
one 1 

OGODHOPE, A C Atomic Safety and Licensing Board Panel 00/06/04 
23pp 


8006200616 Advises that License Condition 2 0 has been added to Amend 
MPP-2 to License SNM-1227 for sampling i measurement of U 
hexafluoride from foreign source 

PARTLOWi J G Licensing Management Branch 80/03/23 Ip 


8006070307 Order denying E Halsh 800403 petition to intervene ei matter 
of right ?< discretion Contention Is not lltigable Petitioner 
failed to establish good cause for late intervention 
OOODHOPE* A C Atomic Safety and Licensing Board Panel QO/06/04 
3pp 


8006090490 Requests payment of administrative amend fee re 800906 
request for temporary exemptions from code requiremente 
WEI89 jJ D Ltcenie Fee Management Dranch 60/05/27 Ip 


8006300165 Revises License Condition 2 1 of Amend HPP''2 to Llcenec 
SNH-1227 4( deletes License Condition 6 2 License Condition 
9 2 will be renumbered 5 1 

PARTLOW. J C Division of Licensing 80/05/30 Ip 


6006120434 Advises that major safeguards amend fee Is required for 
review of physical protection plan submitted on 800316 
UEIB8.J D Licensing Management Branch 80/06/02 Ip 


6006190013 Advises that minor safeguards amend fee required for review 
Of 800308 proposed procedures to perform receipt 
meaiuremente of nine cylinders of U hexaf tuorlde 
HEI861JD Licensing Management Branch eo/06/02 Ip 


DOCKET 70-1308 MORRIS OPERATIONS* GENERAL ELECTRIC CO 


8006200140 Forwards "EIA r# Renewal of Metis License aNK-1263 for 
ReciiptrBtorage it Transfer of Spent Fuel at Morris 
OperatlontOE Co " 

ROUSE. L C Fuel Process 6 Fab Branch (Pre 790727) 90/06/05 

2pp 


•8006200145 "EIA re Renewal of Metis License 8MM-126S for Receipt. 
Storage 6 Transfir of Spent Fuel at Morris Operation. OE Co " 

* Office of Nuclear Material Safety k Safeguards 60/06/30 

eSpp 


8006240202 Informs that OE general revenues Si retained earnings as 
shown by 1979 annual rept.are sufficiently large that 
Tisourcis deemed necessary to decommiss ion Morris facility 
will be available Board Resolution 7640« dtd 790427 end. 

HDLFE. B Oentral Electric Co 60/04/13 3pp 

table showing increased inventory of fuel 
flO/nS/n? ^ General Electric Co . Nuclear Energy Products Dlv 


0006170057 Forwards IE Insp Rept 70-1308/80-02 on B0032i Sc 26-27 No 
nonconpliancB nottd 

OAVIB.A B Region 3. Chicago, Fuel FaclUtu k Meteriala Safety 
Dranch 00/05/02 2pp ’ 


—8006170064 IE Insp Rept 70-1308/80-02 on 000321 Sc 86-27 No 
noncomplianci noted Major areas inspected organiiatlom fuel 
storage k handl Ing. fac i Hty changes k mods, survell lanca 
testing k Internal exposure control 

PECK.C C Region 3, Chicagoi Office of the Director FISHERiHL 
eo/04/3o' Facility & Materials Safety Branch 


Opposes relicensing of facility due to radioactive emlssloi 
safTty^*"^* ^ undos risks to public health 6 

HAL&H.P J Affiliation Unknown. 80/05/09 2pp 


OWDON.L L Advanced Fuel 8. Spent Fuel Licensing Branc 


80/05/14 


SN«->=« S.l**.* 

RDONEYiM a Mayer, Brown St Platt 00/05/22 tp 


8006090320 Order establishing discovery schedule Requests must be 
served by 800630, ob ject ions by 800711 k answers to requests 
w/o objections by 800718 A8LQ will establish dates for 
summary disposition during or after discovery 

OOODHOPEi A C Atomic Safety and Licensing Board Panel BO/06/04 

2pp 


0006090244 Forwards Jun 1930 EIA re renewal of Matls License GNM-1265 
for receipt, storage 4, transfer of spent fuel 
ROTHSCHILD. h U Hearing Branch 1 80/06/05 ip 


—8006090246 EIA re renewal of Matls License SNM-1265 for recelp t, t tor 4B 
k transfer of spent fuel 

« Office of Nuclear Material Safety k Safeguards 00/06/09 
1 tOpp 


6006180333 Motion for extension until 800730 or 30 days after receipt 
Q# NRC safety evaluation to complete first round of 
discovery Requests min 14-day extension for objections k 
answers, after final filing of requests W/Cert 1 f icate of Bve 
BEKULERiS N Illinois. State of 80/06/12 7pp 


8006180107 Motion for reconsideration of A8LD B00604 order ruling on 
contentions Urges denial of Contention KbXvil) k 
ctar If Icatlon of whether parties arc consolidatod re 
combined contentions Certificate of 8vc enc 1 
ROTHSCHILD, M U Hearing Dranch t 80/06/16 I2pp 


6006240148 Memorandum in opposition to State of IL motion for addl tl«* 
for preparation of discovery requests Urges State of IL to 
devote efforts to preparation of requests by 800630 Schedule 
should not be abandoned Certificate of Sve end 
8ZWAJKOHBKI, R , RaONEY, M A General Electric Co eZHAJKOMSttl. R 
Mayer. Brown k PUtt 00/06/10, 5pp 


8006240921 Notice of filing of motion for reconsideration 8, memorandum 
in support 

SEKULER.B N Illinois, State of 00/06/20 Ip 


'6006240587 Motion to reconsider ASLD B00604 ruling on par ties' 
contentions S< to admit State of IL Contentions l(a)r9 tc 
ll(a-h) 

BEKULER.a N , SCOTT. W J Illinois, State of 60/06/20 Ip 


Memorandum in support of motion for reconsiderat I on of ASUB 
000604 ruling on parties' contentions Urges admission of 
State of IL Contentions l<a),9 k lj(a-h> to conform w/NRC 
interim policy on EIS Certificate of 8vc end 
SEKULER, 8 N . SCOTT, W J Illinois, State of 80/06/20 8pp 


8006260334 Order extending discovery requests until 000715, ob jectlon* 
to requests until 800804. answers to discovery until 800004* 

’'® ^‘^^<5h6r discovery until filing of SER 
wuuwMUFfc.A C Atomic Safety and Licensing Board Panel 00/06/23 

2pp 


0006360303 Response supporting, in part, State of IL 800612 motion for 
addl time, Urges revision of ASLB 800604 order re dlicovary 
schedule, to adopt NRC dates which will relieve burden b will 
eiA 4 SER delays W/Cer t i f i c a t# of Sve 
ROTHSCHILD, M U Hearing Branch 1 00/06/24 8pp 


B006S60423 "EIA Re Renewal of Ltcense 8NM-1865 
Transfer of Spent Fuel " 

0 Office of Nuclear Material Safety k Safeo 
80/06/30 lOApp oareg 


for Receipt, Storage k 
uards. NUREO-06^3 
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DOCKET 70-1314 NASA. LANGLE/ RESEARCH CENTER 


BO0btl0099 Appltcdtion foi amond of License SNM-12BB authorizing 
storage of licensed matl at Oldg 1554 19 1 d g 12470 

CHURCH* D National Aeronautics I Space Admin BO/06/04 Ip 


DOCKET 70-1319 U S NUCLEAR* INC 


8006230224 Forwards IE Insp Rept 70-1319/80-02 on 000327 No 
none omp 1 1 anc e noted 

STOHR. J P Region 2* Atlanta* Fuel Facility t Haterials Safety 
Branch 80/04/99 Ip 


— 8006230230 IE In»p Rept 70-1319/00-02 on 000327 No none omp 1 lane e noted 
Major areas inspected lung count resul ts. raduiaste shipments 
l< removal of rad la ii on/i ad i oac t i ve matl caution signs 
OIBSON.A F Region 2. Atlanta. Fuel FociLity tr Materials 8afety 
Branch DAVIS* JH Region 2* Atlanta. Office of the Director 
80/04/20 3pp 


DOCKET 70>*1359 IRT CDRP 


0006200159 Requests 45-day license extension to allow timely submission 
of renewal app 1 1 cat 1 on. f o 1 1 owed by amend covering new 
facility Fee end 

MERTZ.R L IRT Corp 00/04/11 2pp 


8006180440 Advises that majior safeguards amend fee Is required for 
review of physical protection plan submitted on 000516 
ilEIQS* D Licensing Management Branch 80/06/02 Ip 


DOCKET 70-1510 NUCLEAR ASSURANCE CORP 


8005120430 "QA Manual " 

SCKUTT.P F * JOHNSON. C R . HEBSTER* D A Nuclear Assurance Corp 
00/03/15 200pp 


DOCKET 70-1621 CONOVER t ASSOC lATES. INC 


B006160020 Forwards Endorsements 39 i. 40 to ANI Policy NF-226 
Endorsements 33 i< 34 to MAELU Policy MF-07 

flARNETTrJ E Conover ^ Asso-clatos* Inc Insurance 80/06/09 5pp 


DOCKET 70-1729 FUEL REC 6 STQR STA * ALLIED GENERAL NUCLEAR BERVICEe 


8006060435 Requests copy of study made for Allied General Nuclear 9vce 
by H Ragsdale re spent nuclear fuel storage at faci 1 1 tyi Inf a 
re hearings on facility U rept by Dlv of Fuel Cycle U Matl 
Safety re geological fault Certificate of Sve enc 1 
THDMA8.R Environmentalists* Inc, 80/05/19 2pp 


8006260189 Clarifies NRC 790221 I tr re away from reactor spent fuel 
storage facility DOE GAO should be contacted for documents 
listed In attachment Remaining documents available in PDR 
ENOELHARDT. T F Deputy Executive Legal Director BO/06/25 2pp 


DOCKET 70-1012 GENERAL ATOMIC CO 


8006040050 Advises that License 8Nr4-1507 is revoked 6 Condition 19 is 
added to 8NM-696# author i t tng possession of U-235 transport 
of matl to from authorized persona Shipper responsibility 
exempted between vendor facilities 

PAGE* R 0 Uranium Fuel Licensing Branch 00/05/02 2pp 


8006090569 Notifies that License SNM-1507 has been revoked k Condition 
19 added to License 8NM <696. author i x ing possession of U 
enriched In U-233 isotope 

PAGE* R G Uranium Recovery Licensing Branch BO/OS/02 2pp 


DOCKET 70“ 1966 TENNESSEE VALLEY AUTHORITY 


8006180232 Application for renewal of License 8NM-I526r authorl * Ing 
possession of byproduc t* sour ce k 6NM per I0CFR71 Updated 
list of util corporate organization enc 1 
HILLS* L M Tennessee Valley Authority 80/03/10 3pp 


DOCKET 70-1992 MT AUBURN H03P CAMD ft I DCE, MA 


0006060072 Discusses IE insp of Licenses 20-12063-02 & BNM-1544> on 
800424 No noncomp 1 ianc e noted Major areas Inspected 
interviewed personnel 6 discussed plans for future use of 
nuclear pacemakers 

CROCKER. H M Region 1* Philadelphia* Fuel Facility & Materials 
Safety Branch 80/05/08 Ip 


DOCKET 70-2131 EDLOW INTERNATIONAL CO 


S0D6300560 Transcript of 770321 briefing in Hash ington* DC re Ed low 
Inti Co application to export SNM to India Pp 1-42 
* Commission 77/03/21 42pp 


DOCKET 70-2260 ST JOSEPH HDSP 5TAMFGRD. CT 


0006270021 Ack receipt of 800524 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 06-06992-02 
k SNM- 1567 on 800407 

CRQCKER/K U Region 1. Philadelphia* Reactor Operations Nuclear 
Support Branch 00/06/06 Ip 


— 8006270025 Responds to NRC 800505 Itr re violations noted in. IE imp of 
Licenses 06-06922-02 k aNM-1567 on 800407 Corrective 
actions posted caution sign In room containing cosiun source 
It Instructed personnel to monitor hands <ir/OM metor 
SISTER DANIEL M 9t Joseph Hosp Stamford *CT 80/05/24. Ip, 


—0006270029 Discusses IE insp of License 06-06922-02 k aNM-t567 on 
000407 8i forwards notice of violation 

CROCKERrHW Region 1* Philadelphia* Reactor Operations Nuclear 
Support Branch 00/05/05 2pp 


—0006270032 Notice of violation from insp oh 900407 Noncomp I ianca noted 
failure to post storage room where Cs-137 brachy therapy 
sources are stored 

s Region 1. Ph i lade 1 phia* Office of the Director. 00/05/05 ip. 


DOCKET 70-2474 HOLY NAME HOSP TEANECK* Nd 


8006300624 IE Insp Findings U License* Ack dtd 800527 of Lletnsei 
8NH-1722 k. 29-03302-01 Insp findings no noncomp Uance noted 
8TEARUS.G J Region 1. Philadelphia* Office of the Director. 
00/05/27 Ip 


DOCKET 70-2485 EDLOVI INTERNATIONAL CO 


8006300560 Transcript of 770321 briefing In Mash Ing ton* DC re Edlovt 
tntl Co application to export 8Nh to India Pp 1-42 
a Commission 77/03/21 42pp 


DOCKET 70-2406 ST ELIZABETH HOSP MEDICAL CENTER LAFAYETTE* IN 


8006040246 IE Insp Findings k Licensee Ack dtd 800421 of License 
8Nf1-1742 tnsp findings no items of tioncomp 1 lance or unsafe 
conditions found 

REICHHOLD. W P Region 3* Chicago# Office of the Director 00/04/21 

Ip 


DOCKET 70-2523 GENERAL ATOMIC CO 


8006040250 Recommends that Commission authorUe denial of OA Co rsquest 
for license to export 24,4 kg U-235* eonta 1 ned In 26 2 kg Ui 
to Iran No agreement for co-operation exists between U8 6 
Iran 

SHEA* J R Office of Internati-onal Programs* Director eECY-00-247. 
80/05/13 3pp 


—8006040252 Application by OA Co for license to export 21 7 kg U* 
containing 20 2 kg U-235* to Iran. 

MOURY* U R General Atomic Co isufas of Gulf Oil Co. > 77/02/11 

Ip 


— 8006040262 Forwards amend to 770211 application for license to export 
fuel element* to Iran Requests Issuance of license to export 
24 4 kg U-235* contained in 26 2 kg U End use statement end 
HOWRY. W R General Atomic Co isubs, of Ou If Oil Co ), 78/07/10 

3pp 
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DOCKET 70'’a542 WE3TJH0HCUSE ELECTRIC CO 


8004)120453 R«qu€St« to «itporb 1 ic ensc, e xbcnd i nQ •npir^tion d«t« 

tP aiis^i 

DAHLSTROM. C 0 West i nghouire El&ctric Carp 00/05/23 ip 


0OOAO9OIS2 Amend 4 to import Ucpn»B #or Wes 1 1 ngbouic* •* tending 
expiration date from Q01231 to 011231 

PETERSOtJr n R Aeetitint Director for Eipor t/lniport & Internationa 1 
Safeguards E0/0&/02 Ip 


DOCKET 70-2A09 COtiMON WEALTH EDISON CO 


800&S005S5 Application for amend of Licenses ENld-lBOS (c CNM'"1B33 
extending expiration dates to B10630 t B2033t< respectively 
PEOPi-ESi D L Commonwealth Edison Co 80/04/03 2pp 


8004>240S74 Application for amend tp Licenses SNH-J602 it 6NM’*1833i 
extending expiration dates to &l063a & 620331# reepectivelg 
PEOPLES.D L Commonwealth Edison Co 80/04/03 gpp 


DOCKET 70-2619 BLOOMINGTON MOBP BLOOM I NOTON# IN 


8006SS0605 Discusses l£ insp of Licenses 13-10408-01.13-10408-02 L 
eNrt-1746- 8< forwards notice of violation 

DAVtSiA B Region O. Chicago# Pue 1 Facility 6 Materials Safety 
Branch 80/06/02 2pp. 


— 8006250608 Notice of violation front insp on 600514 Nancompllance noted 
feiiurf to conduct quarterly meetings of medical isotope 
committee Review of records showed that Co-97 ref source was 
not asseyed before daily use 

* Region 3#^ Chicago. Office of the Director 00/06/02 2pp 


DOCKET 70-2623 MCOUIHE SPENT FUEL POOL# DUKE POWER CO 


8006030074 Forwards resolution opposing movement of spent nuclear fuel 
or waste over roads through Lincoln Covnty.NC Board 
reaffirmed on 600408 that spent nuclear fuel or waste 
should be transported on Interstate hlg-huays. 

MOLISER.F M Affiliation Unlinoun 80/04/17. 3pp 


80063405'94 Forwards Lincoln CountyrNC Board of County Canffllsaleners 
771001 tt 300408 resolutions affirming position that spent 
nveleer fuel should be transported from Oconee to htcOulre 
on interstate highuays. 

HOLlBERiF rf North Carolina# State of BO/04/17 3pp 


9006200069 Advises that util ti^ill submit revision to spent fuel 
transportation plen Incorporating regulatory requirements 
not met in 800408 plan & noted in DJ Kasun 800424 affidavit 
Lists changes to be made. 

PARKER# W O Du he Power Co 80/04/28 2pp 


8005230577 Advises that util is to submit proposed findings of fact by 
60051 7i non-NRC parties by 800527 it. NRC by 800607. 

MCOAR-RY# J H Detevolse L Liberman 80/04/30 Ip 


8006180210 Responds to appeal re partial denial of FOIA request for 
route info re spent fuel shipments from Chelt River to 
8G Appeal is denied Info withheld <rtf FOIA Exemption 4 & 

10CFR2, 7901 

D1RCK6#U J Office of the Executive OlTfCtor for Oporatione 
80/09/0? 2pp 


8006060S6? Forwards applicant proposed findings of feet U conclusions 
of law In form of Initial decision 
MCOARRVia/ M Debevolie 6 Liberman 60/05/19# Ip 


'—8006060281 Qubmlttel of proposed findings of fact & conclusions of lew 
in form of initial decision 
fWOAHRY.vIM put* Power CO. 80/05/1? Ip 


—6006060286 Proposed initial decision containing flndingi of fact 
conclusions of lew# approving amend to euthoriie storage of 
Oconee spent fuel at McOulre Environ radiological monitoring 
program ehall be maintained U/Cer ti f Icate of 3vc 
MCOARRy,J' » Duke Power Co 80/03/1? 8app, 


8006110246 Proposed findings of fact l( conclusions of law toward 
{Initial, decision Alleges that NRC hae not been concerned 
w/locel views 6 that ASL9 can cure matter per Presldetit 
Carter 800212 address to Congress Affirmation of eve end 
RILEYJL L, Carolina Environmental Study Oroup 80/05/23 20pp. 


B00611D196 Motion for extension until 000617 to file proposed findings 
of fact L conclusions of law due to other assignments 6 
complex nature of case Certificate of Svt end 
KETCHEN.E G Hearing Branch 4 80/06/06 4pp 


8006160126 Order granting extension until 000617 for NPC to file 
proposed findings pf fact b conclusions of law 

MILLER. ri E Atomic Safety and Licensing Board Panel 80/06/09 Ip 


8006170423 Response in opposition to NRDC 600529 proposed findings pf 
fact it conclusions of law in form of initial decision 
requesting denial of license amend Maintains that 
contentions have been resolved Certificate of Svt end 
MCOARRV#J H Dule Power Co MCOARRV. J f1 Debevoise 6 Liberman 
80/06/13 I7pp 


6006180517 Response in opposition to Carolina Environ Study Group 
00052? proposed elements of fact b conclusions of law toward 
initial decision No good reason presented for not approving 
application re spent fuel shipment H/Cert if icate of Sve 
MCOARRV#J M Duke Power Co 00/06/13 21pp 


8006180939 Forwards 000603 FR notice announcing NRC amend to physical 
protection regulation Pf irradiated reactor fuel during 
transit Fulfills NRC committment made at 000426^2? hearings 
HOEFLING. R K Hearing Branch 4 00/06/13 13pp 


8006190993 Forwards proposed findings of fact U conclusions of law in 
form of initial decision approving license amend to 
iuthorite Oconee spent fuel transportati on to L storage at 
McOulra 

KETCHEN. E 0 Hearing Branch 4 80/06/17 Ip 


— 8006190606 Proposed findings of fact b conclusions of law in form of 
initial decision approving license amend to authorise Oconee 
spent fuel transpor tat Ian to storage at McGuire 
Proposed transcript corrections b Cortlflcate of 8vc end 
KETCHEN, EG Hearing Branch 4 80/06/17 I95pp 


DOCKET 70-2309 NiaSHO-IHAI AMERICAN CORP 


8006020169 Application by Nissho-Iwai American Corp to amend license to 
export U to Japan# Chang Ing quantity to 3? 204 kg U-235# 
contained In 42 109 kg U 

YAMAHA. K Nlssho-lwal American Corp 00/09/07 Ip 


DOCKET 70-2338 CINCINMATI GA8 it ELECTRIC CO 


8006290340 Application for amend of License BNM-ia23 extending 
expiration date to earlier of 611102 or conversion to OL 
FLYNN# J D Cincinnati Gas b Electric Co 80/04/10 Ip 


DOCKET 70-2085 COMMONWEALTH EDISON 


8006200999 Application for amend of Licenses SNM-1802 SNM-ia33 
extending expiration dates to B10630 it 820331 # respectively 
PEOPLES# D L Commonwealth Edison Co 80/04/03 2pp 


8006240274 Application for amend to Licenses 8NM-1802 it SNK-ia33r 
extending expiration dates to B10630 it 820331 # respective ly 
PEOPLEBf D L Commonwealth Edison Co 80/04/03 2pp 


DOCKET 70-2909 WESTINGHOUSE ELECTRIC CORP POWER SYSTEMS 


8006200587 Requests placement on list to receive DE8 for 8NM license 
for proposed Westlnghouse nuclear fuel fabrication plant 
near Prabtvi 1 1 e# AL 

DANIEL80N.L J National Wildlife Federation 80/03/29 ip. 


8006200991 Notifies that addl distribution of environ rept to federal# 
state L local officials has been completed per instructions 
provided in NRC B00227 1 tr Addressees will be placed on 
environ rept distribution list for future amends 
DIPIAZZA# R F Westlnghouse Electric Corp 80/03/29 Ip 


8006180504 Forwards NRC notice of hearing L NRC rules L regulations# 
10CFR2 Documents concern proposed facility W/o ends 
NlXONrW A Uranium Fuel Licensing Branch 00/03/28, Ip 


000629032? Opposes proposed Westinghouse fuel pellet plant Companies 
should build plants In sparsely populated areas such as 
NV tc UT Email group of people should not subj entire area 
to potential catastrophe, 

VASSERiE Affiliation Unknown 80/03/28 Spp 
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6006240^89 Requests th^t 16 listed questions be addressed in NRC EIS 
Far a c i 1 1 tq ^ t nc 1 ud 1 ng effect on econotnl c • sac la 1 h 
ecological environ of central AL 

ALLRED. W H Affiliation Unknown 80/04/02 6pp 


8006160146 Comments oti DES Suggests Inclusion of add! effects re 
c hafine 1 1 lati on of AL River, rad i oac tl ve releases into 
underground areas, use of Pu l> noise from transportation M/ 
■Certificate of Sve 

ARONaV.R Affiliation Unknown MCPHILLIPS, J Affiliation Unknouin 
aO/04/03 3pp 


— 6006160150 Motion for turo-month extension to make comments on scope of 
DES Statements during 000327 meeting canfused parties re 
deadlines Certificate of Sve encl 

ARDNDV. R Affiliation Unknown MCPHILLIPS. J Affiliation 
Unknown G0/O4/03 2p p 


6006180174 Protests chemical T/ radioactive pollutants & wastes 
discharged into air & AL River from t4ost 1 ngh ouse Power Bys 
NRC decision to award EIS contract to ORNL will not result 
impartial study 

D£ LI650VOY.J Affiliation Unknown 80/04/03 2pp 


60D6160371 Protests NRC decision to contract performance of AL Nuclear 
Fuel Fabrication Plant EIS w/QRNL U manner in which 800327 
s-coping meeting was posted Siie of advertisement selection 
of typeface made legal notice unreadable 
DELlS&OVaY.O Affiliation Unknown 00/04/08 2pp 


B006250162 Forwards questions & statement handout distributed by Bafe 
Energy Alliance antinuclear group & used by many speaking 
at 800328 scoping meeting in PrattvllleiAL Newspaper article 
re meeting also encl Transcript expected 

CEtLlER.F Westinghouse Electric Corp » FWR Systems Div 80/04/07 

12pp 


@006190744 Advises of extension until 800614 to file req.uest for 
hearing re issuance of GNM license to facility Extension Is 
necessary for public review of environ rept FR notice encl 
PAGE* R 0 Uranium Fuel Licensing Branch 80/04/08 3pp 


—0006190745 Notice of extension of opportunity to file request for 
hearing re issuance of 5NM license for facility 
PAGEiR 0 Uranium Fuel Licensing Branch BO/04/03 2pp 


8006100570 Requests info re Whether any plants or animals listed as 
endangered species may be present in vicinity of proposed 
plant Plant will convert low-enriched U hexafluoride Into U 
dioxide for fabrication into ceramic fuel pellets 
BHUM. E Y Uranium Fuel Licensing Branch 00/04/09 2pp 


8006190407 Comments on environ rept for nuclear fuel fabrication plant 
In Autauga Countyi AL Environ statement should identify 
aquifier tapped by Prattville wells should assess Impacts 
of water demand an Prattville sys on aqulfler 

HENARDi H W Interior. Dept of/ Geological Survey 00/04/14 Ip 


8006200550 Expresses concern re environ impact of proposed nuclear 
rod mfg plant near Prattvi 1 1 o. AL River is major part of 
recreation in area 

BTEINWINDER, J Affiliation Unknown 80/O4/t6 Ip 


6006190324 Requests that second public scoping hearing re environ rept 
for proposed fuel fabrication facility be hold in near 
future Hearing should be held due to unavai lab i I i ty of rept 
prior to first hearing in Prattvi 1 le/ AL 
ALLREDrD L Affiliation Unknown 80/04/21 2pp 


8006190326 Ac k receipt of NRc 000409 request for info re endangered It 
threatened species in site area Request has been forwarded 
bo x/ackson area ofc for review 

BLACK/ K E Interior. Dept of/ Fish 6 Wildlife Service 80/04/23 

2pp 


8006030057 Forwards NRC environ review schedule for proposed fuel 
fabrication plant in response to request NRC anticipates 
Issuing DES by 600810 FES by 810324 

CROW/ W T Uranium Fuel Licensing Branch 80/05/20 Spp 


6006300034 Forwards comments ^ questions re environ rept for proposed 
fuel fabrication plant Requests response by S00710 
SHUrt/ E Y Uranium Recovery Licensing Branch 80/06/03 I2pp 


DOCKET 70-2910 TENNESSEE VALLEY AOTHDRITV 


8006250093 Application for amend to License SNM-186i . r e f 1 ec t i ng 
personnel & div changes within util making Unit 1 4. 2 
applications identical 

MILLS/ L M Tennessee Valley Authority BO/05/13 5pp 


DOCKET 70-2920 ALABAMA POWER CO 


B006250142 Forwards signed copy of Amend 6 to Indemnity Agreement B-81 
CLAYTON. F L Alabama Power Co 80/03/27 2pp 


DOCKET 70-2920 TENNESSEE VALLEY AUTHORITY 


QOD6250062 Forwards application for license to receive* possess store 
assembled fuel assemblies 6i up to 100 loose fuel rods at 
fac i 1 1 ty 

MILLS. L M Tennessee Valley Authority 00/09/13 2pp 


— 8006250065 Application for license to rece iv»/ possess St store asssmblad 
fuel assemblies P up to 100 loose fuel rods at facility 
* Tennessee Valley Authority 80/05/13 20pp 

PACKAGING OF RADIOACTIVE MATERIAL FORTRANSPORT 
ANDTRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71-0015 CHICAGO BRIDGE 6 IRON CO 


9006130032 Requests certificate of approval from 760615 submittal of 
OA program far radioactive matl shipping packages 
MCCORMAC/ J B Chicago Bridge & Iron Co 80/05/27 Ip 


8006180603 Responds to 600926 I tr re QA program by forwarding NRC 
790629 Itr approval of OA program W/o encl 
MACDONALD. C E Tr ansp ortat i on Branch 60/06/03 Ip 


DOCKET 71-0102 SOURCE PROD h EQUIP CO / INC 


6OO62OOS06 Discusses status of Source Production & Equipment Co 7606S3 
application for QA program for Type Q packages Requests 
explanation of what is unacceptable in application L which 
points of regulation apply to program 
PARKER, R A Parker/ R A 60/05/30 2pp 


DOCKET 71-0109 MISSOURI/- UNIV OF 


8006230174 Forwards request for addl info re research reactor facility 
QA progranii subml tted w/780627 Itr Includes questions re QA 
responsibilities of each organl lat iona 1 element in App I 
requirements for position of reactor manager 
MACDONALD, CE Transportation Branch 80/06/04 4pp 


DOCKET 71-0135 BABCOCK U UILCOX CO 


B0060400S4 Forwards Revision 9 to PA operations OA policy Jt procedures 
manual re NRC B00314 request for addl Info Table referencing 
each comment to applicable paragraph ix> manual encl 
AUSTIN. M A Babcock V Hilcox Co 80/09/16 Spp 


—0006040096 PA operations QA policy procedures manual* Revision 9. 
CARLSON* R V Babcock 4 Nilcox Co 80/04/30 B7pp 


8006090174 Forwards OA program approval for radioactive matl package 
MACDDNALDiC E Transportation Sranch 80/05/27 Ip 


— 0006090177 QA program appro-val far radioactive matl packag e* 0135, 
Revision 0 

MACDONALD. C E Transportat i an Branch. 60/09/27 Ip 


DOCKET 71-0164 MASSACHUSETTS INSTITUTE OF TECHNOLOGY 


8006270059 Forward s request for addl info re 760630 OA program in order 
to satisfy lOCFR7|,App E requirements Response due within 60 

days 

MACOONAUD/ C E Transportation Branch 80/06/12, 4pp 
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DOCKET 71-0145 HAW, DEPT OF 


800&3006a0 Forij;ar<l» revised QA pirogram for industrial radiographic in 
raaponaa to NRC 7'?oai3 Itr 

OROVESi K L Naviji Dept of# Naval Nuclaer Power Unit 8O/O2/S0 Ip 


— 8006300622 Forwards revised QA prograJJi for industrial radiography Code 
Tfquiremsnts 6; sample program forwarded in NRC 790813 1 tr 
ware used to revise prograrn 
0LENN.7 D Navy, Dept of 80/02/07 Ip 


— 8006300626 Revised QA program for industrial radiography 
OLENN, T D Navy, Dept of BO/02/07 4pp 


DOCKET 71-0173 DATTELLE-PAC IF IC NORTHWEST LABS 


BD06S002B8 Forwards revised QA program description Incorporating addl 
info r«q.uo»torf in G00207 Itr 

FUOUAY. U J Battelle Memorial Institute. Pacific Northwest 
Laboratory 80/09/16 Ip 


— 8006200292 QA program for shipping packages of radioactive matlsr 
Revision 2 

* Babtfflle Memprial Institute^ Pacific Northwest Laboratory 
SO/05/16 19pp 


DOCKET 7l-0lfl9 FSF. INC 


S0062C0096 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch BO/OA/22 Ip 


—6D06E001CD QA program approval for radioactive matl peckagt 0185, 
Rsvtsion 0 

MACDONALD, C E Transportation Branch GQ/04/S2 ip 


DOCKET 71-0230 BABCOCK U WILCOX CO 


800609015*7 Forwards replacement page for Section 1 (U two addll pages for 
Gection 2 0 of QA plan, per NRC 900314 request 
OLSEN, A F Babcock St Wilcox Co GD/05/19 4pp 


8006130226 Forwards OA program approval for radioactive mail package 
MACDONALD. C E Transportation Branch GO/OS/27 Ip 


--□006120234 OA prograis approval for radioactive matl package 0230, 
Revision O 

MACDONALD, C E Transportation Branch 00/05/27 Ip 


DOCKET 71-0304 NEW ENGLAND NUCLEAR CORP 


6006120405 Forward i request for addl Info re NRC reviaiu of 800415 QA 
program Lines Identifying reporting responsibilities should 
be shown in Figure 1-1 Statement should be provided re 
indoctrination 6 training program 

MACDDNALD^C E Transportation Branch 00/05/21 3pp 


9006230257 Forwards revised QA program for facility Requests that 
ravlcu of program be given priority status 
DEMAR!A,E New England Nuclear Carp 00/06/05 Ip 


— 8006230260 Revised QA program for facility 

DEMARIA, E New England Nuclear Corp TSC-1 BO/04/19 21pp- 


— 8006020S77 QA program for receipt use f* transfer of radioactive ruatl 
shipping packages by U6S CANOPUS 
a Navy, Dept of 00/04/03 6pp 


9006090022 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch eo/0*>/27 Ip 


— 9006090024 OA program approval for radioactive matl package 0309. 
Revision 0 

MACDONALD. C E Transportation Branch 00/05/2/ Ip 


DOCKET 71-0309 OEQROIA. UNIV QF 


B006D50454 Forwards matl on QA program fbi shipping container for t cl 
Am— 34 1 sealed sourco to bo used for analysis of mineral 
samples Requests notification of addl requii od info 
MUSE.L A Georgia. Unw of. 80/05/12 2ipp 

0006290197 Forwards request For addl info to complete review of OA 
program 

MACDONALD, C E Transportation Branch 80/06/06 2pp 


DOCKET 71-0390 COMMERCE, DEPT OF, NATIONAL BUREAU DF STANDARDS 


0006170094 Forwards proposed QA program for procurement, maint, repair ti 
use of transportation packages for radioactive metis 
PEVEY. L E Commerce, Dept of, National Bureau of Standards 
00/05/30 Ip 


— 0006170106 Proposed QA program for procurement, ma int. repair S< Uie of 
transportation packages for redioactlve matls 

* Commerc e, Dep t of. National Bureau of Standards 00/09/30 9pp 


8006300611 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 00/06/12 Ip 


— 0006300610 QA program approval for radioactive matl package 0390, 
Revision O 

MACDONALD C E Tratispor tat ion Branch 80/06/12 ip 


DOCKET 71-0391 NAVY, DEPT OF 


8006300594 Forwards OA program description 

DROVES, K L Navy, Dept of. Naval Nuclear Power Unit 00/06/10 Ip 


-’♦6006300600 Forwards QA program 

ZIMDOR.R E Navy, Dept of. Naval Facilities Engineering Command 
00/05/2! Ip 


—8006300600 QA program foi Licenses 39-08478-03 t 39-0847B-04 

ZItIDORtfl E Navy, Dept of. Bureau of Medirinc t> Surgery 00/09/20 
3pp 


DOCKET 71-4060 MODEL 5ENT!NEL-25A, B, C, C3, D, E, F, TELEDYNE ENCERV 


0006250131 Notifies of expiration of Certificate of Compliance 4609 for 
Kudels 6entlnel-25A, LC6-23Ai 3entincl-25D, LC0-25D»6entinel- 
29C,LC0-29Cf Sentlnol-29C3,*'29D, ~25£: L -23F To continue using 
package, should request renewal 

MACDONALD. C E Transportation Branch 00/06/11 ip 


DOCKET 71-4906 MODEL RA-2, EXXON NUCLEAR CO , XNC 


0006060002 Ack receipt of B00402 Itr requesting amend to Certificate of 
Compliance 4906 to permit shipment of test trains to 
Ontario, Canada 

WEI8Q, D License Fee Management Branch 00/05/01 Ip 


— 0006060005 Requests amend to Certificate of Compliance 4986 to permit 
shipment of nuclear fuel test trains to site in Deep River, 

On tario. Canada Forwards drawings t> data demonstrating safety 
of Class t shipments 

» Battelle Memorial Institute, Pacific Northwest Laboratory, 

80/04/02 16pp 


—0006060008 *’Test Train Arrangement “ Sheet I of 17 

» Battelle Memorial Institute, Pacific Northwest Laboratory 
Energy, Dept of 80/03/20 (p 
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B006060010 "Test Train Arranjemcnt '* Sheet 2 of t7 

♦ DatteUe HemoTial Institute, Pacific Northwest Laboratory ■» 
Energy, Dept of QO/O3/20 Ip 


— S006060014 '‘Thermal Hydrsulics t Matls Test Hundia Aisemb 1 i et, Sid* L 

Sheet 1 of 1 

e Qattellc Memorial Institute, Pacific Northwest Laboratory * 
Energy, Dept of 77/12/lB tp 


^^3006060020 "Theimal Hydraulic & Matls Test Bundle Assemblies! Side 1 " 
Sheet 1 Qf 1 

e Oattelle Mamoriol Institute, Pacific Northwest Laboratory * 
Energy, Dept of 80/01/17 Ip 


— 9005120014 '‘XL Fuel Assembly Sh 
Details “ Sheet i of 1 
« Westing h oute Electric Corp 
Ip 


pping Container Cover li Dale Meldflient 
, Nuclear Energy Systems S0/'04/'CH 


— 9005120018 "XL Fuel Assembly Shipping Container/Internais " Sheet 1 of 
2 

a Uestinghouse Electric Corp SO/04/01 Ip 

ao06{300-l3 Notifies of intention to use Model RCC-l*2 3 

YUNDT, C P Portland General Electric Co BO/OS/23 2pp 


3006060022 "Shipping Container for Test Assemblies " Sheet J Of 2 
-s Oattelle Memorial Institute, Pacific Northwest Laboratory a 
Energy, Dept of 00/04/07 Ip 


^-^0006060024 "Shipping Container for Test Assemblies " Sheet 2 of 2 
* Battelle Memorial Institute, Pacific Northwest Laboratory « 
Energy, Dept of 80/04/07 Ip 


— — 0006060025 "Shipping Container for Test Bundle " Sheet I oP 1 

e Oatlelle Memorial inslilute< Pacific Northwest Laboratory « 
Energy, Dept of 80/04/07 Ip 


naCKET 71-5026 MODEL DC -4 8-220, ATCOR. INC 


DOCKET 71-3607 MODEL OE T-2. QEIiERAL ELECTRIC CO 


8006060439 Forwards Certificate of Compliance 5607 for shipping package 
Hodel GE T— 2 DQE evaluation of 3AR 6 upgraded "T-2 Shipping 
Package SAR '* 

SOBS, D M Energy, Dept of BO/DS/07 Ip 


— 8006060442 Certificate of Compliance 5607 for shipping package Model 
OE T-2 DOE evaluation of T-2 shipping container end 
MATTttUELLER,F C Energy, Dept of 90/02/27 Bpp 


— 8006060446 Upgraded "T-2 Bhlpping Package SAR " Shipping cask container 
drawings end 

RETRY, 8 r E I du Pant de Nomours L Co , Inc 00/04/30 450pp. 


6006020565 Rec^uests 
MANftY.H Georgia 


registration as user 
Power Co 00/04/30 


of Model DC-40-220 
IP 


DOCKET 71-5796 MODEL 181361, PICKER CORPORATION 


B006050541 Requests registration as user of Models 6144, QE-160O, PB-i, 
DC-40-220, LL-50-100 e- LL-20-4 
MANRY,M Georgia Power Co 80/04/30 ip 


8006040199 Forwards Leak rate tests to upgrade matls licenses 
PENGOV, C A Picker Corp 80/04/20 3pp 


6006230167 Advises util of registration as user of Models D-2,GE-1600, 
CN8-4-45,CNS-14-190, LL-50-100 LL-2B-4 

MACDONALD. C E Transportation Branch 00/06/03 2pp 


DOCKET 71-5071 MODEL URIPS-P-L, NAUY, DEPT OF 


DOCKET 71-5930 MODEL SNAP 21. hlAVV, DEPT OF 


B006300134 Notifies of expiration of Certificate of Compllanct 5830 for 
■Model SNAP-21 To continue using pac kage, s houl d request 
renewal of existing certificate of compliance 
MACDONALD, C E Transparta tion Branch 80/06/11 Ip 


5006300126 Notifies of expiration, of Certificate of Compliance 5071 for 
Model URIPS-P-I To continue using package, ihoul d request 
renewal of existing certificate of compliance 
MACDONALD, C E Transportation Dranch 80/06/11 Ip 


DOCKET 71-5364 MODEL NP I -67-0442 NEUTRON PRODUCTS, INC 


DOCKET 71-5962 MODEL SENTINEL- 10 OF, TELEDYNE ENERGY 9Y8TEM8 


8006250101 Notifies of expiration 
Model Sant Ine 1-lOOF To continue 
renewal of existing certificate 
MACDONALD, C C Transporta t ion 


of Certificate of Compliance 5062 for 
using pac kage. should request 
of compliance. 

Branch 80/06/11 Ip 


6006120103 Requests amend to Certificate of Compliance 5364 allowing 
shipment of largo quantities of Co-60 Fee encl W/o end 
SMEDIRA,C Neutron Products. Inc 80/05/12 tp 


S0060904I6 Forwards Revision 3 to Certificate of Compliance 5364 for 
Model NP 1-67-0442 

MACDONALD, C E Transportation Dranch 60/05/23 2pp 


8006090421 Certificate of Compliance 5364, Revli ion 3, for Model NPI-67- 

0442 

MACDONALD, C E Transportation Dranch 00/05/23 3pp 


docket 71-5450 MODEL RCC-1.-2, -3. WEST 1 NOHOUSE ELECTRIC CORP, 


DD09120001 Requests that Certificate of Compliance 5450 be revised to 
include RCC-4-typo shipping package List of requested 
changes in certificate rept on fresh fuel shipping 
container test end 

DIPIAZZA.R P Westlnghouso Electric Corp 00/04/02 Bpp 


■~—a005 120005 "Rept on Test of Fresh Fuel Shipping Co-ntainer P/N 
20BR001-1.30 Ft Drop Tests J, Pin Drop " 
a Container Research Corp 70/01/13 79pp 


~"^Q005I20006 "Fuel Assembly Shipping Container Internals Support Frame ic 
Details " 

a Uestlnghouse Electric Carp , Nuclear Energy Systems 60/03/10 


3005120009 "XL Fuel Assembly Shipping Conta 1 ner/Interna I s " Bheet 2 of 
2 

* Westinghouse Electric Corp , Nuclear Energy Systems 00/04/01 
if 


8006300630 Forwards fee for renewal of three certlficatet of 
compliance Requests renewal of currant ravitlon of 
Certificate of Compliance 5962 for 5-yr period ending 
050731 

HCOREWiJ W Teledyne Energy By stems 80/06/13 Ip 


DOCKET 71-9926 MODEL 100, OENFRAL ELECTRIC CD 


8006300336 Advises that vendor is reanalyzing shielded shipping 
■containers to confirm that calc ulat lonal methods will 
accurately predict container response to accident* Personnel 
shortage Impeding progress 

CUNNlNOHAMi 0 £ General Electric Go 80/05/30 2pp 


DOCKET 71-5939 MODEL GE-1500, GENERAL ELECTRIC CD 


8006120453 Forwards comparative data re welded Kastelloy C-276 & 
Type 316L stainless steel Data Is submitted as supplemental 
info for mod of Certificate of Compliance 5939, Prior ity 
review requested 

TRAVIS, M H Energy, Dept of 00/05/14 2pp 


8006060612 Forwards Revision A to Certificate of Compllanct 5939 for 
Model OE-1500. 

MACDONALD. C E Transportat i on Branch 00/05/22 2pp 


—8006060616 Certificate of Compliance 5939, Revl slon 4, for Model GE-ISOO 
MACDONALD, C.E Trans p or tat t on Dranch BO/OS/23 3pp 


8006230032 Forwards Revision 5 to Certificate of Compliance 5939 for 
Model OE-1500 

MACDONALD, C E Transportat ion Dranch 80/06/06 2pp 
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*>“8006330037 Certificate CofnpUattte 5937, Revi i Ion 5. for Model OE-1500 
rtACDOMALD, C E Tran-sp ortat i on Branch 80/06/06 3pp 


DOCKET 7i“S940 MODEL EX- 16- 10, BATTELLE COLUMBUS LABQRATOBIEB 


6006250134 Motifie* of etpiration of Certificate of Conplianc* 5940 for 
Modal CX-16“iO To continue using package, chou 1 d 
renewal of eiLctlng certificate of compliance 
MACDONALD. C E Trenspor tation Branch 80/06/11 ip 


DOCKET 71-9942 MODEL GE-700, GENERAL ELECTRIC CO 


6005210496 Requeftt^ renewal of Certificate of Compliance 994S for Model 
780 e-hipplng container rorwarde draulngi 6 package 
deecrlpttan Consolidated application for certification -6 
reneuil fee end Orauiings available tn Central Piles onlg 
CUNMINOHAM.O E General Electric Co 00/03/18 56pp 


“-90092 10460 "Shipping Cask Basket “ 

* General El^ectric Co 70/02/26 ip 


'•-8005210461 "Transfer Dollg Details ’■ 

a General Electric Co 69/05/21 Ip 


— 8005210465 "Cask Extension " 

e General Electric Co 71/07/08 ip 


—0005210469 *'700 Fuel Shipping Cask. " 

• General Electric Co 72/03/09 Ip 


'--8005210472 "700 Shipping Cask " 

* General Electric Co 72/03/06 Ip 


— au052i0475 "Protective Jacket 700 Series Cask 
• General Electric Co 72/03/06 Ip 


'—8005210479 "Fuel Shipping Cast Extension 700 Series 
» General Electric Co 64/01/30 ip 


— 8005210481 "Base 702 Series Cask *' 

a G^eneral Electric Co 72/03/06 Ip 


8006230064 Notification af registration as user of Model OE-700 In 
response to request 

MACDONALDiC E Transp or ta t i on Branch S0/G6/06 Ip 


DOCKET 71-8957 MODEL BMI-I. ENEROYi DEPT OF 


8006090952 Re-queets that address be removed from list of shipping 
package addresses Research reactor has been shut down since 
Jun 1978, No use for Model BMI-I package foreseen. 

VQlOTiA F Ames Leboratorg, Energy 6 Mineral Resources 
Ret. institute BO/OS/12 ip 


DOCKET 71-5975 MODEL S975r aCHLUKDEROEfl HELL 8ERVICB0 


0006250027 Notifies of expiration of Certificate of CortipUence 5975 
for Model 3975 To continue using packager should request 
renewal of existing certificate of corripltance 
MACDONALDrC E Transportation Branch 60 /€ 6/09 Ip 


DOCKET 71-5980 MODEL CE'-600. GENERAL ELECTRIC CO 


8006270057 Informs that before applying for competent authority 
eertificatSi emend to Certificate of Co/npliance 99BO 
necessary DeslgOr contents k operating conditions of package 
must be same In competent authority certificate. 

MACDOMALD, C E Transportation Branch, 80/G^6/t3 ip 


DOCKET 71-6G99 MODEL BS-t, NUCLEAR ENGINEER INQ CO 


8006170077 Notification of registration as user of Models Super Tlgerj 
Padoch Tig err 6679. Poly Ti ger, D-3, B-2 It 6272 in response to 
requesl 

MACDONALDiC E Transportation Branch 60/05/13 2pp 


DOCKET 71-6144 MODEL 6144. NUCLEAR ENGINEERING CO 


B006020499 Requests registration as user of Model CNS 15-1608 
MANRY, M Georgia Power Co 80/04/30 Ip 


G00603054I Requests registration as user of Models 6144# QE-1600. PB-L 
BC-4B-220. LL-90-10D V LL-28-4 
KANRYrM Georgia Power Co 60/04/30 Ip 


6006170077 Notification of registration as user of Models Super Tiger# 
Paduch Ti ger. 6679# Poly Ti g er # 11-3, D-2 6 6272 in response to 
request 

MACDONALDrC E Transportation Branch 80/05/13 2pp 


8006090554 Requests registration as user of Model 6144/D 
MURRAY, TD Toledo Edison Co BO/05/19 Ip 


6006120195 Requests registration as user of Model CNSI 15-160D 
shipping cask 

OERBIO#R H Neutron Products# Inc 80/05/19 Ip 


0006230167 Advises util of registration as user of Models B-2, GE-1600# 
CNS-4-45. CNB-14-190, LL-SO-lOO 6 LL-28-4 
MACOQNALO# C £ Transportation Branch 80/06/03 2pp 


8006300007 Notifies of registration as user of Models CN8l-l4-l95-it 
B-2 

MACDONALD# C E Transportation Branch 00/06/16 ip 


DOCKET 71-6206 MODEL B# BABCOCK V WILCOX CO 


8006250U6 Notification of registration as user of Model B 
MACDONALDrC E Transportation Branch 80/06/06 ip 


DOCKET 71-6272 MODEL POLY PANTHER# TELEDYNE ENERGY 8Y9TEM9 


0006170077 Notification of registration as user of Models Super Tiger# 
Paduch T1 g er# 6679# Pol y Tiger. B-3, B-2 6 6272 in response to 
request 

MACDONALDrC E Transportation Branch 00/03/13 2pp 


DOCKET 71-6275 MODEL LL-2B-4. CHCM-NUCLEAR SYSTEMS# INC 


8006020518 Requests registration as user of Model LL-28-4 
MANRYrM Georgia Power Co 00/04/30 Ip 


8006050541 Requests registration as user of Models 6144# OE-1600. PD-l# 
BC-4B-220#LL-50-100 4- LL-28-4 
MANRYrM Georgia Power Co 80/04/30 Ip 


6006040076 Requests termination of Certlficato of Compliance 6275 Coils 
involved bo refurbish package exceed what could be rcallxed 
in income 

CORBETT# J S Ch«m-Nuclear Systems# Inc 80/05/09 Ip, 


6006230167 Advises util of registration as user of Models B-2»OE-l60O« 
CN8-4-45#CNS-14-190.LL-5O-lO0 6 LL-20-4 
MACDONALD. C E Transportation Branch 0G/O6/O3 2pp 


DOCKET 71-6375 MODEL PQ-I, CHEM-NUCLEAR SYSTEMS# INC 


0006050541 Requests registration as user of Models 6144# GE-1600i PD-l# 
BC-4B-220. LL-50-100 5s LL-2a-4 
MANRY.M Georgia Power Co 80/04/30 Ip 


B006190146 Requests that period of 160 days be allowed to respond ic 
NRC 000409 Itr re referenced package. 

CORBETT# J S Chem-Nuclear Systems# Inc 80/05/26. Ip 


0006230167 Advises util of registration as user of Models D-240E-1600# 
CNB-4-45.CNS-t4-190,LL-SO-100 h LL-20~4. 

MACDONALDrC E Transportation Branch 80/06/03 2pp 


6006230125 Notification of registration as user of Model GNB 4-45 
MACDONALD# CE Transportation Branch 90/06/06 ip 
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DOCKET 71-63B7 MODEL 60. BATTELLE MEMORIAL INSTITUTE 


000^270004 Forwards "KEDL Mad^l ^0 Unirrad lated Fissionable MabI 
Shlppingi Container 8AR for Packagin^i <8ARP) Rept 
tontaiTis info for consolidated application for rsneuial of 
certificate of comptia-nce Reneutal fee end 

FUQUAYfvf U Oattelle Memorial Institotei Pacific Northuest 
Laboratory G0/O&/02 2pp 


DOCKET 71-6400 MODEL SUPER TIOER, WESTI NOHOUSE ELECTRIC CORP 


8006020419 Responds to NRC B0022Y Itr re Certificate of Compliance 
6400f Ravi slon 8 Foruards rept from conirac tor ■ ties t Inghouse 
Hanford Co Container noted in rept is only loaded Super- 
Tiger delivered to carrier since 700228 
FITZaiMMQNSi T Energy. Dept of 30/05/07 13pp 


0006060160 Forwards addl info A drawings per NRC S00329 request ro 
packaging covered by Certificate of Compliance 6400 
JEFFERSON. R M Sand la Laboratories B0/09/0B 4pp 


— 9006060172 "Super Tiger Assembly '* Sheet I of 9 

« Nuclear Engineering Co . Inc i (subs of Teledyne. Inc ) 
76/12/14 Ip 


— 9006060173 "Super Tiger Assembly Details " Sheet 2 of 9 

« Nuclear Engineering Co « Inc ■ (subs of Tsledynei Inc ) 
76/12/14 Ip 


—8006060179 "Lid Assembly & Details " Sheet 3 of 9 

* Nuclear Engineering Co . Inc i (subs of Telcdynei Inc ) 
76/12/14 Ip 


— B006060181 "Lid Assembly Si Details " Bheet 4 of 9 

* Nudear Engineering Co i Inc . (subs of Teledyne. Inc ) 
76/12/14 Ip 


— B0060601S3 "Exterior Sheet Assembly " Sheet 5 of 9 

« Nuclear Engineering Co j Inc . (subs of Teledyne* Inc 1 
76/12/14 Ip 


— B00606D1S6 •'Exterior Shell Details " Sheet 6 of 9 

a Nuclear Engineering Co * Inc * (subs of Teledyne* Inc ) 
76/12/14 Ip 


—0006060187 "Interior Shell Assembly " Sheet 7 of 9 

tt Nuclear Engineering Co , Inc * (subs of Teledyne* Inc ) 
76/t2/l4 Ip 


— 9006060190 "Aluminum Cover " Sheet 0 of 9 

« Nuclear Engineeiing Co > Inc • (subs of Teledyni* Inc ) 
76/12/14 Ip 


— B006060I91 "Super Tiger Details " Sheet 9 of 9 

■* Nuclear Engineering Co * Inc * (subs of Teledyne* Int ) 
76/12/14 ip 


0006040066 Responds to NRC 800229 Itr re Model 6400 shipping package 
Lab has never owned package Three shipments made in package 
since 780228 

EMStfILERiT R Dattelle Memorial Institute* Columbus Laboratories 
BO/OS/i3 Ip 


8006170(577 Notification of registration as user of Models Super Tiger* 
Paduch Tiger* 6679* Poly Tiger* a-3. B-2 6 6272 in response to 
request 

MACDONALD. C E Transportation Branch BO/OS/ 13 2pp 


8006120199 Responds to 800229 Ur transmitting Certificate of 
Compliance 6400* Revision 8 Advises that Nuclear Engineering 
Co owns two SUPER TIGER shipping packages 6 rents to 
registered users 

BAER* T B Nuclear Engineering Co . Inc * (subs of Teladyne* Inc. 1 
eO/05/J4 ip 


3006190059 Forwards insp results on container Lab owns one super Tiger* 
Serial Number WO 6300 Lab has not used any other Model 6400 
packaging since 700228 

CHIN* 8 Lawrence Livermore Laboratory 80/09/19 3pp 


8006300136 Forwards GC Spec 89-21 69 for approval Spec used to inspect 
shipping container Model 6400 

PADDOCK* K M 3M Co , Minnesota Mining b Mfg Co 00/06/03 8pp, 


DOCKET 71-6593 MODEL PADUCAH TIOER. ENEROY* DEPT OF 


8006170077 Notification of registration as user of Models Super Tiger* 
Paduch Tig er* 6679. Po 1 y T I g er * 11-3* B-2 L 6272 In response to 
reques t 

HACDOHALOtC E Transportation Branch 80/05/13 2pp 


DOCKET 71-6961 MODEL 51032-1 A* lA* EXXON NUCLEAR CO * INC 


Q006300621 Forwards Revision i to consolidated license renewal 
application for Models SlO-Sa-i i la. in response to NRC 
000606 L 12 requests 

HANSEN. L E Exxon Nuclear Co . Inc (subs of Exxon Corp I 
00/06/13 2pp 


— 0006300623 Revised pages for Revision I to consolidated license 
application for Models 91032-1 & la 

* Exxon Nucleer Co , Jnc (subs of Exxon Corp ) XN-Sa-Ol 
80/06/30 74 pp 


— 8006300627 "U Oxide Fuel Rad Inner Shipping Container 

* Exxon Nuclear Co . Inc (subs of Exxon Corp 1 XN-30lr9Cl 
B0/O6/3O Ip 


— 0006300628 '’Rod Packaging Method for Use U/8hipping Container KdiIcI 
51032-1 " 

e Exxon Nuclear Co * Inc (tubs of Exxon Co-rp }. XN-601*925 O/M 

80/06/30 Ip 


DOCKET 71-6601 MODEL tL-50-tOO# CHEM-NUCLEAR SYBIEMS* INC. 


80060204B3 Requests registration as user of Model LL-SO-lOOl 
MANRY. M Oeorgla Power Co 00/04/30 Ip 


6006050941 Requests registration as user of Models 6144* GE-1600f PB-l* 
BC-4e-220. LL-50-100 U LL-2B-4 
MANRY* M Ooorgla Power Co 00/04/30 Ip 


8006170212 Notif ies of registration as user of Model LL-SO-iOO. 
MACDONALD. C E Transportation Branch 80/06/03 Ip. 


8006230167 Advises util of registration as user of Models fl-2*0E-l600* 
CN8-4-43. CHS-1 4-190. LL-9O-IO0 4< LL-2a-4 
MACDONALD. C E Transportation Branch QO/06/03 Spp 


DOCKET 71-6639 MODEL MH-IA* ARMY* DEPT OF 


6006020929 Responds to NRC B00404 Itr re Modal MH-IA packaging. 
Consultant will answer NRC question! by 000901 Sc will 
arrange meeting as soon at author! lation to proceed is 
obtained from Sandia Lab 

CRAWFORD* M L Rldlhalgh* Eggers 8c Associates 00/09/02 tp. 


DOCKET 71-6679 MODEL 1/2 SUPER TIOER* NUCLEAR ENOINEERINO CO 


6006170077 Notification of registration as user of Models Super Tiger* 
Paduch Tiger. 6679. Poly T i gar. B-3. 8-2 Sc 6272 in response to 
request 

MACDONALD. C E Transportation Branch 80/09/13 2pp. 


DOCKET 71-6697 MODEL 0300 PKO* GENERAL ELECTRIC CO 


0006300483 Requests registration as user of Model 6900 
FITZSIMMONS. T Energy. Dept of 60/06/05 Ip 


DOCKET 7 1 -66 98 MODEL NF5-4, NUCLEAR FUEL SERVICES. INC 


8006160157 Application for amend to Certificate of Compliance 6698. 
Revision 9* for Model NFS-4* revising removable impact 
limiters ^ protection for valves & altering conf igurat 1 on of 
bottom end of Cask NAC-1 Drawings L safety enalysis end 
UIEDEMANH. L W * JOHNSON, C R Nuclear Assurance Corp 80/05/21 
5pp 


—0006160161 '‘Shipping Cask - Spent Fu*liNFa-4 ii NAC-1 " Bheet I of 5 
WIEDEMANN, L M Nuclear Assurance Corp 60/05/08 ip 
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— 0006160172 “Shipping C-atk - Spant FueIpNFS“4 It NAC-1 '* Shaat 2 of 5 
UlEDEMANN.L W Wuclear As^uranco Corp 80709/03 Ip 


— 0006160176 "Shipping Cask - Spent fi/«li.NFS-4 «« NAC-t *' Sheet 3 of 5 
UlEDEhAhNi L W Nuclear Assurance Corp 80/09/00 Ip 


-“0006160179 "Shipping Cask - Spent fi/ol.NF3-4 «« NAC-1 *' Sheet A of 5 
WIEDEMANN. L W Moclear Assurance Corp 80/03/09 Ip 


-“0006160184 "Shipping Cask - Spent Fuel. NFS-A 8< NAC“i " Sheet S of 5 
WIEDEMANN. L W Nuclear Assurance Corp 80/03/08 Ip 


— 8006160187 "Safety Analysis of Modified NAC“1 Spent Fuel Shipping 
Cask ’■ 

♦ Wi/clear Assurance Corp NAC-E-SOI 30/03/16 SOOpp 


DOCKET 71-6717 MODEL 6717 0 


60063000S? Rei^uests approval to use Model 67I7“0flf approval not 
already granted Model 6717-B is used for air shipments 
throughout US transportation of eiposure devices in 
darkroom truck vehicles DOT competency certificate end 
CUTHBERTSONi T P*abody Test ing /X-Ray Engineering Co 60/03/OB 
4pp 


•>-0006300-031 Rcq.uests paymeiit of fee re 800908 request for amend td 
Certificate of Compliance 6717 

WEISS* D License Fee Management Oranch 80/05/22 Ip 


8006110032 Requasts registration as user of Oamma Industries Model 
6717-B Technical Operations Model 713 

OAMOLEiO C Muclcar Energy Service* Inc 90/06/04 tp 


8006300039 Notification of registration at user of Model 6717-8 in 
response to 800908 req.uest 

MACDONALD* C E Trans p orta 1 1 on Branch eo/-06/06 Ip 


DOCKET 71-6744 MODEL POLY TIOER. NUCLEAR ENOIMEERlNO CO 


9006170077 Notification of registration as user of Models Super Tiger* 
Padi/ch Tiger* 6679* Po 1 V Tiger * 0-3* B-S 6 6272 in response to 
raquest 

HACDDNALOrC E Transp orta t i an Branch 60/05/13 8pp 


DOCKET 71-6771 MODEL SN-l. NUCLEAR ENOINEERINO CO 


8006290063 Notifies of expiration of Certificate of Compliance 6771 for 
Model SN-l 

MACDQNALDrC E Transportat 1 on Branch 80/06/06 tp 


DOCKET 71-6786 MODEL URJFS-SB, NAVY, DEPT OF 


8006200503 Notifies of expiration of Certificate of Compliance 6706 for 
ISdel* URIFG-AS ii URIPS-8D To continue using package* renewal 
should be requested 

MACDONALD* C E Transportation Branch 80/06/11 Ip 


DOCKET 71-9001 MODEL lF-300* GENERAL ELECTRIC CO 


8006060067 Requests amend to Certificate of Compliance 9001* Revl ilon 9* 
for 1F-300 spent fuel shipping cask Forttfards Revision 2A 
for insertion into NED0-100a4-2i “Consolidated SAR for 
lF-300 Bhipplnj Cask*” Vo l s I A 2 Fee end 
DAWSON* D M General Electric Co 80/09/12 Spp 


— 8006060074 Foriiards Revision 2A for "Consol i dated BAR for IF-300 
Bhlpplng Cask*"* Vol 1 Revision incorporates high pressure 
fuel rod accident analysis for dry casks shipping mode 
a General Electric Co NEDO-IOOB4-2 VI 80/04/30 9pp 


■8006060078 Foruards Revision SA for ‘'Consolidated BAR for lF-300 
Shipping Cask." Vol 2 Revision incorporates high pressure 
fuel rod accident analysis for dry cask shipping mode 
e General Electric Co NEDO- 10084-2 Va 00/04/30 53pp 


8006040030 Atk receipt of 800428 Ifcr informing NRO cf steps taken to 
coTTfct deviations noted in QA Program Intp Repts 
99900382/80-01 6 71-9001/80-01 

POTAPOVS*!/ Region 4* Dallas, Vendor Inspection Branch BO/09/13 

IP 


— 8006040032 Responds to NRC 000324 Itr re deviations noted In DA Pregia’i 
Inap Repts 99900302/00-01 L 71-9001/00-01 Corrective 
actions fabrication records for PRV valves requested from 
supp 1 ier 

HOOMMISBEN* J E General Electric Co 00/04/22 5pp 


—8006040033 Forwards OA Program Insp Repts 999003B2/BO-01 6 
71 -900J/B0-01 on 800225-29 A notice of deviation 

POTAPOVS. U Region 4. Dallas, Vendor Inspection Branch B0/D3/24 

2pp 


— 0006040037 Notice of deviation from insp on 800225-29 

* Region 4. Dallas, Vendor Inspection Branch 00/03/20 2pp 


—8006040039 QA Program Insp Repts 99900302/80-01 6 71-9001/80-01 or 
000225-29 Noncomp 1 lance noted sii categories of records not 
on file, Cask 30t not hydrostatically tested to 600 pslg 
WHITE&ELL. 0 E Region 4, Dallas* Vendor Inspection Branch 
aDEOAARD£N*R H , CONWAY* J T Region 4, Dallas, Office of thi 
Director 00/03/20 8pp 


DOCKET 71-9007 MODEL 320* ARGQNNE NATIONAL LABORATORY 


0003070013 Foruards drawings in support of application for renewal of 
Certificate of Compliance 9007 for Model 520 Iriditron 
exposure device Drawings available in Central Files only 
SANTORO.M P Automation Industries, Inc 80/03/24 Ip 


—8003070015 "Head Assembly Iriditron Model 320 " Bheet l of l 
» Automatio<n Industries* Inc 70/12/21 Ip 


—8005070023 “Shield 6 Sleeve Assembly Model 520 “ Sheet I of 1 
e Automation Industries, tnc 70/12/21 Ip 


‘8005070029 "^8" Tube Model 520 " Sheet 1 of I 
* Automation Industries, Inc 70/12/21 ip 


—0005070032 “Shield Casting Model 520 “ Sheet 1 of I 
e Automation Industries, Inc 70/12/21 Ip 


B006060605 Forwards Revision 2 to Certificate of Compliance 9007 for 
Model 520 

MACDONALD* C E Transportation Branch 00/05/23 2pp 


—0006060609 Certificate of Compliance 9007* Revl s Ion 2* for Model 520 
MACDONALD. C £ Transportation Branch 80/05/23 2pp 


6006250122 Notification of registration as user of Model 320 
MACDONALD* C E Transportation Branch 00/06/06 ip 


DOCKET 71-9009 MODEL FL 10- I* GENERAL ELECTRIC CO 


6006130062 Requests amend to Certificate of Compliance 9009. Revision 7t 
revising dimensions of alternate inner container constructed 
of 300 series stainless steel pipe permit tubing or pipe 
w/outslde diameter tolerance of 0 031 Inches 

AU3TIN. M A Babcock t* Milcox Co * Nuclear Material Dlv 80/05/14 
If 


— 0006130064 Forwards check in payment for 800514 amend request to 
Certificate of Compliance 9009, Revl si on 7 

AUSTlNrM A Babcock & Wilcox Co * Nuclear Material Div 00/03/14 
IP 


DOCKET 71-9010 MODEL NLI-1/2, NL INDUSTRIES* INC 


8004220225 Requests that Certif i f icate of Compliance 9010 be revised to 
provide option lor method of capping off neutron shield 
expansion tank Certificate available in Central Piles only 
Fee end 

WILLIAMS, C E NL Industries* NL Nuclear Div 80/02/21 2pp 


— 6004220262 "NLl 1/2 Cask <* Trailer General Arrangement "Sheet 1 of 3 
* NL Industries* Inc 00/02/15 ip 


— B004220270 “NUI 1/2 Cask 6 Trailer General Arrangement "Sheet 2 of 3 
a NL Industries, Inc 00/02/15 Ip 


—0004220277 “NUI 1/2 Spent Fuel Cask Detai Is* Configuration B "Sheet I at 
4 

e NL Industries. Inc 00/02/15 Ip 
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DOCKET 71-9011 MODEL E-KEH-00~00004i TRAM3PaRTATiaN* DEPT OF 


QQC6-04D1B9 Foruardt leak rata fro upgrade matls llce-nfse 

PEMOOV.C A Picker Corp 00/04/38 3pp 


DOCKET 71-9015 MODEL TM-O, TRANSNUCLEAH. INC 


00090BD533 Requests renewal of Certificatee of Compliance 9019 for 
Model TK-8 packaging t 9016 for Model TN-9 packaging 
Foruards *'TN-a & TN-9 SAR^' Vole 1 & 2i Revision B 
GOLOMANNjK Transnuc 1 ear# Inc BO/04/09 2pp 


—8003080537 "TN-a U TN-9 SAR " Si* overs lie drauiings end 
♦ Transnuc learj Inc 80/04/00 230pp 


DOCKET 71-9016 MODEL TN-9 < TRAN5NUCLEAR, INC 


8005080533 Requests renewal of Certificates of Compliance 9015 for 
Modal TN-a packaging t 9016 for Model TN-9 packaging 
Forward* "TN-a t: TN-9 BAR" Vols 1 %, 2» Revision 8 
OOLDMANNj K Transnuclearr Inc 00/04/09 2p p 


—8005080537 "TN-S 4. TN-9 SAft " Six oversiie drawing* end 
-•i Transnuc learj Inc 80/04/00 250pp 


DOCKET 71-9010 MODEL DU-6, OENERAL ELECTRIC CO 


0006130006 Application to amend Certificate of Compliance 9019 for SU-7 
padkage to increase max bulk density of U oxide powder from 
23 to 4 2 g/cc Amend fee enci 

KAPLANj A L General Electric Co , Nuclear Energy Products Oiv 
80/03/15 2pp 


— 8006130008 Forwards Certificates of Compliance 901B V 9019, author li ing 
delivery of radioactive matl to carrier for transport in 
Models au-6 ti BU-7 Vendor author! led to use Models BU-6 1< 

BU-7 under License 8NM-54 

MACDONALD, C E Transportation Branch 74/08/06 Ip 


— 600613001S Certificate of Compliance 9019, auth or 1 1 Ing delivery of 
radioactive matl to carrier for transport in Models DU-6 U 
IJU-7 Vendor authoriied to use Models BU-6 4( BU-7 under 
License SNH-54 

MACDONALD, C E Transportation Branch 74/08/06 4pp 


—6006130013 Application to amend License 8NM-54i to authorize delivery 
of 8NM to carrier for transport In Model* DU-6 & 8U-7 
TBCHAECHEiAN General Electric Co 74/05/24 16pp 


—6006130015 "GE Model DU-7 U Shipping Container Criticality Safety 
Analysis " 

ARTIOAS. n . WILSON, D D General Electric Co NEDQ-U277 
74/02/28 9pp 


DOCKET 71-9019 MODEL DU-7, GENERAL ELECTRIC CO 


8006130006 Application to amend Certificate of Compliance 9019 for BU-7 
package to increase max bulk density of U oxide p-ouder from 
23 to 4 2 g/cc Amend fee encl 

KAPLAN^A L General Electric Cq , Nuclear Energy Products Div 
80/05/15 2pp 


— 8006130003 Forwards Certificates of Compliance 9016 9019, authori z ing 

delivery of radioactive matl to carrier for transport in 
Models BU-6 & BU-7 Vendor authorized to use Models DU-6 
BU-7 under License 8NM-S4 

MACDONALD, c E Transportation Branch 74/08/06 Ip 


--6006130012 Certificate of Compliance 9019, auth ori zing delivery of 
radioactive matl to carrier for transport in Medals BU-6 Be 
BU-7 Vendor authorized to usa Modals BU-6 4( BU-7 undar 
License SNM-54 

MACDONALD, C E Transportation Branch 74/0B/O6. 4pp 


--8006130013 Application to amend License aNM-54, to authorize delivery 
of SNM to carrier for transport in Models BU-6 8< BU-7, 

TSCHAECHE, A N General Electric Co 74/05/24 I6pp. 


— 8006130015 '*0E Model BU-7 U Shipping Container Criticality Bafety 
Analysis '* 

ARTIOAS, R , WILSON, B D General Electric Co. NEDa-11277 
74/02/23 9pp 


DOCKET 71-9023 MODEL NLl-IO/24, NL INDUSTRIES* INC 


8006180395 Recammend* Issuance of IAEA Certificate of Campatant 
Authority for NL Industries Model NLl-lO/24 as Type B(M) 
package in response to licensee 600207 req.uest 
MACDONALD, C E Tram portat i on Branch 80/06/03 Ip, 


DOCKET 71-9032 MODEL 650, TECHNICAL OPERATIONS, INC 


6006270041 Not i f lea tlon of reg istration as user of Modal 650 
MACDONALD, C E Tran«portat 1 on Branch 8'0/06/C? ip 


DOCKET 71-9039 MODEL 715, TECHNICAL OPERATIONS, INC 


B006040061 Requests continued registration as ut«r of Moital 715 aiatl 
shipping package 

CONWAY, W F Capital X-Ray Service 80/05/12 Ip 


B006120142 Requests renewal of Certificate of Compliance 9039 for 
Technical Operations Model 719 shipping package 

DALLINOER, J F General Dynamics Corp , Electric Boat Dlv 00/09/15. 


8006110449 Advises that Model 715, author i zed by Certificate of 
Compliance 9039, meats IAEA requirements for Type B(ul 
packages 

HACOaWALOiC. E Transper tat i on Branch 80/05/27 Ip 


6006240111 Requests registration as user of Tech/Dps Model 715, 
HE8a,C R High Steel Structures, Inc 80/05/29 Ip. 


6006170200 Notifies of registration at user of Model 715 
MACDONALD, C E Transportat 1 an Branch 80/06/03 Ip 


8006110032 Requests registration as user of Gamma Industries Model 
6717-B «c Technical Operations Model 715 
OAMBLE, 0 C Nuclear Energy Bar vice* Inc 60/06/04 Ip 


8006300108 Notification of registration as user of Model 715 in 
response to request 

MACDONALD, C E Transp o-r ta 1 1 on Branch 60/06/16 ip, 


DOCKET 71-9044 MODEL OE-1600, GENERAL ELECTRIC CO. 


6003290066 Requests renewal of Certificate Of Compliance 9044 for Modal 
1600 shipping cask Oversize revised cask drawings in support 
of application U renewal fee end U/o renewal fie 
CUNNINGHAM, O E General Electric Co 80/04/09. i6p p 


— 0OOS29OO7O “B pacer It Plug " 

e General Electric Co 77/0B/O3 tp 


—80052:90073 *'8pee Control Drawing Model 1600 Seal," Sheet 1 
« General Electric Co 80/04/17 Ip 


— 8005S90083 '^Lifting Device Cover 4t Lock Assembly." 
e General Electric Co 69/03/31 Ip 


—8005290007 ''Redundant Ear " 

e General Electric Co 79/10/10 Ip 


— B005290091 "Model 1600 Jacket Tie-Dawn Yoke,*' Sheet t. 
• General Electric Co 79/10/10 Ip 


— 6005290099 ''Model 1600 Transport Container Assembly " 
» General Electric Co 79/10/11 Ip 


—8005290100 "Base, Model 1600 Cask 

a General Electric Co 79/10/10 Ip 


—8005290105 "Shielding Liner 26-Inch Diameter Load, Mode I 1600 
* General Electric Co 79/10/10 Ip 


—8003290111 "racket, Model 1600. " 

e General Electric Co 79/10/10 Ip 


—0005290115 "Neutron Shielding Liner " 

« General Electric Co 79/05/10 Ip 
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— B00S29012O "Koiltl l&OO Shipping C**V " 

* 0-ir>#r4l El«ttrlc Co 79/10/10 Ip 


— 0005290123 "Hodtl 1600 Cat^ U/fivdundant 8u«ptniian Ears " 
» Qthtral Elfctrtc Co 79/10/10 Ip 


8006020569 Ri^uaati rfciftratlon ai u«ar ai Hod«l OE-UDO 
KANRV* M OfOrgU Paui«f Co 80/04/30. ip 


8006050541 Rfnuaati r»fl i straUo^i Morfal* 6144* OE-1600* PB-l, 

80-40-220. LL-50- I 00 & LL-2a-4 
MANRY. M Oforgi* Pow«r Cc 00/04/30 tp 


8006180464 FQrwat<dt Itr U anilgiit tha^ thould hava b«an Induifad v/ 
800409 r»ii#hial Tiquatl for Cartiflcatt of Compllanca 9044 
CUNtilNOHAM, 0 E 0»r#ral EUctrlc Co 80/05/07 Ip 


•>-8006120480 Application to amtnd Licanic 8»m-960. to Incrtasa allouabl* 
loading of flsiil* natl to 1200 g 

CUNNINGHAM. 0 E Otneral EUctric Co . Nuclaar Entrgg Product* Dlv. 
73/07/03 lOpp. 


B006230167 Advltts util of Tfgiftratlon at uiar of Hodolt E-2i0E-1600. 
CN8-4''45*CN8- 14-190. LL-50-100 k LL-20-4 
MACDONALD. C E Traniportation Branch 00/06/03 Spp 


DOCKET 71-9045 MODEL OE-IOOO. GENERAL ELECTRIC CO 


B006030034 Raquttbt rtnaual of CtrtlTicat* of Complianca 9045 for OE 
Hodtl 1000 ihlpplng contalnar Ravittd conioUdatad 
application U ovaraiza drawing* and 

CUNNINGKAMrO E 0»n«ral EUctric Co 80/04/21 15pp 


— S006030037 ’Vac k at . 1 . 000 8tri*i Ca«ic " 
a OtnarAl Elictric Co 69/03/26 Ip 


—0006030041 “Cait. li 000 8arta* •' 

» Ofntral Elactrlc Co 69/03/26 Ip 


— H06030044 "Baia. 1.000 Sarit* Caik 

a Otntral Elactric Co 69/03/26 Ip 


—8006030040 "ShippiTig Aiftamblg. ir 000 Sariaf Catk ** 
• Oanaral Electric Co 69/03/26 Ip 


DOCKET 71-9046 tIODEL OE-1100. GENERAL ELECTRIC CD. 


BO0527O339 fttquait* renewal af Certificate of Compllanc* 9046 for Nodal 
1100 ehlpping container. Revi*»d coneolldated epplUatlon 
fupporttng requeet 8« overtlxed drawing* tncl 
CUNNINGHAM. 0 E General Electric C« QO/04/22 13pp. 


—8005270342 "Jac let* 1100 Seri et Calk 

» General Electric Co. 69/03/20 Ip. 


— BD05270345 "Shipping Ca«k Astffnhly " 

« General Electric Co. 69/03/20 Ip. 


—8005270348 "Cask. 1100 Serlc* Ca*k " 

« General Electric Go 69/03/20 tp. 


— 8005270351 "Bate. 100 Qerltt Cask *' 

e General Electric Co 69/03/20 Ip 


tXJCKET 71-9050 MODEL OE-900, GENERAL ELECTRIC CO 


8006030019 Requeate reneiyal of Certificate of CompUance 9050 for GE 
Kedel 900 ehlpping container, Forward* revltad coniolldated 
appl icatlen. avert i ze drawing* L renewal fee 
CUNNINO+W1*0 E, General Electric Co 00/04/10 13pp 


—8006030022 "Jacket Aieemblgi 900 Serlet Ca*k. '* 
e General Electric Ca 69/03/20, Ip 


■0006030025 "Bate - 400.900 V 1|400 Eerie* Ca*k “ 
a General Electric Cu 00/02/22 Ip 


DOCKET 71-9051 MODEL OE-1400. GENERAL ELECTRIC CD 


8006040067 "Baia - 400.900. 1400 Serie* Caek " 
* General Electric Co 80/02/22 Ip 


— a(>06040070 "Jacket Aeaemblg - 1400 Serie^s Catlc " 
* Qanaral Electric Co 69/03/29 Ip 


— 0006040072 "Shipping Aesemhly - 1400 Serie* Ca»k " 
a General Electric Co 69/03/29 Ip 


-^8006040075 "Shipping Cask A*«emblg 1.000 Ci Co-60 - 1400 Serial Catl * 
» Gudd Co 69/01/07 ip 


DOCKET 71-9070 MODEL N-55. ENEROV. DEPT OF 


G00604017S Advite* that vendor will ship 3 mCi Cin-244 sealed iQurce* 
under general license 

VERNIG. P 0 Kevex Corp Analytical Instrument Dlv 00/04/29 Ip 


8006190L10 Notifies of registration a* user of Model N-55 
MACDONALD, C E Tr an* por tatl an Branch 80/06/03 ip 


DOCKET 71-9071 MODEL AP-tOl. CHEM-NUCLEAR BYS. INC 


6006130044 Foruard* "Amend to ANEFCO. Inc BAR. Cask AP-lOl* 8ecti<jn 6 
Criticality U Section 7 Operating Procedures " Sept 
completes petition to atr^end Certificate of Compliance 9071 
to Include spent fuel assemblies as content* 

MURPHY, J D Anefca.inc 80/05/16 3pp 


—0006130045 "Amend to ANEFCO. Inc SAR.Cask AP-lOl . Section 6 Criticality 
Section 7 Operating Procedures " 
e Anefco. Inc 80/05/15 9Spp 


DOCKET 71-9073 MODEL 0H-i42. NUCLEAR PACKAGING. INC 


0006120149 Advises of address change effective 790321 
DODSON. 0 Nuclear Packaging. Inc 00/05/12 Ip 


DOCKET 71-9079 MODEL HN-lOO SERIES 2. HITTMAN NUCLEAR L DEVELOPMENT 


8005070261 Requests that Certificate of Compliance 9079 for Modtl MN- 
ICO be amended to cover use of nonstruc tural appurtenance* 

Forwards Drawing COOl-4-91 19. Revl sion E. Sheets 1 to 7 
Amend Fee foriaarded in 791219 itr Drawings in Central Filet 
HALLDRY*C H Hittman Nuclear I. Development Carp (tubs. Hlttmen 
Carp ) 00/03/17 3pp 


—8005070260 "Assembly Transportation Shield Model HN-100 Btrles~2 * 
Sheet 1 of 7 

* Hlttman Nuclear ^ Development Corp Isube. Hittman Corp > 
00/03/17. Ip 


— 8005070274 "Weldment It Details Cask Dody.HN 100-2 Transportation 
Shield " Sheet 2 of 7 

a Hlttman Nuclear I< Development Carp <subs Hlttman Corp 1. 
eO/03/17 Ip 


—8005070284 "Weldment t Details Cask Body . HN- 100-2 Transportation 
Shield " Sheet 3 of 7 

e Hlttman Nuclear 6 Development Corp (subs Hittman Corp > 
80/03/17 Ip 


—8005070294 "Weldment I* Detail* Primary Lid. HN- 100-2 Transportat len 
Shield " Sheet 4 of 7 

e Hittman Nuclear It Development Corp (subs Hlttman Carp ) 
00/03/ 17 Ip 


—8005070303 "Weldment Detail* Primary Lzd.HN-100-2 Transportation 
Shield " Sheet 5 of 7 

e Hittman Nuclear U Development Corp (subs Hittman -Corp ) 
00/03/17 Ip 


— 8005070316 "Weldment 6 Detail* Secondary Lid. HN-lOO-2 Tranipor ta tlor 
Shield " Sheet 6 of 7 

* Hlttman Nuclear It Dovelapment Corp (subs Hlttman Corp. 1. * 

011/03/17 Ip 


—0006030031 "Shipping Assembly. 900 Series Cask 
* General Electric Ga 69/03/20 Ip 
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— 8005070319 “OptiDTial Cask Ap p ut terianc e i HN-100 8«rla«^2 *' Shaet 7 of 7 
'V Hittman Nuclear & Development Corp- (subs Hifctman Corp 1 

ao/03/17 Ip 


800&050433 Rei^uests amend to Certificate of Compliance 9079* r«vi sing 
drautngs to show critical features of cask uihich are part of 
lafetv analgsift Amend fee end 

MAULORYi C W Hittman Nuclear & Development Corp (subs Hittman 
Corp 1 80/05/20 3pp 


— e00i»O5O437 "Asgemblg Transportation Sh leldr HN'^iOO Seritt-2 “ Sheet 1 of 
1 

-•I- Mittman Nuclear Oevetopmont Corp (subt Hittman Corp ) 

QO/05/14 ip 


—8006050439 "We 1 dmen ti Cas k Body Transportation Shi eldi HN-100 8erie« 2 " 
Sheet I of 1 

e Hittman Nuclear il» Development Carp (subs Hittman Corp ) 
80/05/13 ip 


— 0006050441 "Option Cask Appurtenances Transportation Sh ield^ HN'^lOO 
8eries'-2 “ Sheet I of 1 

e Hittman Nuclear Development Corp (subs Hittman Corp ) 
80/05/13 ip. 


8006060276 Forwards Revision 5 to Certificate of Compliance 9079 for 
hodel HN-100 Series 2 shipping package 
HACDQNAtDrC S Trans pnr tat 1 on Branch 80/05/23 2pp 


— 0006060282 Certificate of Compliance 9079, Revis ion 8. for Hodel HN-100 
Series 2 shipping package 

MACDONALD, C E Transportation Branch 80/05/23 3pp 


DOCKET 71-9081 MODEL CN81-1600, CHEM-NUCLEAR SYQTEMSi INC 


800602049S Requests reg 1 sttat ion as user of Model CNSI'*1600 
HURRAVrT D Toledo Edison Co 80/05/06 Ip 


6006170214 Notifies of registration as user of Model CN6-1600 
MACDONALD, C E Transpertat Ion Branch 80/06/03 Ip 


DOCKET 71 *'9066 MODEL HN-100 SERIES 1, HITTMAN NlfCLEAR L DEVELOPMENT 


8009120181 Requests that Certificate of Compliance 9086 for Model HN- 
lOD Beries 1 be amended to cover use of nanstrvctural 
appurtenances Forwards Drawing 0001-5-9120, Sheet 1 list of 
requested changes In Certificate of Compliance 9086 
MALLORY, C W Hittman Nuclear 6 Development Carp (subs Hittman 
Corp } 60/03/ 17 3pp 


— 8009120182 "Optional Cask Appurtenances HN-100, Seri es 1." Sheet 1 of 1. 
« Hittman Nuclear 6 Development Corp (subs Hlttmen Corp ) 

00/03/17 Ip 


DOCKET 71-9089 MODEL NH-lOO 8, HITTMAN NUCLEAR it DEVELOPMENT CDRP 


8005070960 Requests that Certificate of Compliance 9089 for Mode) 
HN-f008 package be amended to cover use of nonstructural 
appurtenances Forwards Drawing C00l-5-9i2l# Revision 1, Sheet 
1 It list of requested changes Drawing in Central Files only 
MALLORY, C W Hittman Nuclear ^ Development Corp (subs, Hlttmen 
Corp ) 80/03/17 Opp 


— G009070564 "Optional Cask Appurtenances HN-1009, '* Sheet 1 Of I 
a Hittman Nuclear tr Development Corp (subs Hittman Corp ) 
aO/03/lQ Ip 


DOCKET 71-9091 MODEL 30 Aj GENERAL ELECTRIC CO 


6006160192 Requests registration as user of Model 30 A 
SHELLEYrW J Kerr-McOee Corp 80/03/28 Ip 


DOCKET 71-9093 MODEL HN-400r HITTMAN NUCLEAR 6 DEVELOPMENT CORP* 


6006250031 Notifies of expiration of Certificate of Compliance 9093 
for liodels MW-3000, Bent ine 1-3 Setitinel-B To continue using 
paebaget should request renewal of existing certificate of 
comp 1 lance 

MACDONALD, C £ Transportation Branch 90/06/06 Ip 


DOCKET 71-9094 MODEL CNSl- 1 4-195-H, CHEM-NUCLEAR SYSTEMS, tNC 


B-009270916 Forwards consolidation of application 6 QAR for Model 
14-193-H shipping cash, superstd Ing refs in 790406 
certificate of compl iaitcei Revl s 1 on 3 Includes Revision A-F 
to Drawing I-I 89-101 Amend fee enc 1 

CORBETT. J S Chem-Nuclear Bgstems, Inc 80/03/31 9pp 


— B005270522 Informs of refund resulting from overpagment of minor amend 
fee for Certificate of Compliance 9’0-94 

JACKSON, G License Fee Management Branch 80/04/17 Ip 


— 8009370525 "BAR for MOdel 14-195-H Shipping Cask " 
* Chem-Nuclear Systems, Inc 90/03/31 Itlpp 


—0005270528 "Transport Cask 14-195-H." Revision A-F 
e Chem-Nuclear Systems, tne 80/03/31 Ip 


8006030152 Forwards oversij-e Drawings 1-109-101 St 1-29B-101. per 000909 
telcon between D Odegaarton &. D Svtnis 
* Chem-Nuclear Systems, Inc 00/05/09 Ip 


— 8006030161 "Transport Cask 14-195-H '* 

« Chem-Nuclear Systems, Inc 80/03/80 Ip 


— 8006030164 "Transport Cask. 21-300 " 

« Chem-Nuclear Systems, Inc 60/03/26 ip 


6006120192 Requests registration as user off Hodel CNQ1-14-199-H 
MURRAY, T D Toledo Edison Co 80/05/14 Ip 


8006030033 Forwards Revision 4 to Certificate off Compliance 9094 for 
Model CNSI 14-195-H 

MACDONALD, C E Transportation Branch 00/05/20 3pp 


-.-0006030035 Certificate of Compliance 9094, Revl sion 4, for Model 
CNar 14-195-H 

MACDONALD. C £ Transportation Branch 60/09/20 Spp 


8006170615 Forwards Certificate of Compliance 9094, Revision 5, for Modal 
CN8 14-195-H Supersodes Revision 4. dtd 600920 Constitutes 
authority to use package for sh ipnttnt of radioactive inatl !< 
for package to be shipped par coda requiramantt 
HACDCH4ALD, C £ Transportation Branch 00/05/2? 3pp. 


— B006170G17 Cartlficate of Compliance 9094. Ravi lion 9, lor Korfsl CN8 
14-t9S-H 

MACDONALD, C E Transportation Branch 60/09/29 Spp 


0006300007 Notifies of registration as user of Models CN61-14-199-H 
& B-a 

MACDONALD, C E Transportation Branch 80/06/16, Ip 


DOCKET 71-9096 MODEL- CNS 1-21-300, CHEM-NUCLEAR SYBTErtS, INC 


0005130121 Forwards consolidated application It BAR for renewal of 
certificate of compliance for Modal 21-300 Supersedes all 
refs In Certificate of Campllance 7096, Ravi s ion 2 
CORBETT, J S Cham-Nuclaar By stems, Inc 60/04/14 6pp 


6006030152 Forwards overs I *0 Drawings 1-109-101 & l-298-lOl, per 800909 
telcon between D Odegaarten it 8 Sylnls 
# Chem-Nuclear By t tarns. Inc 00/05/09 Ip 


—8006030161 "Transport Cask 14-195-H " 

e Chem-Nuclear By stems, Inc 80/03/28 ip 


—8006030164 "Transport Cask 21-300 " 

e Chem-Nuclear Systems, Inc BO/03/26 ip 


0OO6Oao502 Forwards Revision 3 to Certificate of Compliance 9096 for 
Model CNai 21-300 

MACDONALD, C. E Transportation Drench 80/05/20 3pp 


— 8006020SB5 Certificate of Compliance 9096, Revision 3, for Model CNBI 
21-300 

MACDONALD, C. £ Transpor ta tlon Branch* 60/05/20. 2pp 


8006190174 Authorlies extension of Certificate of Compliance 9096, 
Revision 2tuntil 800731 Extension uiiU provide orderly 
transition to implement gasket seal changes required by 
Revision 3 of certificate, d td 800520 

MACOQNALD^C. E Transportation Branch, 80/05/29 2pp. 



7BB 


DOCKETED ITEMS 


I 


DQCKer 71^9103 MODEU NLI-A502 


BOO&ieoaiO R^tp^nd* to «p$ia4l r» partial denial a# FOIA r«qua«t for 
rout* info rt ipant fual ^hipmantt from Chalk ftivor to 
Ontar i Oi Canada Appc-al ii dsnlad Info uiithhald (raf FOIA 
E»*mptlon 4 «e 10CFR2 790) 

DlRCKSrl) OfficB of the Eiecutiva Director for operations 
00/05/09 2pp 


— 0OO61BO2S3 Cort i f icate of Coirpliane* 9103* Revision l,for radioactive 
{nett shipping package Model Nl.!''AS02 

MACDONALD. C E Transportation Branch 78/05/03 4pp 


DOCKET yi--?!!! MODEL CNA-BOA. CHEM-NU CLEAR* INC 


800A0400/>0 Notlfiei that facllltg uulll use Cham Nuclaari Inc Model CN8 
A-BO'^2 radioactive shipping cask for delivery of matls to 
Carr 1 er 

PAV*C U Uisconsin Electric Pousr Co SD/OS/IA Ip 


800il70207 Notifies of registration as user of Model CNA-flOA 
MACDDNALD.C E Transportation Branch QO/OA/03 Ip 


DOCKET 71-9113 MODEL 7-100. CHEtl-NUCLEAR SYaTEnSr INC 


600A040071 Requests registration as user of Model CN8-7-100 matls 
shipping package 

FRANCO. F,F Omaha Public Pouer District 0O/O5/OB Ip 


QD0AS9D315 Foruards revision bringing Certificate of Compliance 9113 In 
line w/Certlf i cate 9000* issued for sane pac kage. Upgrad es 
matl from A-a6 to A-316*0rade 70. providing larger positive 
safety margin Supportive drawings end 
HAN5EN«L J Nuclear Packaging. Inc 80/05/09 29pp 


—8006250319 •'Transportation Shield. Model 7-lOO.Type A. - Sheet 1 of 2 
« Nuclear Packaging. Inc 7B/05/01 Ip 


— 9006280322 “Transportati on Shi eld. Model 7-100* Type A,*' Bheet 2 of 2 
a Nuclear Packaging. Inc 60/05/14. ip 


0006170203 Notifies of regietration as user of Model 7-100-. 
MACDDNALDiC E Transportation Branch 90/06/03 Ip 


DOCKET 71-9132 MODEL T-3. NUCLEAR PACKAOINO. INC 


9006060429 Fo-ruards Revisian 0 to Certificate of Compliance 9132 for 
Model T-3 safety evaluation 

MACDONALD. C E Trahtportat ton Branch 80/09/21 ip. 


—8006060433 Certificate of Compliance 9102. Revie ion 0. for Model T-3 
MACDQNALDrC E. Transportation Qranch 90/05/21 4pp. 


— 8006060437 Safety evaluation approving Model T-3 cask 

HACDONALDiC E Transportat 1 on Branch, 90/05/21 llpp 


DOCKET 71-9133 MODEL CENTURY, DAMMA INDUSTRIES 


6006030067 Foruards request for addl info re 790824 appli cation, as 
amended 800227. reques ting approval to deliver Century model 
packaging to carrier for transport Addl info should be 
submitted in form of revised pages to orlginel BAR 
MACDONALD. C E Traneportat ion Branch fl0/05/l6 2pp 


DOCKET 71-9138 MODEL 7B-D-1430. NAVY. DEPT OF 


6006200606 Advises that request for info re container approval is being 
prepared & wilt tie foruarded by 800630 
MCKNIGHT. T R Navy. Dept of 80/03/28 Ip 


DOCKET 71-91 Al MODEL 900 TYPE B. TECHNICAL OPERATIONS. INC 


0006090407 Foruards Revision 0 to Certificate of Compliance 9141 for 
Model 900 Type 8 S. safety evaluation 

MACDONALD. C E Transpor tation Branch BO/OS/20 Ip 


— 0006090410 Certificate of Compliance 9141 . Revi s i on 0. f or Model 900 Type 

a 

MACDONALD. C E Transportation Branch BO/OS/20 2pp 


— 8006090413 Safety evaluation approving Model 900 Type D packaging 
MACDONALD.C E Transportation Branch 80/05/20 2pp 


9006090466 Advises that Modal 900. author! ted by Certificate of 
Compliance 9141rneets requirements for Type D<U> packages 
MACDONALD. C E Transportation Branch 80/05/20 Ip 


DOCKET 71-9853 MODEL ORNL - BNL - ND8 UN FUEL CONTAINER. ENERDY, 


80060400B6 Forwards as-built ORNL drawings for shipping conta 1-nert. per 
NRC request 

TRAVIS. HH. Energy. Dept of 80/05/05 Ip 


— 8006040095 '‘Unirrad latod Fuel Element Shipping Container' Detei Is# at- 
bulU. Sheet 2 of S 

* Union Carbide Corp, 79/03/31 Ip 


--6006040099 "Unirradiated Fuel Element Shipping Container Asttreb ly . ** as- 
built Sheet 1 of 1 

e Union Carbide Corp 80/02/06 Ip 


—8006040102 "Unirradiated Fuel Element Shipping Container Details." as- 
built Bhact 2 of 2 

« Union Carbide Corp 60/02/06 ip 


—8006040105 "Unlrtad iat Bd Fuel Element Shipping Container Anembly, ii- 
bullt Sheet 1 of 1 

» Union Carbide Corp 60/02/06 Ip 


—8006040107 “Unlrrad lated Fuel Element Shipping Container Datallt#" as- 
built Sheet 2 of 2 

* Union Carbide Corp 00/02/06 Ip 


— >0006040109 "Unirradiated Fuel Element Shipping Conta Intr* Aisemblg, • is- 
built Sheet 1 of 1 

a Union Carbide Corp 80/02/06 Ip 


8006060421 Forwards Revision 1 to Certificate of Compliance 9653 for 
Model* ORNL-DNL-NBB unirradiated fuel shipping container 
shipping packages 

MACDONALD. G E Transportation Qranch 80/05/22, 2pp 


— 6006060425 Certificate of Compliance 9853. Revi s ion 1. for Models 
DRNL-SNL-NBS unirrad ia ted fuel shipptnq Container shipping 
packages 

MACDONALD. C E transportation Branch 60/05/22 3pp 



NONDOCKETED ITEMS 


lOCFR COtmiSSIOM MEETING RECORDS 


6DG310017& Transcript of B00305 briefing an assoisment of cleanup at 
T«I Pp l-6» 

* Commission BO/03/03 iSpp 


^'B003100iSl Foruardi "Evaluation of Cleanup Activities at TMI* " rapt of 
special test force formed on 800219 Lists actions to be 
taken In order to restore forward motion to cleanup process 
DJRCKBiM J Office of the Executive Director for Operations 
QO/OS/29, 2pp 


BOO527OO70 Forwards notice of 800509 27 meetings of Advisory 

ScreenlnQ Committee for Lawyer Members Requests B00423 FR 
pub 1 1 cation 

HOYLEi J (; ACRB - Advisory Committee on Reactor Bafeguards 
80/04/23 Ip 


O-B0052709B1 Notice of B00909 &. 27 meetings of Advisory Screening 
Committee for Lawyer Msmbers 

HQYLEiJ C Office of the Secretary of the Commission 00/04/23 
IP 


g006Ofr02J5 Transcript of 800313 public meeting in 0ethesda*MD re 
withholding of NRC spent fusl route Info from public 
discLosurt Pp l'-34 
e Commlstlon 80/03/13 33pp, 


8006130100 Forwards notice of Commitsion 
for publication In S0090B FR 
CHILK.S J Office of the Secretary of 
tp 


meetings during 
the Commission 


ui of B00509 
00/09/06 


— 8006130103 Notice of Commission B00912 meeting In Nash ington« DC re 
meeting w/Harrlsburg-Hlddletown area citixen groups re TMI**2 
cleanup 

MAOEEtW Office of the Secretary of the Commission 90/03/09 
IP 


0006160167 Informs that Commission approved proposed Itr to McDonough 
re retransfer of medium enriched U to South Africaitubj to 
listed mod 

CHILRiB ^} Office of the Secretary of the Commission 00/06/03 

Ip 


8006170800 Transcript of 600319 Affirmation Bastion 80'-22 in Bethesdar 
MD Pp 1-4 Afternoon session Draft FR notice end 
« Commission 80/03/19 16pp 


0006170809 Transcript of B00916 discussion of 8ECY-B0-230 in 
Washlngtoni DC Pp 1-30 Morning sttslon 
e Commission 80/09/16 3lpp 


8006180125 Transcript of 800930 Affirmation Btsslon BO-06 in 
Nashlngtoni DC Pp 1-2 4 

e Commission 80/03/30 3pp 


8006120407 Transcript of 800928 afternoon Affirmation Bastion 00-23 re 
8ECY-A-flO-74 In Washington! DC. Pp 1-3 
e Commission 60/09/28. 3pp 


8006120422 Transcript of 800915 briefing In Bethesda»MD re upgrade of 
operations ctr Pp 1-73. Morning session 
« Commission 60/09/19 73pp. 


B0D612O427 Forwards notice of Commission meetings during ufc of 800919 
for publication In 600919 FR 

CH1LK»S J Office of the Secretary of the Commission 80/05/19 

Ip 


—8006100132 BECY-aO-l82E 

Racommsnds approval of sncl rtvissd draft order Enel PA 
Bradford separate statement to be appended to order. 
BICKWITiL Office of the General Counsel 80/09/29. 9pp, 


—8006180136 Responds to 600324 Itr to J Ahearni re problems of 
evacuating large populations in short period of time Program 
of upgrading emergency planning Is being carried out by NRC 
teams who visit each site of operating nuclear plant 
DENTONiH R Office of Nuclear Reactor Regulation! Director 
80/04/29 2pp 


— 8006120431 Notice of Commission meetings during ut of 600519 to discuss 
mgt-organliatlon U internal personnel matters 

TWEEDfR M Office of the Secretary of the Commission. 80/09/14 
tp 


—0006100149 Elaborates on concerns expressed In 800102 Itr rt need for 
practical evacuation plans around nuclear power sites 
Problems of evacuating large populations is short time have 
bean underestimated Requests open hearinge on issues 
WOLF. 5 Affiliation Unknown 80/03/24 2pp 


BD0613Q009 Transcript of 800606 public meeting in Wash Ington. DC to 
dlsoust action plan policy statement, Pp 1-23 
e Commlfsion 60/06/06 23pp 


6006180146 Transcript of 770331 Commitsion briefing on South Africa 
In Washington! DC Pp 1-9. Afternoon seision 
a Commission 77/03/31 lOpp 


8006130079 Forwards notice of Commission meetings during wk of 600909 
for publication in 800506 FR. 

CHILKiS vl Office of the Secretary of the Commission 80/09/01 
Ip. 


--8006130084 Notice of Commission 800909.06 07 meeting# in Washington. 

DC re revised Philippine op Inlon. affirmation items & const 
resumption at Marble Hill. 

TWEED. R M Office of the Secretary of the Commission 80/04/29 
ip. 


8006130087 Forwards notice of availability of draft safety guide for 
public Comment 

CHILKrS. J Office of the Secretary of the Commission 00/09/06 
Ip. 


— 8006130091 Notice of availability of draft safety guide for public 
comment. 

MINOONE.R B. Office of Standards Devtlopment. Director 80/04/29 

2pp 


8006180176 Transcript of 800912 Affirmation Sesiion 60-21 In 
Washington. DC. Pp i-6 Afternoon session, 
e Commission 80/09/12 7pp 


8006180628 Transcript of 800604 public meeting In Washington. DC to 
discuss action plan. Pp 1-49, 

« Commission, BO/06/04 46pp 


8006180639 Transcript of 600606 meeting re site characteristics in 
Washington. DC Pp 1-27 
e Commission. BO/06/06 2Bpp. 


8006190048 Transcript of 800605 Affirmation Btsslon 80-27 in 
Washington. DC. pp 1-3 
* Commission 80/06/09 4pp 


8006200343 Transcript of 800923 open Affirmation Session 80-24 In 
Washington. DC re 8ECY-A-60-4A 6 8ECY-B0-202 Pp 1-3 
a Commission 60/09/23 4pp 
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NONDOCKETED ITEMS 


— 8 OO 62 O &340 6 eCV-a 0-202 

Olicuistt TO-lt of NRC in UAtt« confidence proceeding 
RecoiTkinend-i liiuonce of propoeed memarotidum & order. Oroft 
M««oroTitfuin Sc order end 

BICKWlTrL Office of the Oenerel Countel 80 / 04/24 4 pp 


000620092:9 Tremcrlpt of 800612 public meeting in Ueeh ing ton* DC to 
dleciiif progreeei etetue tc pleni of Nucleer Safety Anelyilt 
Cfcr.Pp 1-84 Viewgreph* end 
# CnnmLetlon SO/06/12 120pp 


8006230273 Forverd* IAEA dreft eefetg guide notice of evellebility for 
public commentifor FR publicetlon «t earlleet posiible date 
CHILKiS J Office of the Secretarg of the Comml eeiort 80/06/04 
ip. 


— 3006230281 Notica of availability of IAEA draft iafetg guide for public 
comment 

SMITH* R O Office of Standards Development* Director B0/06/Q2 

2pp. 


8006240201 Forvards Bunthinr FR notice of Commletion meetings during uilt 
of 800919* for 800521 FR publication 

CHILKIS J Office of the Secretarg pf the Commission 80/09/19 
If 


•'*‘8006240206 Sunshine FR notice of Commission meetings during wk of 
8009 1 9 

HAOEE* H Office of the Secretarg of the Commission 90/09/19 
IP* 


0006240211 Foruardi Sunshine FR notice of Commission meetings during uk 
of 800926* for 800604 FR publication 

CHILK. 8 J Office of the Secretarg of the Commission 00/06/02 
lp> 


— 8006240Z13 Sunshine FR notice of Commission meetings during uk of 
800526 to discuss Indian Point revised order 

TWEE0<R M Office of the Secretarv of the Commission 80/09/30 

If. 


8006240223 Foruards Sunshine FR notice of Commission meetings during uik 
of 800926* for 800527 FR publlcatten 

CM1LK*8 J Office of the Secretery of the Commission 80/09/22 
tf 


-8006240229 Sunshine FR notice of Commission meetings during wk of 
800926 

THEEDiR H Office of the aicreterg of the Commission 90/09/21 

tp 


G006240623 Faruards FR notice of Commission meetings during uk of 
800609^ for publicetion on 300606 

CHrLKf8.>f. Office of the Secretery of the Commission 80/06/04 

Ip 


— 8006240626 FR notice of Cammisiion meetings during uSt of B006D9* for 
publication on 8D0606 

rH££D*R M. Office of the Secretary of the Commission 80/06/03. 

Ip. 


6006240630 Forwards notlcs of Comnission meetltigs during wti of B00519 
6 0926 fur 800920 FR publication 

CHILKrB Office of the Secretary of the Commission BO/09/23 

Ip 


— 8006240636 Sunshine FR notice of Commlssioii meetings during wks of 
800919 6 0926 to discuss mgt-organl tatlon Ic internal 
personnel metters 6 review ALAS-902 

TUEEO^R.H Office of the Secreterg of the Commission 80/09/22 
If 


6006290029 Trenscrlpt of 800612 discussion t vote on effirmatton Itsm 
In Hath Ing ton^ DC Pp 1-lS. Draft orders U leparete views of 
Commissioner Bradford end 
a Comnission 80/06/ 12. 39pp 


—8006290030 SGCY-B0-271A 

Forwards draft revision to TMI action plan statement of 
poileg reflecting changes made as result of 800606 
ConalSflon mestlngtmods to language $< minor editorial 
changes 

BZCKWITiL. Office of the Oenerel Counsel 30/06/11. llpp 


B0D6290199 Forwards notice of Issuance of appointment of performance 
review bpard for Benior Eiecutivi 8vc for earliest possible 
FR publicetion 

CHlLKiS. -J. Office of the Becretary of the Commission. 80/09/19. 
Ip. ■ 


— 8006290204 Natlca of issuance of appointment of performance revleu 
board for Senior Executive Svt for three-gr term* effective 
800901 

DIRCKSi W J Office of the Executive Director for Operations 
80/09/09 2pp 


8006250313 Forwards notice of Commission metlngs during wk of 800505 
for publication In BOQ506 FR 

CHiLKiS sf Office of the Secretarg of the Commission SO/09/02 
IP 


— B006250320 Notice of Commission SOO50B meeting in Nashington* DC re ngli 
organ! cation* interna 1 personnel 6 action plan 

TUEEDi R M Office af the Secretary of the Commission 80/05/01 
IP 


0006290354 Forwards notice of Commission 000506 meeting in Nash&ngion* 
DC for publication in 000908 FR 

CHILK'B J Office of the Secretary of the Commission 00/09/06 

Ip 


— B0062903SB Notice of Commission 000506 meeting in Nashington* DC to 
discuss Philllplne export 6 BEP 

HAOEEi Id Office of the Secretary of the Commission 80/03/01 

tp 


3006290376 Forwards Sunshine FR notice of Commission meeting during uk 
of 000602* for publication on 800603 

CHILFiG J Office of the Secretary of the Commission 00/05/30 

Ip 


— 8006250377 Sunshine FR notice of Com<nisslon meeting during wk of 
800602 

TWEED* R K Office of the Secretary of the Commission 00/09/29 
Ip 


8006260011 Forwards notice of Commission meetings during uk of 0OD905 
for publication in 000512 FR 

CKILK*e J Office of the Secretary of the Commission 00/05/08 
IP 


— 8006260016 Notice of Commission meetings during wk of 000506 in 
Nash Ington* DC re Phillipine export 

TNEED* R M Office of the Secretary of the Commission 00/05/07 

ip 


6006260021 Forwards notice of Commission meetings during wk of 800512 
for publication in 800913 FR 

CHrUK*8 J Office of the Secretary of the Commission 00/09/09 

Ip 


—8006260026 Notice of Commission 000912*13 1* IS meetings in Nashlngten* 
DC tr TMI-2 c leanup*. Tarapur export 1 icensas* operations ctr 
upgrade (« protection of routing Info 

MAOEE*W Office Of the Secretary of the Commliiion 80/09/00 

Ip. 


8006260061 Forwards FR notice of 300527*0606 U 09 closed meeting I of 
Advisory Screening Committee for Lawyer Vacancies on ASLAP* 
for publication on sarUest possible date 

CHILKtS J Office of the Secretary of the Commission 00/09/19 

Ip 


—8006260072 FR notice of 000927*0606 & 09 closed meetings of Advliory 
Screening Committee for Lawyer Vacancies on ASLAP. 

HOYLE* J C Office of the Becretary of the Commission 30/09/19 
2pp 


B0D626OO71 Transcript of Commission 800610 public meeting in 
Washington* DC re final rulemaking on emergency preparedness 
Pp 1-90 

tt Commission 80/06/13 lOSpp 


0006300944 Transcript of 770406 meeting In Wash ington* DC rs devalopmsnt 
of evaluation program Prepared from tape recording Pp 1-59 
« Commission 77/04/06. 95pp 


8006300560 Transcript of 770321 briefing in Washington* DC rs Edlow 
Inti Co application to export SNM to India Pp t-42 
« Commission 77/03/21. 42pp 



NONDOCKETED ITEMS 


ACR3 ADVISORY COMMlTTEe ON REACTOR SAFEGUARDS. 


000«31900£)6 I'ev’ivu of dr-aft I^IURE0-06&0 during Qa01l0''12 

Bi«>ting Compr thenBlvflns'Sf dlLutfs itemt important to Bafvty- 
U BubBcqu^nt ter<ninatlan of ItccnBlng moratorium Saffitg 
L mpr 0 vomsnti thould b« developed 

PLES&ETfM Q ACRS - Advisory Cornmlfctot on Roactor SafaguardB 
80 / 01 /IS app 


8Q09230071 Foruardf notify of ACRS Ad Hoc Subcommltte on Class 9 
Accidents 80P909 meeting Requests 800424 FR publication 
CHILK., 8 J Office of the Secretarg of th* Commission BO/04/ai 
IP 


— 800-3230082 Notice of ACRS Atf Hoc Subcommittee on Class 9 Accidents 
800509 meeting in ChicagotIL Heeting originally sclieduled to 
be held B0050-£i In Mas h ing toh ■ O C 

KOYLEi J C ACRS Advisory Committee on Reactor Safeguards 
a0/04/2l 3PP 


5005230109 Foruards change notice for ACRS Subcommittee on Reactor Fuel 
800429 meeting Requests 800425 PR publication 

CHILK. 8 si Office of the Secretary of the Commission 80/04/23 
ip 


— QD0323011& Notice of ACRB Subcommittee on Reactor Fuel B00429 meeting 
change Portions of meeting mag be closed 

HOYLE 4 U C ACRS - Advisory Committee on Reactor Safeguards 
00/04/23 Ip 


□009230247 Forwards notice of ACRB a005l9''20 (c SB'-a^ meetings w/Oermati 
Reactor Safety Comrnlttee 4c French Oroupe Permanent’’ 

ReactoTf re spec tlvely Requests 000501 FR publication 

CHtLK«S s) Office of the Secretary of the Commission 80/04/89 

Ip 


— QD05230253 Notice Of ACRB B00519-2D «c 26-89 meetlngi ui/Oermen Reactor 
Safety committee & French Oroufe Permanent-Reactor, 
respectively 

HOYLE. J C ACRS - Advisory Committee on Reactor Safeguards 
aO/04/SS. 2pp 


6009230274 Foruiardi notice of ACRS Subcommittee on Regulatory 
Activities G00430 meeting Request! 600416 FR publication 
CHILK.8 J Office of the Secretarv of the Commission 80/04/19 
Ip- 


— @005230260 Notice of ACRS Bubconuni t tee on Regulatory Activities 800430 
meeting 

HOYLErJ C ACRS - AdvisoTy Cemmittee on Reactor Safeguards 
80/04/14 2pp 


6009830363 Foruardi notice of ACRS Subcommittee on Metal Components 
800484 meetlTig schedule V location change Requests 60-0421 
FR publication 

CHILK. 8 J Office of the Secretary of the Commission, BO/04/16. 

Ip 


— 8005230337 Notice of change of location & date of ACRS Subcommittee on 
Metal Components 800424 meeting fleeting will run only t day. 
rather than 2 U will be held at Museum of Science & Energy^ 
rather than ORNL. 

HOYLErJ G ACRS - Advisory Committee on Reactor Safeguards 
80/04/16 Ip. 


8005230394 Forwards change notice of ACAB Subcommittee on Reliability 
Pr obab 1 Isti c Asiesiment 600430 meeting Requests B00429 
FR publication 

CKILK.S J Office of the Secretary of the Commission 80/04/22 
ip. 


—6005830396 Notice of ACRB Subc arnml ttee on Reliability ^ Probabilistic 
Assessment 600430 meeting change. Portions of meeting may 
be closed 

HOYLE. J C ACRB - Advisory Committee on Reactor Safeguards 
80/04/22 Ip 


3005230960 Fo-ruards notice of ACRB Subcommittees on Site Evaluation S. 
Reactor Radiological Effects joint 800581 it 22 meeting. 

Requests 8-00906 FR publication 

CHlLi^jB vl Office of the Secretary of the Commission 80/0-4/89' 

Ip 


—8005230566 Notice ef ACRB Subcommittees on Site Evaluetlon U Reactor 
Radiological Effects joint B00921 U 22 meeting. 

HOYLEf J c. ACRB - Advisory Committee on Reactor Safeguards, 
60/04/29 2pp. 


8009270043 Foruards notice of ACRB Subcommittee on Reactor Radiological 
Effect! 800423 meeting bo be published on 800408 
CKtLK. S J Office of the Secretary of the Commission 80/04/03 
Ip 


— 30092700SO Notice of ACRS Bubcommlttes on Reactor Radiological Effect 
800423 meeting in Nath tng ton. DC to review nuclear power 
plant radiological protection program! 

KOYLE. J C ACRS - Advisory Committee on Reactor Biftguards 
00/04/02 2pp 


6005270053 Forwards notice o-f ACRS Subtommlttee on Reliability Be 
Probabilistic Asseesment 800430 meetlngi to be published on 
B00415 

CHILK. B J Office of the Secretary of the Conmitelon 80/04/10 

Ip. 


—8005270059 Notice of ACRB Subcommittee on RelUbllity it ProbabillstU 
Assessment 600430 meeting re need to develop quantitative 
safety goals f-or nuclear power plants 

HOYLE. J C ACRB - Advisory Committee on Rsector Safeguards 
86/04/09 2pp 


B009270230 Forwards notice of ACRS 600901-03 meeting Requests 800429 
FR publication 

CHILK. B J Office of the Beeretary of the Coinmlssian 60/04/24 
ip 


— B009270236 Notice of ACRS 000501-03 meeting re miscellaneous matters 
of ACRB activities 

HOVLEi J C ACRB - Advisory Committee on Reactor Safeguards 
ao/04/23 d>pp 


6005280096 Forwards notice of ACRB Subcommittee on Concrete & Concrete 
Btructurei 800422-83 meeting. to be published on 600407 
CHILK. 8 J Office o-f t!he Secretary of the Commliiion. 80/04/02 
ip 


— e0092B009t> Notice of ACRB Subcommittee on Concrete & Concrete 
Structures 800422-23 meeting re review of user needs In 
itructural engineering 

HQVLEi J G ACRS - Advisory Committee on Reactor Safeguards 
60/04/01 2pp 


8001b050499 Diecuetes ACRS 800901-03 meeting ACR8 strongly recommends 
assignment of specific Identification numbers to proposed 
reg guideq prior to submittal fo-r ACRS review Concurrence 
reached on Revieion l.Reg Oulde 1.144 

PLESBETi M 6 ACRS - Advleory Committee an< Reactor Safeguarde 
80/09/06 2pp 


8006090064 Transcript of ACRS Joint Subcommittees on Site Eveluatlon i 
Reactor Radiological Effects S00922 meeting Listing of 
vleugraphs t. description of atmospheric dispersion recearch 
program and 

» ACRB - Advisory Committee on Reactor Sefeguardt. 90/05/28. 

129pp, 


8006090127 Transcript of ACRS Subcommittee on Regulat-ory Activities 
600604 meeting iti Hash ington. DC Pp 1-128 

• ACRS - Adviiory Committee on Reactor Sefeguarde 80/06/04, 
18epp. 


8006090130 Transcript of ACR8 Subcommittee on Reactor Safety Research 
000603 meeting In Wash ing ton. DC Pp 1-24, 

« ACRS - Advisory Committee o-n Reactor Bafagu-ardi. 80/06/03 29pp 


6006-0-90132 Transcript of ACRB Bubcommittee on Extreme External 
Phenomena G-00604 meeting In Hashlngton. DC, Pp 1-298 
o ACRS - Advliory Committee on Reactor Safeguards 60/06/04 
299PP 


6006090139 Trenscript o-f ACRS Subcommittee on Extreme External 
Phenomena 600604 meeting In Waehinjtoni DC Pp 299-414, 
a ACRS - Advisory Co-nmittee on Reactor Safeguards 80/06/04 
350pp. 


6006120293 Discusses comparative suitability of LWRt far alectric pou« 
genaration. Next generation of nuclear plant! will need to 
l-oad-f oHow. 

EPLER.E.P. Epler. E P. 60/04/01, 9pp 


8006120295 Discuises feasibility of deilgning containment that can 
withstand core melt Bldg could be designed based on present 
info.Deslgn should be inexpensive 

CATTON. I ACRS - Advisory Committee on Reector Safeguards 
BO/04/29. Spp 
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NONDOCKETED ITEMS 


800Aia(>296 Summarli*! ACflS Suli e ommi ttBB on Concrtt* Structure* rnoetiiig 
ZUDAWSi Z Frantlln In* tituti/FrAnk 1 in RaicBrch Cantor 60/04/23 
3pp. 


8006120290 ComtnBht* on ACRQ Sub comm 1 tta« on Natural Circulation 800424 
mtotlnii Ovtrconi'srvatitin prevent* developing netu technologg 
LIENNAFID* J H KentuckV' ^niv oP 80/04/29 4pp 


8006120299 Gommenta on NUREO-0667 NUREO ihould be ittued a* guide onig 
U induitrg invited to -originate oun Implementation details 
In a 1 ternat i vei NUA£0 i^ould be made part of action plan 
ZUDANSj Z Franklin Initltute/FrankUn Reeeareh Center 60/04/30 
ZPP 


8006130029 Bummarv of ACR6 Site Evaluation Subcommittee 800422 meeting 
in Mathingtonr DC re propoied emergeneg planning vule 
• ACR3 ** Adyienrg Cominittee on Reactor Bafaguard* 60/03/16 i3pp 


8006130046 Sumnarg «f ACR8 Subcommittee on Reactor Safety Reiearch 
800409 meeting In Uaihington* DC re F/Sl It Fy62 retearch 
budget*, 

e ACRS Advleery Committee on Reactor Safeguard* 80/0>4/26 i6pp 


B006&30052 aunumarg of ACR8 Reactor Radiological Effect* auljcomml ttee 
Q00423 neetlng in Ifaehlng toni DC re radiological eafaty 
evaluation prograot for operating plants 

« ACRS - Advisory Copimittee on Reactor Safeguards 80/03/16 9pp 


80061300S3 Summarg of ACRS B|cU Mater Reactor . Subcommittee 800408 
neetlng in Mashingtan* DC re Bl(U reactor lensltivitg to 
feedwater transient* 

e ACRB - Advisory Committe* on Reactor Safeguards 80/04/17 13pp 


8006130098 Sunmarg of ACRS aubcomnlttee on Regulatorg Activities 6004-09 
neeting in Me ih Ingtont DC ra ragulat-ory guides & stds 
* ACRS Advisorg Conmlttca on Reactor Safeguards 80/03/01 16pp 


8006160039 Dlecussei draft final rulae 10GFR30 8 70 on tmargoneg 
p lanning. NRC-FCrlA approach iheuid be developed Ic Implemented 
to ancourage state t local agencies to incorporate federal 
efforts Into their emirgtncg planning 

PUEBSETiH B. ACRS - Advisorg Committee on Reactor Safeguards 

80/06/11 2pp, 


80061601B9 Comment* on ECG5 b Natural Circulation Subcommittee 
B00325-26 meetings Bemlscale should be used soon for 
series of scaping eiperirsients to determine amount of 
noncondsnilble gas necessarg to degrade reflux boiling mode 
CATTONj I, ACRS - Advisorg Committee on Reactor Safeguards 
80/03/08, 2pp 


8006160195 Discusses 800411-12 UBA/Wsst Oermany melt research progr^n 
review 6 info exchange meeting R Denning conclusion* in 
support af Rogovin rept include uncertainties In excess of 
boundary conditions 

CATTDNf I ACRS - Advisorg Committee on Reactor Safeguards 
80/06/10 4pp 


8006160203 Discusses ACRB Subcommltteo on Concrete I* Concrete 
Structures 600422-23 meeting Adequate provisions for 
integrating results of related re*earch efforts bg industry 
sponsored groups & govt organl xation* not apparent 
PICKEL, r M Union Carbide Corp 90/03/16 2pp 


6006160204 Transcript of 242nd ACRS meeting on 800603 in Hash Ingtofif DC 
Pp 1-234 

* ACRS - Advisory Committee on Reactor Safeguards 80/06/03 
279pp 


8006160209 Transcript of 242nd ACRS open session on 800606 in 
WashlngtoniDC Pp 299-28? 

a ACRS Advisory Committee on Reactor Safeguards 60/06/06 4(lpp 


BOO617O207 Request* brief i uirlttsn statu* rept re overall effort by Ofc 
of Nuclear Reactor Regulation In area of pellet-clad 
Interaction Should Include discussion of whether fuel 
failure* would be increaied bg extending fuel burnup limits 
LIBARKIN.K W ACRS - Advisory Committee on Reactor Safeguards 
79/07/27 ip. 


8006170330 Summary of combined ACRS ECCS/Reactor Fuel Suhcomeiit tee 
800214 meeting in WashlngtoniDC re offsets of externally 
fflountod thermocouples on LOFT fuel rods 

4 ACRS - Advisory Committee on Reactor Safeguards 00/04/00 3fpp 


8006170343 Summary of ACRS Subcommittee on ATW8 800129 meeting In 
Nashlngtoni DC re proposed resolution of ATW8 

* ACRS - AdvUory Committee on Reactor Safeguard* 60/04/12 23pp 


8006160066 Dlscuises proposed position on seismic scram NRC does not 
h«ve position for or against seismic scram Rteemmends that 
NRC initiate modest study of effects of seismic scram on 
various accident or transient seenarlo* 

PLEBSETiM 8 ACRS - Advisory Committee on Reactor Safeguard*. 
80/06/11 Ip. 


8006160072 Discuesta lelsmic qualification of PWR auilUarg feedwater 
tyt. Rtcommtndi that NRC apply addl manpower to complete 
review of affected plants. LTtili should perform 1-ndependent 
review* on same time seal*. 

PLESeETi 8 ACRS Advisory Committee on Reactor Safegirarde 
80/06/10. ip. 


8006160076 Rttpond* to 800401 reatriit for addl info re ACRS comments 
In 800311 Itr concerning near-term OL items from Draft 3 
of NRO Action Flan Appraisal of marlt of referenced 
proposals will b* possible only after deliberate study. 

PLESSETrh. 8 ACRS - Advisory Comniittee on Reactor eefeguardi 
eO/06/10 2pp 


8006160101 Comment* en N0ftE0-0667» "Transient Response of B6 W-Dib I gned 
Reactor*, " Expresses conesrn that recommendations in rept 
show continuation of NRC trend toward less fleslbilltg tn 
resolution of safety issues. 

PLESBCTrM 8 ACRS - Advisorg Committee on Reactor Safeguards 

80/06/10, 2pp 


8006170346 Summary of ACRS Subcommittee on Metal Componints 000123-24 
meeting in Washington* DC re status of steam generator 
problems 

♦ ACRS - Advisory Committee on Reactor Bafeguard* 80/03/21. 2lpp 


8006180629 Comments on 800424 natural circulation meeting re use af 
LQFT/8EM1 SCALE faculties In future research activities 
Hors specific statements should be made on purpose of tests 
St of instrumentation Ik programs used. 

ACOSTA, A J Affiliation Unknown 80/04/29 Ip 


8006190190 Notice of change of location of ACRS Ad Hoc Bubcoffiml t tee on 
TKlrUnlt 2 Accident Action Plan 000401-02 meetings Meetings 
will be Held in Room F-II81 Phillips Bldg# Dethesda, HD 
HOYLE. J C ACRS - Advisory Committee on Reactor Safeguards. 

00/03/19. ip 


8006190i95 Notice of 
Components meeting 
American tluseum of 
HOYLE. J.C. ACR6 - 
00/04/16 Ip 


rescheduling of ACRB Subcommittee on Hetal 
Meeting will be held on B00424 at 
Science tn Technology . Oak Ridge. TN 
Advisory Committee on Reactor Safeguards. 


8006190200 Notice of AGR8 Procedures St Administration B00430 meeting 
in Washington. DC. 

HOVLEf J C. ACRS - Advisory Committe* on Reactor Safeguards. 
80/04/14 ip. 


8006160111 Discusses factoring of quantitative estimates into seismic 
safety evaluation. ACRS wishes to develop rationale for 
incluttlng estimates in decision-making process Requests 
update re NRG efforts to develop rationale 

PLEBSETiM 8. ACR6 - Advisory Committee on Reactor Safeguards 
00/06/ 10. ip 


8006190209 Notice of ACR8 Gubcommittee an Metal Component* 000424-23 
meeting* in Washington. DC to review heavy section iteel 
tschnulogy 

HOYLE. J C ACRS - Advisory Committee on Reactor Safeguards. 
80/04/02 3pp 


B006160182 Comment* on 900424 ad hoc Bhete meeting on natural 
( ireulatl an. Bemlscale should be encouraged to solve heat 
lose pro-blem on Priority I basis LOFT instrumentation group 
seems to be isolatfil & tends to be unimaginative 
CATTON. J ACA6 - Advisory Coromlttes an Reactor Safeguards 
00/09/03 ip 


8006190219 Notice of ACRS Ad Hoc Subcommittee on Natural Circulation 
of Feed 6 Bleed Heat Removal 8Q0424 meeting in 
Washington. DC 

HOYLE. J.C- ACRS - Advisory Committee on Reactor Safeguards. 
00/04/02 3pp 


8006190221 Notice of ACRS Subcommittee on ECC8 B00326 in Wes h Ingtom DC 
HOYLE. J C. ACRB - Advisory Committe# on Reactor Safeguards. 

80/03/09 2pp 
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8006190667 Sucnmarg of ACRS Wa*te Mgt Subcommittoc 791031 meeting In 
WafKing ton* DC re ob jec t I ve«# goa 1 » & priorities of NRC 
Uflfte inngt ^ fuel cycle reiearch programs 

» ACRS - Advisory CoiotnittBe on Reactor Safeguards 79/12/10 iBpp 


— 8006190666 DiscUft«et VJaste Mgt Subcommittee 791031 meeting Foruards 
revised tey to project classification matrices end u/79l022 
ftiemo 

ARESENAULT.F J Division of Safeguards 79/11/06 4pp 


6006200039 Notice of ACRS Ad Hoc Subcommittee on TMI Unit 2 Accident 
Action Plan 800401-02 meeting in Hash ingtont DC to continue 
consideration of Draft 3 of NUREO-0660 

HOVLEi J C Office Of the Secretary of the Commission 80/03/10 

Spp 


8D06200193 Summary of ACRS TNl-2 Accident Bulletins & Orders 
Subcommittee 800304 meeting in Washington, DC 

s ACR3 - Advisory Committee on Reactor Safeguards 00/04/22 13pp 


6006200619 Notice of ACRS Sobcomml ttee on ATWS 800326 meeting in 
Mash ington, DC 

HOYLE I J C Office of the Secretary of the Commission 80/03/05 

2pp 


8006230015 Notice of proposed meetings of ACR9 sub comml t tees* uork Ing 
groups 6 full committees from 800329-0506 

HOYLE* J C Office of the Secretary of the Commission 60/03/14 
3pp 


8006230016 Notice of ACRS Subcommittee on Site Eveluetlon 000422 
meeting in Wash ington* DC to review 10CFR50 U NURE0^0694 
HOYLE* J C Office of the Secretary of the Commission. B0/04/0i 
app 


8006230023 Notice of ACRS Subcommittee on Reactor Safety Research 
600409 meeting in Wash Ing ton* DC to review Ofc of Nuclear 
Regulatory Research response tci ACRB r ecommendatlohs to 
Congress re NUREO-0657 

HOYLE* J C Office of the Secretary of the Commission 60/03/20 
SPP 


6006230027 Notice of ACRS Subcommittee on B&M Water Reactors G0040B 
meeting in Washington* DC to complete rsvleui of NRC study 
to determine uhether const should be halted on certain B&W 
plan ts. 

HOYLE* J C Office of the Secretary of the Commlssian QO/03/10 
QPP 


8006230053 Notice of ACRS Subcommittee on Regulatory Activities 
000409 meeting in Wash Ington* PC 

HOYLEf 0 C Office of the Secretary of the Commission 80/03/20 

app 


8006230098 Notice of ACRS Subcommittee on Power fc Electrical Bys 800409 
meeting in Wash Ington* DC to discuss niicleer date link 
HOYLE*J C. Office of the Secretary of the Commission 80/03/20 
3pp 


8006230066 Notice of ACRS Ad Hoc Subcommittee on TMI*Unit 2 Accident 
Impllcetloni 600409 meeting in Washington* DC 

HOYLE I 'J C Office of the Secretary of the Commission. 80/03/20 
3pp 


6006230079 Notice of ACRS Subcommittee on Concrete t< Concrete 
Structures 600323-26 meetings in Washington* DC to review 
user needs in structural engineering 

HOYLE* J C Office of the Secretary of the Commission 80/03/05 

2pp 


800623-0084 Notice of change of date of ACRB 9ubcommittee on ECCB 
meeting Nesting rescheduled to 800325 

HOYLE* J c Office Of the Secretary of the Commission 60/03/14 
IP 


8006230229 Notice of ACRB Subcommittee on Reactor Fuel 800429 meeting 
In Washington* DC to discuss NRC research program on reactor 
fuels for ACRS annual repts to NRC tc Congress. 

HQYLEr J C Office of the Secretary o# the Contmisslon BO/04/09 

app 


8006230234 Notice of rescheduling of date of ACRB Ad Hoc Subcommittee 
on Natural Circulation Heat Removal meeting to 800316 Title 
of subcommittee changed to ACR8 Ad Hoc Subcommittee on 
Natural Circulation tc Feed Bleed Heat Removal 
HOVLE*-J C. Office of the Secretary of the Commission BO/03/14 
Ip* 


8006240327 Notice of ACR8 Subcommittee on Safeguards & Security 600626 
meeting in Wat hlng ton* DC to review pertinent portions of NRC 
research program re spent fuel storage pool constnuence 
estimates from sabotage U plant security 

HQYLE. JC Office of the Secretary of the Commltslon 80/06/05 
3pp 


6006240520 Notice of ACRS Subcommittee an ECC3 800624-29 meeting in 
Washington* DC to revletj resoarch programs re LOCAs & 
transients 4* LOFT 

HOYLE* JC Office of the Secretary of the Cammiision 80/06/04 
3PP 


B006240588 Notice of ACR8 Subcommittee on Metal Components 800617-16 
meeting in Washington* DC to review pertinent portions of 
NRG research program 

HOyLE*J C Office of the Secretary of the Comnisslon BO/03/23 
3pp 


6006240591 Notice of ACRS Subcommittee on Advanced Reactors G00613 
meeting in Wash ing ton* DC to discuss NRC funding program 
d Irec t lon/terminat Ion Some closed sessions necessary 
HOYLE* J C Office of the Secretary of the Commission BO/05/23 
3pp 


8006240599 Notice of ACRB Subcommittee on Regulatory Activities 800604 
open meeting in Wash ington* DC to discuss proposed Reg Ouide 
1 23rRBvisliin 1 & revisions to lOCFRSO t* 55 

HQYLE* J C Office of the Secretary of the Commission 00/05/16 

2pp 


8006240603 Notice of ACR8 8ubeommitt«» on Exirtne External Phenomena 
800604 fflcfttng In Washington* DC to discuss criteria for 
seismic design of safe shutdown !< heat removal sys* seismic 
scram h research budget Some closed sessions may be needed 
HOYLE* J C Office of tht Secretary of the Commission 60/09/16. 

3pp 


6006240600 Notice of ACRB Subcommittee on Reactor Baftty Research 
800603 meeting in Wash ing ton* DC to review pertinent portions 
of FY82 research budget. Some sessions may be closed to 
explore matters Involving proprietary info. 

HOYLE*J C Office of the Secretary of the Commission 60/05/14. 

3pp 


8006290067 Notice of ACR8 Subcommittees on Waste Hgt S* Fuel Cycle 
800626-27 meeting In Washing ton* DC to dlscusi pertinent 
portions of NRC research program 

HOYLE* J C Office of the Secretary of the Commission 80/06/09 
3pp. 


8006290091 Notice of preliminary schedule of proposed meetings of ACRS 
subcommittees 1* working groups* talcing into account addl !< 
pottponed/ca-ncel led meetings since 800425 publication. 

HOYLE* J C Office of the Secretary of the Commission 60/05/12. 

6pp, 


8006250147 Notice of ACRS Subcommittee on LERs 600422 meeting in 
Mash Ing ton* DC 

HOYLE* JC. Office of the Sacretiry of the Commltslon 60/04/01. 
3pp 


8006290331 Summary of ACRS Ad Hoc Tm-2 Accidant Implications 
Subcommittee 800303 meeting in Weshlngtom* DC 

* ACRS - Advisory Committee on Reactor Bafegwards 80/04/22 2Spp 


0006290371 Buflvmary of a39th ACRB meeting on 800306-00 in Wash ington* DC 
Items considered include Ni/REO-0660t proposed plant for 
ImpLemintetlon of NRC bulletins L nrders resulting from 
Tt11-2 accldtnt h floating nuclear plant core ladle design 
FLESSETtM 8 ACR8 - Advisory Committee on Reactor Safaguards, 
80/03/24. 2pp. 


3006290374 Dltcustas plan for extended operation of light water breeder 
reactor Based on 241st meeting on 600901-03 w/Uestlnghouie* 
util* DOE Ic NRC*ACR8 believes operation of reactor core to 
24*000 EFPH is acceptable. 

FLEBSETtN. 8 ACR8 - Advisory Committee on Reactor Safaguarde. 
80/09/06. Ip 


80Q6260082 Notification of ACRS Subcommittee on B&M Water Reactors 
800429 meeting in Mash Ing ton* DC to revieu NWREC-0667 
HOYLE* J C. Office of the Secretary of the Commission. SHIELDS* W C 
Office of the General Counsel. 80/04/09. 3pp. 


8006260329 Forwards FR notice ACRB Bub committee on Advanced Reactors 
800619 meeting* for publication on 300929 

CHILK*6, J Office of the Secretery of the Commission, 80/05/23. 
Ip. 
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— 3006260364 FR notlc# of ACRS agbcointnit^tt on Advanced Raactor* 800613 
meeting ir> Waehlngtoni DC 

HOVLEiJ C Office of th* Secretery of the €omtnl««lon 00/05/23 

2pp 

0006270005 Itotificetlgn of ACR5 Subcommittee on Regulatornj Activltioe 
000430 tneetlng In Wa»6 Ington, DC to hear comment* on Reg 
Ouidai U 144 S( 1 XXK 

HOYLEr J C Office of the Secretary of the Commietion 00/04/14 

2pp 


0006270355 Tentative tchedule for ACRS eubcommi fete* on BI(M Uater 
Reactor* 300400 meeting 

# ACRB - Advtiory Committee on Reactor Safeguard* 0O/O4/OB ip 


0006270353 Schedule & outline for di«cu<»lan at S41«t ACR9 meeting on 
800501-03 In tfaihlngtoni DC 

* ACR8 - Advi*ory Committee on Reactor Safeguard* 00/04/23 5pp 


0006270377 Tran«crlpt of ACRB Bubcommtttee on Metal Component* 000618 
mettlrg in Waehingtani DC, Pp 285-463. Morning •e««lon Related 
matl it vleugrapht end, 

e ACRB - Advleory Committee on Reactor Bafeguarde 00/06/18 
275pp 


6006270381 Tranicrlpt of AORS Subcommittee on Advanced Reactor* 800613 
meeting in Wa«hington« DC Pp 1-205 Related mail* it vleugrapht 
end 

* ACR8 - Advltory Committee on Reactor Befeguardt 00/06/13 
SOOpp 


6006300010 Submit* ttatu* of near-term CP application* dltcumeed at 
241*t ACRB meeting on 600501-03 Support* recommendation by 
repreeentati ve that Interim approach to major policy levuea 
fhould t^e developid 

PLEBSETiH B ACR8 » Advitorg Committei Oh Reactor Safeguard* 
30/05/06 2pp 


3006300116 Firtt draft of *'Phg*ic< of Reactor Meltdown Accident 
COHEN* B L Plttfburgh* Univ of. 80/03/24. 29pp 


B00630031S Notificaiion of ACRB Subcommittee on Reliabilltyi it 
Probehll iitic Aeieetment 800430 meeting in l4a*hington> DC 
to continue evaluation of need to develop ntu^r^^l^o^ive 
safety goal* for plant* Segregation determination end, 

HOYLGf J C Office of th# Secretary of the Commieeion 80/04/09. 

3pp. 


800630D31B Kotiflcatlon of ACR8 Ad Hoc Bubcomnittee on Clan 9 
Accident* 800509 meeting In ChUagoilL Segregation 
determination end 

HOYLE* J C Office of the aecratary of the Commie* Ion, SHILEOS.H C 
Office of the Ceneral Counsel 80/04/21 3pp. 


8006300324 Metlfleatlon of ACRB 600519-20 it 20-29 meeting* w/Oerman 
Reactor Safety Committee i French Oroupe Permanent-Reactor 
in Obrighilmj Oermany Font#nay-Au*-Ro*e*» France to dl*cu** 
reactor safety It practice, u/«tgregation determination 
HOVLEiJ C Office of the Secretary of the Commliston. 8H1ELD«M C 
Of flea of the OintraL Counsel 60/04/25. 3pp 


6006300329 Notification of ACRB Subcommittee on Reactor Operation* 
000520 meeting in Uaeh Ingtont DC to revieu NRC research 
program* Sagregatlon determination end. 

HQVLEjJ C Office of the Secretary of the Com<ni**lon SMIELDSi H C 
Office of the Central Counsel BO/04/29 3pp 


8006300540 Notification of change of ACRB Subcommittee on Rellebllity 
it Probability Asietemetit 800430 meet ing. Portion* of meeting 
re NRC budget may be doted to public U/ determination made 
per Federal Advisory Committee Act 

HOVlEjJ C Office o# the Secretary of the Comrnlselon, 8Hl£LDBi M M 
Office of the Oeneral Counitl 60/04/22. 2pp 


6006300661 Summary of 241ftt ACRE meeting on 800410-12 In Hash Ing ton^ DC 
Item* considered include review of NUREO-O66O1 d i scuss i qn of 
ATWS w/r epr esentatl ve» of nuclear power industry t< 
ditcusftion of effect on ACRS of 1900 Reorganization Plan I 
PLESSETi M S ACRS - Advisory Committee on Reactor Bafeguardi, 
80/04/22 3pp 


COMHtBSION NRC COMMISSIONERS 


8001040696 Commissioner Kennedy's correspondence for May-Dec 1979 
KENNEDY* RT Commission 79/12/10 UOpp 


QOO416OIG6 Re^uett* comments on proposed rulemaking concerning disposal 
of radwastes produced by nuclear facilities Comments due by 
800415 FR notice end 

AHEARNEi J F Commission 80/03/12 Ip 


— 6004160190 Requests comments on proposed rulemaking cGncernlny disposal- 
of raduamtes produced by nuclear facilities Comments due by 
B00419 FR notice end 

AHEARNE, J F Commission 80/03/12 2pp 


— 9004160193 Request* comments on proposed rulemaking concerning diiposal 
of raduastei produced by nuclear facllltlas Comments due 
by 800419 FR notice end 
AHEARNE* J F Commission 80/03/12 2pp 


— 8004160196 Requests comments on proposed rulemaking concerning disposal 
of radwastes produced by nuclear facilities Comments due by 
by 800415 FR notice end 
AHEARNE< J F Commission 80/03/12 2pp 


—8004160200 Requests comments on proposed rulemaking concerning dlspcial 
of radwaates produced by nuclear facilities Comments due by 
800415, FR notice and. 

AHEARNE. J F Commission. 80/03/12 2pp 


—8004160202 Requests comments on proposed rulemaking conearnlng dLspotal 
of ridwastes produced by nuclear facilities Comments due by 
000415 FR notice end 

AHEARNErJF Gomnisslon 00/03/12 2pp 


— 8004160203 Requests comments on proposed rulemaking concerning dispotat 
of radwastes produced by nuclear facilities Comments due by 
800415 FR notice end, 

AHEARNE^JF Commission 80/03/12 2pp 


— 8004160206 Requests comments on proposed rulemaking concerning dlsfotal 
of raduastes produced by nudaar facilltias Comments due by 
300415 FR notice end 

AHEARNEtJF Commission 80/03/12 2pp 


—8004160209 Requests comments on proposed rulemaking concerning dlspaaal 
of radwastas produced by nuclear facilities Comments due by 
300415 FR notice end 

AHEARNE, JF Commis*ion 80/03/12 2pp 


— 8004160812 Requests comments on proposed rulemaking concerning dlspof* 
of raduastes produced by nuclear facilities Comments due by 
800415, FR notice end 

AHEARNE* J F. Commission 80/03/12 2pp 


— 8004160819 Requests comments oti proposed rulemaking concerning dispose 
of raduastes produced bg nuclear facilities Comments due by 
600415. FR notice end 

AHEARNE. J F. Commission 80/03/12. 2pp 


'8004160820 Requests comments on proposed rulemaking concerning dltpoia 
of raduastes produced bg nuclear fac 1 1 ities, Comments due by 
800415 FR notice end 

AHEARNE. J.F Commission 80/03/12 5pp 


80041B0211 Responds to 300128 Itr re NRC emphasis on emergency plannlha 
for nuclear accidents NRC it FEKA cooperate in developing 
emergency planning rules 1( related state guidance, 

AHEARNE. J.F, Commission 30/03/18 Ip, 


8005200503 Discusses reasons why Commission doe* not support H R 5923 
re requiring Secretary of Energy or Secretary of Defense to 
notify state Legislature about proposed const of state 
raduaste storage facility. 

AHEARNE. J F Commission 80/04/28 2pp, 
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--^OOSSOOSIS Requests comments on end H R 5923 re requiring 8icret4ry 
of Energy or Secretary of Defense to notify State 
legislature about proposed const of state raduaste storage 
fac 1 llty 

STAGDERSiH □ House of Rep ■ Intent tc Foreign Commerce 
79/1 I /2D 6pp 


0OO52QO455 Responds to 800207 Itr re reactor control sys failures uihich 
could result In accident sequences not previously 
anticipated Coirimlsslan recognizes need for addl deliberate 
investigation of control sys failures consequent effects 
AHEiARNEi J F Commission 90/05/14 2pp 


— 8009280473 Discusses status of actions re high energy line break ui/ 
consequential control sys failure Foruards interim criteria 
to b-e considered in raaltid follotirup reviews Supporting 
tattles end 

CHECKiP 8 Division of Operating Reactors 79/12/19 I7pp 


8D06020156 Comments on draft hi Hi "To Establish Nuclear Safety 
Oversight Committee '* Recommends that accompanying Itr be 
sent to Congress clarifying that committee will not 
Influence decisions or actions before Commission 
AHEARNE. J F Commission 00/05/01 llpp 


800&030586 Comments on Draft 3 of NURE0-06f>0, "NRC Action Plans 
Developed as Result of Tlil~2 Accident *' Insufficient 
attention given to both general tc special policy questions 
which require consideration in connection w/near-term OLs 
PLEBSETjM 8 ACR8 - Advisory Committee on Reactor Safeguards 
aO/04/17 Spp 


8Q06090020 Responds to request for data comparing population densities 
near reactor sites abroad w/US figures Info is sketchy & 

Imprecise Comparisons should serve Immediate purposes Six 
foreign countries involved have higher densities than US. 

HANRAHANiE J Office of Standards Developmanti Director 80/04/21 
i^PP 


□006090110 Ack receipt of 000312 Itr re NRC policy on differing prof 
opinions Outllnei character it tics of proposed NRC policy 
that match Intent of recipient comments 
AHEARNEiJ F Commission 60/04/29. Ip 


‘‘-6006090113 Comments on NRC proposed policy on differing prof opinions 
Policy should be immediately Implemented 

VON HIPPELiF r RAVEN-HANSHNi P. American Association for the 
Advancement of Science 80/03/12 2pp. 


6006110393 Ueekly info rept for uic ending 800916. 

REHMi T A Office of the Executive Director for Operations 
QO/09/21 32pp 


6006180059 Weekly info rept for uk ending 800923 

R6MH#T A Office of the Executive Director for Operations 
aO/05/29 39pp 


6006120065 Comments on amends to Reorganization Plan 1 of 1980 Congrats 
should not disapprove amended plan Oltlmate agency authority 
to Interpret U apply plan resides w/Commiis ion. Add 1 
clar 1 f icatlon needed to prevent conflict for NRC 
AHEARNEiJ F Commission 80/03/14 2pp 


*“‘8006120071 Comments on amends to Reorganl tatlon Plan 1 of i9eO( Congress 
should not disapprove amended plan Addl clarification needed 
to prevent conflict for NRC Separate comments by Chairman 
Ahearne end 

AHEARNE, J F Commission. 80/03/14 4pp. 


8006120100 Comments on H R 4739 authorizing Qfc of Science & 
Technology to serve as federal focal point for encouraging 
technological risk comparisons Bill addresses desirable 
ob jectlve. Proposed approach would be useful 
AHEARNEr J F Commission 80/09/14. Ip 


— 8006120107 Requests comments oti end H R. 4939 authorizing Ofc of 
Science 6 Technology to serve at federal focal point for 
encouraging technological risk comparisons 

RITTERiD House of Rep i Science 6 Technology 80/03/26. 10pp. 


8006120201 Declines invitation to speak at Fourth ANfl Topical fleeting 
on Technology of Controlled Nuclear Fusion on 801014 
HENDRiEiJ. K Commission 00/03/02. tp 


—6006120207 Extends invitation to speak at Fourth ANS Topical Meeting on 
Technology of Controlled Nuclear Fusion on 001014 
TENNEYiF H Princeton Unlv. 80/04/03 Ip 


0006120213 Responds to 600403 Itr re project to compile fact sheets 
dealing w/low level waste Project it excellent 6 would be 
useful Offers NRC assistance 
HENORtE. J M Commission 60/09/02 Ip 


— 8006120219 Requests NRC asilstanct in compilation of fast-fact sheet 
re low level weste 

MARTViR Swedish Hasp Medical Center SeattleiNA 60/04/03 ip 


8006120260 Requests assistance in obtaining Congressional approval of 
FVaO supplemental budget DHB 800407 cutting of NRC travel 
6 transportation funds would severily limit ability of NRC 
to carry out required functions 
AHEARNE. J F Commission 00/03/13 Ip 


0006120264 Ack receipt of Oatllnburg II workshop proceedings U copies 
of recent speeches Discussions at Oatlinburg are step 
forward 

HENORIE.JM Commission 60/05/02 Ip 


— 8006120266 Forwards Oatlinburg 11 workshop proceedings 8( recent 
speeches Workshop brought together approx 40 representatives 
of nuclear enterprise St public regulatory bodies U/o ends 
UEINBEROiA M Oek Ridge Uni VS 80/04/23 Ip 


8006130002 Declines invitation to attend 12th Annual Natl Conference 
on Radiation Control on 800518-22 in LouisviUe.KY Prior 
commitments preclude attendance 
HENDRIEiJ H Commltflon 80/04/30 Ip 


' — 8006130003 Extends invitation to attend 12th Annual Natl Conference on 
Radiation Control on 800518-22 in Louisvlllei KY 
LACKERi D K Cqnfarsnct of Radiation Control Program Directorsi 
Inc 00/04/19 Ip 


0006130023 Raeponds to 000404 Itr RQ Mlnogue. Directari Of c of 8tds 
Davelopmtnt will be NRC repreeentatlve to Radiation Policy 
Council NJ DircksiDirector. Dfc of Nuclear Katl Safety Sc 
8afoguarde will he alternate 
AHEARNEiJ F Commlfiion 80/03/12. tp. 


—0006130027 Raqueete appointment of NRC representative to Radiation 
Policy Council Executive order eetabliehing council end 
COSTLEiD M President of US Sc Executive Offices 60/04/04 19pp 


— 8006130031 Requests appointment of NRC representative in anticipation 
of executive order eetabtishing Radiation Policy Council. 

COSTLEiD. M Environmental Protection Agency 79/11/30 Ip 


6006130180 Comments on H, R 6570 re providing federal aseletanct to 
states for development of waste buriel grounds Section 4(b) 
should be amended to permit use of federal facilities by 
states committed to establishment of disposal facility. 
AHEARNEiJF Commieston 80/03/29 4pp 


— 8006130191 Requatti vlaws on end H R 6970rTa providing federal 
assistance to etatei for development of waits burial 
grounds 

STAOOERSiH.O House of Rap. i Intent 6 Foreign Commerce 
80/03/21. llpp. 


8006130197 Bubmlte quarterly rept to Congress on number of full-time 
emplayees hired V promoted 791001-1231. No actions reported 
r« promoting NRC equal employment opportunity N/o end. 

AHEARNEf J F Commission. 80/05/28 Ip 


— 8006130200 Submits quarterly rept to Congress on number of full-time 
employees hired promoted 791001-1231 No actions reported 
re promoting NRG equal employment opportunity N/o end 
AHEARNEiJ F. Commiiiion 80/03/28. tp 


— 0OO6I3O2OS Provides Subcommittee on Envirom Energy ti Natural Resources 
w/quarterly rept to Congress on number of full-time 
employees hired U promoted 791001-1231 No actions reported 
re promoting NRC equal employment opportunity H/o end. 

AHEARNEiJF Commission 80/03/28 Ip 


—8006130207 Provides Subcommittee on Nuclear Regulation w/quertirly rept 
to Congress on number of full-time employees hired b 
promoted 791001-1231 No actions reported re promoting NRC 
equal employment opportunity M/o end 
AHEARNEiJ f Commlseion. 80/03/26 Ip 


— 8006130213 Provides Subcommittee on Energy 6 Environ w/quarterly rept 
to Congress on number of full-time employees hired 
promoted 791001-1231. No actions reported re promoting NRC 
equel employment opportunity H/o end 
AHEARNEiJF Commission. 80/03/28, ip 
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— 6006130219 Provider Su&c oaunltt** on Energy h Pouitr u/ 4 iuarterly r»(}t 
io Cangrifs on nunber of ruU-^tlnii ttstployeof lilred 
pTflffQtetf 791001-1231 No «ctlon« reporbvii re promoting NllC 
«q,gftt emploiinent -opportunity W/o encl 
AHEAANE. J F Commlision 60/09/26 Ip 


8006260192 Responds to 800414 Itr foruarding KY B00213 HoUftO Hesolutl^^n 
37 requesting federal technical it financial assistance for 
Makey Flats decommissioning RRC not authoriied to provide 
funds for such purpose 

AHEARNE.J F Commission 00/06/09 Ip 


8006120385 Responds to 800204 Itr re proposed relocation of NRC 
Region 4 ofc to Fort l^orthiTX 06A Regional Administrator 
bests rtlocatlon rtcpflsmtndation on Eiecotlve Order 12072 
NRC unable to reverse decision 
AHEARNE, F Comm lii ion 80/09/19 Ip 


— 8006260159 Foru/ards po02l3 House Resolution 97 requesting federal 
technical 6 financial assistance for Maxey Flats 
decommissioning 

BELLrS Kentucky, State of 80/04/14. 9pp 


— 8006130307 Confirat 000304 telcon re relocation of NRC Region 4 ofc to 
Fort Worth, TX Htndri# 790711 Itr advised that Arlington, 

TX leaee vould be renegotlattd 09A 000215 Itr notified that 
ofc would be moved Prompt exemlna tl on of matter requested 
FROST, M House of Rep 80/03/04 2pp 


8006300531 Forwards latest draft policy statement re licensing 
decisions & specific guidance for near^terni QL cases Three 
Commissioners are In agreement w/approach Afternoon meeting 
uili assess further comments 
AHEARNE.J F Commission 00/06/06 lOpp 


8006180074 Weekly Info rept for uk ending 800530 

REHHjT a Office of the Executive Director for Opcretions 
80/06/05 27pp 


8006300614 Responds to 000409 request for info re NRC federal womin's 
program Forwards plan for monitoring & evaluating progress 
on NRC affirmative action plan for FY80 S, *'Equal Employment 
Opportunity Plan FY0O 

AHEARNE, si F Commission 80/05/21 Ip. 


8006200974 Responds to 800922 request to clarify statements made during 
800415 Cammifslofi aeeting re environ qualification of 
safety-related electrical equipment. Forwards NRC 800523 
aamorandum C, order. Cert 1 f icate of 6vc encl 
DIRCK0, H J Office of the Executive Director for Operations 
80/05/23 4pp 


— 8006300617 "Equal Employment Opportunity Plan FY0O " Plan for 
monitoring 6 evaluating progress on NRC affirmative action 
plan for FY80 encl 

Ti/CKERiE E Office of Equal Employment Opportunity DIRCKSiH O 
Office of the Executive Director for Operations AHEARNEi 0 F 
Commission 00/05/02 7ipp 


0006230112 Act receipt of 000523 Itr & outlines for media training 
programs Info It being forwarded to training personnel for 
dleeuss ion. 

HEHDR I E,J M Coeuslitlon. 80/06/02. Ip. 


—8006230117 Forwards format for 1-day workshops on public speaking used 
In media training pragrens 

CRUTCHFIELD, C Hedta Coausunicatloni, Inc, 80/05/23 5pp 


S00623011'9 Ratpandf to 000429 Hr & encl re thermodynamic i Sc basis of 
nuclear Industry NRC U predteesser have never claimed that 
nuclear science is perfect Refutes contention re 
tbermadynanle theory. 

HENDRlErJH Commliilan. 00/05/22 2pp. 


—8006230123 Forwards rept re thermodynami cs. Nve Lear Industry Is not 
based on true, precise, next-to-perf#ct science as wes 
believed prior to TMl W/o encl 
CLARKrR W Affiliation Unknown 80/04/29. tp 


0006230120 Responds to Cltiient for NRC In Silver Spring. HD 800907 
request for meeting w/Comnltslon re relocation in Sliver 
Spring Decision on where to relocate has not yet bean made 
by Congress 

AHEARNEiO F Commission. 00/09/21 ip 


—8006230131 Requests, on behalf of Cltiient for MRC In Silver Sprino, HO, 
meeting w/NRC to facilitate NRc relocation to Silver Spring. 
FREEDMAN, Q Affiliation Unknown 00/05/07 ip 


0006230137 Advises of nomination of Jfl Hartin to serve as alternate 
for future meetings of State Planning Council on Radwaste 
Mgt Expresses appreciation for support of NRC participation 
on Council as nonvotlng observer. 

AHEARNE, J.F Coauilsslon 00/05/20 Ip 


8006230206 Urges, on bshalf of UC8, reconsideration of Commission new 
policy to permit licensees to challenge need for new TMI- 
related safety requirements tntervenors should be given same 
rights per case law 

WElfifliE. R Sheldon, Harmon 6 He 1 si. 80/06/09. 3pp 


8006240537 Urges, on behalf of New England Coalition on Nuclear 
Pollution, reconsideration of Commltsion 000609 policy 
statement for DL r equlrementi. Olylng action plan force of 
regulations violates due process 

UORDAN,H 9. Sheldon, Harmon ti Htiss 80/06/13 4pp 

8006240601 Weekly Info rept for wk ending 000606. 

**** Executive Oirectar for i>perations 


8006290303 Ack receipt of 800508 Hr r. dangers of nuclear power Ltr 
00/09/27 ^'‘•hcIscQ, Office of the Director 


6006300665 Responds to FOIA request far official communications from 
UM Hsndrle to Congress during tenure as Chairman It 
Commissioner of NRC. All correspondence is avalleble in PDR 
Forwards documents listed in App A 

FELTON.JM Division of Rules and Records 80/06/23. 2lpp 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


6006020919 "Publication of Regulatory t. Technical Documents Prepared 
by NRC Contractors, Including Repts Prepared Under or Per 
Interagency Agreements *' 

• Division of Technical Information St Dacument Control 
NRC-lO-80-662 NRC APP 3202 78/01/25 95pp. 


—8006020926 "Contactor Organ! xatlonal Conflicts of Interest," 
IOCFR20-1 54 effective rule Rule avoids, el Imlnates or 
neutralUes contractor organizational conflicts of 
Interests 

CHILK, B J Office of the Secretary of the Commission. 
NRC-lO-00-662 79/03/27 I2pp 


0006030039 Notification of contract execution. Mod 12 to "Evaluation of 
Boll Behavior Under Earthquake Loading Conditions " 

Contractor! Shannon It Wilson, Inc «< Agbabian Associates 
W0i.LETT,8 A Research Contracts Branch. FIN B-SOJS NnC-04-76-200 
79/11/01 Ip 


—8006030042 Mod 12, changing completion date from 791031 to 800531, to 
"Evaluation of Soil Behavior Under Earthquake Loading 
Conditions " 

MORTON, K V Research Contracts Bnnch MILLER, R p Shannon k 
Wilson, Inc FIN 8-3015 NRC-04-76-200 79/11/01 Ip 


8006030046 Notification of contract execution. Mod 4 to "Licensee 
Performance Evaluation *' Contractor* Teknekron Inc 

80/05/12^ '^*****'*^ Contracts Branch FIN B-122S NR C-O 9 -70-302 


noo n, monifying Statement of work « 
performance w/addl funding, to "Licensee Performance 
Evaluation " 

J!!!'?’''"'’ Contracts Branch COHEN, 8 Teknekron, 
FIN B-1228 NRC-05-7S-302 80/05/12 3pp 


vxvvnaing 




B006030052 Notification of contract execution, Mod 3 to "Radioactive 
Matl Transportation." Contractor * Univ of Denver 

FLVNN,M Administrative Contracts Branch. NRC-06- 70-361. 80/09/16 


8006030055 Mod 3, extend ing period of performance for seven month 

to "Radioactive Mat! Transportation." 

MATTIA, M U. Administrative Contracts Branch DAVIS, P L 
Denver, Unlv of, 

NRC-06-7B-361 80/05/16 Ip 


■8006250305 Expresses opposition to use of nuclear power Profit is 
being put ahead of safety ^ rrano ss 

AOUIRE, A. Affiliation Unknown 80/09/08 2pp, 


Notification of contract oxecutl on, Mod 9 to 
Control Bys. " Contractor TERA Advanced Sves Corp. 

Administrative Contracts Branch NRC-iO-70-580 
ou/05/22. 1 p 


'uacumenc 
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— 800605092? Mod ?i extending period of perfomancoi to **Docuinent Control 
Sij < " 

MATTIAiH J Admlnl f trative Contract* Branch FELTON. R M TERA 
Carp NnC-iO-7B-S0O 00/05/22 Ip 


006 1204 19 
MORTON. K 
Rosaarch 
00/03/31 


Hod 6iadidlng co«t avarrun. to ''Modeling Tornado Ognamlcs ** 
V Raioarch Contract* Branch KRATZi L A Aeronautical 
Asioclata* of Prlncaton FUB B-979S NRC~04-76-2lB 

Ip 


B006060060 Notification of contract ox ocutlon. Mod S to "Electrostatic 
Cop<|lng Svcs " Contractor Literature Research Co 
COLEMAN. R Admin i i tra t i vi Contracts Branch NRC“LO“79“36l 

eO/09/20 Ip 


&006 130009 Notification of contract execution *‘Slte Character 1 latlon 
Test Programs." awarded to Oolder Associate* 

caLEMANi R H Administrative Contracts Branch FIN B-6990-0 
NRC-02-00-096 00/06/09 Ip, 


— 8006060077 Mod 9. obligating addl funds, to "Electrostatic Copging 
Svci " 

MATTIA.M J Administrative Contracts Branch NRC~lO-79-361 
60/09/20 ip 


— 6006130007 Contract "Site Char act irl la t Ion Test Program." awarded to 
Oolder Associates 

* Oolder Associate* MATTJA. M J Administrative Contracts 
Branch FlN-6990-0 NRC-02-00-096 00/06/09 94pp, 


0006060491 Notification of contract execution. Mod 4 to "Seismic 
Zoning Map for Siting Nuclear Electric Power Generating 
Facilities in Eastern 08 " Contractor Roundout Assaclattst 
Inc 

SMITH. P A Technical Assistance Contracts Branch NRC-03**7B-194 
80/05/21 Ip 

— 8006060495 Mod 4. modifying Article I re description of work, to "Seismic 
Zoning Map for Siting Nuclear Electric Power Generating 
Facilities in Eastern U8 " 

a Rondout Associates DQUOMERTY. D. U Technical Assistance 
Contracts Branch NRC-03"7B~1 94 00/09/21 Ip 


G006060594 Notification of contract execut Ion. Hod 2 to "Keypunching Ic 
Verifying Svcs " Contractor 9mall Buelneit Administration 
Subcontractor Inti Business Bvc*. Inc 

WIOOINS. E, Administrative Contract* Branch NRC-l 0-79’'393 
79/11/20 Ip 


'"’0006060601 Mod 2. increasing total amount oblgated under contract, to 
"Keypunching If Verifying Svcs " 

KATTIA.M J Admlnlf tratlve Contracts Branch NRC- 10-79-393 
79/11/20 ip 


B0060-90429 Notification of contract execution. "Study of U8 Nuclear 
Health Ic Safety Info Oliiemlnation to Foreign Countries." 
awarded to Franllin Zntt 

MEDRQW.L A K Administrative Contract* Branch FIN B-1648 
NRC -08-80-330 G0/09/8B ip 


—6006090432 Contract "Study of US Nuclaar Health S< 6af*ty Info 
01 istavlnation to Foreign Cauntrieii-" awarded to Franklin 
Inst RFP Ra-OiP-aO“33B me I 

MATTIA.M J Administrative Contract* Branch FIN B-1640. 
NRC-0a-00“33a 00/09/20 96pp 


— B006090436 SECY-78-365 

Requests Commission views an result* of studies U 
recommendations re health It safety consideration* In NRC 
reactor licensing 6 nuclear asslttance programs Recommend* 
Commission approve end analgsl* 

SHEA. J R Office of 1 ntflrnatlonai Program*. Director 70/07/03 

app 


—6006090437 "NRC Staff Artaly*!* of Health 6 Safety Conilderatlon* In 
Reactor Exports h Assistance Programs " 
e Commission 78/06/20 99pp. 


8006090492 Notification of contract execut Ion. Mod 9 to "Environ 
Surveillance for Measuring Concentrations of Radioactivl ty 
Ic Radiation Levels in Environ of Comoits*lon Licensed 
Activities Located Within 0C " Contractor* State of 8C 
OAISDEN.L Research Contract* Branch FIN B-9112 NRC-09-77-106 

77/09/01 Ip 


■ — 8006090459 Mod 9. dsob ligating funds at contract cloteouti to ’’Environ 
Surveillance for Measuring Concentrations of Radioactivity 
U Radiation Levels in Environ of Gommmiision Licensed 
Activities Within 6C It Svlectod by Commission " 

MORTONiK V. Research Contract* Branch FIN B-91 12 
NRC-07-77-106 77/09/01 ip. 


8006120409 Respond* to FOIA request for NRC-O3-0O“i37 between NRC 6 
Human Design Group. underlying request for proposal 6 related 
correspondence Forward* document* listed In app. W/o end* 

FELTON. J M Division of Rules and Rocord*. NRC-03-00-137 

80/06/10 2pp 


8006120413 Notification of contract execution. Mod 6 to "Modeling 
Tornado Dynamics " Contractor* Aeronautical Research 
Associates of Princeton 

WQLLETT. 8 A Research Contract* Branch FIN B-9799. NRC- 04 -7 6-2 10 
00/03/31 Ip 


6006130234 Notification of contract e x ecut Ion* Mod 1 to "Vol Reduction 
Techniques in Low Level Radwaste Mgt " Contractor Teknekron. 

Inc 

SiMrTH. P A Administrative Contracts Branch, plN B-6413-9 
NRC-02-79-024 80/05/20 Ip 


0006130241 Notification of contract e xecut ion. Mod 1 to "8yt Analysis of 
8hallow Land Burial " Contractor Bclence App I Icat ions. Inc 
SMITH. P A Administrative Contracts Branch FIN 0-6428-9 
NRC-02-79-032 00/09/08 ip 


8006130244 Notification of contract execut ion. Mod 3 to "EI8 for Lou 
Level Waste Regulation " Contractor Dames 6 Moore 
SMITH. P A Administrative Contract* Branch, NRC-02-79-025 
80/09/23 tp 


—8006130290 Mod 3. deleting F Lohaus L substituting O Role*, to "EI8 for 
Lou Level Waste Regulation " 

« Dames & M.oort DDUOHERTY. D J Technical Assistance Contracts 
Branch NRC-02-79-029 80/03/23 ip 


8006160224 Notification of contract execution. Mod 9 to "Keypunching 6 
Verification " Contractor : Smal 1 Du*ine*« Aimlnlt tratlon 
Subcontractor Inti Quaineis Svcs. Inc 

WIOOINS. E J Administrative Contracts Branch NRC-iO-77-07i 
883-4-0-8-0-699 80/00/31, ip. 


— 8006160227 Mod 9. increasing fund*, to "Keypunching & Verification." 
e Small Business Admlnistrat ion. MATTlAtKO, Technical 
Assistance Contracts Branch NRC-10-77-O71 0H3-4-O-B-C-695. 

80/00/31 Ip 


8006170732 RFP R8-O1P-0O-338. "Study Of 08 Nuclear Health it Safety info 
Olsseminatlon to Foreign Countries, " NRC manual <For« NRG- 
4B?} re publication o# technical documents by NRC 
contractor* it App A.contract provi lion*. ene I 
STOVER. J R. Franklin Insti tute/Frank 1 in Research Center 
NRC-OQ-0D-33e 79/11/14. 152pp, 


8006100081 Notification of contract execution. Hod i to "Qubecr iption to 
Energy Daily," Contrac ton Energy Daily, tne. 

FLYNN. M.J. Administrative Contract* Branch NRC- 10-00-666. 

00/09/30 Ip 


—0006180087 Had l.addlng four subscriptions to "Subscription to Energy 
Dally. " 

TERRELL. J E. Energy Dally. Inc. HATTIA*I1 J Administrative 
Contracts Branch NRC-lO-aO-666 80/05/30 2pp 


0006100343 Notification of contract execution ■ "Cost of Underground 
Tests." awarded to American Mine Svcs. Inc. 

COLEMAN. R. Administrative Contract* Branch FIN B-6949-0 
NRC-02-80-099 80/06/09. ip 


—8006100349 Contract"'Cost of Underground: Tests." auardid to American 
Mine Bvc*. Inc, 

MCDOUOALL.A J American Mine Service*. Inc MATTIA.M J 
Administrative Contracts Branch. FIN B-6949-0 NRC- 02-80- 099. 
00/06/09, 60pp 


8006180582 Notification of contract execution. Hod 2 to "Extension of 
Qkythlne II *' Contractor. Radiation Rasaarch Assoc late* 

FEARLMAN. J. Purchaiing Section, MRC- 03-79 -159, 80/06/04 Ip. 


— 0006100567 Hod 2. extending period of p erf ormance. to "Extension of 
0ky«hino II. " 

SCHAEFFER. N M Radiation Research Associate*. MATTIA.M V 
Administrative Contracts Branch. NfiC-03-79-i99. 80/06/04. tp 


0OO619OLOO Notification of contract execution. "Licensing Technical 
Assistance." awarded to Science Appl 1 cations. In< 

EDGEWORTH. P J Technical Assistance Contracts Branch 
hlRC-02-e0-O39 80/05/23 ip 
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— C 3006190104 Contract “Ulcanilng T*chtilcal A%«l»tance» ” auardrd ta 
9 cl>nc« Appl 1 catlonti Inc 

FiNDLEYrD E Sclanca App Ucationti Inc DDUaHE(tTY« D J T»chnical 
Avtiftflitca Contract* Branch NaC- 02 ~aQ- 0 a 5 QO/OS /23 24 pp 


60041901 ' 0 ? Authoritai axpanditur* of fund* obllgatod undor contract & 
dlractt parfoTOianca of anct Tavt Qrdtr 1 Scianc* 

Application! Inc cou-ntart i gnad on B 004 &G 

HORTOWiK Vi Raaaarch Contracti Branch NRC- 04 -B 0-178 00 / 04/ 1 1 

9pp 


BO 0&190244 Notification of contract a xacat lon< Mod B to **fitodv of 
Droplat Hgdrodgnamlca Important In i.OCA Raflood *' 

Contractor Btata Unlv of NY 

KACEY. H Rataarch Contract* Branch FIM 0 - 6211 . NRC- 04 - 70-194 

00 / 05/59 Jp 


— 8006190252 Nad Si addinp fundtito “Qtudy of OropLat Hydrodgnamict 
Important in LOCA RtfLood " 

PARR^R « Nau York^Stata Unlv ofr (Albang) HORTON# K V. 
Rataarch Contracta Branch FIN B-65il NRC- 04 - 7 e-l 94 80/05/29 

4 FP 


0 OO 6 I 9 O 2 A 1 notification of contract axatution# Mod 3 to “Evaluation of 
Financial Ataoranca Altarnatlvaa for Oacomflilacioning Nuclaar 
fiaactora b Impact on Ratat ** Contractor Nain England 
Confaranca of Public Util Cammlaa icnars 
OUaTAVErR P Rffairch Contract* Branch FIN B-IOIBO 
NIIC- 01 -. 79-008 aO/04/30 Lp 


—8006190267 Hod 3 #addlng no coat tatantlonj to ^Evaluation of Financial 
Aifuranca Altarnatlvas for DaconKrtl taion ing Nuclaar Raactora 
U lApact on Ratal " 

POTErD R. flaw England Confaranci of Public Utlkitg Comni ttlenari 
HORTON# K V Rasaarch Contract* Branch- FIN B-t 0180 80 / 04 / 30 . 

lp. 


8006190572 Notification of contract axacution# Hod 4 to “Stud^ of 
RaglonaL Tactonic-i h 8 ai«(ntcttv for NE " Contractor: Univ of 
ME. 

JACOBftiA Raiaarch Contract* Branch. FIM B ~5774 NRC- 04 - 76-315 

80 / 05 / 20 . lp 


— 8006190276 Hod 4 # adding fund* 4 acopa for 5 th gr of 5 -gT contracts to 
^ 8 tudg of Regional Tactohlca Ic Baianicltg for NE ** 

UR 10 HT«R.VI Nabraiti# Utiiv of. hORTON#K Y Rataarch Contract* 
Branch FIN B -5774 NRC-04-76-ai5 0 O/O 5 / 2 B. 4 PP 


8006190662 f(bd l^adding addrfttat to diatributlon lltt for aionthlg 
rdptfite “Ual Rtductlon Taehnlqut* in tow Laval Raduatta 
Hgt. ■■ 

a Talnakroni Inc. DQUOHERTYj D, J. Biviilon of Contract! 

NRC - 05 - 79 - 024 . BO/ 05/20 2 pp 


80 C 6200 DD 2 Motif Icaticn df contract axacution ^Convarslon# Pragramnlngi 
Inplamantation t< Documantation of NRC Automatad Farionnal 
SgCf ** awardad to Rahab OroupoXnc 

UIOOlNBiE Admlniatrativ# Contracts Branch. NRC-lO-ao- 390 . 

80 / 05/20 Ip 


—8006200003 Contract "Convar* ion» Progpammlngi- lAp I aaiantati on 6 
DocuAintation of MRC Autamatad Pirtonnal 6 g*»“ awardad to 
Rahab Ornupflnc 

a Rahab Qroup» Inc. CQLLlKSiF. M AdnlniatTatlva Contract* 
Branch NAC- 10 - 80 .. 390 . 80 / 05/20 102 pp 


— 8006200005 “Autamatic Data Procatting Btd» - Automatad By* 
Ooeunantati on Handbook# “ App 0903 
a Of flea of Administration. 79 / 10/24 91 pp. 


8006200073 Notification of contract axacut ion* Hod 1 to "Datormination 
of Tornado Hind Bpaad From Tornadic Sound! ** Contractor, 

Univ of HB 

HAOEYi H. Rf!*aTCh Contract* Branch FIN B- 627 a. NRC- 0 ' 4 - 70 - 241 . 

80 / 06/02 ip. 


— 0006500076 Mod 1 # adding 1 -yr no-coit •*tan*tonito “Oatarmlnation of 
Tornado Wind Spaad From Tornadic Sound!." 

BAVAOEiUH.* HORTONiRV. HUii«!ippi# Univ of# BAM# J Ra*aarch 
Contract! Branch. FIN B -6278 NRC-O 4 - 70 - 241 . 80 / 06/02 2 pp, 


8006200066 Notification of contract axocution’ *Purcha*a it Inttal lation 
of Six TalapTintiir'** “ awardad to Extal Corp/Warnar 
Aaftoclatati Inc. 

COLEHANift H Adalfilitrati va Contract* Branch, NRC- 10 -G 0 -A 92 

80 / 06 / 04 . Ip 


BD 06200134 Notification of contract execution# Hod 1 to “OETR - ACR 8 
Zt Hearing Appearance " Contractor DO Slemmon* 

PERLMAN# si Pure ha ling Section NRC -03-79- 170 80/06/04 lp 


— 8006200137 Hod 1 # extending period of performance# to “OETR - ACR 9 C< 
Hearing Appearance " 

8 LEMH 0 NS. D Q Stimmon*# 0 B HATTIA.H J Adm Inl itratl ve 
Contract* Branch NRC-O 3 - 79-170 00 / 06/04 lp 


0006230004 Notification of contract ixecut Ion# Mod 4 to “Economic 
Coniultlng Sves in Connection U/ 5 tanisiau« Nuclear Unit.'* 
Contractor P Outmann 

OUAOQLA, A F Technical A«*i*tanc* Contract* Branch FIN D -6521 
NnC“ 03 - 79 -n 3 80 / 03/30 Ip 


— 8006230083 Mod 4 in)odlfying period of performance L Increasing celling 
amount# to "Economic Contulting 8 vc* in Connection N/ 

BtaniiLauf Nuclear Unit “ 

CUTMAr'!N#P M. Outman# Peter DDUOHERTY# D J Technical Asslstanc* 
Contract* Branch FlN D -6321 NRC- 03 - 79-1 13 00 / 03/30 lp 


8006230034 Notification of contract execution# Hod S to "Conduct 
Special Inquiry Into Incident at TMI -2 " Contractor Rogavln# 

Stern 6 Huge 

HQRTON. K V Research Contract* Branch NRC-lO- 79-639 BO/ 06/04 

lp 


— 0006230036 Hod 5 # adding fund* it extending period of performance# to 
"Conduct Special Inquiry Into Incident at TMI -2 “ 

R 00 DVIN#M Rogovln* Stern 6 Huge BICKH 1 T#L Research Contract* 
Branch, NRC- 02 - 79-657 80 / 06/04 Ip 


eo 06230'035 Notification of contract execution ''Licensing A*si*tanc*/ 
Bocio economic Impacts Evaluation#" awarded to Denver 
Research Inst 

EDGEWORTH# P. J Technical Assistance Contracts Branch 
NRC- 02 - 00 - 032-03 00 / 05 / 29 . Ip 


— B 006230040 Contract “Licensing Ass i* tone e / 8 oc loenconomic Irnpacti 
Evaluatlohi “ awarded to Denver Research Inst 
DAV 18 # P L Denver# Unlv. of# 

DOUGHERTY# DJ Technical 

Aselttance Contracte Branch 00 / 05/29 12 pp 


8006230039 Notification of contract execution# Mod 2 to “Synthesis of 
Physical Security I# Hat! Control it Accounting Assessment 
Results “ Contractor Sciince AppUcationsi Inc 

FOSTER# J H Technical Assistance Contracts Branch FIN a- 6412-9 
NRC- 05 - 79-029 60 / 06 / 04 . lp 


—0006230041 Mod 2 # re-astab 1 Lsh tng delivery dates specified in contriCt 1 # 
modifying period of perfarmanct# to “Synthesis of Physical 
Security 6 Hatl Control U Accounting Assessment Results " 

TREVINOiT Science Applications# Inc DOUGHERTY# D J Technical 
Assistance Contract* Branch FIN 8 - 6412 - 9 , NRC- 02 - 79-029 

BO/ 06/04 Ip 


9006230044 Notification of contract execution# Hod 1 to "Technical 
Presentation 6 Consultation in Connection H/ 8 agtram tt 
Patram '' Contractor Stanford Research Inst. 

EDGEWORTH# F J Technical Assistance Contracts Branch FIM B- 6124-0 
NRC - 02 - 00-051 00 / 05/23 ip 


—8006230048 Mod 1 # decreasing funds# to '*Tcchnlcel Presentation tt 
Consultation in Connection H/Sagtram l< Patram “ 

RIBERA# U.R Stanford Research Institute DOUGHERTY# D J 
Technical Assietanc# Contracts Branch FIN 8 - 6124 - 0 . 
NRC- 02 - 00-051 00 / 05/23 Ip 


0006230120 Notificatlan of contract execut ion# Hod 3 to "Survey at 
Current State Radiological Emergency Response Cepabllitles 
for Transportation Related Incidents " Contractor IN Univ 
OUSTAVEfR P Reiiarch Contracts Branch. FIN B -10708 
NRC- 0 i- 7 B -013 90 / 06/04 lp 


.0006230124 Hod 3 * changing time for submission of final rept to reid 
21 months after effective date of contract to ''Survey of 
Currant State Radiological Emergency Response Capabilltie* 
for Transportation Related Incidents “ 

RYANrJ H Indiana Univ MORTON# K.V. Research Contracts Branch 
FIN 0-10700 NRC- 01 - 70-013 BO/ 06/04 ip 


8006230129 Notification of contract execution# Mod 5 to "Properties of 
Reactor Katl at Constant True Strain Rate* '■ Contractor 
Univ of FL 

JACOBS# A Research Contracts Branch FIN B- 594 B NRC- 04 - 77-039 

B 0 / 06 / 1 I lp 


8006200093 Contrac t. ■^Purchase k Inetatlatlon of Six Teleprinters#" 
awarded to E*tel Qorp/Marner Aesoc iate«# Inc 
GOFi^YiE.C. Extel Corp. /Warner Asioctateii Inc MATTIA#H,J 
Adffiniitrative Contracte Branch NRC- 10 - 80-692 80 / 06 / 04 , 40 pp 
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— B0062301G3 Mod S^Bittonding contract through 800630 at no addl co9t, to 
"Properties of Reactor Matl at Constant True Strain Rates " 
R^NDAZZOiAP Florida* Unlv of* OalnesvllU MDRTONr K V 
Research Contracts Branch FIN 0-5748 NRC'04-77-039 aO/06/11 

Spp 


8006230150 Notification of contract execution* Mod I to "Thermal 
Conductivity of Disordered Minerals tt of Rocks in High Level 
Haste Repositories " Contractor Cornell Unlv 

HAOEYf H A Research Contracts Branch FIN B-6626 NRC'Od^70~261 

eO/D5/10 Ip 


— 8-006230164 Mod 1* adding no-cost extension for one addl gear* to 
"Conductivity of Disordered Minerals S< of Rocks in High 
Level Haste Repositories " 

RaOERS. T R Cornell Unlv MORTON* K ’u* Research Contracts Branch 
FIN D-6626 NHC-04-7e-261 SO/OS/tO Spp 


BO-06230170 Notification of contract oxecution* Mod I to "8ten(igraphlc 
Reporti-ng Svcs (LOT 1) *’ Contractor Inti Verbatim Reporters 
I nc 

HEDRDW, L A K Administrative Contracts Branch FIN D-1311 
NRC-17-80-44a 80/06/ 11 Ip 


-“5006230170 Hod I * termlnat Ing contract effective G0030S to* 
’’’Stenograph Ic Reporting Svcs <L0T 1) *' 

• In toTiiatlonal Verbatim Reporters* Inc MATTIAiM J 
Administrative Contracts Branch FIN D*-13il NRC“l7“B0-449 

80/06/11 Ip 


B006230194 Notification of contract execution* Hod 1 to "Core Helt 
Metis I nterecticins Evaluations " Contractor Applied Science 
Assoc la tes * Inc 

FOSTER* J M Technical Assistance Contracts Branch FIN S“6BS3 
NRC-O3“0O-iO4 BO/06/04 Ip 


— 8006230200 Mod I* changing Article V - overhead/general administrative 
rates to* "Core Melt Metis Interactions Evaluations " 

SHAt^SON* D 0 Applied Science Associates* Inc DOUOHERTY* D J 
Technical Assistance Contracts Branch FIN B“*6a23 NRC-O3“B0-l04 

80/06/04 Ip 


8006240241 Notification of contract execution "Development of Model 
State Emergency Response Program for Transportation Related 
Radiological incidents " Conttactor EPA Municipal Environ 
Research Lab 

OUSTAVErR P Research Contracts Branch FIN 0-10730 
NRC-Ol-BO-020 80/06/02 Ip 


— 8006240246 Contract "Development of Model State Emergency Response 
Program for Transportation Related Radiological Incidents*" 
aurarded to EPA Municipal Environ Research Lab 
* Environmental Protection Agency MORTON* K V Research 
Contracts Branch FIN B“ia730 NRC-Ol-80-020 80/06/02 6pp 


8006240296 Forwards State of OA second auarterly rept re transportation 
siiTvail lance program Reqtuasts comments. 

JANICEKiH Office of State Programs* Director NRC-06’'78-362 
B0/O6/O3 2pp 


— B006B40262 Forwards second quarterly progress rept* -Jan-Mar 1980, re 
transpor tati on surveillance 

INORAtt. WD Georgia* State of NRC-06-70-362 aO/05/13 34pp 


8006240645 Notification of contract execution* Mod 2 to "Career 
Counseling " Contractor Binder * Elster* Hendelson t< Wheeler* 

Inc 

WlOOINSiE J Administrative Contracts Branch NRC-lO-79“307 
80/06/02 Ip, 


-^0006240649 Mod 2* changing place of performance It amount of govt 
obi Igatlon* to "Career Counseling " 

MENDELSONr t N Binder* Elster* Mendelson tc Wheeler* Inc 
MATTIA. M J Administrative Contracts Branch NRC-IO-79-387 
80/06/02 ip 


fi006250029 Notification of contract execution* Mod 2 to "Hateorelogical 
Consulting 8vc Contractor US Dept of Commerce Environ 
Research Labs 

GLAODLAi A F, Technical Assistance Contracts Branch FIN B-6600, 
MRC-03-79-132 00/01/21. Ip. 


— 8006290034 Had 2* modifying scope of work increasing financial 
ob I Igat i on* to "Meteorological Consulting Syc " 

HESS, W N Commerce* Dept of DOUGHERTY* D J Technical Assistance 
Contracts Branch FIN 9-6600, 80/01/21 Ip 


B006290033 Notification of contract execution* Mod 6 to "Flood 
Protection " Contractor US Army Coastal Engineering 
Research 

GLAGOLAiA F Technical Assistance Contracts Branch FIN B-9979 
NRC-03-77-006 80/06/03 Ip 


— 8006280039 Hod 6* replacing LO Kulman u/WS Bivens as NRC cognizant 
engineer* to "Flood Protection " 

« Army* Dept of DOUGHERTY* 0 J Technical Assistance Contracts 
Branch FIN B-9979 NRC-03-77-006 80/06/03 Ip 


Q006290040 Notification of contract execution* Hod 8 to "Document 
Control Bys " 

LEBO/C D Administrative Contracts Branch NRC-IO-TB-SBO 
00/06/12 Ip 


— 9006250042 Mod 8, ordering option yr three* to "Docomsnt Control 8ys " 
FELTON* R W TERA Corp MATTIA* M J Administrative Contracts 
Branch NRC“10-78-9aO 80/06/12 24pp 


8006290041 Notification of contract execution "Environ Monitoring 
Program W/8tate of Ul " Contractor State of WI 

BAIBDEN.L Research Contracts Branch FIN 3-9114 NRC-O9-B0-275 

eO/Oi/01 Ip 


— 8006250049 Contract "Environ Monitoring Program W/State of WI," 
awarded to State of Ul 

PERCY* D E Ultconsin* State of MORTON* K V Research Contracts 
Branch FIN B-3U4 NRC“09-a0“279 BO/Ol/01 14pp 


6006250047 Notification of contract execution* Mod 1 to "Economic 
Assistance re Antitrust Hearings for South TX Antitrust 
Commanche Peak Antitrust Proceedings " Contractor 
Transcomm* Inc 

OLAOOLAiA F Technical Assistance Contracts Branch FIN 8-6993 
NRC-O3-0O-129 00/05/27 Ip 


— 6006290099 hod liadding Taek 6 (< extending performance period to 
800930* to "Economic Assistance re Antitrust Hearings for 
South TX Antitrust it Commanche Peak Antitrust Proceedings " 
DOUGHERTY* D J Division of Contracts LERNERrN c Transcomm* 
Inc FIN 0-6993 NRG-03-e0-l29 00/09/27 Ip. 


9006290061 Notification of contract execution* Mod 9 to "Analysis 
of Hypothetical Accidents Resulting From Core Meltdown," 

Contractor Battelle Columbus Labs 

MORTON* K V Research Contracts Branch. FIN A-4067 NRC-04-76-293 

79/n/Ol Ip 


— 8006290064 Mod 9, to include addl work Including probabilistic 
uncertainty analysis* to "Analysis of Hypothetical Accidents 
Resulting From Core Meltdown " 

LUKZ*F J Battelle Memorial Institute* Columbus Laboratories. 
M0RT0N*.K V Division of Contracts FIN A-4067 NRC-04-76-293 

79/tl/Ol 6pp 


8006290086 Notification of contract axecution* Mod 2 to "Tearing 
Stability Analysts for LUR Piping " Contractor* UA Univ 
OLAOOLAiA F Technical Assistance Contraete Branch FIN B-6571 
NnC-Oa-79-134 00/04/29 Ip 


— 0006290090 Mod a*modlfying description of work* govt matl l< 
consideration* to "Tearing Stability Analysis for LWR 
Piping " 

LEAHEYiH 8 Uashlngton Unlv DOUGHERTY* D J Technical Assistance 
Contracts Branch FIN 8-697t NRC-03-79-134 80/04/29 2pp 


0006290206 Notification of contract execution* Hod 6 to "Malnt of Data 
General Corp C/330 Computers it Associated Pariphtrals " 

Contractor Data Consul tants* Inc 

MEDROWiL A li Administrative Contracts Branch NRC-iO-77-l96 
80/06/02 ip 


— 8006250210 Hod Atchanglng Items 1.17 l< 33. add Ing* I terns 48A-Fr setting 
forth current sys configurations* increasing total amount of 
contract 4* revising pricing schedule* to "Maint of Data 
General Corp C/330 Computers Associated Peripherals.*' 

CASPERS* R H. Data Consultants* Inc MATTIA.MJ Administrative 
Contracts Branch NRC-10-77-196 80/06/02 9pp 


0006290222 Notification of contact execution* Mod 1 to "Subscriptions 
to Nucleonics Uk " Contactor McOraw-Hill, Inc 
FLYNN* M J Administrative Contracts Branch NRC-lo-BO-669 
80/06/06 Ip, ) 


— 8006290229 Mod 1* adding four subscriptions* to *'0uhscriptions to 
Nucleonls Wk " 

COLINB.P McGraw-Hill Publications Co MATTIA* M J. 
Administrative Contracts Branch NRC-lO-80-669 80/06/06 2pp. 
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B0062S0293 Notlficitlon of cantroct •jtcutloni Hod S to "Electrostatic 
Copfjlng 8vc« “ Contractor Potomac Rtiearchr Inc 
FLYNN, M J Adinlniatratlva Contracts Branch NRC-t7“77-152 
B0/0&/10 ip 


— a006SS0295 Hod 9i relocating Xeror machinas to Room 199 in Hatomic BLdgi 
to "Elactroitatlc Copying 8vc» " 

BAINj E L Potomac Rtsaarchi Inc HATTIA. M J Administrative 
Contracts Branch NRC'-17'77“132 60/06/10 Ip 


0006250330 Hod l»correctlng typographical errors* to "Sys Analysis of 
Bhallow Land Burial " 

TREVINOi T Science Applications! Inc DOUOHERTV.D J Technical 
Aistitanci Contracts Branch FIN B’'6A2B-7 NRC~02-79-032 

60/05 /OB 2pp 


8006270010 Responds to FQIA request for NRC-03-a0-l 17 U winning 
technical proposal Poruardi rtquasted documents 
FELTONi J H Division of Rules and Records 80/06/20 Ip 


— 8006270014 Contract "Study of Requirements for Operator Licensing,*' 
awarded to Analysis 1 Tschnologyi Inc 

HOODS, N L Analysis & Technology, Inc DQUOHERTY,D J Division 
of Contracts BO/05/12 23pp 


0006270396 Notification of contract esecution "Alternative Processes 
for TM1^2 Kr-as Removal," awardad to aclenc# Applications, 

Inc 

HAOAN, T. F Administrative Contracts Branch FIN 6-1982 
N8C- 19-Q0-472 00/05/28 Ip 


—8006270391 Contract “Altarnatlve Processes for THI-2 Kr-a9 Removal," 
awarded to ecience Applications! Inc 
FINDLEY! D E Science Appl icatlonsi Inc HATTIA, H J 
Administrative Contracts Branch FIN 8-1582 NRC-19-B0-472 

80/05/28 124 pp 


8006300339 Notification of contract execution, Mod 2 to "Engineering 
Aseietance Related to Kiarlngi for South TX Antitrust & 

Comnanche Peak Antitrust Proceedings " Contractor RH Beck & 

Asf QC lates 

OLAODLA, A F Technical Assistance Contracts Branch FIN 8-6523 
NRC-O3-e0-l20 80/06/10 Ip 


— 8006300343 Hod 2. modifying scope of work it period of performence 6 
increasing funds to "Engineering Aeslstance Related to 
Ktarlngs for South TX Antitrust it Commanche Peak Antitrust 
Proceedings " 

e Bechtel Corp DQUOHERTY,0 J Division of Contracts FIN 
B-6323 NRC-Oa-80-120 80/06/10 2pp 


0006300545 .Notification of contract execution. Hod 9 to "Review of 
Environ Impacts of High Level Radwaste Hgt " Contractor. 
Taknekron, Inc 

SMITH, P A Technical Assistance Contracts Branch FIN B-6136-9 
NRC-02-77-169 80/06/13 Ip. 


— 8006300995 Mod 9, changing completion date of Subtask 2 to 800701, 
to '‘Review of Environ Impectt of High Level Radwaste Hgt " 
COHEN, 8 Teknekron, Inc DOUGHERTY, D J Technical Assistance 
Contracts Branch. FIN B-6136-9 NRC-02-77-163, 80/06/13 Ip 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


7903140179 R 6ha has bean appointed radiation safety officer for all 
matters relating to License 37-13129-02 W/«ncI resume 
detailing R She^s quail# Icat ions, 

KIM, 8, H Radiation Management Corp. 90793 79/02/23 4pp 


7903270179 Dlicuises IE inip 30-13219/79-01 on 790111 of License 
19-17039-01 No noncomp 1 lance noted Major areas 
Inepected radiation safety & compliance w/NRC rules 6 
regulations 

HCCLlNTQCKiR 0 Region 1, Philadelphia, Office of the Director 
79/01/25 2pp 


8009050136 PNO-1 1-80-049 Safe Energy Alliance is planning forum on 
800329 at park outside plant gate Group has demonstrated 
peacefully before at plant 

MARTIN, R. Region 2, Atlanta, Office of the Director 80/03/28 ip. 


8006020111 Reeponds to FOIA request for NL Industries amended 
app 1 Ication, including rout* info Requeit pertains to records 
to be received at future date FQlA is not applicable 
FELTON, J M. Division of Rules end Records 00/09/27 Ip 


8006020113 FQIA request for NL Industries amended app 1 Ication, tnclud ing 
rout4 info 

REBNlKOPFrM Sierra Club 90/05/11 Ip 


0OO6Q6O449 FOIA request for records concerning Hlttman Nuclear it 
Development Corp, RAD Bvcf, Inc & Radiation Mgt Corp S* issues 
of weekly info rcpts to date 

BUTTON. M H Radiological Controls 00/05/09 2pp 


9006120169 Responds to FOIA request for SECY-7B-137 Document is 
available in DC PQR 

FELTON, J M Division of Rules and Records NRC BO/06/03 Ip 


0006120167 FQIA request for 8ECY-78-i37 

jaHNS0N!C Texas Public Interest Research Group 80/05/07 Ip 


8006120169 Responds to FOIA request for documents between R Martin it V 
Stel lo. tummar les of conversations, logs for incoming or 
outgoing telcons 6 all R Martin travel claims since 800401 
No documents exist pertaining to request 

FELTON, J H Division of Rules and Records 80/06/03 Ip 


8006120174 FOIA request for documonts between R Martin & V Stello, 
summaries of conversations, logs for Incoming or outgoing 
telcons all R Martin travel claims since 800401 
FiDELL.e n LiDoeuf, Lamb, Leiby St HacRae 80/05/23 2pp 


8006120176 Partial response to FOIA request for documents re rule 
banning environ Impact rept analysis of possible risks in 
event of major accidents at nuclear reactors Forwards 
documents listed in App A H/o ends 

FELTON, u H Division of Rules and Records 80/06/03 2pp 


8006120160 FQIA request for documents re rule banning environ impact 
rept analysis of possible risks In event of major accidents 
at nuclear reactors 

BALTER,M8 Affiliation Unknown 00/05/14 ip 


8006120106 FOIA request for TVA 760128 environ info rept.TVA responses 
to NRC comments on Edgemont U Mill Jwl 1976 environ info 
rept & engineering analysis of mill facility decommissioning 
long-term tailings stabi 1 i xation 
REID, A B Black Hills Alliance 80/09/12 3pp 


6006120401 Responds to Westchester County Board of Legislators FQIA 
requests for documents re N Llghlman grant proposal NRC has 
no record of receiving proposal from N Llghlman 
FELTON, J M Division of Rulti and Record* 00/06/10 Ip 


6006120403 FOIA request for N Llghlman grant proposal it supporting 
documentation 

AUDIN, L Weschoiter County, NY 80/05/16 Ip 


8006120409 Responds to FOIA request for NRC-03-00-137 between NRC 8t 
Human Design Group, underly Ing request for proposal it related 
correspondence Forwards documents listed in app U/a ends 
FELTON, J M Division of Rule* and Records NRC-03-QO-137 

80/06/10 2pp 


8006120412 FOIA request for NRC-03-80-137 between NRC & Human Design 
Group, under ly ing request for proposal 8, related 
correspondence 

FIDELL,E R LeDoeuf, Lamb, Leiby U MacRae 00/09/21 Ip 


8006120516 Responds to FOIA 800507 request for license applications it 
licenses issued to Pharmaco-Nuc tear Forwards App A 
documents Documents 20,53 it 104 partially withheld home 
telephone numbers (ref FOIA Exemption 6) W/o ends 
FELTON, J.M Division of Rules and Racords 80/06/05 lOpp 


8006120518 FOIA request for license applications St licenses issued to 
Pharmaco-Nudear 

MCDONALD, D D Nuclear Pharmacy, Inc ODM 580-7 80/05/07 ip 


8006120521 Final response to FOIA requests for various documents listed 
St specifically identified by accession St rept numbers, 
author, number of pages S< brief description 
FELTON, J II Division of Role* and Records 80/06/06 3pp 


0006130144 Discusses Ofe of General Counsel legislative proposal for 
changing civil penalty authority. Problems remain re 
rationale for Increasing civil penalty limits Provides 
arguments supporting increased limits 

MURRAY, J P Rulemaking S, Enforcement Division 78/12/21 2pp 


— 8006130145 Comments on paper recommending changes in NRC civil penalty 
authority Lists weaknesses in arguments supporting various 
posttloni advanced In paper Submits comments justifying 
bases for civil penalty increases 

MURRAY, J P Rulemaking 8t Enforcement Division 77/12/15 6pp 
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— 8006130148 Comments on final draft of Commission paper recommending 
higher civil penalty authority Recommends that Executive 
Legal Director not concur u/paper unless arguments are 
substantiated 

MURRAY* J P Rulemaking U Enforcement Division 78/01/30 5pp 


— 80061301S1 Foruards final draft of Commission paper recommending 
substantial increase in NRG penalty authority Retiuests 
revleu comments JP Murray draft memo end 

CONVERTS Office of Inspection Enforcement* Office of the 
Director 70/01/19 20pp 


— 8006130152 Forwards suggestions re proposed Commission paper concerning 
NRC civil penalty authority 

MURRAY* J P Rulemaking St Enforcement Division 78/02/06 4pp 


— 8006130154 Informs that NRC has draft proposal for civil penalties 
leg if latlon* mod If led to remove SO-day limitation u/ 
supporting arguments Requests meeting to discuss procedure 
for levying penalties List of civil penalty cases end 
HENDRIE*J H Commission 79/02/26. ISpp 


8006130209 Responds to FOIA request for eight categories of personnel 
Info re Hispanic employment Foruards documents listed In 
app NRC has no accession or promotion info for Hispanics for 
1977 Hispanic recruitment program Is underway 
FELTON* J M Division of Rules and Records 80/05/30 62pp 


8006130212 FOIA request for eight categories of personnel info re 
Hispanic employment 

MONTOYA* P F National Image, tnc, 00/03/27 2pp 


8006170282 FOIA request for documents re NRC insp of Atomics Inti U 
allegations of 8 Schecter. 

KILLER, T Affiliation Unknown NRG 80/05/08 6pp 


8006170287 Rsquesti brief . wr Itten status rept rt overall effort by Ofc 
of Nuclear Reactor Regulation In aria of pellet-dad 
interaction Should Include discussion of whether fuel 
failures would he Increased by extending fuel burnup limits 
LIDARKIN, H W ACRB - Advisory Committee on Reactor Safeguards 
79/07/27 Ip, 


— 8006180129 Application for amend of 760526 application for matl 
byproduct 1 Icense, changing Items 6 b 1* 7 re radweste 
shipment packag ing* receipt 6 possession Related 
documentation end 

FEINSTEINjKN Hittman Nuclear 2< Development Corp <subt Hlttman 
Copp ) 88396 77/08/19 16pp 


— 8006180135 Requests extension until 770530 to forward application for 
byproduct matt license* in response to Commission 
requirements for addl info 

FEINSTEIN.KU Hittman Nuclear 6 Development Corp (subs Hlttman 
Corp ). 77086-N 77/04/21 Ip 


— 8006160137 Notifies that unless addl info re application for byproduct 
matl license Is received within 30 days* app licatlon will be 
voided 

a Radioisotopes Licensing Branch (Pre 790S0U 77/04/03 Ip 


— 0006180141 Responds to 760924 Itr re application for license to receive 
radwaste Requests addl info re recipients of matl & 
traniuranlc wastes* quantit ies of matl, amount of time spent 
In training 8* driver training program description 
0A8aiN*N Radioisotopes Licensing Branch (Pre 770801} FCRL NB 
82062 76/12/09 2pp 


— 8006160145 Notifies that unless addl Info re application for byproduct 
matl license is received within 30 days* app licatlon will be 
voided 

BA8SIN*N Radioisotopes Licensing Branch (Pre 790501} 76/09/29 

Ip 


—8006180152 Forwards addl Info In response to NRC 760617 request for 
info concerning 760S26 application for matl byproduct 
license Info should allow NRC to proceed w/lisuance of 
license 

FElNSTEINrH U Hittman Nuclear & Development Corp (subs Hlttman 
Corp } 76452-N 76/09/24, 6pp. 


— 80061B0162 Responds to 760514 application for byproduct matl Licenst 
Requests addl Info re quantity of matl* rec tplent it specific 
training 4t instruction 

BA89IN«N Radioisotopes Licensing Branch (Pro 790501) FCRL NB 
82062 76/06/17 2pp 


8006170791 Partial response to FOIA request for 22 categories of 
documents re fac 11 1 ty. Forwards App A l< 0 documents Portions 
of App A documents ^ names of Individuals exposed to 
radiation withheld (ref FOIA Exemptions 4 S( 6) W/o ends 
FELTON* J M Division of Rules and Records 80/06/11 5pp 


0006170797 FOIA request for 22 categories of documents re facility 
0W6L*M. Aff 11 lation Unknown 00/08/15 2pp 


— 8006160192 Forwards application for byproduct matl license Pee end 
FElNSTEINrH M Hittman Nuclear tt Devtlopment Corp (subs Hlttman 
Corp } 82062 76/05/26 Ip 


— 6006160195 Application for by product/matl 1 Icense* author 1 z ing J Darrin 
to uie«possess ii supervise use of 2*000 Cl radioactive matl 
w/atomlc numbars 1-98*500 lb any source matl 6 200 g SNK 
TUlTEi P T Hlttman Nuclear U Develup/nent Corp (tubs Hlttman 
Corp ). 82062 76/05/14. 6pp 


80061706U Responds to FOIA request for list 
Including grades St dept S'/or of cs. Forwards 
H/o end 

FELTON* U M Division of Rules and Records 


of Region 4 employees* 
requested list, 

80/06/02 ip, 


— 8006180190 “Radsafe Program. “ 

a Hlttman Nucltar Development Corp, (subs Hittman Corp ) 
82062 76/05/14. 27pp 


8006170813 FOIA request for list of Region 4 employees* including 
grades it dept St/or ofes 

DAVIS* E.P General Services Life Insurance Co 80/04/08 Ip 


0006180016 Responds to FOIA request for records re Hlttman Nuclear «t 
Devslopment CorpfRAD Bves* Inc & Radiation Mgt Corp 4t Matls 
artlde entitled* "Ofc of IE, Uams of Interest" from weekly 
Info rapti Forwards documents listed In App A 
FELTON* J M. Division of Rules and Records 00/08/23 4Bpp 


—0006180110 Matl/Byproduct License 19-17039-01 for Hittman Nuclear C* 
Development Corp, author 1 1 Ing possession it receipt of 
packages containing solid waste byproduc t* source & 0NM, 
except in Agreement Btatei Draft end 
BA83IN*N Radioisotopes Licensing Branch (Pre 790501) 

6pp 


70/07/03 


— 8006180203 Amends Matl/Byproduct License 37-17010-01 for RAD Bves* Inc 
per 761203 application Amend 1 removes condition authorizing 
llcencee to store packages containing waste byproduct matl 
BA98IN*N Radioisotopes Licensing Branch (Pre 790501) 77/02/08 

app 


—8006180206 Matl/Byproduct License 37-17010-01 for RAD Sves* Inc# 
authorizing receipt Si possession of 10,000 Cl byproduct 
matl w/atomic numbers 1-83 8< 10 Cl Am-24i 

BELLrJ M Radioisotopes Licensing Branch (Pre 790501) 76/09/21 

3pp 


•8006180227 Application for amend of Matl/Byproduct License 37-17010-01* 
deleting Item 2 re storage in bldg at Route 18 I, Eastwood 
Drlvo/Blg Beaver Township* Beaver Falis*PA RAO 8vcs« Inc Is 
looking for new bldg to carry out licensed operations 
HABER* D.R Rad Bervices* Inc 85246 76/12/03 2pp 


— 8006160115 Forwards addendum to 771117 llctnting info re Model B-6400, 
Am-241 sources for use in smoke detectors Info should bo 
incorporated Into original submission for evaluation 
FElNSTEINrH N Hittman Nuclear U Development Corp (subs Hlttman 
Corp ) NB7B-014 78/04/24, 4pp 


—8006180234 Responds to NRC 760617 request for addl Info re burial site 
Forwards info for Inclusion In waste disposal license 
application Consists of corrected section* ^’Radiation 
Detection Instrumentation*" it radiation training program 
HABER, D.R Rad Bervices* Inc 76/07/30 2pp 


— 0006180119 Submits correction to 770819 Itr re SNM specified under 
Requested Change Item 6, fa 

FElNSTEINrH W* Hlttman Nuclear it Development Corp, (subs Hlttman 
Corp.). 77/09/02 Ip. 


— 8006180241 Corrected section, "Radiation Detection Instrumentation, 
radiation safety training program corrected imtructions 
to personnel re packaged radwaste 
a Rad Services, Inc 76/07/30 33pp 
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'B006180249 -RctpoTitft to application for n^atl/bijproduc t llcenso 

Wiqua»tf clarification of Incluilon of Am''241 in 
app 1 Icaii QHi ra f t to calibr ivc & lingth of training program 
BAS&INiN Rad loiBotopov LUaniing Branch (Pro 790501) 76/06/17 

app 


'"-8006130252 Foruiarrfi application for matl /byproduct llcvnae License fee 
■ nc 1, 

HABER^D R Rad Sarvlcesa Inc 71740 • 76/04/26 Ip 


— 0006180342 Farutards application for license to collect prepackaged 
llceneed radvaete Application fee end 

KIH> 8 M Radiation Management Corp 94440 78/05/04 ip 


—8006180348 
to use l( 
u/atomlc 
SOP end 
KIM.S M 


Application for mat 1 /bgproduc t license authorizing JQ Davis 
supervise use of 2.000 Cl.ang byproduct matl 
numbers 1-84.2.000 kg source matl (< 200 g SNM 

Radiation Management Corp 94440 70/05/04 22pp 


—8006180263 Application for matl/by produc t license authorizing 
poisassion of 100 Cl byproduct raduasto. transport & disposal 
Of 10*000 Cl raduaste possession of 10 Cl Atn‘'241 in sealed 
aourcai Supporting documentation end 
OARVhO R Rad Servlcei, Inc 71740 76/04/26 87pp 


—7902140223 Matl /Byproduct License 37“13i29''03 for Radiation Management 
Corp authorizing use of Nl-63 foils in Perkin-Elmer gas 
chromatographs for sample analysis 

BA981N.M Radioisotopes Licensing Branch (Pre 790501) 79/01/22 

2pp 


— G00618026B Forwards application for matl/byproduct license 
KiKiBM Radiation Management Corp 97903 70/12/26 Ip 


— 8006180272 Application for byproduct/mat 1 1 Uensei authorl z itig 
possasslan ti use of Nl»63! deposited on gold or platinum foil 
contained In detector cell 

RIM. S.M nadlatlen Management Corp 97903 78/12/27 3pp 


— 90<)61Q0276 Amends Mat l/0yproduc t License 37-13129-02 per 791026 Itr 
Amend 3 changes Condition 7 to authorize possession Ic use of 
licensed matl described In Items 6.7 6 0 in accordance 
bi/eommltmenti. 

^UINN.P R Radloifotopes Licensing Branch (Pre 790501) 00/02/19 

if 


— 80061B0279 Amends Matl/Byproduct License 37-13129-02 per 790223 Ur 
Amend 1 changes Condition 7 to authorize possession & use of 
licensed matl described In Items 6. 7 8 in accordance 

■w/commltmenti 

« Rad loieotopes Licensing Branch (Pre 790501). 79/04/03 Ip 


—8006180203 htatl /Byproduct License 37-13129-02 for Radiation Mgt Corp 
-authBrliing receipt, possession & transport of 2.000 Cl 
byproduct metl w/atamlc numbers 1-84 Inc luslve. 2. 000 kg 
source matliBO g U-235 u 130 g Pu, 

BABBIM.M RadloUotopes Licensing Branch (Pre 790501) 70/11/13. 

app. 


8006180210 Responds to appeal re partial denial of FOIA request for 
route Info re spent fuel shipments from Chalk River to 
Ontario. Canada Appeal Is denied Info withheld (ref FQIA 
Ezemption 4 6 10CFR2 790) 

DIRGK8.M v! Office of the Executive Director for Operations 
00/03/09 2pp 


— Q006180219 Responds to City Environ Commission 000229 request for info 
re Cl content of spent fuel shipments from Chalk River 
research reactors 6 for NURE<3-0170 Shipments may range In Ci 
content from 1 4 million to 9 i million Cl 
BURNETT. R F Division of Safeguards 00/03/21 Ip 


— 0006100236 Forwards summary of 000416 meeting between NRC U NY State 
Energy Qfc re transportation of spent nuclear fuel. Requests 
to be kept informed of NRC progress re propossd changes to 
spent fuel transportation safeguard requirements 
SPATHrU P New York. State of SO/04/30 App 


8006100216 Appeals partial denial of FOIA request for route info of 
proposed spent fuel shipments from Chalk River. Ontar lo to 
SC 

RE8NIK0FF.H Sierra Club 00/04/20 2pp 


8006100300 FOIA request for info re mineral recovery or reprocessing 
operation conducted on premises of 9200 Latty Avenue. St 
Louis. MO. 

HIRZY. JM Affiliation Unknown 00/02/25 3pp 


0006180313 Responds to FOIA request for Info re mineral recovery or 
reprocessing operation conducted on premises of 9200 Latty 
Avenue. 8t Louts. MO Items 7-10 6 IS-IB arc not DOE 
responsibilities it have been referred to NRC 
RAMSEY. R N Energy. Dept of 00/03/12 2pp 


0006190060 FOIA request for info re Coalition for Non-Nuclear World, 
member organl zations 6/or natl or inti nuclear proteste held 
during 800323-0430 

WARNOCK.D Affiliation Unknown 00/05/21 Ip 


—8006180286 Foruerds payment of fee for 791026 request for amend to 
Byproduct/Matl License 37-13129-02 
MIM.B H Radiation Management Corp 79/11/14 Ip 


—0006100288 Reepondt to 791026 request for amend to Byproduct/Matl 
License 37-13129-02 Requests amtnd f ee. Appl Icatlon will be 
proccssetf upon receipt of fee 

OACKaONiO License Fee Henegement Branch 79/11/05 Ip 


— G006180292 Reiponds to NRC request for emend fee for 790223 request re 
Byproduct/Matl License 37-13129-02. Fee encl. 

KlKrB K Radiation Management Corp 79/03/12 Ip 


—0006100294 Responds to 790223 request for amend to Byproduct/Matl 
License 37-13129-02 Requests emsnd fee. App 1 Icatlon will ba 
processed upon receipt of fee. 

UACK80N. 0 License Fee Management Branch 79/03/06 Ip 


— 0006100300 Application for amtnd to Matl/Byproduct License 37-13129-02. 
chenglng 80P far commercial waste difpoeal by eliminating 
limit of storage drums. 

KIKrB M Radiation Management Corp NRC 01692, 79/10/26 Ip. 


8006190072 Partial response to FOIA request for Info re Coalition for 
Non-Nuclear World, member organizations 6/or natl or inti 
nuclear protests held during 000323-0430 Forwards documsnti 
In app NRC doss not maintain files on organizations 
FELTON. J H Division of Rules and Records. 00/06/13 2pp 


— 0006190080 Discusses WTTO-TV news rept re 000426 nuclear protest in 
Washington. DC Rally Is not end of anti-nuclear 
demonstrations. Next scheduled rally will be at Pentagon 
« Affiliation Unknown. NRC-0ai54 00/05/21. Ip 


0006190114 Responds to FOIA request for winning technical proposal in 
response to RFP-RD-EDO-80-302. "Study 6 Review of Issues 
Concerning Equal Employment Opportunity at NRC " Forwards 
nonproprietary version of proposal W/o encl. 

FELTON. JM Division of Rules and Records. 00/04/11 Ip 


0006190115 Supplements 701130 response to FOIA request for info re 
proposed nuclear fuel facilities in Pacific reg ion. Forwards 
Documents 1 6 2 In App A Document 3 partially withheld 
6 Document 4 withheld (ref FOIA Exemption 1) 

FELTON. J.M Division of Rules and Records NRDC/TBC/79-45 
80/06/13 2pp 


— 0006100307 Forwards two amend applications 6 supplemental info 
reflecting new addresses on Licenses 37-13129-01 6 
37-13129-02. 

KlMiB M. Radiation Management Corp 00182 79/05/25 Ip 


—0006100335 Informs that 8QP for commercial waste disposal has been 
amended to incorporate suggestions contained in NRC 700504 
Itr. Lists proceduTi revisions Forwards SOP 
KiXMfS M. Radiation Management Gorp. 78/09/22 2app. 


—0006100336 Requests addl info re 780504 application for license to 
receive prepackaged waste. Lists comments re 8DP for 
commercial waste disposal 

BABSINrN Radloif otopf s Licensing Branch (Pre 790501). 

app 


— 8006190110 Requests statement of NRC licensing criteria applying 
to storage of foreign spent fuel in US or possessions 
Statement will be forwarded to State Dept re Interagency 
study on US foreign policy re foreign spent fuel storage 
8HEA.T. R Office of International Programs. Director 70/04/27 
Ip 


— 0006190125 Responds to 700725 Itr re storage technologies 6 potential 
Pacific basin sites for spent fuel storage. NRC will provide 
technical expertise to respond bo foreign govt requests for 
assessments of site suitability 6 storage technology, 

ODSaiCK.L, V Office of the Executive Director for Operations 
78/00/18 3PP 


70/07/12 
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— B00617012? Konproprietarij discussion of use of Pacific basin islands as 
Interin spont fu»l ifrorapo ctr Proposed independent spent 
fuel storage installation is expected to be of passive, dry 
above-ground. sealed) stee 1 & concrete cask design 
SH£Aj J R Office of International Programs. Director 70/07/20 
ip 


0006190116 Responds to FOIA request for uinning proposal in response to 
RFP flS-NRR“0O“lO2i "Energetic Thermal Interactions. 

Racr i tical Ity 8< HTOR Accident & Transient Coolant Flow " 

Forwards document VJ/o enc I 

FELTON. J M Division of Rules and Records 00/04/17 Ig 


8006190237 Responds to FOIA request for list of equipment 
environmentally qualified by environ testing labs No 
documents available RH Vollmer 600S30 memo forwarding 
memorandum 4, order re environ qualification end 
FELTON. J M Division of Rules and Records 80/06/12 Ip 


— 0006190205 Forwards NRC 800528 memorandum St order re fire protection 
for electrical cables & environ qua 1 i f Ication of electrical 
components 

VOLLMER. R H Division of Engineering BO/OS/30 Ip 


0006190248 FQIA request for list of equipment environmentally qualified 
by environ testing labs 
KNUTH. DF KMC. Inc 00/03/12 Ip 


0006200060 Responds to FOIA request for L Pitkin 1971-72 study of 
radiation levels in areas near active ti inactive U mills & 

1979 studyi under NRC contract. re radiation levels in 
Shiproek.NK Deposit Is required before request processed 
FELTON. J M Division of Rules and Records 80/06/03 2pp 


0006200064 FOIA request for L Pitkin 1971-72 study of radiation levels 
in areas near active & inactive U mills k 1979 study /survey . 
under NRC contract. re radiation levels in Shlprock.NM area 
METTLER.E R DNA - People's Legal 8ervlces. Inc 80/05/05 Ip 


0006230047 Responds to FOIA request for seven categories of NRC 
distribution lists Forwards lists U/o ends 
FELTQNrJ. M Division of Rules and Records 00/06/16 Ip 


8006230050 FOIA request for seven categories of NRC distribution lists 
NIEDENHORNrJ T Nucleonics Meeks, pub of McOrau Hill. Inc 
00/05/29 Ip 


8006230057 Responds to FOIA request for documents prepared for 
compliance u/NRC regulations re physical protection of 
irradiated reactor fuel In transit Documents listed In App A 
withheld <ref FOIA Exemption 4 10CFR2 790> 

FELTON. J M Division Of Rules and Records 00/06/16 3pp 


800623005? FOIA request for documents prepared for compliance w/NRC 
regulations re physical protection of irradiated reactor 
fuel in transit 

REYNOLDS. M American Friends Service Committee 00/05/21 2pp 


8006230073 Responds to FOIA request for five categories of documents 
pertaining to specific companies in MY 6D Forwards 
documents listed in App A Portions of Document 4 withheld 
social security numbers (ref FOIA Exemption 6} 

FELTON. J M Division of Rules and Records 00/06/17 3pp 


8006230076 FOIA request for five categories of documents pertaining to 
specific companies in MY St 6D 

REID, A D Affiliation Unknown 80/05/12 2pp 


8006230001 Responds to FOIA request (sent to Dept of State) for info re 
nuclear fuel facilities In Pacific region Document 
responsive to request was released to NRDC on 000613 
(FOIA-70-322. Document 2) 

FELTON, J M Division of Rules and Records NBDC/TDC/70-47 
00/06/17 ip 


6006230006 Forwards NRDC 701113 8t 27 FOIA requests for info re proposed 
facilities in Pacific region Requests response Dept of State 
800228 Itr end 

CROAK, C State, Dept of 80/03/10 5pp 


8006230101 FOIA request for Edgemont U mill decommissioning documents 
originating after Dct 1979 FOIA request 
REID. A B Affiliation Unknown 00/05/12 3pp 


8006230106 Responds to FOIA request far documents re proposed nuclear 
reactors to be located near Oyaama. Korea 0ECY-0O-185 l< 

License XR-0133 are available in PDR 

FELTON. J M Division of Rules and Records 80/06/17 Ip 


8006230107 FOIA request for documents re proposed nuclear reactors to 
be located near Oyaema. Korea 

FODTEi V D Center for Development Policy 00/03/21 Ip 


0006240644 Responds to FOIA request for documents re cost benefit 
anatysls of 600507 order It list of incidents in first 
paragraph of Section 1 of order No cost benefit analysis was 
performed Forwards list of incidents & exposures 
FELTON. J H Division of Rules and Records 00/06/19 4pp 


6006240647 FOIA request for documents re cost benefit anelysls of 
000507 order St list of Incidents in first paragraph of 
Section 1 of order 

HUBBARD.L, B American Association of Physicists In Medicine 
00/05/29 ip 


B006240650 Addl response to FOIA request for documents re proposed 
nuclear reactors located near Oyaema. Korea, Forwards OM 
McCorkle 790322 memo 8ECY-79-141 is also subj to request It 
If available In PDR 

FELTON, J M Division of Rules and Records 00/06/20 ip 


— 0006240653 Discusses review of application for license to export 
reactors to Korea No physical security concerns apparent 
Requests that Executive Branch provide Info re Koraan sys of 
accounting control & status of safeguards implsmentation 
MCCORKLE, (» M Physical Security Licensing Branch 79/03/22 Ip 

0006270010 Responds to FOIA request for NRC-03-B0-1 17 fc winning 
technical proposal, Forwards requested documents 
FELTON. JM Division of Rules and Records 60/06/20 Ip. 


—0006270014 Contract "Study of Requirements for Operator Licensing.' 
awarded to Analysis 6 Technology. Inc 

MOODS, N L Analysis 4( Technology. Inc DQUOMERTY.D J Division 
of Contracts 00/05/12 23pp 


— 0006270017 Response to RFP R8-NRR-80-ll7r "Study of Requirements for 
Operator Licensing." Describes technical approach, tasks, 
potential difficulties & solutions, power plant It training 
site selection tx NRC operator licensing procedures. 

« Analysis «« Technology. Inc RB-NRR-BO-ll? 00/05/12 74pp 


0006270012 FOIA request for NRC-OS-BO-l 17 It winning technical proposal 
KQCELLAiSJ Advanced Technology. Inc 00/03/22. tp. 


8006270414 Responds to FQIA request for documents re Rockwell Inti 
Energy Bys Group use of radioactive matle Forwards documents 
in Apps A-D. Info partially withheld' names U social security 
numbers (ref FOIA Exemption 6J.M/0 ends 
FELTON. JM Division of Rules and Records 00/06/20 9pp 


0006270415 FQIA request for documents re Rockwell tntl Energy Bys Group 
handling !< use of radioactive matls 
TROY.M Affiliation Unknown 00/03/06 2pp 


0006270416 Responds to FOlA request for documents re transportation of 
8NM Forwards JM Hendrle 700420 Itr to Z Breilnskl 
FELTON, J M. Division of Rules and Records. 00/06/20 Ip 


— 0006270410 Forwards NRC 700420 Itr, .in response to NRC request for 
Assistance re FOIA request 

REGER, B 6 President of UB |< Executive Offices 00/05/21 Ip 


— 0006270419 Discusses possible use of military airfield for high 
enriched U shipments Question has been referred to Executive 
Branch for consideration NRC responsibility is to regulate 
commercial export l< Import of privately owned 8NM 
HENDRIE.JM Commission 78/04/20. 2pp 


8006230009 Responds to FOIA request for 8ECY-7S-429 Forwards document 
M/o end 

FELTON. JM Division of Roles and Records 00/06/16 ip 


8006270417 FOIA request for documents re transportation of BNH 
MANSELL. D 1111 noli. State of 79/01/24 2pp 


6006230094 
FIDELL, E 


FOIA request 
R LeBoeuf. 


for 8ECY-7S-429 
Lamb, Leiby MacRae 


00/05/15 tp 


BQ06300022 Responds to FOIA request for documents listing nuclear plant 
locations, list of accidents at each location & radiation 
leaks Ic results Forwards App A documents Remainder of 
request does not meet specificity requirement 
FELTON, J M Division of Rules and Records 80/06/19 3pp. 
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Q006300024 FOIA rcquB«t for documtnti lifting nucl«ar plant locationsi 
Uit of accldint;! at tach location* ri«ul t« of anviron 
iflpactf* radiation loaki Ic riiultt & lift of radwafte dtpot* 

RQBEYiJ Affiliation Unknouni QO/09/23 Spp 


e00A30O23l Forwardi announcamant r* ACRS B0040B tfchnital maetlng in 
Wat h ingtonr DC to continue ravitu of NRC itudy on uhether 
• ilUipmant changif thould be made on plantt Announcement 
bflil bt «af>t to neuf media on 6Q032S M/o encl 
KAHMERERrC Office of Congretf lonal Affair* 80/03/25 Ip 


— a00&300239 Foruiardf announcement re NRC appointment of BJ Snyder ae 
program menager of facility cleanup operationf U/o encl 
KAMMEBERiC Office of Congretsional Affair* 80/03/23 Ip 


— 8006300243 Forward* announcement re NRC publication of notice of 
availability for public comment of draft environ aetefement 
concerning decontamination of facility reactor bldg 
atmoiphtre u/o end 

KAfiMERER. C Office of Congrefelonal Affair* 80/03/26 Ip 


—8006300254 Forwirde announcement ra ACRB 800409 meeting in Washington* 
DC to discus* Implication* of facility Incident in relation 
to application* for CFs Announcement will be mailed to news 
media on 800326 W/o and 

KAKHERER*C Office of Congressional Affairs 80/03/26 Ip 


—8006300321 Forwards announcement re NRC issuanci for public comment of 
Addendum 2 to draft rept* "Environ Assessment for 
Decontamination TI1I'*2 Reactor Bldg Amoshpere " M/o encl 
KAhMERERfC Office of Congressional Affairs 80/04/02 Ip 


— B006300326 Forwards announcement re V Stcllo confirmation that IE has 
been actively pursuing iniiuirias into allegations made by 
H Hartman* former facility control room operator W/o encl 
KAKHERER*C Office of Congressional Affairs eo/04/i7 Ip 

% 

—8006300337 Forwards announcement* w/attached NRC determination* that 
facility Incident did not constitute extraordinary nuclear 
occurrence a* defined by Price-Anderson Act U Commission 
regulations W/o end 

KAHMERER.C Office of Congressional Affairs 80/04/17 Ip 


—8006300345 Forwards announcement re NRC approval of util plans to make 
manned entry Into facility containment bldg U/o end 
KAHHERER.C Office of Congressional Affairs 80/04/22 Ip 


—8006300367 Forwards announcement re NA8LB 800513 prehearing conference 
in Harrl*burg*PA concerning proposed restart of facility 
W/o end 

KAHNERER*C Office of Congrottional Affairs 80/03/01. ip 


—8006300443 Forward* announcement rt extension until 000316 for public 
comment on draft environ assessment for decontamlnatton of 
reactor bldg atmosphere. W/o end 

KAMHERERrC Office of Congreislonal Affairs 80/05/08 Ip 


8006300333 Addl response to FOIA ra^ueit for rule banning environ 
Impact rept analysis of possible risks in event of major 
accidents at nuclear reactors Forwards documents listed in 
App A 

FELTON.^ N Division of Rules and Records 80/06/17 2pp 


— 8006300339 Cofwnenti on 8ECY“80-13i, ^’Accident Considerations Under 
NEPA. ” Agrees u/recommendatlons In peper Commission should 
approve recommendation to initiate new approach w/ongoing 
NEPA review* 

KANRAHAN.E J Office of Policy Evaluation* 80/03/14 ip 


10546 Staff regulrement memo re 800416 open meeting in Washington* 
.0 discus* 6ECY-B0’'l31i "Accident Con* Iderationi Under 
k " Comsiiislon requested that personnel consider methods 
sning plant* in early con«t stage 

of the Secretary of the Commisilon 80/04/24 


jeit for records pertaining to firm 
JCketiRI.NRC if unable to 

I and Records, 80/06/10 Ip 


ords re NUMANCO in Pawtucket* RI 
e«* amend** supplt* corretpondehce 

trols 80/06/07 ip 


8006300369 Responds to appeal of partial denial of FQIA request for NL 
Industries most recent approved spent fuel route plan Appeal 
is denied Info partially withheld surface transportation 
route* (ref FOIA Eiomption 4 10CFR2 790) 

DIRCK8*W 0 Office of the Executive Director for Operation* 

80/06/ i 8 ip 


8006300376 Appeals partial denial of FOIA request for NL Industries 
most recent approved spent fuel route plan 
RESNIKOFF-M Bierra Club 80/03/12 Ip 


8006300382 Responds to FOIA request for NUREC-0646 & NUREG'0648 
Forwards documents W/o ends 

FELTON, J K Division of Rules and Records 00/06/20 tp 


G006300383 Responds to appeal re denial of FOIA request for documents 
ra licensing of NFS Erwin nuclear fuel facility Denies 
appeal re App D Documents 2, 4 & 7 (ref FQIA Exemption 3) 

Grants appeal for App B Documents 1*3.3 6 

CHiLKiS J Office of the Secretary of the Commission 80/06/16 

Ip 


— 8006300603 Nonproprietary memo recommending that facility license be 
modified to preclude possession of significant quantities of 
high enriched U Lists considerations in reviewing paper Info 
withheld (ref FQIA Exemption 3) 

THOMPSON. H L Commission 79/12/13 2pp 


— 8006300612 Nonpropr letary memo recommending that facility be allowed to 
operate under NRC llcenfiing control w/ID limit of 1% 
throughput NES must increase physical security as proposed 
in &ECV-’79^6S0 Info withheld (ref FOIA Exemption 3) 

AHEAnNE*J Commission 80/01/09 2pp 


— 8006300629 Nonproprietary memo agreeing w/800109 memo re Commission 
position on facility Recommends that 17. throughput be 
considered ID limit goal* w/shutdown S' inventory required at 
1 3 or 2 07, Info withheld (ref FOIA Exemption 31 
H£NDRIE*J H Commission GO/Ol/ll Ip 


•"♦Q00630063S Concurs w/sumtnary points in 000109 memo recommending 
Commission position on facil ity* sub j to listed requirements 
Commifston decision should be rendered Immediately 
KENNEDY* R T Commission 80/01/15 Ip 


8006300586 FOIA request for NUREO-0646 «t NURE<J-064B 
eANNER*AP Affiliation Unknown 80/06/02. ip 


6006300586 Addl response to FQIA request for all NRC records re 
Coalition for Non-Nuclear World*membar organ! xation* 8«/or 
natl tt inti protests held during 800325‘*0430 Forward* 
document* listed in App A Leaflet announcing protest encl 
FELTONtJ M Division of Rules and Records 60/06/18 4pp 


—8006300592 Announcement 39 re Coalition for Non-'Nuclear World 800458 
possible demonstration at DOE Forrestal Dldg in Washington* 

DC it NRC H Street bldg Demonstrators should be treated In 
courteous manner 

DtRCKSfW 0 Office of the Executive Director for Operation* 
80/04/22 Ip 


— 8006300396 "Civil Disobedience Action Training Handbook* March from DOE 
to Blockade Pentagon* 800428 " 

* Coalition for a Non-Nuclear World 80/04/28 3i2pp 


0006300601 Responds to FOIA request for mailing list* "NRC Distribution 
Category Code ttCU-State Legislation U Activities Rept " 

Forwards mailing list W/o end 

FELTON* J H Division of Rules and Records BO/06/23 Ip 


8006300603 FOIA request for mailing list, “NRC Distribution Category 
Code RGL-8tate Legislation t* Activities Rept " 

FORSTER* J Affiliation Unknown 80/06/09 Ip 


8006300607 Responds to FQIA request for info re medical-psychic 
projects NRC has no records pertaining to request 
FELTON* J M Division of Rules and Records, 80/06/23 Ip, 


8006300609 FOIA request for info re medical-psychic projects. 
BEMIS. J M Affiliation Unknown 00/06/10 Ip 


8006300665 Responds to FOIA request for official communication* from 
JM Hendrie to Congress during tenure as Chairman 
Commissioner of NRC All correspondence is available in PDR 
Forwards documents listed in App A 

FELTON* J.M Division of Rules and Records 80/06/23 2lpp 
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B006300670 rOIA retiu« 9 t for official communications from JM Hendrlo to 
Congress during tenure as Chairman Commissioner of NRC 
WEias, E R Sheldon* Harmon it Weiss 60/03/20 Ip 


8006300672 Responds to 000603 followup FDIA request for Documents 16 & 
17 omitted from NRC 000523 response to FQIA request for six 
categories of documents re CPC Forwards documents Four add 1 
documents are available in PDR W/o ends 

FELTONi J M Division of Rules and Records 00/06/23 Ip 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8006020170 Summary of 000314 meeting w/3andla Natl Labs In □ethosdaiHD 
re effectiveness of fault tree analysis in revealing sys 
interactions Sandia Labs uilll rescope program proposal for 
imnedlatc demons trat ion of Phase I effectiveness 
ANOELOi J Generic Issues Branch 00/03/20 3pp 


0006020198 Summary of 800409-10 second technical meeting in Bctheaddi 
NDi to discuss Task A-1 1 ■ Revis 1 on 3* "Reactor Vessel 
Hatls Taughnessj “ Apr 1900 Keeting not i ca* agenda* 1 ist of 
attendees & supporting data end 

JOHNSON I R E Generic Issues Branch 00/05/09 50pp 


— 8006020209 Discusses need for test it commercial reactor irradiations & 
analysis of existing radiation embrittlement data Reactor 
irradiations essential 0ubmits embrittlement predictions 
Requests views re radiation damage program philosophy 
HARSTOM* T U Electric Power Research Institute 80/03/10 7pp 


8006030286 Forwards comments on NURE0-0460r Vol 4» re ATW8 for LWRs 
Committee on Reactor Licensing it Safety disagrees w/proposed 
resolution based on design requirements 
OI0DS*D C. Atomic Industrial Forum 80/03/27 12pp 


8006090059 Forwards "For Comment" edition of NURE0-0S77, "Potential for 
Low Fracture Toughness Lamellar Tearing on PNR Steam 
Generator L Reactor Coolant Pump Bupportsi " it notice of 
issuance U availability N/o end 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
00/03/10 Ip 


8006110319 Forwards NEDE-34822-P* "Mark II Improved Chugging 
Methodology*" as part of Task A 16 of Mark 11 containment 
program Prompt review requested Rcpt withheld 
<rif 10CFR2 790) 

BUCHHQLZ.R H General Electric Co MFN 109’<80 80/06/06 Ip 


0006120156 Provides Subcommittee on Energy it Power u/NURE0''O619i "DNR 
Feedwater Noiile it Control Rod Drive Return-Line Noiile 
Cracking*" for comment W/o end FR notice end 
DENTDN* H R Office of Nuclear Reactor Regulation* Director 
00/03/22 Ip 


—0006120160 Notice of Issuance S< availability of NUnEO-0619* "DWR 
Feodurater Noixle &. Control Rod Drive Return**Line Nozzle 
Cracking " 

EISENKUTi D. G. Division of Licensing 00/04/17 4pp 


8006120164 Provides aubcommlttee on Energy Environ w/NUREO-0619* “BUR 
Feedwater Nozzle it Control Rod Drive Return-Line Nozzle 
Cracking*" for comment N/o end FR notice encl 
DENTON* H R. Office of Nuclear Reactor Regulation* Director 
80/03/22 Ip 


8006120170 Provides Bubcommlttee on Energy 8* Environ w/NURE0-0619i "BWR 
Feedwater Nozzle control Rod Drive Return-Line Nozzle 
Cracking*" for comment W/o end FR notice end 
DENTON* H R Office of Nuclear Reactor Rogulation* Director 
00/03/22 Ip 


8006120171 Provides Subcommittee on Energy it Environ w/NllREO-0619* "BHR 
Feedwater Noiile Control Rod Drive Return-Line Nozzle 
Cracking*" for comment W/o end FR notice encl 
DENTON* kIr Office of Nuclear Reactor Regulation* Director 
00/03/22 Ip 


8006160129 Provides Subcommittee on Nuclear Regulation w/NUREO^OS??* 
"Potential for Low Fracture Toughness it Lamellar Tearing on 
PWR Steam Generator it Reactor Coolant Pump Supports “ W/o 
tnc 1 

DENTON*H, R Office of Nuclear Reactor Regulation* Director 
80/03/16 Ip 


8006230013 Requests that each project manager use Attachment I to 
determine whether assigned licensees submitted data in 
response to May 1977 memo re pressure vessel beltline matl 
iurvf 1 1 lance 

EI8ENHUT*D 0 Division of Licensing 00/03/19 2pp 


8006300160 Discusses implementation of revised SRP S 4 7* providing 
revised cooling sys requirements it risk assessment ra 
overall plant heat removal capability 
NOVAK* TM Reactor Systems Branch 70/06/08 3pp 


— 8006300201 Discusses proposed implementation of revised cooling sys 
requirements t* risk assessment re overall plant heat removal 
capability 

MATTSON. R J Division of Systems Safety STELLO* V Division of 
Operating Reactors 70/01/19 8pp 


ItcE INSPECTION AND ENFORCEMENT 


0002200651 IE Circular 00-08* "Tech Spec Inconsistency - BPS Response 
Time " 

* Office of Inspection tc Enforcement* Office of the Director 
80/04/10 Ip 


6003050130 PNO-I 1-00-049 Safe Energy Alliance is planning forum on 
000329 at park outside plant gate Group has demonstrated 
peacefully before at plant 

MARTIN* R Region 2* Atlanta. Office of the Director 00/03/^0 Ip 


B006020034 PNO-I-80-073 on 800500* lie I ean Trucking Co truck* carry ing two 
Ohmart density gauge source holders containing Cs-137. 
experienced load shift which twisted trailer body off frame 
Radioactive metl leakage not detectable 

ROTH. J I CROCKER.H W * 6MITH.G H Region 1* Ph i ladel ph ia* Office of 
the Director 80/05/09 Ip 


6006020061 PNa-IIt-OO-086 Region 3 informed that personnel whole body 
film badge reading was 0*370 milllrems during B002 10-0309 
No explanation for exposure since individual ua« not working 
w/radiatlon 

PAPERIELLO.G J * 0AVI8* A D Region 3* Chicago* Office of the 
Director 80/03/0? ip 


8006030126 PNO- 1 1 -80-091 on 000520* small crack developed in pipe 
carrying hydrogen sulfide In heavy water> extraction procest 
area Crack increased 6 chemical emergency declared on 
800321 Leak temporarily self-sealed Repairs in process 
OlBeONiO T I JENKIN9.0 R Region 2. Atlanta. Office of the Director 
00/03/21. Ip 


0006060113 PNO-ni-aO-096. on 000516* Informed that lO-mCi Ci-137 source 
in gauge source head was stolen. Licensee put 24 painted 
gauge source heads on pallets outside door of factory bldg 
to dry Employee returned tc found 1 gauge missing 
PAP£RIELLO*C J * DAVIS* A B Region 3* Chicago* Office of the 
Director 80/03/19 Ip 


8006060433 PNO-1 1 1-80-099; on e00522*NRC plans to meet w/nonl icensee 
worker* exposed to radiation from radiography activities of 
former 1 icensee* American X-Ray << Insp* Inc License suspended 
800228 revoked 600519 

8RENIAMBKI*D J . DAVIS. A B Region 3. Chicago* Office of the 
Director 60/05/21 2pp 


8006090330 EN~80-01B on 800519* order revoking License 21-13453-01 
was Issued Action based on provisions of order to show 
cause 800228 order suspending license, No response filed 
BROCKET!* T * THOMPSON* D Office of Inspection it Enforcement* Office 
of the Director BO/05/19 ip 


8006090336 EN-B0-OO7A on 000523* order imposing civil panaltlfs Issued* 
based on alleged noncompl iance re metl false statements in 
license renewal i> application it failure to perform surveys. 

Licensee 600407 response inadequate 

BROCKET!* T,* THOMPaON* D Office of Inspection b Enforcement* Office 
of the Director, 60/03/23. Ip 


0006090330 PNO-I-80-000 on 800519* NRC was Informed that Apr film badge 
issued to one radiographer showed dose of four rems Licensee 
conducting invt i tlgatlon 

OLENNiJE* BMITH.G.H Region 1* Philadelphia* Office of the 
Director, 80/03/19 Ip 


0006120005 PNO-I-00-079 on 000501*1-125 seed apparently ruptured 
while being Implanted for Interstitial treatment of cancer 
Mechanical difficulties encountered w/d»llvery sys 
Thyroid monitoring S< urinalysis account for 250 mCl 
OLENNrJ. E * SMITHiOH Region 1* Philadelphia* Office of the 
Director 80/03/19 Ip 



NONDOCKETED ITEMS 


PUBLIC DOCUMENT ROOM MISCELLANEOUS 


^S095S Advisfli of S00313 or 80 mesttna bf/ J Nicholson oF 

rancid Mtchanical Technoiog^r Jnc to dUcuts future 
Uion for rulemating 

ISYf J J Trantportati on ti Product Standard* Qranch 80/02/27 


)20S49 Dlscuiia* Intarlm procedures for research h stds 
irdlnatlon Ofc of Nuclear Regulatory Research safety needs 
iolicies are undert^ay Needs* comments & Gommunications 
uld be transmitted to DW of Safety Technology 
flONi H R Office of Nuclear Reactor Regulatlohj Director 
^03/23 2pp 


^20322 Foruards tuo tables of uater levels measured in Great Marsh 
■ r Coult* Bog during B00407‘-09 & 0416^0501 

rSDNi L R Inter lori Dept ofr Oeologlcal Survey 80/05/23 4pp 


020'344 Informs that priorities for nuclear units scheduled for 
mmarcial operation In 1982''S5 period mill be completed 
three uks in response to S00507 Itr Data sufficient to 
rify priority analysis ulll bp supplied 
INERfR E Energy. Dept of 80/05/23 Ip 


020346 Comments on HR Denton 900328 Itr re qualification of reactor 
erators requirement for engineering degree should be more 
eclfic tt spec of credit hr requirements should be more 
nservative 

LLER«D H Ohio State Univ QO/05/21 2pp 


020S94 Aek receipt of 800330 to R DeYoung Forward* rough guide to 
latlve toxicity of various radionuclides included in App 9 
10CFR80 j "Concentrations in Air Si Water Above Natural 
ckground " 

iSSf D F Division of Gystems Integration 80/05/14 9pp 


106020614 Ack receipt of NRC 800103 Itr & 800121 telcon ui/J8 Daegll 
Expresses interest in shor t**! Ivedj typiea 1 ly reactor-derived 
agents for potential use as radiological weapons Request 
originally sent to DOE 

DEMENT. J DeMent Laboratories 80/03/30 Ip 


090399 Industry* educatiPAj govt radiation machine registration 
plication 

NTiB.O Affiliation Unknown 80/06/03 2pp 


U005D Forwards specimen of std property insurance policy for 
•rating power reactors. includ ing endorsements 6 
claratlon page Policy form used for all Insured. however, 
dividual coverage may be subject to conditions 
kRDES. C R American Nuclear Insurers 80/06/05 I2pp 


>120004 Notification of B00329 meeting w/INPO in Dethesda.MD to 
fcues exchange an human factors program 

ELAND. R. Division of Human Factors Safety 80/05/23 2pp 


120120 Responds to 800423 Itr re FL Hillman concerns about Impacts 
land uses at nuclear plant sites in State of IL Amount of 
irmland involved is small fraction of total farmland 

'allable 

RCKBrU J Office of the Executive Director for Operations 
1/09/21 2pp 


i06tSOi22 Forwards FL Wi liman Itr concerning impacts on land uses at 
nuclear plant sites In State of IL 
RAIL8DACK. T House of Rep 80/04/23 2pp 


>120157 Forwards comments on RW Clark paper* "Thermodynamics St 
itlgn of Heat Engines." forwarded by 800429 Itr Concerns 
>t applicable to nuclear reactor regulation since based on 
leal lied models rather than actual properties of metis 
IDN1TZ*R J Office of Nuclear Regulatory Research* Director 
)/09/27 4pp 


10612013B Forwards "Thermodynamics & Design of Haat Engines " Nuclear 
Industry is not based on true* precise* next to perfect 
sci encc 

CLARK* R W Affiliation Unknown 80/04/29 Ip 


)061S0161 "Thermodynemlcs & Design of Heat Engines " 
CLARK* R W Affiliation Unknown 00/04/29 36pp 


»i20S72 Requests info re Atomic Energy Act of 1954. includ ing apg 
nendatory law financial responsibility requirements of 
jcleer f acil itiesf such as insurance requirements or amounts 
Insurance pirmlssable 

IHErH. D Bayly, Kartln It Fay Inc. 80/06/03 ip 


8006130182 Notification of 000610 meeting u/Nuclear Voice Control re 
demonstration on solid state voice talk-out capability into 
valve. check gauge* flow meter. d ial* 1 1 ght 6 high/lou temp 
indicator 

JOYCE* J Human Factors Engineering Branch 80/05/30 3pp 


8006130313 Fortuards extract of Town of Kensington B00313 meeting re 
Article 18 of 1980 Town Warrant Evacuation for town 
feasible within time frame during which radioactive plume 
might cover town 

RDODVIN. M Rogovin* Stern 8. Huge 80/05/12 Ip 


0006170631 Notifies that facility form modified to reflect change re 
definitions of insured shipment 6 insp suspension condition 
Amendatory Endorsements NE-50 6 Ne- 51 end 

QUATTRDCCHl. J American Nuclear Insurers 80/06/13 6pp 


8006180275 Returns license application for export of thorium to 
C techoslavak la w/o action because mail no longer requires 
specific NRC export license FR notice of rulemak ing. amending 
NRC lOCFRliO 23 regulations end M/o end 

HEHDY/E 0 Office of International Programs* Director 60/06/05 
ip 


8006180580 Provides status of TMl Bulletins & Order* Task Force work 
Discusses WCAP-9600i LQCA analys 1 s* aux 1 1 iary feedwater 
upgrade (( plant procedural audits 

R0SB*D TMI-2 Bulletins 6 Orders 79/11/03 3pp 


0006200063 Advises of Inability to participate in Working Group 3 of 
Coordinating Committee an Kill Tailings due to limited 
travel funds Recommends rescheduling of mill tailings Si 
waste mgt meetings to facilitate attendance 

MARTIN. J B Uranium Recovery Licensing Branch 0O/OS/O7 2pp 


8006230046 Summary of G00529 meeting w/Inst for Nuclear Power 
Operations re exchange of technical info 

IRELAND* R Division of Human Factors Safety 80/06/10 6pp 


8006240460 Forwards "Test Rapt A0S2167e/TR* Revis i on A*Booklet 174*" U 
Catalog NP-liper NRC 800514 6 16 requests Response to IE 
Info Notice 60-11 will be forwarded soon Test rept Sc catalog 
withheld Iref IOCFR2, 790) 

BROWN. W M Automatic Switch Co lElN-BO-U 80/06/19 IP 


80062500B9 Notification of 800617 meeting w/util group in Dethesda*MD 
to discuss IE Bulletin 80-n*ma8onry wall design 

J0R0AN*E‘.L Division of Reactor Operations Inspections rEB-80-11 

80/06/10 2pp 


0006250311 Submits trip report of third meeting of Nuclear Waste Mgt 
Process Review Forum on 800407-09 Supportive documentation 
end 

COHELLA*P A Site Designation Standards Branch 80/09/23 20pp 


6006300641 Calls special attention to certain procedures of revised 
manual chapter concerning radioactive contamination 
clearance Emphaslxet need to establish representative 
monitoring grid 

BILES* M B Atomic Energy Commission 73/01/19 19pp 


NRC NUCLEAR REGULATORY COMMISSION* GENERAL 


6006160180 Notifies that current financial disclosure statements for 
senior NRC officials have been released to PDR per Ethics in 
Oovt Act, 

* Office of the Secretary of the Commission 80/05/27 Ip 


8006300527 Informs that confidential statement of employment 6 
financial Interasts has been reviewed Exemption from 
provisions of lOCFRO 735-21 must be granted in order to 
allow work on licensing matters involving Westinghouse 
VOLLMERiR H Division of Engineering 80/06/11 ip 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


8006D20436 Comments on NUREO-0654 some criteria excessive More 
Important requirements should be tested on prototype basis 
before implementation on grand expensive scale Al so* NRC/ feMA 
should develop model emergency plan for states & towns 
COUNBIL.W 0 Northeast Utilities 80/05/14 7pp 


8006020537 NUREO/CR'OeOB 

"Dn Corrosion Adequacy of 2 1/4 Cr-lMo Steel for LMF6R 
Steam Generation Sys Svc " 

TiMAiO.E Battelle Memorial Institute* Pacific Northwest Laboratory 
FIN B-2111. PNL-2795, 00/05/31 70pp Available at NTIB 


NONDOCKETED ITEMS 
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a0OA02O543 KUREO/CR~1435 

''P^otoe lafitl c Studies of Damp ing< Crac k Propagation St Crack 
Arrest In Polymers fit 4340 Steel " 

IRWIN, e P r SARKGR.D B . SANFORD* R J ftaryland, Unlv of FtN 
A“9026 a0/05/3i 275pp Available at NT IS 


80060S0548 Comments on NUREG~0654 requirement fop mechanical maint 
person on shift is of questionable value Requirement for tuo 
or throe maint people on call uould be preferable 
PARKERtW 0 Duke Pouer Co 60/09/13 4pp 


Q00&O20999 Comments on NUREG~0&54 document should be amended to follow 
outdoor warning sys re max sound level received by 
individuals Examples of rept refs end 
BEROiR £ Affiliation Unknown BO/OS/Ot llpp 


eOO&O3O20i» Forwards comments on NUREG''0460 j Vol 4* re ATW9 for LWRs 
Committee on Reactor Licensing fit Safety disagrees w/proposed 
resolution based on design requirements 
GIQBSj D G Atomic Industrial Forum 60/03/27 iSpp 


800603029A Forwards util 800313 comments on NURE0-0&94/FEMA-REP'-l* 
"Criteria far Preparation fit Evaluation of Radiological 
Emergency Response Plans fit Preparedness in Support of 
Nuclear Plants" submitted in response to 800213 FR notice 
JUROENSENtR W American Electric Power Co * Inc 00/09/20 I5pp 


e00b060292 Forwards Analysis Group recommendations in draft App VI 11 
to NVREG**0&11/ ''Generic Evaluation of Feedwater Transients fit 
Small Break LOCAs in Weitlnghouse Designed Operating 
Plants " 

R03ZTOC2V. Z R Tm-2 Bulletins St Orders. 79/12/07 lOpp 


a00ii060324 Requests info re end draft request for add I info required 
to complete evaluation of responses for power operated 
relief valve/safety valve actuation fit reactor trip 
frequency 

CAPRA, R TMI-2 Bulletins St Orders 79/09/24 3pp , 


800^060554 Discusses options for enforcing compliance u/NU REG- 0578 
requirement re LOFT pretest prediction of C3-1 
ROSS, D Division of Project Management 79/11/03 3pp 


0006090105 Comments on draft NUREG-0534 definition of "critical load” 
should be changed Differences between hoist drive motors 
should be explained 

GLAZIER, R E Affiliation Unknown 80/04/23 9pp 


8006090119 NUREG“73/0a7 03 9 6 

SRP proposed Revision 2 to Section 396, "Inservlcf Testing 
qf Pumps fit Valves " 

a Office of Nuclear Reactor Regulation, Director P8RP-3 9 6 R2 
80/06/03 lOpp 


8006030393 Comments bn proposed NUREO-0634, submi tted by County of 
Orange, CAi Qfc of Emergency Svcs Requirement for lay 
terminology inconsistent w/requirement for brevity 
TURNER, E 8 Affiliation Unknown PC-21 1 80/05/29 3pp 


8006030586 Comments on Draft 3 of NUREO~0660i "NRC Action Plans 
Developed as Result of TMI-2 Accident " Insufficient 
attention given to both general S< special policy questions 
which require consideration In connection w/n«ar-term OLs 
PLESSETtH S ACR8 ** Advisory Committee on Reactor Safeguards 
00/04/17. 9pp 


8006030596 Comments on NUREO-0460, Vol 4.ATNS resolution defined by Vol 
3 is satisfactory for majority of plants in operation fi< 
under const 

SCKKOERERfF Westlnghouse Operating Plants Owners Group 8LNRC 
00-17 00/04/07 Opp 


— 8006030613 Recommends manually initiated 06 gpm standby liquid control 
sys as solution to ATN0 issue Basic approach should be to 
improve reliability of reactor scram sys 
JENS, N H Detroit Edison Co 00/04/03 4pp 


8006090446 NUReO/CR-t452 

"Further Testing of Pocket-Sited Electronic Desimeters " 

Fax,R A . HOOKER, C 0 , HOGAN, B T Battel le Memorial Institute/ 
Pacific Northwest Laboratory FIN B’'2l270 PNL-3364 80/04/30 

29pp 


0006090302 NURE0/CR-i462 

"Mechanistic Considerations Used in Development of PROFIT 
PCI Failure Model " 

PANKA8KIE,P J. Battel le Memorial Institute, Pacific Northwest 
Laboratory FIN D-3171-0 PNL-3306 80/05/31 SOpp Available at 

NTIS 


0006090314 NUREQ/CR-0641 

"SOURCE Convoy Ambush Simulation Code " 

eTIMMEL,K Q Sand la Laboratories FIN A-1173 BAND7B-8034 

79/01/31 SOpp Available at NTIB 


8006090322 NUREO-0484 Rl 

"Methodology for Combining Dynamic Responses " 

MATTUrR K Division of Systems Integration BO/03/31 34pp 
Available at NTI8 


8006040001 NURE0/Cn-ia92 

"Evaluating Strength fit Ductility of Irradiated Zircaloy 
Task 5," quarterly progress rept, Apr-June 1979 

LOWRY, L M , MARKWORTH, A J , PERRIN, J. 8. Battflle Memorial Institute, 
Columbus Laboratories FIN A-4068 BMI-2049 80/03/31 45pp 

Available at OPD. 


8006040086 NUREO/CR- 1 32 1 

"Final Rept - Phase 1 Sys Interaction Methodology 
Applications Program." 

BOYD, G J , CRAMONDrW R , HATCH, 8 W Sandla Laboratories FIN 
A**ni3 SAND 00-0384 00/04/30 21Ipp Available at OPO 


0006040090 NUREO/CR-OB49 V4 

"Safeguards Matl Control fit Accounting Program, " Vol 4, 
quarterly rept Jul-8ept 1979 

DUNN, 0 R Lawrence Livermore Laboratory FIN A-OllS 
UCRL-5271 3-79-4 00/03/31 24pp. Available at GPO 


8006040101 NUREG-0660 VI 

"NRC Action Plan Developed as Result of TMI-2 Accident," 
Vol 1 

a Commission 00/03/31 330pp Available at OPO 


8006110249 Provides review of NVREG/CR-l2flO, "Power Plant Staffing" & 
agrees w/many recommendations Urges NRC work w/tnst for 
Nuclear Power Operations on new requirements 

MECCA, J E Puget 8ound Power k Light Co. PLN-22B 80/06/03 3pp. 


8006110233 Requests extension to 900630 for response to NUREO/CR- 1280, 
"Power Plant Staffing" published in 600424 FR Delay caused 
by numerous local union replies received U antic Ipated 
PtLLARD,C H International Brotherhood of Electrical Workers 
80/06/06 Ip 


B006I 10366 Advises that Section 3 8 of NUREG/CR-IZBO not completely 
true Personnel performing maint on US Navy facilities not 
always nuclear trained but are normally tender or repair 
support personnel 

MILLER, L C Affiliation Unknown 80/06/04 6pp 


0006120136 Provides Subcommittee on Energy fic Power ui/NUREO-0619, "BWR 
Feedwater Noiile fit Control Rod Drive Return-Line Nozzle 
Cracking," for comment N/o end FR notice end. 

DENTON,K R Office of Nuclear Reactor Regulatio-n, Director 
60/09/22 ip. 


8006040322 Forwards comments on Vol 4 of draft NUREO-0460, "ATMS for 
LMRs. " M/o end 

L0EWEN8TeiN,W Electric Power Research Institute 80/09/29 tp 


—8006120160 Notice of issuance fit availability of NUREO-0619, "BNR 
Feedwater Noxzle fit Control Rod Drive Return-Line Nozzle 
Cracking. '* 

EtSENHUT, D 0 Division of Licensing 60/04/17 4pp 


0006030427 Comments on proposed rule tOCFRSO evaluation criteria do 
not adequately address issue of Class 9 event Requests 
available info that deal* w/sp*qlflc problem of protecting 
infants 

GARRETTfE.O Affiliation Unknown 80/04/01 Spp, 


0006060207 Forwards partial Bfi,M response to NUREG-0878, Section 2.1 9 
Info documents that Bfi<W program for inadequate core cooling 
provides for development of operator guldallnes M/o end 
CAPRA, R. A TMI-Z Bulletins fit Orders 79/11/13 2pp 


9006120109 Forwards formal comments on proposed NUREO-0654 FEMA-REP**!. 
NRC fit FEMA have failed to recognize diversity of state fit 
local govts Provision for assignments of reipons ibl 1 1 tg 
ehould be identified as guidance, not for concurrence 
THOMAS, L.M South Carolina, State of 80/09/16. 9pp 


8006120164 Provides Subcommittee on Energy fit Environ w/NURE-G-061'9, "Efi4R 
Feedwater Nozzle fit Control Rod Drive Return-Line Nozzle 
Cracking," for comment W/o end FR notice end. 

DENTON, H.R Dfflce of Nuclear Reactor Regulation, Director. 

80/05/22. ip. 
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0006120170 f*rovidB« Subcanimittse on Energij 8* Environ tj/NUREG-0fcl9i "BWR 
F*tdwat»r Noixlt t control Rod Drive Return-Line Noizlc 
Cr^ckingi '* for continent U/o end PR notice end 
DENTON 1 H R Office of Nuclear Reactor Regulationi Director 
ao/05/aa ip 


B00&12O171 Provide^ Subcommittee on Energij ^ Environ iij/NUREG-0619. "BWR 
Feeilwater Noiile & Control Rod Drive Return-Line Noxile 
Crac1ilng>*' for comment W/o end FR notice end 
DenTON^H R Office of Nuclear Reactor Regulation# Director 
80/Q5/22 Ip 


BOO>61S0269 Comninti on Vol 4 of NUREO-0460 Vol 3 requirementt provide 
adequate resolution of ATWS for most plants NRC concerns do 
not justify addl requirements contained in Vol 4 
8CHW0ERER, F Standardised Nuclear Unit Power Plant Byetem 
BO/O^/Ol 3pp 


aOO>6iaoa'?9 comments on NUREQ-0667 NUREO should be Issued as guide only 
Si Industry invited to originate own implementation details 
In a I ternat ivii NUREO should be made part of action plan 
lUOANSf Z Franklin Instltute/Frandin Research Center 80/04/30 

2pp 


0006120359 Informs that Commission paper is being prepared re proposed 
raso lotion of ATW8 generic Issue contained in NUREO-0460 
ZECHiO 0. Technical Support Branch 80/05/tS Ip 


BO061 2 0469 NUREO /C 1 1 39 

"Economatric Study of Electricity Demand by Hfg Industries " 

CHANO. H 8 , CHERN. H 8 Qak Ridge National Laboratory, FIN B- 0190-8 
ORNL-NUREO/TM-3 80/05/31 63pp 


8006120476 NURBO/CR-1422 

"Analytic Rebalance Technique for Pressure Calculation In 
Two -Phaii Flow Syt “ 

HIAOjC C, f SHAHfV L . KRAZINSKIj J L Argonne National Laboratory 
FiN-A“2049 ANL-CT-80-19 80/04/30 SBpp 


0006180057 Forwards notice of 800509 release of NUREO-0090, Vol 2. 
Number 4« eoniistlrig of 19th AQ rept to Congress 
CHILKrS Office of the Sacretary of the Commission 80/09/09 
Ip 


--8006130061 Notice of release of NUREO-0090 j V ol 2# Number 4* Consisting of 
i9th AQ rept to Congress 

CHlLKiQ J Office Of the Secretary of the Commission 00/05/08 
3pp. 


8006130070 Forwards notice of issuance & availability of NUREO-0619# 
"BWR Feedwater Notale & Control Rod Drive Return Line Noitl* 
Cracking^" for publication in earliest possible FR 
CHILKfS Office of the Secretary of the Commission 80/05/15 
ip 


—8006130071 Notice of issuance availability of NURE0-0619< "BUR 
Feedwater Noiile & Control Rod Drive Return Line Notxle 
Cracking " Comments should be forwarded by 800707 
ElBENHUTtD Q Division of Licensing 80/04/17 3pp 


8004160015 Submits Comments on NUREO/CR-1200 re power plant staffing 
Lack of knowledge of civilian power industry shown by 
document, Major dlflerenets not shown In operation of 
Navy plant compared to civilian nuclear plant 
RHODES. F T Kansas Oas U Electric Co 80/06/09 4pp 


0006160096 Responds to 800401 request for addl info re ACR8 comments 
in 800311 Itr concerning near-term OL Items from Draft 3 
of NRC Action Plan Appraisal of merit of referenced 
proposals will be possible only after deliberate study 
FLESBETiM 8 ACRS - Advisory Committee on Reactor Bafeguards 
GOrOS/lO 2pp 


8006160101 Comments «n NUREO-O667r "Transient Rasponse of B6W-Deslgned 
Reactors " Ezprissss concern that recommendations In rept 
show continuation of NRC trend toward lets flexibility in 
resolution of ief«ty Issues, 

PLESSETi M 8 ACRS - Advisory Committee on Reactor Safeguards 

80/06/10, 2pp, 


8006160141 NUREO /CR- 1287 

'^Independent Verification Testing. Analyses of Alternatives 
for Conducting independent Verification Testing of 
Envirunmentallv Qualified Safety-Related Equipment •' 
BONZQKiL L Bend i a Laboratories FIN 0-3097 8AND70-2411 

80/05/31, 4l6pp Available at NTI8 


8006160148 NUREO-0300 V4 N05 

"Pragram Summary Rept," Vol 4.Numb#r 5 
e Office of Management and Program Analysis 


8006J60169 Comments on NUnEO-0654 suggests some specific requirement 
for protecting transient population be included in regional 
emergency preparedness program 

DARLEY/V 0 Transportatl on, Dept of 80/05/09 4pp 


0006170164 NUREO/CR-1120 V2 

"Seismic Safety Margins Research Program (Phase 1)," 

Progress Rept 6 

BAILEY, R D , SMITH, P D , CHOU, C K Lawrence Livermore Laboratory 
FIN A-0126 80/04/lS llOpp Available at NTIS 


8006170627 Responds to NUREO-0460, "ATW8 for LWRs " Several inadvertent 
startups of HPCI sys at Peach Bottom will show higher impact 
when factored into EPRI value-impac t analysis 
KEMPER, J B Philadelphia Electric Co 80/06/10 3pp 


8006200054 NUReO-0694 

Draft NUREO-0694, "TMI-ReUted Requirements for New OLs ■' 
e Commission 80/06/18 34pp 


8006200229 Comments on proposed rule 10CFR50 properly organiied early 
warning sys should address 6 include emergency broadcast 
sys ME Bureau of Civil Emergency Preparedness will develop 
plan compatible w/federal guidelines 

MCORAILiS J Federal Emergency Management Agency BO/04/01 4pp 


8006200518 NUREO/CR-1239 

"HA8FL0 Computer Code to Calculate Mass Flow Rates in 
Thermal Hydraulic Test Facility " 

WHITE, M D Oak Ridge National Laboratory FIN 0-025 
ORNL/NURED/TH-2 80/05/31 34pp Available at NTIB 


8006200924 NUREO/CR-1017 

"Vulnerability Analysis of Mixed-Oxide Plant " 

EA6TER,K W , MALTERMANN, H A Monsanto Co MLM~269l 80/03/08 
7pp Available at NT18 


000620053 1 NUREO/CR- 1 309 

"Heavy-Section Steel Technology Program, Quarterly Progress 
Rept for Oct-Dee 1979 " 

UHITMANiO D , BRYAN, R H Oak Ridge National Laboratory FIN B-0119 
ORNL/NUReO/TM-3 80/09/31 I05pp Available at NTIB 


6006200532 NUREO/CR-1021 

"Models Selected for Calculation of Doses, Health Effects 6 
Economic Costs Due to Accidental Radionuclide Releases 
From Nuclear Power Plants " 

STRENOEtD, L Battelle Mpmorial Institute, Pacific Northwest 
Laboratory PNL-3108 80/05/31 lB9pp Available at NTIS 


8006200939 NUREO/CR-1397 

"Risk Methodology for Geologic Disposal of Radwaste Small 
Sample Sensitivity Analysis Techniques for Computer 
Models, M/App 1 Icatlon to Risk Assessment " 

1MAN,R.L I CONOVER, W J , CAMPBELL, J E Sand i a Laboratories FIN 
A-1192 80/03/31 141pp Available at NTIB 


8006800542 NURE0/CR-I4a0 

"Test PCll-9 Fuel Rod Matls Behavior " 

KERWIN, D K £060 Idaho, Inc FIN A-6041 EGO-2033 00/00/31 

99pp Available at NTIS 


8006200543 Comments on NURE(J-0662 6 Addenda 1 6 2 reactor bldg 
atmosphere & Kr-85 should be released to atmosphere as soon 

as possible 

HEDEMANrU N Environmental Protection Agency 00/04/11 3pp 


8006200946 NURE0/CR-136e 

"Development of Checklist for Evaluating Meint,Test it 
Callbr Procedures Used in Nuclear Power Plants " 

BRUNEiR L , WEINSTEIN, M Sand la Laboratories FIN A-0252 
8ANO0O-7O93 80/05/31 200pp Available at NTIS 


8006200540 "Capital Recovery of Nuclear Plant Decommissioning Costs " 
EWERS, B U Northern States Power Co 80/03/31 lOOpp 


8006200336 Forwards updated status of activities for B6W operating 
plants re bulletin evaluations, comp 1 iance w/long-tarm 
requirements of NRC 1979 orders it implementation of 
NUREO-0578 items 

CAPRA, R. A, TMl-2 Bulletins 6 Orders 79/10/23 lOpp, 


8006200563 NUREG/CR-1389 

"Estimating Water Equivalent Snow Depth from Related 
Meteorological Variables, " 

STEYAERT,L.T , LEDUC, 8 K , 8TR0MMEN, N D Commerce, Dept of, National 
‘Oceanographic U Atmospheric Adminstratl on. FIN B-lOaO 80/03/31 
48pp Available at NTIB 


00/05/23 


lOOpp 
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8006200583 fJUREG/CR-ME^ 

Revisu Table ” 

&U13UDHl.ri . REICH. M « KOPLIK. 0 DroDlth»vei> National Laboratorij FIN 
A- 3326 80/05/31 200pp Available at NTtS 


8006200588 NURE0/CR-127A 

"Ussr'i Manual for LAOTAP II - Compuirer Progratn for 
calculating Radiation EKposure to Kan from Routine Release 
of Nuclear Reactor Liquid Effluents " 

SlMPSCN. D D . KCOILLfD L Oak Ridge National Laboraturg FIN 

A'*?t00 QRNL/NUREG/TDMC 00/09/31 323pp Available at NTIS 


8006200573 NUREO/CR-'l 390 

“Prababilitg Estimates of Tenp Extremes for Contiguous US " 

NICODEKUS, M L . OUTTKAN. N Q C ommor c o. Dep t of* National Oceanographic 
ill Atmospheric Adminstrat ion FIN 8‘*IO30 00/05/31 BOpp 

Available at NTIS 


8006200597 NURE0-O&74 

"Security Personnel Training Qualification Criteria 

FLOVD. W Office of Noctcar Material Safety & 8afcgtiards FERS. D 

Division of Safeguards 60/05/31 24pp Available at NTIS 


0006200598 NUREO/CR-1237 

<'Dest'*Estimate LQCA Radiation Signature 

DONZQN. L L Sandia Laboratories LURlEiN A IRT Corp PIN 
A-1051-9 aAND79-2143 80/01/31 17Spp Available at NTJS 


8006200603 NUREO/CR-1 1 94 VI N02 

"OUR Dloudouin Emergency Core Cooiingj “ fourteenth quarterly 
progress rept Apr-June 1979 

OALYAROTrO L Oeneral Electric Co NRC~04-76-2 1 5 OEAP-Siaoq-U 
79/08/31 3Qpp Available at NTIS 


00062300 11 NUREO /CR- 1 343 

"Qua 1 1 f ication Testing Evalua ti on Prugrani/ LNR Safety 
Research. Quarter ly Rept Apr-June 1979 '* 

□□NZGN. L L . CLOUGH. R L . OlLLENrK T Sandia Laboratories FIN 
A-t05i-0 SANDao-0276 80/04/30 42pp Available at OPQ 


8006240099 NUREO/CP-OOl 1 

Errata sheet for Page 49 of NUREO/CP-001 1. "Proc eed itigs of 
Uorkshops on Preposed Rulemaking on Emergency Planning for 
Nuclear Pouer Plants " 

* Division of Siting. Health It Safeguards Standards 00/09/21 
2pP 


0006250171 NURE0/CR-067a VI 

"Suffltnary of Technology. Safety S< Coats of Decommissioning Ref 
DUR Poi4er Station.*’ Vol l.maln rept 

OAK.K D . KQLTER.Q M . KENNEDY. W E Pattelie Nemarlal Institute. 
Pacific Northwest Laboratory 60/06/13 iSpp 


8006260038 NUREO/CR-OSaB 

"Analysis of Fuel Relocation for NRC/PNL Halden Assemblies 
IFA-431. IFA-432i & lFA-5i3. " Interim rept 

WILLIFORD. R E . NOHR.C L . LANNtNG. □ D Dattelle Memorial Institute. 
Pacific Northwest Laboratory PNL-2709 80/04/30 83pp Available 

at NTIS 


8006260041 NUREO /C R~ 12 29 

"Dib 1 iography of Repts on Research Sponsored by NRC Ofc of 
Nuclear Regulatory Research, Jan^Uune 1979 " 

BUCHANAN. J R Qak Ridge National Laboratory FIN 0-0156 
ORNL/NUREO/NSIC 00/02/29. 12lpp 


8006260043 NUREO/CR- 1 4 1 2 

"8ys for Continuous Haasuremont of Airborne Rn-255 
Concentration Uorklng Level " 

MOMENI.M H . ZIELEN.A U . MIRANDA. J E Argonne National Laboratory 
FIN A-2209 ANL/EB-aa 00/04/30 44p p Ava liable at NTIS 


8006260045 NUREO/CR-1203 

"Accounting Sys for 8NM Control '* 

K0R8TAD.P A DattelU Memorial Institute. Pacific Northuiest 
Laboratory FIN B-20149 PNL-3263 80/06/30 75pp Available at 

NTIS 


8006260048 NUREO/CR-I 264 

"Measurement of Aerosol Deposition Rates in Turbulent 
Flows *' 

OlESEKE. J A r LEE. K N . OGLDENDERO. M A Dattelle Memorial Institute. 
Columbus Laboratories FIN A-407a BMI*‘2041 80/01/31 33fp 

Available at NTI& 


8006260053 NUREO/CR-084? Vi 

"Safeguards Mafcl Control S. Accounting Programt •' quarterly 
rept.Oct-Dec 1978 

DUNN. D R . MAtKONI. A Lawrence Livermore Laboratory FIN A-0115 
UCRL-5271 5-79-1 80/06/30 B3pp Available at NTtS. 


8006260286 NUREO/CR-UU 

"Physical -Protection of Nuclear Facilities." quarterly 
progress rept for Jul-Sept 1979 

CHAPMAN. L D Sandia Laboratories FIN A- 1060 SAND79-2060 

79/I5/3t 26pp Available at NTIS 


8006260421 NUREO/ C R- 1 070 

"Investigation of Distribution &< Entrainment of Emergency 
Control Ctr Hater Injected Into Upper Plenum 

DARATHAN.D . RICHTER. H J , HALLie.O 0 Dartmouth College FIN 
A-4070 GO/01/31 69pp 


0006260424 NURE0-O43S VI Na4 

"Research Results Ut 1 t 1 xa tion. " status summary rept. data as 
of 791D15 

a Office of Nuclear Regulatory Research. Director 79/10/15 0Sp 


8006270002 NURE0/CR'*1231 

"Remote Sensing for Detection t< Monitoring of Salt Straas on 
Vegetation Evaluation £ Oulde 1 Inos, *' final rept Sept 1976 - 
Mar 1979 

SHIPLEY, a L , PAHWA.S B . THOMPSON. M D INTERA Environmental 
Consultants. Inc FIN B-6205 00/03/31 toapp Available at NTI 


8006270003 NUftEO-0669 

Draft "Staff Revieui of Rad ioec olog leal Aisettmtnt of Wyhl 
Nuclear Power Plant . Ana 1 y sis of Rept Prepared by Unlv of 
He 1 de tberg. West Oermany " 

DRANAOAN.E F . CONOEL, F J . CARDILE. F P Division of Systems 
Integration 00/06/30 l2Bpp 


8006270015 NUREO/CR-tOaO 

"Quarterly Technical Progress Rept on Water Reactor Gafety 
Progress Sponsored by NRC Dlv of Reactor Safety Reasearch. 

Uul-Sept 1979 ■’ 

YBARRONDO. L J Idaho Natl anal Engineering Laboratory FIN A-603S 
£00-5003 79/10/ai 44pp Available at NTIS 


8006270019 NUREO/CR-1 138 

"Diffusion L Exhalation of Radon from U Tailings " 

SILKGR.WD . HEASLER.P 0 Dattelle Memorial Institute. Pacific 
Northwest Laboratory FIN B-2269 PNL-3207 79/10/31 I03pp 
Available at NTIS 


8006270022 NUREO/Cft-1077 

"Precharactorl I ation Rapt for Instrumented Nuclear Fuel 
Assembly IFA-513 *'* 

ORADLEY.E R . CUNNINGHAM. M E . DAN I EL. U L Dattelle Memorial 
Institute. Pacific Northwest Laboratory FIN 8-8043 PNL-3156 

79/1 1/30 97pp Available at NTIS. 


8006270026 NUREO-0382 

’’Ninth Annual Occupational Ra-dlatlon Exposure Rept. 1976 " 
a Office of Management and Program Analysis 77/10/31 42pp 
Available at NTIS 


8006270031 NURE0/CR“l09l 

"HTOR Safety Studies for Div of Reactor Safety Research 
Quarterly Progress Rept. Apr-June 1979 " 

BALL. 8 J . CLEVELAND. J C . CONKLIN. J C Oat Ridge Natl anil 
Laboratory FIN B-0122 ORNL/NUnEQ/TM-3 79/11/30 a6pp 
Available at NT 18 


8006270035 NURE0/CR-n54 VI N02 

’*BWR Dloudoun Etnirgency Core Cooling Fourteenth Quarterly 
Progress Rep t. Apr-Juno 1979 “ 

OALYARDT. D L Oeneral Electric Co NRC-04-76-215 0EAP'21304-14 

79/00/31 S2pp 


8006270038 NU« EO/Cfl- i 2 1 7 

"Central VA Regional Seismic Network Crustal Velocity 
Btructvri in Central N Southwestern VA " 

BOLLINGER. 0 A . CHAPMAN. M C . MOORE. T P Virginia Tech 
NRC-04-77-J34 80/01/31 SOlpp Available at OPD 


8006270044 NUREQ/Cfl-I I5S 

"Tensile Properties of Irradiated U Unirradiated Welds of 
A533 Steel Plate U A50a Forgings*" 

WILLIAMS. J A Hanford Engineering Development Laboratory FIN 
0-0119 HEDL-TME 79-51 80/01/31 3app Available at GPO 


8006270045 NURE0/Cft-133t 

"Data Summaries of LERs of Control Rods U Drive Mechanism! 
at Ua Commercial Nuclear Pouer Plants. “ Jan 1972-Apr 1976 
HUDDLE^MH . MILLER.C F EO^O Idaho. Inc FIN 6-6276 EOO-EA-5079 

80/02/29 4l2pp Available at NTIS 


8006270060 NUREO-0256 

"Methods for Act auntab U i ty of Mixed Oxide " 
s Commission NRC-13 77/04/30 84pp Available at NTIS 
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S0O&27OO&S NUREO/CR-lllI 

"Dav^^Lopmi^nl; of Fabricalilon Ptoccdiiro for HRBT Fuol 
Slfnul«bor Sand on Uif of Cold'^Pr* sitd BoT'on Nitride 
PraftjriM " 

HCGUUUaCKiB W . sJACGBSrP T r CLARi^r D L Oak Ridge National 
Laboratorij onNU/NUREO/TN-a QO/03/31 lA9p(i Available at NTIB 


800A270073 NUREO/CR-ISSA 

*’Hlct*oproce« 4 or Baied Underuiator Data Acquisition Sijs '* 
HOHELLj 0 U Floridai Univ of. Gainesville UFL/COEL/TR/030 
eO/03/Sl I22pp 


800^.270097 NURE0-0ao7 

^'Review Aesesseient of Research Relevant to Design Aspects 
of Nuclear Pouer Plant Piping 8 gs<'* final rept 
a Division of Reactor Safety Research KAKEYiW A i 81BER»R J 
Sattelle Memorial Institute. Columbus Laboratories AT (49-2 A) -0293 

NRC -5 77/07/31 479p p Available at NTI 8 


600627026Q Comments on proposed actions for resolution of ATU 8 In 
NUREO-0460. Vol 4, NRC should initiate rulemaking to determine 
need for ifii form of any licensing requirements for ATkIS 
Supports AIF positions presented in DC Olbbs 600527 Itr 
OHENrM H Duke Power Co 60/06/20 3pp 


6006270344 WUREO/CR-1263 

"Compilation of State Laus & Regulations on Transportation 
of Radioactive Natls " 

. JEFFRIES. C Federal-State Reports. Inc 80/01/31 200pp 


6006270349 NUREO/CR-1369 

^Procedures Evaluation Checklist for Malnt.Test Se Callbr 
Procedures " 

WEINSTEIN.M . BRUNErR.L Human Performance TiChnologUs. Inc » 
^andia Laboratories FIN A-0292 5ANDaQ-7054 GO/03/31 25pp 

Available at NTI 8 


6006270362 NURE0/CR-0B29 

"-Measurement Control Program for Nuclear Natl Accounting " 

BR0UN9.R J . ROBERTS. F P , MERRILL, J A Battelle Memorial Instituta, 
Pacific Morthueit Laboratory. FIN n-20149 PNL-3021 BD/06/30 

70pp Available at NTIS 


6006270398 NUREG/CR-0930 V2 

"Puncture of Shielded Radioactive Matl Shipping Containers 
Static tc Dynamic Tests of Laminated Plates " 

LARGER. R A . ARTHUR. D F Lauranea Livermore Laboratory FIN 
A-0127-a UCRL/52638 80/04/30 43pp Available at NTI5 


B006270401 NURE0/CR-144& 

"Preparation of Working Ref Matls U Dioxide " 

HANDiR L . SPRAKTESiF , BALDWIN, J M Allied Chemical Corp. FIN 
A-&033e 80/03/31. 46pp Available at NTIB 


5006270420 NUREO/CR- 1 143 

"Considerations in 8 maU Scale Modeling of Pool Swell in 
BWR Containments ■' 

HUSERiP W . SONIN. A A . ANDERSON. U 0 Massachusetts Institute of 
Technology FIN B-6167 79/11/30 a 6 pp / 


B00630DD27 NUaE6'0442 

"Technical Rept on Operating Experience w/BWR Offgas 6 ys " 

LO. R, Environmental Evaluation Branch GRIMES. D Assistant 
Director for aystems Engineering (Pre 7910301 EISENHUT.D Division 
af Operating Reactors 78/04/30 37pp Available at NTIS 


8006300034 NUREO/CR-i 120 

"Seismic Safety Margins Research Program (Phase 11." 
quarterly Progress Regt 5.791013, 

BAILEV.H D . SMITH, P. D, . CHOU, C K Lawrence Livermore Laboratory 
FIN A-0126 BO/Oi/31 87pg Available at NTIS 


8006300069 NURE0/CR-i243 

"Methods to Assess Impacts On Hudson River Striped Bass Rept 
for Period Oct 1977“8ept 1979," 

BARNTHDUSE.L, W , CHRI3TENS£Nj S W, KIRK. 6 L Oak Ridge National 
Laboratory FIN B-016S ORNL/NUREO/TM-G 80/03/31 a7pp 
Available at NT18 


800630007 1 NUREO/CR- 1092 

"Advancid Two-Phase Flow Inetrumantation Program Quarterly 
Progress Rept for Apr- June 1979 " 

TURNAOE.K Q . DAV18.C E Oak Ridgt Natlpnel Laboratory. FiN B-0401. 
ORNL/NUREO/TM-S. 79/U/30. 26pp Available at NHS 


6006300099 NUREO/Cn-1242 

"Hethode to Assess Impacts on Hudson River White Perch'Rept 
for Period Oct l978‘’Sipt 1979 " 

BARNTiHOUbE.L W . KIRK 18 L. . KUMAR. K 0 Oak Ridgt National 
Laboratory FIN B-0423 ORNL/NUREO/TM-S 80/03/31 64pp 
Available at NTIS 


8006300091 NUREO-0320 

"Interior Intrusion Alarm Sys '* 

PRELLiJA Safeguards Standards Branch 78/02/29 45pp Available 
at NTIS 


8006300102 NUREO-02B2 

"Some Aspects of Fuel Motion In Unprotected Transient 
Overpower Accident in LMFDRs " 

a Division of Project Management JOHNSON. M Q . ERDMAN. C A 
Virginia, Univ of AT(49-24 J-Ol 38 77/06/30 26pp Available at 

NTIS 


8006300122 NUREO-0303 

"Evaluation Behavior of Waterlogged Fuel Rod Failures In 
LWRs " 

SEIOEL.B Reactor Systems Branch 78/03/31 26pp Available at 
NTIS 


0006300127 NUREO/CR-1206 

"Critical Pathways of Radionuclides to Man from Agro- 
Ecosys, " annual progress rept for Qct-Sept 1979 
SMITH. M H ♦ ALDEBTa.J J . ADRIANO. D C Savannah River Ecology 
Laboratory FIN D-4124 79/01/31 SBpp Available at NTIS 


8006300130 NUaEO-02e6 

"Study of Reactivity Effect of Bubble Collapse in Molten 
Liquid Metal Cooled Reactors " 

* Division of Project Management 8 HEAKB. □ J . MUNND, F J 

Maryland. Univ of AT (49-24) -0186 77/09/31 62pp Available at 

NTIB 


6006300190 NUReO/CR-lDl5 

"Feasibility of Field Evaluation of Physical Protection 
Procedures " 

8AVA0E. J W Lawrence Livermore Laboratory. FIN A-0143 UCRL-52740 

SO/09/31 74pp Available at NTIB 


8006300247 NURE0-066e 

"Summary of NRC Review of ^Rad toecologlcal Assessment of 
Wyhl Nuclear Power Plant. ' Rept by Univ of He Idelburg, West 
Oermsny " 

* Office of Nuclear Reactor Regulation) Director 60/06/30 iSpp 


0006300230 Advises that B 6 W LDFT pretest calculations required by 
Section 2 1 9 of NUREO-0978 are scheduled to begin 791119 
CAPRA, R A TMI-2 Bulletins 6 Orders 79/10/17 2pp 


0006300296 NUREO-066B 

"Staff Review of 'Redioecologlcal Assesimeyt of Wyhl Nuclear 
Power Plant, * Analysis of Rept Prepared by Univ of 
Heidelberg, West Germany," draft rept 

BRANAOAN.E P , CONOEL, F J , CARDILE. F P Assistant Director for 
Environmental Technology 80/06/30 179pp, 


8006300290 ORNL/OEPA-4 

"Stds |r Ouldelinos Pertinent to Development of 
Decommissioning Criteria for Sites Contaminated W/ 

Radioactive Matl " 

DICKSON. H M Oak Ridge National Laboratory UC-70 78/00/31 

36pp 


8006300497 Notice of availability of proposed revision to 6 RP Section 
3 9 6 , "Insarvlca Testing of Pumps tt Valves." ?< addition of 
App A to SRP Section 396, "Leak Testing of Pressure 
Isolation Valves " Comments requested by 900801, 

MATTSON, R J. Division of Safety Technology 00/04/10 2pp 


9006300906 NOREO/CR-1363 VI 

"Data Summaries of LERs of Valves at US Commercial Nuclear 
Power Plants," Vol l,maln rept, Jan 1976-Dec 1979 
HUBBLE. W H E060 Idaho, Inc MlLLERiCF EO&O, Inc FIN A- 6276 
E0Q-'EA-9t23 00/06/30 169pp. Available at NtIB 


—0006300914 NUREO/CR-1363 V2 

"Data summaries of LERs of Valves at UB Commercial Nuclear 
Power Plants," Vol 2,Apps A-N, Jan 1976-DBt 1978 
HUBBLE. W H EOtcQ Idaho, Inc HILLER, C EOLO, Inc FIN A- 6276 
EOQ-EA-9129 00/06/30 3l2pp Available at NTIS 


—0006300920 NUREO/GR-1363 V2 Q-Y 

"Data Summaries of LERs of Valves at US Commercial Nuclear 
Power Plants," Vol S.Apps Q-Y, Jan 1976-Dec 1978 
HUBBLE, WH EOLO Idaho, Inc MILLER/C 6060. Int. FIN A-6276 
EOO-EA-9129 00/06/30 447pp Available at NTIS 
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6006030098 Concurs w/800324 drafts of FR notices re cleanup »tds for 
inactive U processing sitos Also concurs w/recommendat Ion 
for immediato issuance of interiri cleanup stds 

MARTIN# J D Division of Haste Management WM“60-I3l BO/04/03 

Ip 


B006040093 ANL/RAS/LWR 80-2 

"TraAsiont Critical Heat Flux I# Blomdoun Heat Transfer 
Studies '* 

LEUNG# vl C Argonne National Laboratory LEUNG# J C Northtkiestern 
Unlv 80/04/30 4a2pp 


8006050027 Discusses proposed std re rules for const for reactor 
coolant pump motor frames uhen used as intervening elements 
in ASME support load paths 

DROWN# E J Director's Of flee N351 7-80-1 80/03/22 ip 


8006050424 Summarltes info submitted te NRC in response to IE Bulletin 
79-17 re pipe eraet* in stagnant borated uater ays at PWR 
p lants 

BROWN# 6 J Director's Office rED-79-17 00/03/22 ip 


0006130073 Foruards notice of availability of JA^A draft safety guide 
for public comment# for earliest possible publication in FR 
CHILK. B J Office of the Secretary of the Commission 00/05/15 
IP 


— 0006130073 Notice of availability of draft IAEA safety guide for public 
comment Comments received by B00701 will be useful for 
evaluation prior to next discussion 

MlNOGUErR B Office of Standards Development# Director 60/03/12 
SpP 


8006160214 DOE/NE-0003/1 

•■LWRs# ” Vol 1 of 7# prel Imlnary safety St environ info 
document for nonproliferation alternative sys assessment 
program 

* Energy# Dept of 80/01/31 200pp Available at NT18 49 30 


—0006160218 DOE/Ne**OO03/2 

"Heavy-Water Reactors#'* Vol 2 of 7# prel imlnary S< environ 
Info document for nonprol 1 f oration alternative sys 
assessment program 

« EnergyrDspt. of 60/01/31 ISOpp Available at NTIB 4723 


—8006160221 DDE/NE-0003/3 

"Light-Water Breeder Reactors#" Vol 3 of 7# pre 1 imlnary 
safety S< environ info document for nonproliferation 
alternative sys assessment program 

» Energy, Dept of 00/01/31 I70pp Aval lab le at NTI9 49 00 


-8006160222 DOE/NE-0003/4 

"High-Temp Oas-Cooltd Reactors#" Vol 4 of 7 preliminary 
safety Si environ info document for nonproliferation 
alternative sys assessment program 

« Energy# Dept of 80/01/31 200pp. Available at NTI6 49 90 


—8006160226 DOE/NE-OOOa/S 

"Gas-Cooled Fast Reactors#" Vol 5 of 7# prel imlnary safety Sc 
environ info document for nonproliferation alternative 
sys assessment program 

« Energy# Dept of 80/01/31 120pp Available at NTI6 46 90 


—0006160220 DaE/NE-0003/6 

"LMFSRr " Vol 6 of 7# prel imlnary safety S environ info 
document for nonproliferation alternative sys assessment 
program 

a Energy. Dept of 00/01/31 120pp Available at NTI8 46 90 


—0006160230 DOE/NE-0003/7 

"Fuel-Cycle Facilities#" Vol 7 of 7# prel Imlnary safety Sf 
environ Info document for nonproliferation alternative sys 
assessment program 

e Energy# Dept of. 80/01/31 I90pp Available at NTIS 48 000 


8006160233 Advises of formation of Bafetg Data Integration Group to 
identify responsibility Sc cognlrant managers in coordination 
concept similar to 8ECY-80-3SA Hopes to reduce industry 
uncertainty described In TMI Action Flan 

MATTSON# R J Division of Safety Technology 00/03/28 Hpp 


— 0006160235 Requests recommendations re min set of plant status/safety 
parameters S< unique charac terlstics uhleh should be 
available for d isplay # d Isp lay capability 6 uhether reactor 
vendor should be included AtP 800423 Itr end 
DENTON# H R Office of Nuclear Reactor Regulation# Director 
80/05/05 Ip 


— 0006160236 Foruards recommendations on reactor plant data dlsplayr 
evaluation U related activities developod by AIF 
Subcommittee on Safety Parameter Integration per 800303 Itr 
to H Denton 

HOWELL 1 8 H Atomic Industrial Forum QD/OS/20 I6pp 


8006170709 Memorandum 8c order on UCS 771104 petition for remedial 
relief re fire protection of electrical cebles & environ 
qual 1 f icatlon of electrical components Reaffirms Commission 
780413 decision re possible shutdoun of operating reactors 
CHILK.S J Office of the Secretary of the Commission CLl-BO-Zl 
00/05/23 26pp 


8006200123 Advises that IE Circular 80-00, "EWR Tech Spec 
Inconsistency - Ractor Protection Sys Response Time#" was 
sent to listed utils on 800410 

CARROLL. D E Region 3# Chicago. Office of the Director 00/04/23 

ip 


0006230100 Forwards std order for DDE work# "Vtlliiation of 
Atmospheric Release Advisory Capability (ARAC) " 

RYAN#R 0 Office of State Programs# Director 00/06/06 Ip 


— 0006230136 Std order for DOE uork: "Uti Illation of Atmospheric Release 
Advisory Capability (ARAC)#" Issued to LLL 

RYAN.ft 0 Office of State Programs# Director FIN A-0351-9 
00-00-009 80/06/06 Ip 


0006250046 Notification of 800611 meeting u/ORNL in Bethefda#MD to 
discuss thermal hydraulic test facility test results of 
bundle uncovery 8< recovery testing 6 upflou film boiling 
test 

HUANG# T L Core Performenee Branch 00/05/29 3pp 


8006300341 Forwards draft functional requirements for proposed safety 
monitor console. tcchlncat support ctr# emergency offsite 
facility & nuclear data link# as discussed in 000520 meeting 
MATTSON# R J Division of Safety Technology, 80/06/09. 3ipp 


PR PROPOSED RULE 


7910310452 Comments on proposed rules 10CFR70 8t 73 application of 
safeguards upgrade rule would have visibly adverse Impact 
upon research programs conducted by nonpouier reectore. 

HOBBON. T W Californie# Unlv, of. Los Angeles. 79/09/28 2pp 


0003080220 Comments on proposed rules lOGpRZ. 19# 20# 21# 30# 40# 51. 60 & 70’ 
endorses Util Waste Mgt Group & EEI comments Greatest 
concern u/proposed rules ts potential for lack of 
consistency between info presented U dacielons made. 

BARTLETT, v/ W Affiliation Unknown 80/03/05. 7pp 


0005130510 Calls attention to DC Court of Appeals decision re NRC role 
in proposed rulemaking on radwaste storaga disposal NRC 
reliance on other parties# re development of adequate record# 
rejected 

HAN8ELU.0 IlUnois# State of 00/04/09 2pp, 


8005220614 Comments on proposed rules lOCFRZi 30# 40# 50# 51# 70 t. 110 
questions effectiveness of uniform procedures designed to 
ensure consideration of onvlron values S# concerns 
OILMARTIN.DU Reilly Like. 00/05/01 6pp. 


0005220680 Comments on proposed rules lOCFR 19# 30# 40# 50# 70. 71 L 150 
phone number address should be listed on NRC Form 3 to 
provide confidentiality w/o fear of reprisal for employees 
supplying NRC w/lnfo. 

LEWIS. M I Affiliation Unknown 00/04/1^ 3pp 


0009220706 Comments on proposed rulqi lOCFRl?# 30. 40. 50# 70. 71 It 150. rule 
will encourage workers to give info on antitrust# safety 8. 
security matters which Is irrelevant breaches 
confidentiality of proprietary matters 

MEORAW. R E Bio-Dynamics# Inc (subs, of Boehrlnger Manhelm Corp J. 
80/04/21. Ip 


0005200231 Comments on proposed rules iOCFR19, 30, 40. 50, 70. 71 L 150 
questions need for proposed reguletioni re protection of 
employees who provide info 

DURHAM# J W Portland General Electric Co 80/05/09 3pp 


0009280005 Forwards comments on proposed rules lOCFRZ. 30. 40. 50# 91 . 70 tt 
ilO CEO 800320 Ur L Environ Lew Inst 800404 rept. "NRC 
Environ Analysis of Nuclear Accidents’ Is it Adequate#" end. 

8HEA#J F Council on Environmental OuaUty, 00/03/25, Ip 
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B0033002B3 Commtnti oft propaiod rwS«* 10CFR30 50 10CFR50 72(3 6> 

liquid bf to permit plant operation pursuant to 

Tich Speci u/o r«((u<lrlTi^ that rapti he «ent to NRC 
COWJSIL^H 0 NOTtbea«t Muclaar Ene-rgy Co (lubs of Koptheaet 
Uillttlet) 80705/02 2pp 


G0O&O2OOO4 Dticu«si« 80D41B co-mmenti bg C MtClura of Bechtel Corp re 
propoifd rule 10-Cf‘R72 Standard! J od itructural deilgn basle 
1« reasonable approach Related uording should be clarified 
MINOOLPE.R B DfMce of Standards Developnenti Director B(l/05/07 
IP 


800&D2006B Commenti on propoied rule lOCFRl^ objectivet of holding 
milting u/llc«niec repreientat Ivei during NRC iasp cannot be 
met itf/o free ti frani diicuiilon Licensees mag bo hesitant to 
spaat frceig u/thlrd party present 

SUMPTERiJ R Kouston Lighting it Power Co BO/OS/O? 4pp 


800£02009i Commints on proposed rule lOCFRl? should clarifij that right 
of NRC to- tnspict llcenste naatl* act 1 vit i e»# fac 11 it iesi 
prunisis it records does not attend to NRC invitees 
PEOPLESj D L Commonwealth Edison Co Ba/03705 3pp 


B006020325 Order granting eitansion until 800707 to file statements of 
positioni 000905 for crosi-itatitnants & GOIOOA for 
suggestions on scope of further rulitnating proceedings rs 
storage it disposal of radwaste 

KILLERiN e Atomic 0af«tg and Licensing Board Panel 80/0S/29 
5pp. 


GOO&0SO477 hsmorandun h order establishing uorklng group to address 
NRDC It CA Enirgg Commission 80021-4 It SO motions re propassd 
rulemiblng on storage it disposal of raduaste Denies requests 
for Commission action contained in same motions 
CMiLKiS J Office of the fiecretarg of the Cammitsion 00705/29 
4pp. 


9006020340 Comments an proposed rule I0CFR40, supports deletion of 
source matl mtdUinals front general license for small 
quantities of source matl uhen medlcirtalt are carlnogenlc it 
no longer reeagmized as useful by medical community 
OREENBCROfR B Affiliation Unknown 00705/02 Ip 


8006030050 Comments ofi proposed rule lOCFRSO outlines questions re 
evacuation plans for local govts within ten miles of power 
plants 

HOUCHINiG Affiliation Unknown 0070471-4 Ip 


3006030071 Camnents on proposed rule 10CFRt9 requirements seam directed 
toward radiological working conditicinf but no such 
eonditloTii axist during const or LNA phases of nuclear power 
plant SstIous eo-rifutlon could result 
KQCHiL J. Illlnals Power Co LI'-OMO 90/05/12 2pp. 


0006030077 Comments on proposed *ruli lOCFRAlr tenth objective should be 
added to define de nlnlmus co-ncentretlon of redioactlvi 
mail Seme low level raduaste would present n-o undue hatard 
disposed of in landfill 

HOFFMANj 0 P. Cone umirs Power Co 80/05/05 3pp 


0006030092 Comments on propossd rule toCFRSO. vulntr abl I i ty of nuclear 
power industry Is increas ing, Utils are nor# dependent upon 
politics ii less upon good mgt l< saftty measures Pol itl c i i ing 
process wfll doom nuclear development 
RORABACK0R<J A Affiliation Unknown 00/02/10 0pp, 


0006030096 Comments on proposed rules 10CFR19i 30« 40, SO. 70* 71 U 150 
objects to NRC Involvement in antitrust actions or general 
safety conditions Business & industry are chackedi 
Investigatid %t inspected by more than enough agencies 
BETZLERiH. F Jones 6 Lauglilin Steel Corp (subs of LTV Co I 
00/03/25 ip 


9006030102 Ccnmtnts on propoiid rules 10CFR19i 30/ 40i 50, 70, 71 Ic ISO* 
dupllcatlo-n of existing regulation not In best interests of 
taatpager 6 runs counter to elimination of wasteful practices 
in go-vt. Regulation should be withdrawn 

BOVfERBi C £ United Nuclear Carp. » UKC Recovery Bgstems Dlv 
00/03/31 2pp 


0006030127 Comments on proposed rules L0CFRi9r 30, 40, 50. 70, 71 it 150. NRC 
should stick to attempting to protect Individuals who 
legitimately notify NRC of rediatioTi problems before 
expanding responsibility. 

HUbBARDjL 0 Cook County Hasp Chicago, IL 00/03/31 Ip 


0006030130 Comments on proposed rule 10CFR61 regulations should state 
requirements that would provide reasonable assurance of low 
level waste conflneAtnt Reg guides to provide guidenct would 
therefore be unnecessary 

PARKER, H.O. Duke Power Co. 00/04/14 Opp 


0006040003 Forwards cemments on proposed rule 10CFR19 proposed rule 
unneceisary I- will nob achieve intended abjective NRC has 
not demonstrated need fqr rule Legltlinate interest std is 
too broad & subj to unintended abuse 

KEARNEY, J Edison Electric Institute 00/05/12 IGpp 


000-6040007 Comments on proposed rules lOCFn2j 30, 40. SO, 51 , 70 6 110 util 
currently reviewing proposed amends re environ protection . 

far domestic licensing & related regulatory functions 
-Comments to be submitted by B0051& 

fttLL8p L M Tennessee Valley Authority 00/04/30 Ip 


8006040012 Comments on proposed rules tOCFR 19, 30, 40. 50, 70, 71 it ISO 
on behalf of KG Oas It Electric Supp Lementarij info for 
proposed regulation fails to follow statutory language U 
Oept of Labor regulatl-ons 

BILBERO, J E Shaw, Pittman, Potts 8< Trowbridge 00/05/05 4pp 


0OO6O5OOBO Order granting extension until 000707 For States of MN, Ut, 5C 
It ethers to file statements of pos 1 ti on. until 000905 to file 
croi f-statements 6 until G010O6 to file suggestions re 
nature & scope of further praceedlngs 

HILLER, M E Atomic Safety and Licensing Board Panel 00/05/29 
5pp 


8006050427 Camraent* on proposed rule lOCFRSO evaluatlun criteria da 
not adequately address Issue of Glass 9 event Requests 
avilLable info that deals ui/specific problem of protecting 
infants 

OARRETT, E 0 Affiliation Unknown 80/04/01 0pp 


9006050447 Motion by CA Agencies for 60’-’day extension or until 000731 
for scheduling first phase of proposed rulemaking proceeding 
re storage it dlipesal of radwatte Proposes alternative 
individual eKtenston if first phase ic not extended 
URBANfM , OREU.P California, State of 00/05/20 3pp 


”-6006050453 Confirms CA Energy Commisiion 800220 Itr expressing concern 
re procedures used In proposed rulemaking proceeding re 
storage & disposal of radwaste Urges personal attention 
Certificate of 8vc and 

VARANINI,E £ Caltfornta. State of 00/05/13 7pp 


8006050450 Reply taking no position on Btate of HN request for 60-day 
extension of procedural dates re proposed rulemaking on 
storage 6 disposal of radwaste Opposes alternative relief 
re individual extension Certificate of Bv-c end 
KNOTTS, JB Atomic Industrial Forum KNOTTS, j D Debevoise 6 
Liberman 00/05/15 7pp 


0006050465 Response taking no position on States of MN. UI, IL, HQ, HI, LA, 
GHtVT 6 8C motions for extension of schedule for first phase 
of proposed rulemaking proceeding re storage tc disposal of 
radwaste apposes individual extension NZ-Cert i f Icete of 8vc 
brown, O.F , COLEMAN, L R . MCGOVERN, K 8 Energy, Oept of 80/05/21 
7pp 


6006030487 Response in support of State of MN motion for extension of 
schedule dates for first phase of proposed rulemaking 
pr-oceedlng re storage 6 disposal of radwaste 

HANSELLED Illinois, State of HAN BELL, D Missouri, State of 

HANBELL. 8 Heualir State of 80/05/14. Ip 


B006050494 Notice of change of name It answer in opposition to Gtates of 
MN V HI cnotloni for exteneicn of schedule dates for first 
phase of proposed rulemaking proceeding re storage I, 
disposal of radwaste Certificate of 8vr encl 
BAUSERjM a. Edison Electric Institute BAUBER.H.A 
Lowanstein, Newman, Reis, Axe Irad tn Toll 00/05/16 9pp 


8006050543 Comments on proposed rule 10CFR20 only rationale on which 
NRC should mandate OA program is to ensure programs are 
capable of demonstrating compliance u/regulatory stds 6 
provide measure of effectiveness 

9LASECK, L A Affiliation Unknown 90/04/17 3pp 


0006060116 Comments on proposed rules i-QCFR20 It 50 if all NRC reporting 
requirements could be streamlined It addressed in one 
docviAsnt, Implementation would be easier It. current confusion 
would be slimlnatadi 

WHITAKER, M 0 South Caroline Electric It Oes Co 00/05/00 2pp 


8006060119 Comments on proposed rules i0CFR20 Sc 50- supports proposal 
w/reservations re unnecessary duplication of reporting 
requlrsments Some type of integration should be instituted 
between existing req-ul reman ts 

MILLS, U M Tennassee Valley Authority. 80/05/06. 2pp 
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POQ&060130 Comments on propoisd rule 10CFR19 refs to uiorker 
representetlvos contractors should be clarified Licensee 
should be advised of invitees prior to meeting Present sya 
is uorkabla & preferable to change 

FLVNNr J D Cincinnati Oa* Electric Co 90/09/09 2pp 


80060&014S Comments on proposed rules lOCpRS* 30< 40t 50* 91> 70 it tlO has 
reservations re alternatives it independent EI6 Critical 
element of NEPA process 1« lost if NRC limits licensing 
function to approval or denial gf applications 
HEDEMANiW N Environmental Protection Agency BO/OS/09 Spp 


B006060150 Comments on proposed rule iOCPRl9 concurs u/concept of 
codifying meeting procedures Regulations should not be 
modified to Invite individuals ui/o licensee prior agreement 
DIPIAZZA.R P Uasttnghouse Electric Corp, WRD-LA-li9 aO/09/lS 

2pp 


8006060194 Comments on proposed rules 10CFR19« 30f 40i 50> 70i 71 it ISO 
proposal should be abandoned unless significant evidence is 
advanced re protection of employees uho provide info 
HOOAN.J P General Atomic Co <subi of Gulf Oil Co 1 90/09/00 

2pp 


8006060167 Comments on proposed rule lOCFRSO prefers option re 
unspecified lab because operation would be free of cyclic 
federal govt budget ic manpower constraints Major concern is 
credibility of certifying lab, 

BLABACKjL a DefenseiDept of 80/04/17 3pp 


8006060393 Response in support of State of HN motion for extension of 
proceeding schedule re first phase of proposed rulemaking on 
raduaste storage ii disposal. Car tlficate of Bve end 
LOWERRE. R M Texas* State of 00/09/81 9pp, 


800609000? Comments on proposed rule 10CFR19 interested parties it 
consultants should not take part in discussion of tentative 
findings* but be included in meeting at end of insp to review 
Inip findings 

AVflOTlK*R F Affiliation Unknown 918-80 00/09/09 Ip 


8006090010 Comments on proposed rule 10CFR20 independent certification 
lab under contract to N99 would be viable working 
relationship Recommends caution in any changes of ANSI Std 
N13 11 

WHEELER I R V * LANDAUER*R 8 Affiliation Unknown. 80/09/00 Ip 


8006090060 Comments on proposed rule 10CFR19ran behalf on Puget Bound 
Power ii Light Co i( lA Electric Light ii Power Co. Proposal is 
acceptable if amended to recogniie right of parties to 
oppose outsiders^ attendanci at msetingi 

BAU6ER*M A Lowensteln* Newman* Reis* Axelrad & Toll 60/09/18 4pp, 


0006090061 Comments on proposed rule 10CFR91 eupports regulation review 
of alternative sites for nuclear power plants Local 
residents must have voice in matter 
JONES* C Affiliation Unknown 80/09/14 ip 


8006090079 Comments on proposed rule 10CFR170; objects to blank check 
approach to license fee assessments QA program separate 
from application for approval of shipping packaga Is of no 
benefit 

SCHENDELfK R Wyoming Mineral Corp REP~0O-241. 80/04/29 app 


8006090087 Comments on proposed rule 10CFR19 no objections to mgt 8t NRC 
inspactori having meetings during or following inep, 

Inspectors should not be permitted to invite outside guests 
81ECKrP £ Ghmart Corp 80/09/16 2pp 


8006090092 Comments on proposed rule 10CFR73 fact that vital area 
access shall be positively controlled precludes need for 
serially numbered badges w/author i xatlon codas. Criteria for 
authorization should be satitflad prior to entering area 
UHRIOrR E Florida Power St Light Co L-SO’-lOd. 80/09/19 Ip 


8006090096 Comments on prapoied rule 10CFR80*new regulations should 
include some techniques for introducing rational changes 
KCCLINTOCKiJ T Affiliation Unknown. 80/09/19 8pp 


8006090101 Comments on proposed rule 10CFR20 public does not have 
proper protection In event of severe accident when existing 
monitors cannot measure amount of radiation released 
WARREN* S K Affiliation Unknown. 00/09/14. Ip. 


600609010B Comments on proposed rule 10CFR19 inspectors should not be 
permitted to invite outside guests due to possibility of 
physical security plans V facility procedures being 
discussed in public forum 
KNUTH, D F KMC* Inc. 80/09/87. 4pp 


6006090114 Comments on proposed rule lOCFRl*? supports continuation of 
having Informal conferences between app 1 Icants* licensees 6* 
inspectors Introduction of third parties could change 
conference to adversary proceeding 

HOWELL* 6 H Atomic Industrial Forum 80/09/27 2pp 


8006090931 Comminti on proposed rule 10CFR73 existing rigulatloni 
properly implemented provide high degree of esturance 
against Industrial sabotage by Insider 
□RVAN*JK Union Electric Co 80/05/19 Ip 


B00609D997 Comments on proposed rule 10CFR80 radiation sources should 
be chossn to closely match ^rad latlon received by worker 
Processor should only be required to past those categories 
of radiation for which legal records are provided . 

BEER* J L Consumers Power Co 80/09/20 Ip 


9006110060 Comments op proposed rules iOCFR90 t* 91 schedule of initial 
phase of waste confidence rulemaking proceeding should be 
extended 60 days Concurs w/States of WI tc MN motions to 
enable participants to review documents filed by DOE 
VANCE*RL Virginia* State of 00/09/27 9pp 


8006110087 Forwards notice of withdrawal of appearance t* substitution 
of counsel re proposed rulemaking on storage disposal of 
nuclear waste Certificate of Sve end 

SANOERiHa Tennesset Valley Authority 80/09/28 7pp, 


8006110164 Response in support of State of HN motion for extension of 
schedule dates of first phase proceeding ra proposed 
rulemaking on radwaste storage U disposal Certificate of Sve 
end 

KACARTORiJ, D Delaware* State of 80/09/20, 9pp. 


8006110224 Notices of appearance in proceeding Certificate of 8vc 
enc I. 

BISHOP* L L * JORDAN* W 8 New England Coalition on Nuclear Pollution 
0I8HOP*L L . Sheldon* Hermon t* Weiss 80/09/2? 7pp 


6006110406 Hsmorandum in support of State of MN motion for AO-dav 
extension of schedule dates re proposed rulemaking on 
radwaste storage 6 disposal NRC delay of core bibliography 
filing was not anticipated. W/Certiflcate of Bve, 

MUCHNICKI.E D, * BROWN* W J Ohio* State of, 80/09/14 lOpp 


8006110494 Comments on proposed rule 10CFR20 on behalf o<f TX Utils 
Generating Co consideration of poisible act idents* dif f arent 
from those previously evaluated* heeds limiting language to 
control litigation U speedup amend processing. 

RCrNOLDS.Na Debevoiff 6 Liberman 80/09/27 &pp 


8006110469 Comments on proposed rules 10CFR2 it 90 NRC hae developed 
two-pronged practice that frustrates public participation 
It Inconsistent w/Congresslonal intent Utils ars tneouragad 
to wait until OL review for post-hoc approval of mods 
W£I88iE.R Union of Concerned acientliti WE18S*E R. Natural 
Resources Defense Council. WElBBtE. R. Sheldon* Harmon tt Weiss 
80/09/23 llpp, 


8006110466 Comments on proposed rule tOCFR20 dosimetry procesior 
certification should be performed by non-NRC regulated 
leb Private nonprofit lab or govt lab operated by 
N6B would minimize further govt expansion. 

KIRKjW, F United Nuclear Carp * Naval Products Dlv NIB-00-9-39 
80/09/21. ip 


8006110471 Comments on proposed rule 10CFR73 balance is needed between 
operational necessity admlnistratiys burden of validating 
need for access each time entry is afforded Util btlieves 
physical security plan provides balance' 

CAHILL* W J, Consolidated Edison Co of New York 80/09/23 2pp 


8006110479 Comnents on proposed rule 10CFR20 following areas should be 
addressed x-rays* radiograph Ic wprk*hot c«l 1 s* radlopharoiacy 
6 nuclear steam generator stations Easellne eallbr lources 
should be estab 1 Ished, QA is prime requisite 
BRIGHT* R,M Florida Power Corp 80/09/20. 2pp. 


8006110477 Comments on proposad rules 10CFR2O 6 90 operators will be 
distracted from prim# directive of plant operation to insure 
host of events are reported to NRC operations ctr Only 
events requiring Immediate actions should be reported, 

HUNTER* R. 8 Indiana h Michigan Electric Co tElN-ao-06 80/04/29 
3pp. 


8006110481 Comments on proposed rule iOCFRSO reg guide should be 
developed rather than rule or regulation Reg guide would 
give small ^*ln house" sves flexibility needed 6 hold line 
on large vendors. 

HOLEMAN,0 R Yale Uni v 80/09/23 2pp 
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e006U0487 Cowa*nU on prapasfd roll 10CFR19 rwl# nftd« clar 
njrroirflnj Unjui)* ta whtn informal can 

ftff h»ld,fitent of par ttclpation by partli* outiidt NRC it 
llcaniti It ra^virtaonti far addl participant* 

KOFFKAN, D P Con*o«*ri Powtr Co 00/05/19 Ip 


— Q00&12O246 Commant* on propoiad rul*» lOCFftHt 19 » 20j 2lt 30 p 40* S 1 ■ 60 tt 70 
NRC It itata* ihould hava opportunity^ to convult in 8< rovlou 
•It* charactorliation itudl** to hvlp inaur* that adtquatp 
data ti *af*guari(« ara abtaln*d 

OREENiJ M HI*»ii*lppl» Stat* of. 80/03/03 2pp 


8006110488 CfliMtint* on propoitd rul* lOCFRiO dafinition o# dl*poial 
• tiould »»an f»plActa*nt «/* lnt*nt to r*trl*v# for any 
rftion Othtr adltorial changfi «ufgt«t«d for clarity 
Eapha*!* *fiouIrf b* on tita charact*rl*tic* 

001BT*A 8 AfftUatian UQtnown 80/05/21 2pp 


8006120228 Commanti. on propD*#d rul* 10CFR73 bettor lafoguarda lie in 
area* of tound perionnel *cr*«nlnfl» good mg t It fcruatuorthy 
•rtiployc** Proposed amend uould be costly to administer It 
tiiDuld create onnecetiary burden* on plant aparation* 

RiVELLOfJ Long Island Lighting Co 00/03/13 2pp 


8006110492 Ceittaienti fln proposed rule 10CFR19 practical dlfflcuti 
could arl** ra untrained participants in in*p aeetlngs 
Clar If Icatlon of participant qualifications it concurrance 
of othsr party will facilltat* retolutlon of imp findings 
fCRNBEROER.K D Affiliation Unknown 80/05/13 Ip 


Q00612023S Comments on proposed rule* lOCFRa tt 90. * Ignif lean t hatar-d 
needs defined spaclflcity NRC should not accept change even 
within regulation that may increase probability of accident 
Regulations need strengthening 

WA8SEReACH*A E Affiliation Unknown 00/05/21 Ip 


8006120008 Forwards coeflinti on proposed rules 10CFR2. 30i 40, 50, 5I< 70 
110 

SCOT. II J Illinois, Stale of 80/05/22 Ip 


— 9006120019 Coemtnt* on propoitd rules lOCFR 2,30,40,50.51,70 i 110 NRC 
Should make worst case anaylset to male reasoned choice* 
aaong alternativts Class 9 accidents must be investigated 6 
analysed for specific sites 

OCOTTiW J Illinois, State of 80/05/22 3pp 


8006120279 Comments on proposed rule tOCFR33 on behalf of Ionisation 
amok* Detector Info Bureau Present labeling practices 
Adequate Labeling requirement should be del«-ted Compliance 
period should be extended to one yr 
HARR 18, K BRK Electronics 80/01/10 2pp 


8006120496 Requests 30-day extension on behalf of Association of 
American Railroads for comments on proposed rule 10CFR70 
GARDNER, R S Affiliation Unknown. B0/05/O.6, Ip, 


8006120013 Conatnts on proposed rules 10CFRl9i 30, 40, 50, 70, 71 6 150 
provisions imposing civil penalties on llctntses for actions 
of contractor* or subcontractors should be clarified or 
deleted Hod needed to protect sAploytr. 

GI9B8,D C Atomic Industrial Forum 80/05/21 2pp 


8006120495 Comments on proposed rule* iOCFRa, 30, 40, 90, 31 , 70 S, 113 on 
behalf of Doston Edison Co, C-E, FL Rower & Light Co, Houston 
Lighting 6 Rower Go, Northern IN Public Sve CoiPortland 
General Electric Go & Puget Sound Power & Light Co 
GRAY, F 8 Looney, Nichols, Johnson 6 Hay*e^ 80/05/02 6(ip 


8006120104 Comments on proposed rules 10CFR2, 30, 40, 90. 91, 70, 110 rule 
does not identify procedures for identi ficetien, evaluation it 
protection of historical or archaeological properties 
effectid by NRC licensing Reipons Ibll ity is neglected 
DiNEAUie.DF Affiliation Unknown 80/04/07 tp 


8006120113 Comments on proposed rulss tOCFR2. 30, 40, 90, 91, 70, 110 NRC 
need not exaggerate CEO rtfulationi NRC patterns have used 
practical inNrpretations to require enough info In EI8 to 
make decisions 

HILLS, L M Tennessee Valley Authority 80/09/19 2pp 


8006120125 Comments on proposed rules iOCFR2, 30, 40, 90, 70 it liO added 
cofti of svaluatlng alternative sites not cost effective 
Kajor advirie tnvlron impacts normally identified using 
raconnaissanca-levtl info 

PEOPLES, D L Commonwealth Edison Co 80/04/30 7pp 


8006130047 Forwards advance notice of proposed rulemaking re 
development of technical criteria for regulating geologic 
disposal of high level radwesteifor publication in 800513 
FR 

CHILK, 8 J Office of the Secretery of the Commlttion 00/09/06. 

Ip 


— 6006130091 Advance notice of proposed rulemaking re technical criteria 
for regulating geologic disposal of high level raduaste 
Comments due by 800714 

CHILK, 8, J Office of the Secretary of tha Commission 00/09/03 

80pp 


8006130066 Forwards notice of 10CFR50 amend, rv^quiring periodic u|)datlng 
of FeARifor publication In B00909 FR. 

CHILK, 8. J Office of the Secretary of the Coamission BO/09/06 
Ip 


8006120177 Comments on proposed rules 10CFR2i 30, 50, 91, 70 & 110 
coAvelutad santencss, technical jargon 6 reference* to 
otscurs documents mate rule Inpofflble for general public to 
comprehend Agencies should use writers to communicate 
FORD.C K Affiliation Unknown 80/04/29 Ip 


— BOO613OO60 Notice of amend to 10CFR50 requiring periodic updating of 
F8AR 

CHILKrS J, Office of the Secretary of th* Commission 80/05/01 
lOpp 


8006120191 Comments on proposed rulee 10CFR2, 30. 40, 90, 51, 70 6 110 
wording of 10CFR91 22(bMll) ehould be revised to read no 
slgnlftcant changes Editorial change would eliminate some 
confusion 6 parallel wording proposid for I0CFR9i 22(b><9) 
SCk^NDELiK R Wyoming Hlneral Corp REP-80-291 80/09/21 Ip 


8006130072 Forwards notice of extension of comment period on advmnce 
notice of rulemaking on certification of porsonnel dosimetry 
processors until 800627 for publication in 000909 FR. 

HOYLE, J, C, Office of the Secretary of the Commission 0O/O9/OB 
ip 


8006120208 Coamints on proposed rule 10CFR20 NRC should certify lab 
w/continuel monitoring by N88 
8PCLL, W H Louisiana, Stat* of. BO/09/17 Ip 


8006120216 Comments on proposed rule 10CFR20' combining proposed roles 
of N88 it branch lab within NBS would gain baneflt of long 
standing, continuous operation over contracted lab 
W1NAN8,L F Oregon, State of BO/05/22 2pp 


B006120217 Comments on proposid rule 10CFR20 corrective ncasvres are 
needed Supports proposid rule within reasonable cost limits 
Some addl cost justified Should cost become excessive, 
other personnel exposure measurement should be considered 
DAVIS, W U Beckman Instruments, Inc 80/09/19 ip. 


8006120221 Comments on proposed rules 10CFR2, 19, 20, 21, 30, 40, 31, 60 It 70 
supports comments it suggestions offered by PJ Halley of MS 
Dept of Natural Resources States should be made full 
characterization 

HOffTGOHERY, 0 V Kous* Of Rep , Armed Services 80/04/08 Ip 

— 00061 20m Comment • on proposed rules 10CFR2, 19, 20, 21, 30, 40, 31, 60 it 7i 
consultation process should give state stronger, more 

, ’■“i! charactorizatzon. 

HALLEY, P.J Hlsiisstppi, State of 80/03/03 2pp 


— 6006130077 Notice of extension of comment pmriod on advanco notice of 
rulemaking on certification of personnel dosimetry 
processors util B00627 & notice of a0092B-19 public 
meeting* 

OIRCKB.W, J Office of the Executive Director for Operations 
80/09/08 3pp. 


0006160039 Discusses draft final rules lOCFRSO 70 on emergency 
p lannlng. NRC-FEHA approach should be developed 6 Implemented 
to encourage state i, local agencies to Incorporate federal 
efforts Into their emergency planning 

PLEaSET, M 9, ACRB - Advisory Committee on Rometor Safeguards 

80/06/11, 2pp 


0006160152 Forwards official sve list 8, 000523 wemorandum it order to 
all participants Participants may serve two copies of 
filings w/NRC, 

CHILK,8 J, Office of the Secretary of the Commission 00/09/20 

Spp 


—0006160160 Order forming working group to advise Commission re 
adequacy of record In Instant proceeding. Oroup will prepare 
questions to be asked of participants it iiiltinesses by 

officer or Commission Certificat* of 8vc end. 

CHILK, 8 J Office of the Secretary of the Commission 80/09/20, 



NONDOCKETED ITEMS 


315 


8006170231 CommontB on proposed rule 10CFR32 distrlbutlnp Am-241 Sc 
daughter isotopes to ^enor^l publii; is grossly negligent & 
highly Irresponsible Regulations are extremely loeek in 
attempting to inform consumer 

TONErH M Leh igh-Pocono Committee of Concern 80/01/10 2pp 


8006170240 Comments on proposed rule loCFRGS more definition needed re 
marking of external surface of smoke detectors Harking name 
of radionuclide & quantity uould be of little value to 
average person 

MODREf P Square 0 Co t Electromagnetic Industries 80/01/11 2pp 


8006170246 Comments on proposed rule 10CFR91 alternate sources of 
energy should be proposed in addition to alternative sites 
Negative aspects should be communicated to public in 
addition to positive points professed by utils 
PEAVERj R, C Neu Hampshire* State of 80/Q3/27 2pp 


8006170247 Certifies $vc of notices of appearances in proposed 
rulemaking proceeding on storage U disposal of radufaste on 
000330 

JORDAN* U B I niSHGP.L L Heuj England Coalition on Nuclear Pollution 
JORDAN* U S Natural Resources Defense Council 80/03/30 3pp 


8006170277 Comments on proposed rule 10CFR50 recent legislation In CA 
requires upgrading of state nuclear emergency planning 
capability Legislation is being supported by technical 
assessment study of accident consequences 
VOLO*E California, State of 80/03/31 3pp 


8006170331 Notice of appearances in proposed rulemaking proceeding re 
storage b disposal of raduaste AH Outterman appearance 
withdraun 

BURGER, J F . BUSTI0N*P R Tennessee Valley Authority 80/03/28 

Ip 


8006170336 Notice of appearance in proposed rulemaking proceeding re 
storage h disposal of radiuaste 

JORDAN, W 8 New England Coalition on Nuclear Pollution JORDAN* 8 
Natural Resources Defense Council JORDAN* W S Chrlsta-Mar la 
80/03/29 I p 


8006170340 Notice of appearance in proposed rulemaking proceeding re 
storage & disposal of radwaste 

D18HaP*L L New England Coalition on Nuclear Pollution 
QIBH0P*L L r 818H0 PtL L Natural Resourcee Defense Council 
00/03/29 Ip 


G006170345 Hemorandum in support of States of UN & NI motions for 
ectension of proposed rulemaking proceeding deadlines re 
storage disposal of radwaste Suggests 600731 for 
statements of position Cortificate of Bve end 
0RIFFIN*W * DlAKONDiM J Vermont* State of. 80/05/16 9pp 


8006170713 Motion for 60’'day extension of first phase schedule of 
proposed rulemaking proceeding re storage I* disposal of 
radwaste Requests extension until 600731 to file statement 
of position If motion is not granted N/Certif Icate of Sve 
OLSON, J r . SENECHAL* M. E. Minnesota, State of 90/03/00 14pp 


8006170777 "Physical Protection of Irradiated Reactor Fuel in Transit*'' 
10CFR73 effective amends to Interim final rule Summarizes 
public comments received* g Ives Commission responses & sets 
forth interim amended rule in final form 

CHILKrS J. Office of the Secretary of the Commission 80/03/27 
46pp 


8006170778 Comments on proposed rule 10CFR32 decision not to Include 
info re disposal of radioactive detectors is unacceptable 
Disposal instructions necessary to avoid accumulation of 
isotopes in landfill areas NRC should recall ion detectors 
WALTERS* E Environmental Policy Institute 80/01/13 ip 

8006170701 Comments on proposed rule lOCFBSa concern for Inadequacy 
of marking on smoke detectors mag be valid for devices sold 
retail, Class of product sent to professional fire protection 
specialists should not be included 

0TOCKHAMER,6 Walter Kidde Co , Inc, < Fenual, Inc 00/01/14 
SPP 


8006170786 Comments proposed rule 10CFR32 Ionizing detectors are 
not necessary Photoalec tr ic can do job w/o bringing harmful 
radiation into homes NRC has no rules or regulations re 
disposal of devices 

QUIOO*C Pollution (t Environmental Problems* Inc 80/01/10 12pp 


0006170914 Comments on proposed rules 10CFR2 ti 30 proposed rule would 
be Improvement in general. Rule allows for some 
predictability of NRC decisions NRC should set forth 
examples of significant hazards 

8TEPT0e*P Commonwealth Edison Co 9TEPTOE, P Isham* Lincoln 
Beale 00/09/27 2pp. 


8006170847 Paper entitled* "Legal & Financial Aspects of 
Decammissionlng* '* presented at AIF Confartnet on Environ 
Regulation of the Nuclear Industry in San Franilsco* CA on 
800318-21 

« Debevoise it Liberman 80/03/21 19pp 


0006170863 Comments on proposed rule 10CFR32 rule is important i< should 
be made final Rule should be strengthened to require 
disposal Instructions printed on outside of container 
LOCH3TET*W A Affiliation Unknown flO/Ol/U Ip 


0006170860 Paper entitled* "Util View of Decommission ing* " presented 
at Conference on Environ Regulation of Nuclear Industry A 
New Decade In San FranslscorCA on 800318-21 
BLACKMON* D 8 Duke Power Co 80/03/21 lOpp 


0OO617OQ7O Comments on proposed rules 10CFR2 It 90 wording should be 
changed to limit current broad criteria for significant 
hazards consideration 

HOFFMAN* D P Consumers Power Co DPH-66-aO. 80/03/27 Ip 


6006170673 Requests consideration of encl State of MN 800219 Itr re 
development of emergency evacuation plans for fixed nuclear 
accidents 

DOSCHWITZrR Senate. 80/04/02 Ip 


8006170874 Comments on proposed rule I0CFR32 amends are strongly 
supported Group has suggestad similar changes since 
1977 Package should have provision posted on label that 
would keep detector away from children 

JOHNaON*a League of Women Voters of Rockford* IL SO/Dl/12 i2pp 


8006180025 Comments on proposed rule lOCFRSO NUREO-0654 appears to 
have been developed w/o eoneideratlon for local problems 
Most damaging is method of write-off at natl level of dollar 
costs by cleverly worded statement 
SLONE* 8 D, Alabama, Stats of 80/04/01 3pp 


8006180090 Comments on proposed rule 10CFRt9 rule languago Is 
excessively breed re timing of conferences I* class of 
persons to whom Invitations might bt sitsndsd Cotiferanee 
invitations must be limited to authorized rtpritentatlvei 
UHRI0*R.E Florida Power a* Light Co U‘‘B0-146 80/03/09. 8pp. 


8006100183 Comments on proposed rule 10CFR20 Alternative 4 is very 
attractive NBB, In particular* would be ideal candidate since 
engineering stds are high 6 believable 
KIM*J J Harper-Grace Hosps Detroit* MI 00/05/80, Ip 


0006180407 Forwards LA Cote 800312 comments on proposed rule lOCFRSO 
Properly organized early warning eye should address It 
Include emergency broadcast tys Mods to present lys it 
associated electronic equipment would be more efficient 
NCGRAIL*8 J Federal Emergency Management Agency 60/04/01 4pp 


6006200229 Comments on proposed rule lOCFRSO properly organized early 
warning syi should address 6 include emergency broadcast 
sys me Bureau of Civil Emergency Preparedness will dsvelup 
plan compatible w/federal guidelines 

MC0ftAlL*8 J Federal Emergency Manegsment Agency. 80/04/01, 4pp 


8006200948 "Capital Recovery of Nuclaar Plant Decommissioning Costs " 
EWER8*6 J * BERGLUNDiR. H Northern States Power Co. 80/03/31 
lOOpp 


8006230342 "Rules of Practice for Domestic Licensing Proceedings*" 
iOCFR2. 764 proposed rulemaking Lists three options being 
considered for amend. 

CHILK*8. J Office of the Secretary of the Commliiion 80/03/16 
36pp. 


6006230349 Comments on proposed rule 10CFR140 opposes NRC view that 
public health 6 safety have been protected by AEC allowable 
limits of Ionizing radiation Praposes to do everything 
possible to stop farce of ALARA 
CRUMLEY* J J Affiliation Unknown 79/12/07 Ip 


8006230395 Comments on proposed rule 10CFR140 NRC has grossly 
underestimated Intelligence of public 6 insulted dignity of 
people aware of constitutional rights Opposes reopening of 
TMI 

MILLER* L C Affiliation Unknown. 79/07/31 lOPP 


8006240099 NUREG/CP-001 1 

Errata sheet for Page 43 of NUREO/CP-OOlli "Proceedings of 
Workshops on Propotsd Rulemaking on Emergency Planning for 
Nuclear Powvr Plants " 

e Division of Siting* Health it Safeguards Standards 80/03/21 
«PP 
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600&240104 Caniffttnti on propastd rulof tOCFRS* 30» 40i 50» 70 & 110 

obj*cti ftrinuDtJ«lv to c«l«goric«l Bxclutlon for u«ll 
logging frotn r«<iulr«{HBntf for £1A & E1& Eiclution unulto 
& uniupportablf 

HONEYED D HEHiDipt of, U3 Public HbiUH Borvlc* 80/Oi/OA Spp 


8006240130 Commonty on prapotod rult 10CPR20 concept of adding Internal 
t( titernal dotte long ovordui iior« than one ueg exlitt to 
achieve radiation protaction Deciiion «hould be left to 
prof 

14E06T.U F California. Univ. of. Lot AngeUt R03 ClEi2e 
80/05/29 2pp 


8006240190 Comnentf on propoeed rule 10CPR80 matli re certification of 
parvonnel doilmetrg proceesort have been dletributed to 
governmental agenclet for review comment Review tcheduled 
to cloif on 800926 

WKITEMEADiH Aleita. State of 80/04/30 3pp 


8006250077 “Fire Protactlon Program for Nuclear Power Plant* Operating 
Prior to 790101. •’ 10CFR50 proposed rule Amend would require 
certain min provisions for fire protection in operating 
nuclear power plants 

CHICK. 8 J Office of the Qecretarg of the Commission 80/03/21 
45pp 


8006290171 NUflEO/CR-0672 VI 

"Bummarg of Technologgr Safetg h Costs of Decommissioning Ref 
ai« Power Station." Vol Iroialn rept 

OAK.H D , KOLTER.O h. . KENNEDViU E Battelle Kemorial Institute. 
Pacific Northwest Laboratorg 00/06/13. ISpp 


8006290317 "Specific Domestic Licenses to Mfg or Transfer Certain Items 
Conirainlng Bgproduct Hatl. " tOCFRSS final rule. Amends 
regulations providing new requirements for labeling gas t. 
aarosol detectors. Indvdlng smoke detectors 
filRCKS.N V Office of the Executive Director for Operations 
00/05/27 24pp. 


— 8006250323 Value impact statement re amend to I0CFR32 to provide new 
requirements for labeling gas ti aerosol detectors 
a Office of the Executive Director for Operations 80/04/23 
13pp 


8006290344 Forwards notice of amend of 10CFR35 for publication in 
6C0914 FR. 

CHILK.8 U Office of the Secrctarg of the Commission 80/05/08 

ip 


-''8006250349 Notice of amend of iOCFRSS requiring liceniees to keep 
records of mli administrations of radloactiva matl. report 
same to HRC. referring phgsician 4< patient & submit quarterlg 
repts to NAC Effective on 801110 

CHiLKrS J Office of the Secretarg of the Commission. 80/09/07 

16pp 


8006290346 "Utilixatlon of Excess U Disposal of Surplus Personal 
Propertg." ACE manual. App 5170 
e Atomic Energv Gammlssion 63/09/20 I9pp 


8006290347 Commants on proposed rules 10CFR19. 30. 40. 90. 70. 71 it 190’ 
addition of Paragraph • strengthened abllltg of employers 
of transient workers ta obtain records for employees Add! 
info necessary in order to have accurate. current data 
HEONER.H. 8 Oeneral Electric Co 80/09/20 Ip 


B0062903S0 Comments on proposed rule 10CFR20 Intp capability should be 
modified to provide adequate safatv stds Provision for 
viable standardlxed de«crlptlon of health characteristics of 
population befora operation of facility should be developed 
BERTELL.R Ministry of Concern for Public Health 80/05/21 Spp 


8006260071 Transcript of Commission 80061B public meeting in 
Wash ington. DC re final rulemaking on emergency preparedness 
Pp 1“90 

* Commlision. 80/06/18 lOSpp 


8006260170 Forwards FR notice of proposed rule for fire protection 
program for nuclear pourcr plants operating prior to 
Jan 1979. for publication on 600329 

CHILK.S J, Office of the Secretary of the Commission. 80/09/22 
Ip. 


— 6006260173 FR notice of proposed rule for fire protection program for 
nuclear power plants operating prior to Jan 1979. for 
publication on B0D9S9 

GHILKiS J Office of tho Bacretarg of the Commissiori 80/09/21 
49pp 


8006270030 Forwards comments on proposed rule lOCFRSl Summary of Natl 
Environ Studies Project rept. Subcommittee on Emergency 
Planning 8. Siting Policy commente & Subcommittee on Environ 
Repts comments encL 

UALBKE.C Atomic Industrial Forum 00/06/11 I3pp 


—8006270033 AIF/NE9P-01B 

"Alternative Biting Requirements & Practices for Nuclear 
Power Plants." prepared for AIF. Natl Environ Studies 
Project 

* Dames U Moore 30/06/30 SOOpp 


8006270163 Forwards statement of interim policy. on accident 
considerations under NEPA# for publication In FR Statement 
discusses CommlBsion position re including considerations 
for future EIS 

DENTON.H R Office of Nuclear Reactor Regulation, Director 

80/06/06 1 3p p 


8006300298 ORNL/OEPA-q 

"Stds & Quidellnas pertinent to Development of 
Decommissioning Criteria for Sites Contaminated W/ 

Radioactive Matl " 

DtCKSON/K W Oak Ridge National Laboratory UC-70 73/08/31 

36pp. 


8006300353 Memo to recipients of proposed rules lOCFRl?, 30. 40, SO. 70. 71 
ti i50 Advises that Comment 30 was miscoded & should be 
removed from file 

a Docketing & Bervicas Branch 30/06/10 Ip 


8006300489 "Deletion of Ref to Panama Canal ZoneiHinor Amends," 10CFR95 
h 140 final rule. Minor amends reflect provisions of Panama 
Canal Treaty of 1977 (< recently enacted Panama Canal Defense 
Act of 1979 

D1RCK8.W J Office of the Executive Director for Operations 
80/09/22 3pp 


6006300904 Comments on proposed rule iOCFRSi . exclus ionary safety std 
for acceptable site should be standoff distance & population 
criteria Only reconnaissance level info is necessary to 
evaluate site against new criteria 

LENTSCHiJ. W Portland Oeneral Electric Co 80/06/06 4pp 


8006300911 Comments on proposed rule lOCFRSl. submi tted on behalf of 
Mldddle South Utils Sys endorses AIF comments Application 
of proposed rules to existing Inventoried or banked sites is 
not clear 

PATTERaON. J D Middle South Services. Inc 80/06/06 3pp 


PRM PETITION FOR RULEMAKING 


8006090482 Comments In opposition to petitions for rulemaking 50-23 S< 
9Q-29A No legislative history cited in support of 
contention 

e LeDoeuf, Lamb. Leiby & MacRae 80/04/04 3pp 


8006120201 Commants on petition for rulemaking 90-26, petition should be 
discarded Radiation from direct hit of five megaton bomb, 
would spread farther it faster than from nuclear plant 
ELD.M.E Idaho. Unlv of, 80/02/25. Ip 


B0D6120289 Comments on petition for rulemaking 30-26' Attack on US by 
five megaton weapons would render issue re const of nuclear 
facilities Inconsoquential Petition would cause further 
energy cost increases it const delays 
LOVE.E Affiliation Unknown 80/03/03 Ip 


8006120287 Comments on petition for rulemaking 50-26, petition is 
overreaction due to concern about possible radiation from 
power plant rather than from flva megaton nuclear explosion 
PETERSON. R J Affiliation Unknown 80/03/03 Ip 


8006120291 Comments on petition for rulemaking 90-26 petition should be 
denied due to reliance on erroneous assumptions Haxard stems 
primarily from weapon, not from plant No method exists to 
fully protect nuclear generating station from such attack 
OILMAN. D W San Diego Oas it Electric Co 80/03/07 2pp. 


8006120372 Comments on petition for rulemaking 50-28 challenges, 
recommendationi it suggestions In petition are valid Urges 
serious consideration before flnalitlng proposed emergency 
planning regulation* 

DYRNE. J. P Colorado. State of 80/03/12 2pp 


B006120426 Comments on petition for rulemaking 90-28 supports petition 
it urges fair it impartiel hearing 

HUNTER. R 8 Indiana it Michigan Electric Co. 80/04/24. ip 
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8006120436 Comment* on petition for rulemaking 50-20 on behalf author «« 
litted utila portion of rule requiring 13-minute 
notification of thoie within 10-mlle rodiui of plant after 
incident detection should be subj of separate rulemaking 
KNUTHj D F Kerr-rtcOee Chemical Corp (subi of Karr-McOee Corp J 
80/02/14 2pp 


— 0006120441 Petition for rulemaking to amend App E of lOCFRSO Fifteen- 
minute period for warning all those in 10-mile radius is 
arbitrary it unjustified Issue should bo subj of separate 
rulemaking Memorandum of support end 

KNUTHi D F Kerr-McOoe Chemical Corp (subs of Kerr-McOee Corp ) 
80/02/14 I3pp 


8006130094 Forwards notice of Issuance of quarterly summary rcpt of 
petitions for rulemaking pending final action 

CHILKrS J Office of the Secretary of the Commission 80/05/06 

Ip 


— 8006130090 Notice of issuance of quarterly summary rept of petitions 
for rulemaking pending final action 

FELTONi J M Division of Rules and Records 00/03/05 2pp 


8006170133 Forwards Duke Power Coi TX Utils Generating Co U WPPSS 
petition for rulemaking 50-20 

MCOARRYiJ M Debevoiie It Liberman 00/03/12 Ip 


—8006170141 Petition for rulemeking 50-28* urging deferral of final 
interim emergency response planning regulations Urges 
redrafting i> republishing of proposed regulations to permit 
public comments on issues raised in end statement 
MCOARRVrU M Duke Power Co MCOARRY* J M Texaa Utilities 
Generating Co MCOARRY* J M Washington Public Power Supply 
System 80/03/12 2pp 


—0006170157 Statement In support of petition for rulemaking SO-SB Recent 
events must be factored into proposed rule Urges 
NURE0-0654/FEMA-RHP-1 be sued only for guidance Requests 
addl time for Implementation 

MCOARRY* vP M Duke Power Co MCOARRY* J M Taeas Utilities 
Oenerating Co MCOARRY* U M Meihlngton Public Power Supply 
System 00/03/12 27p 


0006170136 Forward* UK Watson BOOlOB Itr it 800106 petition to change 
wording of iOCFR50* Paragraph 13 to require protection 
against attack by nuclear weapons 

JACKSON* H M Senate* Energy ii Natural Resources 00/02/07 Gpp 


— 0006170149 Petition for rulemaking SO-26 to change wording of lOCFRSD* 
Paragraph 13* to require protection against attack by nuclear 
weapons Supporting documentation end 
WATSON*WK Affiliation Unknown 00/01/06 lOpp 


8006170812 Forwards 800520 notice of denial of petition for rulemaking 
2-7 

CHILK*8 J Office of the Secretary of the Commission 00/05/20 

Ip 


—0006170018 Notice of denial of petition for rulemaking 2-7 Consequences 
of proposed rule change permitting late Intervention in 
NRC proceeding on basis of recent arrival In plant vicinity 
would not be conducive to orderly hearing 

CHILKjS j Office of the Secretary of the Commission 80/05/20 

6pp 


8006170020 Comments on petition for rulemaking 50-20 capital costs 
should be borne by ratepayer Federal funds should pay cost 
of emergency plan malnt L personnel training 
J0NE9*O L Virginia* State of 00/04/04 2pp 


0006200006 Comments on petitions for rulemaking SO-25 It 50-25A 
proceeding being requasted in alternativa to determination 
to be made by A8LD In CP extension 
HAN8ELL* D Illinois* State o* 80/04/04 4pp 


8006240201 Comments on petitions for rulemaking 50-25 It 25A. reserves 
right to supplement petition after A8UB determination in 
Qallly Nuclear Power Plant CP extension proceeding* r re 
interpretation of 10CPR50 55 Certificate fo Svc end, 

HAN9ELL*D * SCOTT* W t 11 Unois* State of 00/04/04 4pp. 


0006300521 Notice of publication of Foster Wheeler Energy Corp petition 
for rulemaking PRM-71-0 Requests that person* lleeniod 
pursuant to 10CFR34 for industrial radiography be exempt 
from approval In order to deliver licensed matl to carrier 
CHILK*8 J Office of the Secretary of the Cpmmtesion 00/06/04 
3pp 


8006300568 Forwards comments on petition for rulemaking 20-6A 
**Eitlmatlon of Somatic Risks ti 8tdt of ICRP*’ end 

BERTELL«R Ministry of Concern for Public Health 79/12/14 ip 


—8006300583 “Estimation of Somatic Rliks it Stdi of ICRP* " presented #t 
sixth Inti Congress of Radiation Research 
SCHMITZ-FEUERHA* MUSCHOL* E * 0ATJER, K Oreman* Univ of. 

79/12/31 9pp 


PROJ PR0JECT8 - PREDOCKET LICEN8IW0 


0006110056 Forwards lift of files design-eted by NRC |< State of CA Dapt 
of Water Resources for production from POliE warehouse 
DEUKMEJIANiG * HORN, H, C California* State of 80/03/23 2pp 


0006190373 Notice of substitution of JC Morrlsiey by MH Furbush a« 
counsel for appl leant, Certificate of 8vc end 
HEI8S. R L Pacific Oai ft Electric Co 00/06/05 4pp 


0006200150 Notion to dismiss appeal Agreement has been reached due to 
successful settlement negotiations RA Riixi declaration 
and 

RIZZI*RA., BARRY, D N Southern Cal ifornia Ed i son Co. RlZZr*R,A 
Olbion* Dunn !< Crutcher 80/05/06, 3pp 


B006200572 Forward* “Post-Test Analysis of LOFT Loei-of Coolant 
Experiment L2-3 " 

KAUFMAN, N C E0l<0 Ideho* Jnc 00/03/26 3pp, 


0006290374 Discusses plan for extended operation of light water breeder 
reactor Based on 241tt meeting on 000501-03 w/Weetltighouse. 
util* DDE Ic NRC*ACR8 believes operetlon of reactor core to 
24,000 EFPH is acceptable 

PLE8BET, M 8 ACRS “ Advisory Committee on Reactor Safeguard*. 

00/05/06 Ip. 


PT21 NONCQMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


0006120303 Part 21 rapt re Rosemount Model 1152 tranemltter output 
between four it 20 mA occuring u/input pressure* over or 
under calibr range, Caused by unique condition* in 
transmitter electronic* Users should conduct analyse* 

WARD, R A Rosemount, Inc. 60/03/14 3pp, 


8006100356 Part 21 rept re possibility of stem nut* or extension* 
becoming loose after continuous rotation during opening ii 
closing of valve Caused by vibration due to play betueen 
Internal tc external splints 

WHEATON, W R Darg**Werner Corp. 00/05/23 Ip 


0006100357 Part 21 rept re Rosemount Model 1152 preisura transmitters 
Defect is ambiguous output when over or underpressured 
Forwards Rosemount rept 0£ will Inform affected util* it 
advise of proper corrective actions 

eHERWOOO,0 0 General Electric Co , Nuclear Energy product* Dlv 
MEN-lOB-80 00/06/02 7pp 


0006200084 Part 21 rept re two liner indications on outside surface of 
A8ME Section III, Glass 11 f 1 tttng, lupp 1 i ed by Capitol No 
defects found in other elbows tested Customer responsibility 
to specify type of evaluetion required 

PALL08*N 0 Harico Corp * Capitol Manufacturing Co Dlv 00/06/02 
3pp 


0006200632 Supplement to 800314 Part 21 rept re potential deficient 
Model 1152 pressure transmitter embiguou* output Causes & 
potenttel safety hazards more fully clarified for NRC 
review as potential deficiency Licensee awaiting review 
WARD, R A Rosemount, Inc 80/09/28, 9pp 


6006260134 Forwards FR notice of denial of 14 Eddleman petition for 
rulemaking 2-7, for publication on earliest possible date 
CHILKrS J Office of the Secretary of the Commission 80/05/21 
ip 


— 0006260139 FR notice of denial of W Eddleman petition for rulemaking 
2-7 requesting amend of 10CFfi52 to define what constitutes 
good cause for late filed petition to intervene 

CH1LK*5 J Office of the Secretary of the Commissien, 00/05/20 
6pp 
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QA*??? QUALITY ASSURANCE INSPECTIONS 


6006030155 Ack rtctlpt o# 600509 Ur informing NRC of itopi takiii to 
cornet d»vi«tioni notod In <JA Program Imp R«pt 
99900214/60-01 

POTAPOVS. U Rtgion 4. Dallas. Vondor Impaction Branch BO/05/19 
Ip 

— 8006030162 Rtipondt to NRC B00A16 Itr r» dtviatlont notad in QA Program 
Insp Rapt 99900214/B0-01 Corractlvf actions will implamant 
prograra outlins for parson* uhoia actlvltlai affact nuclaar 
products quality 

DDL SON. T C Andarion-Oraanyood & Co BO/05/09 2pp 


— 8006060229 Rasponds to NftC 791228 Itr re deviation noted In QA Program 
Insp Rapt 99900525/79^04 Corractlva actions table of 
contents correctad it. procedure introduced to revise table 
uhan manual is changed, 

BARKER. N R 01 Ibert/Commoniuea 1 th Cos 80/01/28 3pp 


— 6006060234 Forwards OA Program Insp Rapt 99900525/79-04 on 791126-29 U 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Drench 79/12/2B 
2pp 


— 6006060237 Notice of deviation from insp on 791126*'29 

a Region 4. Dallas. Office of the Director 79/12/21 2pp 


—8006030163 Forwards QA Insp Rapt 99900214/80-01 on 000303-05 & notice 
of deviation 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 00/04/16 
2pp 


“-8006030166 Notice of deviation from insp on 800303-03. 

a Region 4. Dallas. Vendor Inspection Branch 60/04/15 Ip 


—8006030167 QA Program Insp Rept 99900214/80-01 on 800303-05 
Noncompltance notad no evidence that QA director had 
preparad 6 approved required training guldes.no procedures 
developed which specified stds to control visual exams. 
WHITESELL.D E . KELLEY. w D Region 4. Dallas. Vendor Inspection 
Branch 80/04/13 lOpp 


8006040001 Ack receipt of B00423 Itr informing NRC of steps taken to 
cdrrect deviations notad In QA Program Insp Rapt 
99900100/80-01 

POTAPOVS. U Region 4. Dallas, Vendor Inspection Branch BO/05/14 
IP 


— 8006040004 Responds to NRC 800403 Itr re deviatlone noted In QA Program 
Insp Rept 99900100/80-01 Corrective actions' tool gage 
insp/calitr record completed for new Nilson Rockuell 
hardness tester 

OROOHE.K Llmltorque Carp 60/04/28. 5pp 


— B00604000S Forwards QA Program Insp Rept 99900100/60-01 on 800318-20 
k notice of 4tvittl0n 

!>0TAP0V8. U Region 4. Dallas. Vendor Inspection Branch, 80/04/03 

2pp 


—8006040008 Notice of deviation from Insp on 600318-20 

e Region 4, Dallas. Vendor Inspection Branch. 80/04/01 Spp 


—8006040010 QA Program Insp Rept 99900100/80-01 on 800318-20 
Noncompllance noted failure to maintain callbr card for 
Rockuell hardness tester k to include employee-owned 
measuring tool on callbr list 

HUNNICUTT. K M . OLLER.R E Region 4. Dallas. Vendor Inspection 
Branch 60/04/01 llpp 


6006060208 Ack rteeipt of 600425 Ur informing NRC of steps taken to 
correct violation notad in QA Program Imp Rept 99900057/ 

79-02 

PQTAPDVa. U Region 4. Dallas, Vendor Inspection Branch 80/05/12. 

Ip. 


'8006060213 Responds to NRC Itr re violation notad In QA Program Imp 
Rept 99900057/79-02. Corrective actioni’ stiffening brace 
design coaplete Design sent to cuttomer tc QC dept. 

Fabrication of sample to he used for vibration testing. 

NiEHAUSiP W HlUiam Powell Co. 80/04/25 Ip 


—6006060240 OA Program Insp Rapt 99900525/79-04 on 791126-29 
Noncompltance noted failure to annotate table of contents in 
QA manual to include 0AI/QA<F) 11 94 Procurement for pipe 
rupture restraints not controlled by written order 
HALE. C 0 I FOX. D F Region 4. Dallas. Vendor Inspection Branch 
ANDERSON. D 0 Region 4. Dallas. Office of the Director 79/12/21 
t9pp 


8006090094 Ack receipt of 600507 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900002/80-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 60/05/07 
Ip 


—8006090103 Responds to NRC 000320 Itr re deviation noted in QA Program 
Insp Rept 99900002/00-01, Corrective actloni. tag indicating 
deviation notice number was immediately placed w/rods in 
question. 

LICHTENBEROER, H C-E Power Systems NQA 00-006 00/04/14 2pp 


—8006090109 Forwards OA Program Insp Rept 99900002/80-01 on 000310-14 
k notice of deviation. 

POTAPOVa.O Region 4. Dallas. Vendor Inspection Branch QO/03/20 

Spp 


— 0006090115 Notice of deviation from insp on 800310-14 

a Region 4. Dallas. Office of the Director 80/03/26 Ip 


■8006090122 QA Program Insp Rept 99900002/00-01 on 000310-14 
Noncompliance noted, fuel rods not properly identified 
KCNElLLi tl. H. « WHlTESELLr D. E Region 4. Dallas. Vendor Inspection 
Branch 00/03/28 Ip. 


8006090138 Ack receipt of 000425 Ur informing NRC of steps taken to 
correct violation k deviation noted in OA Program Insp Rept 
99900710/00-01. 

POTAPOVS. U. Region 4. Dallas. Vendor Inipittlon Branch 00/03/07 


—8006090140 Responds to NRC 000320 Ur re violation k deviation noted in 
QA Program Insp Rept 99900710/00-01. Corrective actions 
QC data sheet flow modified to provide QC inspector w/accest 
to production package in work area 

VACKSON. R H. National Valve k Mfg. Co 60/04/25 3pp 


’8006090183 Forwards QA Program Insp Rept 99900710/00-01 on 000310-13 
^ notices of violation deviation. 

POTAPOVa.U Region 4, Dallas. Office of the Director 00/03/20 


■8006090163 Notice of violation from insp on 000310-13 

e Region 4. Dallasi Office of the Director 80/03/25 ip 


8006060216 Ack receipt of 800128 k 0429 Itrs informing NRC of steps 
taken to comet deviation noted in OA Program Insp Rtpt 
99900525/79-04. 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/05/13, 
Ip 


’0006060222 Responds to NRC 000414 Ur requesting addl info ra deviation 
noted in OA Program Insp Rept 99900525/79-04, Corrective 
actions; procurement files will be updated to include listing 


0006090167 Notice of deviation from insp on 800310-13. 

a Region 4. Dallas. Office of the Director. 80/03/25 2pp 


Noncompllance noted* fai lure to comply w/required pasting of 
Energy Reorganisation Act of 1974 k procedures k failure to 
record NCN number on QC data sheet 

00/03/25^“ Dallas, Vendor Inspection Branch 


Hog6l^0254 Forwards response to 000410 notice of noncompllance 
Licensee denies noncompllance. but prefers not to pursue 
expensive k time-consuming proceedings Payment for total 
2 It 3 civil penalties end 

OVILOERTtD e Babcock k Wilcox Co. 80/05/20 I9pp 


r 7 7 •I'vwip., wr awwDWT ivT informing NRC of steps taken to 

80 - 01 *^' noted in QA Program Insp Rept 99900225/ 

POTAPOVS, IF, Region 4, Dallas. Vendor Inspection Branch, 00/05/22 
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— 8006120472 Responds to NRC 800403 Itr ra deviation noted in QA Program 
Irisp Rept 99700229/80-01 Corrective actions periodic audits 
scheduled to confirm requirement imp lementatlon 
CALOERj Fo^rboro Corp 80/05/09 4pp 


— 8006120475 Forwards OA Program Insp Rept 99900225/80-01 on Q00317-21 
ti notice of deviation 

POTAPOVSj U Region 4# Dallasi Vendor Inspection Branch 00/04/03 
2PP 


— 8006120476 Notice of deviation from Insp on 800317-21 

e Region 4i Dallasi Office of the Director 80/04/01 4pp 


—8006120483 OA Program Insp Rept 99900225/80-01 on 800317-21 
Noncompl lance noted malnt checklist Identifying preventive 
malnti personne 1 performing date of accomplishment not 
attached to tool folder 

FG8TER< N E ■ HUNN1CUTT« 0 K Region 4i Dallas# Vendor Inspection 
Branch 80/04/01 Bpp 


8006120517 Advises that NRC has completed investigation of collectlonj 
evaluation t, reporting of Info available to BttW before TMr-2 
accident failed to report safety info In timely manner 
Notices of noncompllance It civil penalties end N/o end. 

8TELL0# V Office of Inspection & Enforcement# Office of the 
Director 80/04/10, 3pp 


8006160116 Ack receipt of 800519 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 99900400/ 

00-01 

POTAPOVS# V Region 4# Dallas# Vendor Inspection Branch 80/05/29 
IP 


—8006160119 Responds to NRC 800416 Itr re deviation noted in QA Program 
Insp Rept 99900400/80-01 Corrective actions developed forms 
to gather statistical data necessary for correction of scope 
of illegible records problem 

0UlLDERr#D E Dabcock & Nil cox Co 00/05/19 6pp 


—8006160131 Forwards QA Program Imp Rept 99900400/00-01 on 000311-14 k 
notice of deviation. 

POTAPOVS# U Region 4, Dallas# Vendor Inspection Branch 00/04/16 

2pp 


— 8006160134 Notice of deviation from insp on B00311-t4 

e Region 4# Dallas# Office of the Director 60/04/15 2pp 


—8006160138 QA Program Insp Rept 99900400/80-01 on 800311-14 
Noncompllance noted failure to retain QA audit checklists QA 
records not legible Audit procedures do not contain ANSI 
retiulrements 

HALEiC J I JOHNSON# J M # FOX# D F, Region 4# Dallas# Vendor 
Inspection Branch 80/04/15 3ipp, 


8006180298 Forwards QA Program Imp Rept 99900304/80-01 on 800420-0502 
No noncompllance noted 

POTAPOVS# V Region 4# Dalles# Vendor Inspection Branch 80/05/12 

2pp 


—8006180303 QA Program Insp Rspt 99900304/80-01 on 800420-0502 No 
noncomp 1 lance noted Major areas inspected mgt meeting Ct 
implementation of 10CFR50#App B# mf g process control# control 
of nonconformances t# corrective actions fi# audits 
SRONNiR, L r WH1TE8ELL. D E Region 4# Dallas. Vendor Inspection 
Branch 80/09/09 epp 


8006190349 Ack receipt of 800204 k 790824 Itrs informing NRC of steps 
taken to correct deviations noted in QA Program Imp Rept 
99900216/79-01 NRC agrees u/proposed corrective action 
commitment made at 800307 meeting 

PQTAPOVSi U Region 4# Dallas# Vendor Inspection Branch 80/03/20 

Ip 


—8006190356 Responds to NRC 791231 Ur re deviations noted in QA Program 
Insp Rept 99900216/79-01 Forwards attachments outlining 
corrective actions N/o attachments 
KAT7#L Tubeco# Inc 80/02/04 Ip 


—8006190362 Ack receipt of 790024 Ur Informing NRG of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900216/79-01 Forwards discussion of deviation notices for 
which vendor has suppllod unsatisfactory corractlve Actions, 
BEYFR1T#K V Region 4# Dallas# Office of the Director 77/12/31 
app 


— 0006190370 Responds to NRC 790618 Ur r» deviations noted in OA Program 
Insp Rept 99900216/79-01 Corrective actions addl QA 
personnel will be hired# axtcns Ive personnel training will 
be conducted k dept heads will review NRC rspt 
GOLDSMITH. W Tubeco# Inc 79/08/24 Ip 


—0006190374 Forwards QA Program Imp Rept 99900216/79-01 on 790212-16 
& notice of deviation 

BEVFRIT.K V Region 4# DalUt# Office of the Director 79/06/18 

2pp 


—0006190376 Notice of deviation from Imp on 790212-16, 

* Region 4, Dallas# Office of the Director 79/06/10 13pp 


—0006190302 QA Program Insp Rept 99900216/79-01 on 790212-16 
Noncompllance noted’ malnt of liquid penetrant exam records 6 
performance of weld repairs inconsistent w/cods 
requirements No external audits by qualified auditors 
BARNEB. I > ELLERSHANiL E i KUNNIGVTT# D M Region 4# Dallas# Vendor 
Inspection Branch 79/06/18 32pp 


0006200133 Forwards OA Program Insp Rept 99900300/80-01 on 000305-07 No 
noncompllance noted 

POTAPDUSiU Region 4# Dallai# Vendor Inspectloti Branch 80/04/11 
2pp 


—8006200135 QA Program Insp Rept 99900308/80-01 on 800305-07, No 
noncompllance noted Major areas Inspected imple^nentation of 
lOCFRSO.App 0 by applicable codes & itds review of two 
deficiency repts k vendor corrective action actlvitlas 
UHITESELL.D E # KELLEY# N D Region 4# Dallas# Vendor Inspection 
Branch 80/03/31 14pp 


8006200138 Ack receipt of 800522 Ur informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900507/80-01 

POTAPOVS# U. Region 4# Dallas# Vendor Inspection Branch 80/05/29 

Ip 


—8006200139 Responds to NRC 800417 Ur re deviltion noted in QA Program 
Intp Rept 99900507/80-01 Corrective actions drawings 
identified In Intp will be sent out for comments by 000601 
Mechanical dept 9td MA3-4 will be revised k reisiued 000630 
MCFARLAND# J E Gargent k Lundy# Inc 80/05/22 3pp 


—8006200143 Forward I OA Program Intp Rept 99900507/80-01 on 800324-20 
(< notice of deviation 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 80/04/17 

2pp 


—8006200146 Notice of deviation from insp on 600324-28 

a Region 4# Dallas# Office of the Director 80/04/16 2pp, 


—8006200148 QA Program Insp Rept 99900507/80-01 on 800324-28 
Noncompllance noted. fal lure to obtain interface comments an 
design drawings k failura of mechanical dept procedures re 
tys design reviews to meet procedural requlremants 
COSTELLO# J R # HALE# C J Region 4# Dallas# Vendor Inspection 
Branch 80/04/16 7pp 


8006230212 Act recaipt of 800513 Ur informing NRC of steps taken to 
correct deviation notod in QA Program Insp Rept 
99700371/80-01 

POTAPOVS# U Region 4# Dellas# Vendor Inspection Branch 80/05/20 
tp. 


— 0006230214 Responde to NRC 000416 Ur re deviation noted in QA Program 
Imp Rept 99900371/60-01 Corrective actions' records may be 
removed from files only by or in presence of personnel on 
authorised list 

ROBERTS# O.W Bristol Steel k Iron Works# Inc 80/05/13 Ip 


—8006230216 Forwards QA Program Insp Rept 99900371/80-01 on 000331-0403 
U notice of deviation. 

POTAPOVBfU Region 4# Dallas# Vendor Inspection Branch. 00/04/16 
2pp 


— BO0623O219 Notice of deviation from Insp on 800331-0403. 

* Region 4# Dallas# Office of the Director 00/04/15 Ip 


—8006230223 QA Program Insp Rept 99900371/00-01 on 800331-0403 
Noncompllance noted std operating procedure does not require 
records removed from storage to be checked out w/QA or 
provide for method maintaining control of records, 

WHITQELL.D.E # KELLEY# W D. Region 4# Dallas# Vendor Inspection 
Branch 00/04/15, 12pp 


8006230233 Forwards QA Program Insp Rept 99900650/80-01 on 800324-26. No 
noncompllance noted. 

POTAPOVS»U Region 4# Dallat# Vendor Inspection Branch, BO/04/11, 

2pp 
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«-60&6S3023S QA ProOTAta Intp R«pt 99700^S0/a0'01 on B00334-2& No 
noncorntrL loncc notod Ndjor arvot Intpoctad implvmontdtlon of 
TOpicil R*pt FCTPN-7a & foUowyp action or pi-tvlouft imp 
f Ind ing i 

H^LErC J « SRQt^Ni R L Rvgton At Dallasi Vendor In«p*ctlon Branch 
aO/04/07 3pp 


600&2400&4 Ack receipt of B00S05 Itr informing NRC of itepe taken to 
corract violotlon -It deviation noted in QA Program Inep Rept 
99700703/00-01 

POTAPOVSiU Region At Dallfti Vendor Inepectton Branch 30/05/27 

ip 


— S0062400SB Reepordi to NSC 800338 Itr re violation It deviation noted in 
QA Program Imp Rept 97900703/80-01 Corrective action* 
written procedure for compliance U/10CFR21 1* being prepared 
it uilL tie Implemented bq 800S31 
PROCHAZKAj 0 R RTE-Delta Corp 80/05/05 3pp 


—80062400*5 Forward i QA Program Imp Rept 77900703 /BO-0 1 on 300219-21 I* 
notice* of violation le deviation 

POTAPOVSrU Region 4i Dallaei Vendor Intpection Branch 80/03/23 

Spp 


— 900*240070 Notice of violation from in*p on 900219-21 

« Region 4i Dallaii Office of the Director BO/03/S* Ip 


— 8006240073 Notice of deviation from ln»p on 800219-21 

e Region At Della*, Office of the Director 60/03/26 2pp 


—8006240080 OA Program In*p Rept 99900703/80-01 on 800219-21 
Noncompliance noted practice* not con*i*tent tj/iOCFR21 2lr 
lOCFRSOiApp B, Criterion 5 V OA manuali Rivieion £ 

HU^lNtCUTT, D H < FQBTERi VJ E Region 4i DalUt. Vendor In»pection 
Branch 80/03/26 lOpp 


8006840097 Ack receipt of QOOS15 Itr informing NRC of tiep* taken to 
correct daviatlon noted In QA Program Intp Rept 
799oooos/ao>-oi 

POTAPOVB^U Region 4i Oallasi Vendor Inipection Branch 00/05/29 
IP 


--6006240101 R««pon.d* to NRC 600416 Itr re deviation noted in QA Program 
Inep Rapt 99900009/60-01 Corrective action* appropriate QC 
partonnal re*pon«lbla lor implementation of procedure 
relnttructed a* to requirement* 

HOOREfJ 8 Heeblnghouee Electric Corp 80/05/19 Gpp 


— 8006240103 Foruard* QA Program Intp Rept 99900009/60-01 on 800324-26 
& notice nf deviation 

POTAPDVBj U Region At Dallati Vendor Intpection Branch 80/04/16 
2gp 


—3006240109 Notice of deviation from intp on 800324-28 

« Region 4^ Dallati aifice of the Director 80/04/19 Ip 


—8006240107 QA Program Intp Rept 99900009/80-01 on 800324-28. 

Noncomp lienee noted failure to note operational ttatu* on 
OC document* 

NHITESELL, D E i HCNEILL,W K Region 4, Dallati Vendor Intpection 
Branch 80/04/19 6pp 


8006240110 Ack receipt of 600929 Itr informing NRC of etep* taken to 
correct deviation noted in QA Program Intp Rept 
99900403/80-02 

PQTAPOVBiU Region 4i Dallat, Vendor Intpection Branch 80/06/04 

Ip. 


— 8006240114 Retpond* to NRC 800902 Itr re deviation noted In QA Program 
Intp Rept 99900403/80-02 Corrective actiont new review hat 
been made & revlted ravleu rept of QA manuel uiat Ittued 
600906 

BARNARD* Jv Oeneral Electric Co 80/09/29 4pp 


— 0006240119 Forward* QA Program imp Rept 99900403/80-02 on 800331-0411 
notice of deviation. 

POTAPOVSf y Region 4i Dallatr Vendor Intpection Branch 60/09/02 

2pp 


— 80 06240122 Notice of deviation from imp on 800331-0411 

a Region 4i Datlati Office of the Director BO/09/01 3pp 


— 6006240126 QA Program Intp Rapt 99900403/B0-02 on 800331-0411 
Noncompltance nctedt f ai lure to evaluate QA manufll for 
description on how luppliert are selected !< oualifled 
C08TE1.LO*J R I ANDERBDNiD 0 i HALEi C J Region 4< Dallati Vendor 
Inspection Branch, 00/09/01 29pp 


B006240141 Ack receipt of 800529 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Intp Rept 
99900378/80-01 

PQTAPOVSi U Region 4, Dallati Vendor Inspection Branch 80/06/09 

Ip 


— B006240146 Respond* to NRC 000429 Itr re deviation noted in QA Program 
Imp Rept 9990037B/BO-01 Corrective actions in process of 
documenting procedures In areas of engineering changes 8< 
design reviewimatl review board it calibr 

SUANQONi N £ Acme-C 1 eve 1 and Go i Namco Controls Dlv BO/05/29 

Ip 


— 6006240153 Forward* QA Program Insp Rept 99900378/60-01 on 600211-14 (t 
notice of deviation 

POTAPQVQ, U Region 4, Dallas* Vendor Inspection Branch BO/04/29 

2pp 


— 8006240195 Notice of deviation from intp on 800211-14 

# Region 4, Dallas, Office of the Director BO/04/29 ip 


—8006240172 QA Program ln*p Rept 99900379/60-01 on 800211-14 
Noncompliance noted failure to compile &. implement written 
procedures in areas where activities affect quality 
AOEE, JR * HUNNlCUTTfD N Region 4, Dallas, Vendor Inspection 
Branch 00/04/29 6pp 


0006240906 Requests addl Info re ai gani rational change* discussed in 
800916 itr Info needed to demonstrate that changes will not 
result in less effective QA program 
HAAS8* U P Qualltg Assurance Branch 80/06/09 tp 


8006290097 Ack receipt Of 600919 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900711/00-01 

POTAPOVS, U Region 4* Dallas, Vendor Inspection Branch 00/06/09 
Ip. 


—8006290110 Responds to NRC 600417 Itr re deviation noted In OA Program 
Intp Rept 99900711/60-01 Corrective actions consultants 
engaged to review program* OA manager implementing checklist 
6 procedures for quality activities 
MOORE, P 0 Lockenbv Co 80/09/19 9pp 


—8006250114 Forwards QA Program Insp Rept 99900711/00-01 on 800317-20 
it notice of deviation 

POTAPDVSiU Region At Dallas* Vendor Inspection Branch 00/04/17 

2pp 


— 9006250119 Notice of deviation from Insp on 000317-20 

* Region 4* Dallas* Office of the Director 80/04/14 4pp 


—0006290126 QA Program Insp Rept 99900711/60-01 on 800317-20 
Noncompliance noted weld passes not recorded* welding u/o 
approved procedureiQA manual not submitted for approval it 
weld wire travel speeds not documented 

NHITESELi.* D E , HUNTER* V H Region 4* Dallas* Vendor Inspection 
Branch 80/04/14 9pp 


0006250113 Ack receipt of 600913 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900047/80-01 

POTAPOVBiU Region 4* Dallas* Vendor Inspection Branch 80/06/05 

Ip 


—8006230117 Responds to NRC B00401 Itr re deviation noted in QA Progran 
Insp Rept 99900047/90-01 Corrective actions' OA manual 
revised* maintaining segregation of electrodes in oven* flux 
matl reviewed for wetness or evidence of foreign matl 
MILLER* T D kJestlnghouse Electric Corp TDM-90-*03l 00/05/13 

Bpp 


—0006250121 Forwards OA Program Insp Rept 99900047/00-01 on 800310-14 
U notice of deviation 

P0TAPQV8* U Region 4* Dallas* Vendor Inspection Branch 00/04/01 

2pp. 


— 0006250123 Notice of deviation from insp on 800310-14. 

* Region 4* Dallasr Office of the Director BO/03/31 3pp 


—0006290127 OA Program Imp Rept 99900047/00-01 on 800310-14 
Noncompliance noted welding matl not segregated in holding 
oven* absence of QA program requirements & Instructions not 
provided to heat treatment ivc vendor 

MUNNICUTT, D M * ELLERSHAN* L E * BARNES* I Region 4* Dallat* Vendor 
Inspection Branch. 00/03/31 16pp 
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B006300143 Ack receipt of 600-9(3 Itr Informlnp NRC of steps taken to 
correct deviation noted in QA Program Imp Rept 
9?90O2B7/a0-0i 

POTAPOVS. U Region 4# Oaliair Vendor Inspection Branch aO/OA/05 
tp 


—8006300149 Responds to NRC ^00314 Itr re deviation noted in OA Program 
Imp Rept 99900237/80-01 Corrective actio-ns matl discrepancy 
rept recorded on shop traveler. matl rept written reporting 
unpackaging of values ui/o proper use of shop traveler 
QUCKMERt 5 P Inc i TRU Mission Mfg Co Div 80/09/13 2pp 


— B006300153 Porwards Program Imp Rept 99900237/80-01 on 800223-28 Tt 

notice of deviation 

POTAPDVSiU Region 4, Oallasr Vendor Inspection Branch 60/03/14 

app 


-'8006300137 Notice of deviation from insp on 800223-28 

e Region 4, Dal las, Office of the Director 80/03/13 3pp 


— B0D630D172 QA Program Insp Rept 99900267/80-01 on 800223-28 
Noncomp 1 iance noted natl discrepancy rept number not 
recorded on shop tra velerr me tl discrepancy rept 
disposi t iorted bg OC representative 

HUMNICUTTjD M r DARNESf I Region 4, Dallas, Vendor Inspection 
Branch 80/03/13 Bpp 


REOOD REOULATORY GUIDES 


8006030469 Recommends that draft Reg Oulde 1 97, Revision 2 be Issued 
after TMI-2 action plan requirements are settled Oulde 
should include AN8 «tds 

SHERWOOD, 0 0 Oeneral Electric Co «F'N-106-a0 80/OS/30 2pp 


8006090048 Comments on proposed Reg Oulde 6, 14* Revi s ion 2 albedo 
neutron sgs ususllv requires close body contact at all times 
during use, sizable error can occur If close body contact is 
not maintained Reg guide fails to support albedo dosimetry 
PEOPLES, D L Commonueal th Edison Co 60/05/19 2pp 


B006090067 Comments on proposed Reg Oulde 5 60 pbyslcal protection for 
matl well descrlb ed. Info re security for protection plane, 
info on proposed shipments St routes should be provided 
WAITE, R T Affiliation Unknown 00/05/19 Ip 


600609012S Comments on proposed Reg Oulde 8 14, Revision 2 clause should 
be written into guide re need for absolute quality of rem 
ins truments 

COPELAND, R i. Energy, Dept of 80/09/23 2pp 


8006120144 Comments on proposed Revision 2 to Reg Oulde 6 14'Words 
should be added* to Paragraphs C 1 b 6 c to clearly Indicate 
neutron dosimetrg is not necessarg uhen doses are expected 
to exceed 110 mrem/quarter Calculated estimates better 
HDFFMANiD P Consumars Rower Co 80/05/22 Ip 


BO06130OD1 Reg Oulde 1. 84, Revi s ion 16, "Design Fabrication Code Case 
Acceptability, A8NE Section UliOiv 1 

* Office of Standards Development, Director BD/09/31 iOpp 


B006130105 Forwards notice of issuance 6 availability of Reg Oulde 
1 84rRevlsion 16 

CHILK, S. J Office of the Becretary of the Conunissfon 60/05/15 
IP 


6006170361 Comments on proposed Revision 2 to Reg Guide L 136 
requirement to increase embed insp ulH result In Increased 
costs w/o any justification 

C0UN8IL*W 0 Northeast Utilities 80/01/09. 4pp 

6006170801 Forwards n-otice of Icsuance availability of Reg Guide 3 6 
CHiLKi B J Office of the Secretary of the Commission 80/03/01 
tp 

— B006t70807 Notice of Issuance S; availability of Reg Oulde 9 6 

MINOOUE, R a Office of Standards Development, Director. 00/04/29 

2pp 


8006190333 Comments on draft Reg Guide 1 XX recommends that meter uelle 
be Included In Introduction as acceptable sys for 
dewatering 

CAHN, A L Bechtel Carp. 79/11/20 ip 


8006200104 Forwards comments on proposed Revision 2 to Reg Guide B 14, 
^Personnel Neutron. Dosimeters " Until questions re albedo 
neutron dosimeters & sgs answered, such refs should te 
deleted from guide 

PEOPLES, D L. Commonwealth Edison Co 00/05/15. 2pp 


8006200642 Forwards notice of Issuance 6 availability of Reg Guide 9 7, 
Revision I, for FR publication 

CHILK. B. J Office of the Secretary of the Commission 80/06/02 
IP 


—8006200649 Notice Of issuance & availability of Reg Guide 9 7,Peviiian 
1, Requests comments 

MINQGLIE. R B Office of Standards Development. Director 80/05/28 

2pp 


8006230192 Advises that review of draft Revision 2 to Reg Guide 6 4 is 
complete Agrees that revision is necessary 

il£RR,G H Assistant Director for State Agreements Pragramt 
80/06/09 Ip 


6006240194 Fpwards notice of issuance & aval labl li ty of proposed 
Revision 1 to Reg Guide B 12, “Criticality Accident Alarm 
Sgs 

CHILK. 8 J Office of the Secretary of the Commission 60/06/02 
Ip 


— 8006240199 Notice of issuance availability of proposed Revision 1 to 
Reg Guide 6 12, "Criticality Accident Alarm Bys " Comments 
requested on draft reg guide revision it value/impact 
statement 

GOLLER.K R Division of Siting* Health & Safeguards Standards 
00/05/27 2pp 


6006240314 Notice of issuance 6 availability of draft reg guide, 
^^Instructions Concerning Risk From Occupational Radiation 
Exposure ** 

OOLLER<K. R Division of Siting, Health & Safeguards Bta-ndards 
60/09/20. 2pp 


— 8006240317 "For Comment" issue of draft Reg Guide 8 XX "Instruction 
Concerning Risk From Occupational Radiation Erpoiure " Draft 
vaLue/lmpact statement end 

« Office of Standards Development* Director 80/09/31 34pp 


8006240599 Notice of ACR& Subcommittee on Regulatory Activities 600604 
open meeting in Washing ton, DC to discuss proposed Reg Guide 
I 23, Revision I 6 revisions to IOCFR50 6 59 

HOYLE, J G Office of the Secretary of the Commission 80/09/16 
2pp. 


0OG629D337 Comments on proposed Reg Guide B 1 4 Primary function of 
personnel dosimetry is not measurement by dose control 
Notes for 800423 meeting in Ann Arbor, HI enci 
e Tennessee Valley Authority 80/04/23 9pp 


6006250369 Forwards FR notice of Issuance 6 availabiilty of Reg Oulde 
9 L4rRevision 1, for publication on earliest possible date 
CHILK, S J Office of the Secretary of the Cammiision 80/09/22 
IP 


—8006290373 FR notice of issuance & availability of Reg Guide 5 14. 
Revision 1 Comments being taken 

MlNOGUEiR B Office of Standards Devalopment, Director 60/05/19 

2pp 


8006260009 Forwards notice of issuance availability of Reg Guide 
4 14rR«viBlon i, 

CHiLKrS J Office of the aecretary of the Commission 80/09/09 

Ip 


B00630018B Discusses Imptementet ion of revised SRP 5 4 7, providing 
revised cooling tys requirements 6 risk assessment re 
overall plant heat removal capability 
NOVAK, T M Reactor Sgstemi Branch 78/06/08 3pp 


--0006300201 Discusses proposed implementation of revised cooling sys 
requirements & risk assessment re overall plant heat removal 
capabl 1 Itv- 

MATTSON. R.J Division of Systems Safety 8TELL8, Y Division of 
Operating Reactors 78/01/19 8pp 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


80D602D138 "Stress Analysis -of Instrumentation Bupport Structural & 
Ctr Fuel Module Upper Core Support Structure Mods," Revision 
It LOFT program 

BLANOFORD, R K EG&O, Inc LTR illl-62 80/03/25 29pp 


0006020141 "Analysis of Transient Load Measuring Sys* " LOFT program 
OOQDtR. R , MEACHUM, r R EOlcG, Inc LTR L0-a7-30-13 80/03/17, 

89pp. 
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NONDOCKETED ITEMS 


8006020144 "LDFT Fuel Bundle Structural Seatioafie to Hfflchanical Load* 
During fiubeooUd LOCEi " Hevi>loii L 

MARTINELL. J 8 EOScOi Enc LTR 1111-63 00/04/02 UOpp 


0006020104 "Special LOFT Featura* for Ij^proved Honi taring tc Survival 
of LOCA TranelentSf " technical R&O Interim rept 

OOQDRICKfU D i LEACH< L P EOtO Idaho* Inc LG-a7-BO-l30 80/01/07 
4*?pp 


BOO6O2O109 "Matl Control & Recounting Effect! veno** Evaluation 
Development! " progree* rept for Mar 1980 

PGBOia!A J Laurence Livermore Laboratarg FIN A-0H9 MC 
0O-OS-O3-LR 00/09/19 7pp 


8006170700 '^Character i 2 a tion t>f Radionuclide Contamination Throughout 
LMR Power Station** " informal monthly progress reptia00411 
ROBERTSON* D E Battelle Memorial Institute. Pacific Northwest 
Laboratorg FIN fi-2299 00/04/11 llpp 


8006170716 "Impact of Decontamination on LWR Raduaste Treatment Ggs & 
Dec ontamlnation a* Precursor to Decommissioning*" informal 
fflonthlg progress rept for Apr 1980 

PERRlOO*L D Battelle Memorial Institute* Pacific Northwest 
Laboratory FIN D-2303 00/09/13 3pp 


8006170721 ‘"DWR Blowd oun/Emergeneg Control Ctr Program Progress*" 
monthly Itr for Apr 19B0 

BURNETTE,© W Oeneral Electric Co NRC-04-76-2I9 00/09/12 13pp 


0006020481 "Erperimentai Data Rept for Heater -RDd Test Series D-TC. “ 
eiperlmental data . 

BARNUMiD J * SOLDRIO. C W # SELCHD* H S E060 Idaho. Inc LTR 20-69 
aO/Ol/09 59pp 


8006180026 “Data Comparison of FLECHT-SEASET Bolloff Test 39597. Using 
RELAP4/MOD7* “ comparison rept 

□ODEN. D M EOltO Idaho^ Inc FIN A-6037 EGO-CAAP-9192 00/05/31 
50pp 


0006020903 "Seismic Anelgal* of LOFT FP3 TE Cooled Enc I Box," analgal* 
root 

FlNICLEiDP BOM Idaho^nc LO-a7“79-129 00/02/28 9pp. 


0006020539 "Electrical* Instrumentation 6 Control Features of Proposed 
HPCl It E0AP Mods. " informal rept. 

MATBrS £ E060* Inc EOO-EA-9150 B0/-09/31 I9pp 


0006020546 "WRRD Monthly Rept for Mar 1980. " 

YBARRONDOfL J EOtO. Inc V0R-99-SO 80/04/30 lOOpp 


8006180036 "Reactivity Initiated Accident Test SerleSiTcst RIA 1-4*" 
quick look rapt 

MARTINSON* A R * EL-OENK* M. 8 * FUKUDArS K EOltO Idaho* Inc FIN 
A-6041 EOO“TFOP-5i46 80/09/31 93pp 


B006IB0097 "Quick Look Rept for Semjlscale l1od-3 Small Break Tests 
8-SB-Pl,8-8B-P2 It S-80-P7. " 

DINOMAN. S E , FAUBUE, T J , HEWITT, J R EOl.0 Idaho, Inc FIN A-6030 
eOO-SEMI-3137 BO/04/30 48pp 


8006020952 "Inventory of Two-Phase Critical Flow Experiment Data Base," 
prelifflinarg assessment rept. 

HALL,D 0 EOhOr llic E00“CAAP-9i4O 00/04/30. AQpp 


8006180261 "Rept on New BWR Feedwater Kos zle/Sparger Design by OE* " 
Informal rept 

BUfiUDHIiM * REICH* K Brookhaven National Laboratory FIN A-3122 
BNL~NURE0-26299 79/12/31 29pp 


8006020961 "Experimental Data Rept for Transient Flaw Callbr Facility 
Tests lAlOl, IA102 It IA103 " 

MARTINBLL.J 8 EOltO* Inc LO-OQ-B — 114. 00/03/ 10 I08pp 


8006020960 "Feasibility Tranelent Test of Correlation Type Transit Time 
Flouneter in LT6F Blowdoun Facilltyj" expcrlmentaL data 
BAKER, A 0 EG60* Inc LTtt-I41-H0. 80/02/26 91PF 


8006120193 Offers no comment* on %Ieni 1900 monthly progress rept for NR€ 
contrect FIN B-0279 

8CARAND, B.A Uranium Recovery Licensing Branch FIM B-0279, 

00/03/24 ip 


8006120247 "BWR Ref i 1 l-Rof 1 ood Program Progre*** " monthly Itr for Apr 
1980 

BURNETTE, 0 W. General Electric Co NRC-04-79-1S4 00/04/30 4lpp 


8006130360 "Physical Pratectian of Nuclear Facilities," Informal 
progress rept for Mar 1980. 

CHAPMAN, L D BandU Laboratories FIN A-1060 80/09/19 8pp 


8006130383 "Environ Assessnent* of Fuel Cycle Fac ll it la** " monthly 
progreit rept for Apr 1980 

IITTEL,H E Oak Ridge National Laboratory. FIN B-0279 
ORNL/ED/EI0-12B, 00/04/30, 6pp 


0006130390 "Nonrfeetructlve Examination Evaluation Support* ^monthly 
progress rept for Apr 1980 

SMITH* J.H Dak Ridge National Laboratory FIN 8-0233 
QRNL/HC0/NEE8-a 60/09/00 3pp 


8006130393 ’*LWR In-Plant Measurement Program Repbr" Informal monthly 
progress rept for Apr 1980 

HANDLER* J N £060* Inc. FIN A-6075. 80/05/15 5pp 


8006160174 "Program for Standartti led Anelysi* of Fuel Shipping 
Containers*" quarterly rept for BOOLOl-0331, 

WHITESIDES* O.E * WESTFALL* R. M Oek Ridge National Laboratory. FIN 
B-0172. ORNL/C8D/INF-aO 80/09/01 0pp 


8006170330 "Physical Protection of Nuclear FaciUtiee, " monthly 
progress rept for Apr 1980 

CHAPMAN* L.D Sandle Laboratories FIN A- 1060. 80/06/02 Bpp 


6006180267 "Safeguards for proliferation Resistant Fuel Cycles* 
informal monthly Itr repti for Nov 1979 through Apr 1980 
CALDWELL, J J Brookhaven National Laboratory FIN A-3221 
80/06/04 16pp 


8006180306 "Test Prediction for Bemi scale Mod-3 Smell Break Tests 
8-aB-P3 6 B-8B-P4 *' 

FINEMANfC. P. EOhO Idaho* Inc, FIN A-603B E0G-8EMI-913? 00/04/30 

79pp 


8006180940 "FLECHT BEA6ET, " monthly status rept for Apr 1980 

MA88re,H M Mestinghouse Electric Corp. NRC-04-77-127 00/04/30 

9pp 


B006190049 "Environ Btatemints Project." monthly progress rept for 
Apr 1980 

ZITTEL,H E Oak Ridge National Laboratory FIN D-OOOl 
0RNL/ED/G18-129 00/04/30, 9pp 


8006190060 "Forecasting Electricity Demand by State I* by Util 8vc 
Areai" progress rept for Apr 1980 

CHERNrW 8. Dak Ridge National Laboratory FIN 6-0190-0 
DRNL/ED/EA6-0O/ 80/09/11 9pp 


0006190070 "Effect Of Dlsperied Condensed Phase on Ray leigh-Tay lor 
Instability of Gas-Liq.uld Interface*" informal rept 
HOaZYNSKI.J R * GINSBERG, T Brookhaven National Laboratory FIN 
A-3024. BNL-NUREO-aZSBl 80/03/31 41 pp 


8006190079 "Annuel Rept on TRAC Independent Assessment at BNL* " 
informal rept 

8AHA*P * ROHATOliU 8., NEYMOTINrL Brookhaven National Laboratory 
FIM A-3024 BNL-NUREO-27900 00/01/31 40pp 


8006190609 "Code Development Analysis Program Parametric Study on 
Cladding Surface Rewet," technical rept 

TBAliC. E060 Idaho, Inc FIN A“627a. EOO-CDAP-5149 00/04/30 
90pp 


8006200014 Paper entitled, "Correlation of Local Heat Flux from 
Inclined Vol-Heated Pools in Bubbly Flow," to be presented 
at 19th Natl Heat Transfer Conference 

OREENE, 0 A » ABUAF* N , JONEBrW G Brookhaven National Laboratory 
BNL-NVREQ-a7561 80/06/10 9pp 


8006170709 "Experimental Evaluation of Ventilation 8ys Components 
During Large Pressure Puleet, ** Inf ormel monthly progress 
rept for Apr 1980 

GREGORY, W 8 Los Alamos Scientific Laboratory. FIN 6-7020 
00/09/20. 3pp. 


0006200017 "Application of Internal Friction Nondestructive Evaluation 
Technique for Detecting Incipient Cracking of Bypass Lines 
6. Pipe* in BWR Piping By*," progress rept for BOO420-O923 
YEAGERiL L DaedaLean Associates, Inc NRC-04-78-242 00/06/04 

I3pp 


NONDOCKETED ITEMS 


8006200016 "Dioclde Bijpraductf in Aquatic Envlrortii" quarterly rapt for 
Jan-liar 1980 

BEANf ft M Battalia Mamorlal Initltutfii Pacific Northuiiat Caboratpr<j 
00/03/31 3pp 


8006200021 *'8afaQUards Analgals for Sgproduct fiatls It Smal 1 Quantities 
of 6NM. *' monthlg progrea* rept for Apr 

CKESTEftrft □ r KANAK. K K « RANDOLPH. K L Oak Rldga National 
Laboratory FIN 8-6108 aRN!L/KA6RD-79 80/05/15 6pp 


8006200022 '*Advan€Bd Reactor Safetg Analgiis Technical Assiitancer 
Reactor Projects^ '* monthlg highlights for Apr 

QARI.R A Brookhavtn National Laboratory FIN A-3000 80/03/09 

4pp 


0006200023 "Asaesifflont of Radiation Doses Resulting from Releases of 
Rn-222 8< Ra''226 from U Mining & hilling Activities,'* 
monthly progress rept for Apr 

TRAVIS. C C , NCOONELL-BOYERr UAT80N« A P Oak Ridge National 
Laboratory FIN D-02B1 ORNL/HASRD-aO 80/05/15 4pp 


8006200025 ''Thermal Hydraulic LMF8R Safetg Experiments." Apr monthly 
highlight Itr 

OINBEERO. T Brookhavon National Laboratory FIN A"30a4 80/04/30 

4pp. 


8006200026 "HTOR Safetg Programi " monthly highlights Itr for Apr 
0A8TRE. G Drookhaven National Laboratory PIN A-30i6 00/05/09 

5pp 


8006200027 "Evaluation of LNR Residual Heat Removal Under Accident 
Cond Itlons. Technical Assistance. Reactor Projects." monthly 
highlights for Apr, 

BARI.R A Brookhaven National Laboratory FIN A-3313 00/05/09 

7pp 


8006200031 "RAHONA Code Mod it Evaluation." "IRT it RETRAN Code Mod it 
Evaluation" U "Simulator Model Evaluation." Apr monthly 
highlight Itr. 

LEVINE, M rJ Brookhaven National Laboratory FIN A-3014 00/04/30 

7pp 


8006200041 "IFA-AOO Fission Product Measurement Syt Description & 
Scoping Test Resu 1 ts, Thermal Fuels Behavior Program. " 
preliminary rept 

APPELHANSrA D , DAOB JARTSSON, 8 £01.0. Inc FIN A-6014 

E00/TFDP-5026 79/12/31. 43pp 


0006230096 "Div of Reactor Safety Research - OftNL Program®* " Apr 1980 
monthly highlights 

ilYNATT. F, R Opk Ridge National Laboratory 80/05/10. 34pp 


8006250201 Paper entitled. "Analysis of Passive Ex-Vessel Core 
Retention Device During Postulated Cop# Melt Event " 

PRATT. N T I OASSER.R O Brookhaven National Laboratory 
BNL-NUftE0*'27594 80/06/18 8pp, 


8006250338 "Bandla Core Melt 8< Separate Effects Program Progress." 
monthly Itr for May 1980 

BERMAN. h Sandla Laboratories 80/06/02 t2PP 


0006250342 "Integration of Nondestructive Examination t» Fracture 
Mechanics. " monthly rept for Apr 1960 

BECKER. F L Battelle Memorial Institute. Pacific Northwest 
Laboratory FIN 6-2289 80/05/27 19pp, 


0006250345 "Evaluation of Docket Files of Terminated License." monthly 
progress rept for Apr 1980 

HOLQWAy.C.F I DICKERSON. H M Oat Ridge National Laboratory, FIN 
A-9005-7 ORNL/HAaRD-77 00/04/30 14pp. 


8006250349 "Impact of Decontamination on LUR Raduaste 8ys L 
Decontamination as Precursor to Docommifsionlng. " informal 
monthly progress rept for May 1960 

PERRIOQ.L D Sattell# Memorial Irstitutti Pacific Northwest 
Laboratory FIN 0-2303 80/06/03 3pp 


0006250352 "Long Level Activation Products in Reactor Matls, " Informal 
monthly progress rept for Apr 1980 

EVANS. J C Battelle Memorial Institute. Pacific Northuiest 
Laboratory FIN 0-2296 00/05/05 4pp. 


0006250365 RlL-090 

Research Info Ltr 90 submits results of first Ofc of Nuclear 
Regulatory Research sponsored independent assessment of LOCA 
code. RELAP-4/M0D6 

BUDNITZ. R. J Office of Nuclear Regulatory Researchj Director 
80/05/22 23pp 


8006260015 "LOCA Test Series - Test TC-1. " test results rapt 

YACKLEiT ft » WATERMAN. M E . MACDONALD. P E EO&O, Inc FIN A-60tl 
E00-TFBP-506fl 80/05/31 ilBpp 


8006260020 "Scaling Criteria 6 Aaseisment of 8emlscala Mod-S Scaling 
for Small Break Loss of Coolant Transients " 

LARBON. T K . ANDERSON. J L . EHIMECK. D J EO&O. Inc FIN A~603a 
EOO-SEMl-5121. 80/03/12 18Bpp 


8006260025 "Inventory of High Level Nuclear Wastes in US Oovt High 
Level Waste, Ex 1 sting Commercial High Level Waste. Exist ing 
Commercial Spent Fuel & Projections of Commercial Spent 
Fuel " 

MAJUMOAR.P . INDUS I, J P Drookhaven National Laboratory FIN 
A-315a. 0NL-NUREO-27817 80/04/30 I57pp 


Q00626003I "Fuel Code Assessment Data Sample Rept '" 

CHAMBERS. R . HAMPTON. N L. . LAATS, E. T EOLO. Inc FIN A-6046 
eOO-CAAP-9114 80/02/39 40pp 


S006260035 "Data Comparison of FLECHT-EEASET Re flood Test 31504 Using 
ftELAP4/MQ06 P RELAP4/MDD7 

OODEN. 0 M E06O. Ific FIN A-60a9 EOO-CAAP-5162. 80/05/31, 43pp 


8006260037 "Quick-Look Rept on LOFT Nuclear Experiment L6-5 " 
REEDER, 0 L EO«tO. Inc FIN 4-6043- EOO-LOFT-5165- 80/06/30, 
33pp. 


8006260039 "Test Prediction for Semiscale Mod-3 Test S-sa-4 - Small 
Break Test Series 

STEINERiJL. SNIDER. 0 M EOLO, Inc FIN A-603B E<3C-S£Ml-5047 

79/10/31 62pp 


8006260042 "6enitscale Small Break Orifice Callbr Tests." 

COZIUOL.UM. BLAKELEY. J E. EOfcO. !nc FIN 4-6038 EOO-SEMI-5090 
00/01/31 29pp 


6006260046 "Core Reflood Dynamics Cade - FL0DD4. " interim rept. 
SHUKWAY.R M EOtcO, Inc FIN A-60aS. E00-&EMI-5O35 79/10/31 

67pp 


00>06260425 "BHR Refill - Reflood Program." tenth monthly rept May 1980 
BURNETTE. OW General Electric Co NRC-04-79-184 80/03/31 iSpp, 


6006270078 "MosiltQring for Compliance u/Decommi sslonlng Criteria." 
task progress rept. 

DICKSON, H « , LANTZ.P.M . HOLOWAY. C F Qak Ridge National 
Laboratory FIN A-9085-7 0ftWL/HASRD-7a 80/05/31 77pp 


6006300171 "TRAC Accessment & Model Oevel o-pment. " monthly highlights 
for Apr 19B0 

8AHA, P Brookhaven National Laboratory FIN A-3215 80/04/30 

6pp 


8006300163 "Analysis of Hypothetical Accidents Resulting In Core 
Heltdounr " progress rept for hay 1980 

DENNINO.R 6 . CYBUL8KI8,P. DAYBUTT. P Battelle Memorial Institute* 
Columbus Laboratorlas FIN A-4067 80/06/13 9pp 


0006300169 "Steam Oenerator Tube Rupture Iodine Transport Mtchani ima, " 
progress rept for May 19B0 

DENNINO.R 0. Dattelle Memorial Initltuti. Columbus Laboratories. 
NRC-04 -76-293 60/06/13. 4pp 


8006300204 "Nuclear Power Plant Design Concepts for Sabotage 
Protection," informal progress rept, Det-Oee 1979. 

ER1C80N. DM Sandla Laboratories FIN A-I2i0 00/01/25 14pp 


0006300211 "Nuclear Pouir Plant Design Concepts for Sabotage 
Protection." informal progress rept^Jan-Mar 1900 
ERICSON. DM Sandla Laboratories. FIN A-1810 80/06/02 7pp 


8006300219 "LWR Thermal Hydraulic Development Program. monthly 
highlights for Apr 1900 

ABUAF. N, Brookhaven National Laboratory. FIN A-3045 60/04/30 

4pp 


0006300218 "Nuclear Power Plant Design Concepts for Sabotage 
Protection." informal progress rept* v^ul— 8f pt 1979 
ERICSQNiDM Bandla Laboratories. FIN A-12I0 79/10/25 lOpp 


0006300234 "Stress Corrosion Cracking of PWR Steam Generator Tubing."' 
monthly highlights for Apr 1960. 

BULLtBCHECKi T . VAN RaDYEN. D Brookhavan National Laboratory FIN 
A-320B 00/05/ 18 7pp 



324 


NOiMDOCKETED ITEMS 


800j>30029B "Stdi Ouldtllr\o« P«rt;lnent to Devol opnter^t of 
D«con>ntii«ton ing Criteria far SLtoi Gontaminatad U/ 

Radloactlvs Matl *' 

DICKSON. H U Q&k Rldga National taboratorg KQRNL/OEPA-4 UC-70 
78/08/31 56pp 


0006300301 "Evaluation of PBF LOFT Laad Rod Te«t Re«ulla Concerning- 
Surfacfl Thennacoupla Perturbation Effectei'* internal 
tachnical rapt 

CAR BONE AU.K L * TOLNAN. E L EG&Q Idaho. Inc FIN A-di04Q 
L0-00'79>10B 80/02/28 i22pp 


8006300459 "US Std Problem lO Preliminary Reptr " compariaan rept 
DOB-BE.C A . LACHANCE) J L EO&O Ida^o. Inc FtM A‘604ep 
EeO'CAAP“9ia4 80/04/30 7ap p 


8006300500 "Ma-nitoring for Canpllance U/Decommi i cloning Criteria* ’* 
talk progree* rept 

DICKSON) H W I LANTZiP H . HOLOWAVi C F Oak Ridge National 
Laboraturq FIN A“90a3-7 ORNU/HA0RD“7a 80/09/31 7pp 


80063D0996 "Nolle Diagnoitics for Safety Aiss-iimant i Cant i nuaus On-Line 
Reactor Surveillance 8yt*" foreign travel rept 
GUEENEYiF J Oak Ridge National Laboratory FIN B-01^1 
ORNL/FTR-B43 SO/08/27 I9pp 


REVIEN ORP NRC RESEARCH REUIEU GROUPS 


8006&00972 Farwardi "Pait-Teit Analgsii of LOFT Lots-of Coolant 
Erperlment L2-3 " 

KAUFMAN* N C EOtiO Idaho* Inc BO/03/26 Opp 


SECY PGBITION PAPERS BEFORE THE C0MI1I88I0N 


SQO602O391 8ECY-79-03aA 

Bi>balt« analyiii of need for further protection of 
Category 11 6 III matl in. tranilt. Recommendi approval of 
Alternative S re amend of currant NRC regulati one. NRC ihould 
prepare alternative for publication In PR 

DIRCK8*H J. Office of Nuclear Material Safety 6 SafeQuariii 
79/10/23 2Bpp 


8006020523 BECy-78-i42 

Racammande Cammlition approval of FR publication of public 
comaant amend to IOCFR73 re phytical protection of Category 
II h III matl Table categariiing nuclaar matl end 
SMITH. C V Office of Nuclear Material Safety & Safegirarde 
70/03/09. 14pp 


-0006020930 Diicuieei 8ECY"77-79a. NRC U inti phyilcal protection itdi 
Commieeion approyat general NRG approach & recommends 
development of appropriate rwlea Matl related to 0ECY-7a-l42 
end 

CKILKrS J Office of the Secretary of the Commission 77/06/30 
0Bpp 


8006030110 aECY-77-2B3A 

Recommends Commission approval of FR publication of public 
comment amends to iOCFR73 to provide strengthened phyeical 
pratectlon against radiological sabotage L theft of 
strategic 8NH Proposed rule^draft prats release tt ElA end. 
8hlTH)C,V Office of Nuclear Material Safety 6 Safeguards 
MINOOUErR B Office of Standards Development. Director 77/06/17. 
96pp 


— 0006030120 Comments on 770601 paper re amends to 10CFft73 to provide 
strengthened physical protection against radiological 
sabotage It theft of strategic 6NM Neither ElA nor statement 
of considerations is fully explanatory 

STRAUBBiP L Office of the General Counsel 77/06/07 9pp 


8006040294 Forwards end use statement for QA Co 770211 application for 
llcanse to export research reactor fuels to Iran 

MOHRYiH R Oeneral Atomic Co (subs of Gulf Oil Co > 77/03/02 

2pp 


— SOO6O4O2S0 Forwards Form NftC-7* Jwi t if lea t Ion Analytisi in support of 
770211 application for license to export fuel alements to 
Iran Insertion of new fuel will permit continued operation 
of reactor for research purposes. 

M0WRY*W R Oeneral Atomic Co (subs, of Gulf Qil Cq J 77/03/11, 
13pp 


— B006040264 Application by- GA Co for license to export 24 4 kg U-235, 
contained in 26 2 kg IT* to Iran HRC draft Itr tq OA Co end 
M0WRY*W R Central Atomic Co (sube of Gulf Ull Co I lEL-93a 
7B/07/IB 2pp 


0006060215 Transcript of 000313 public meeting in Dethesda. MD re 
withholding of NRC spent fuel .‘outs info from public 
disclosure Pp 1-34 
* Commiislon * 00/03/13 33pp 


0006090429 Matlficatlon of contract execution "Study of 08 Nuclear 
Health t Safety Info Dissemination to Foreign Countries." 
awarded to Franklin Inst 

MEDRCW*L A K Administrative Contracts Branch FIN D-1648 

NRC-oa-eo-ass ao/os/aa ip 


—000609 0432 Contract "Study of UB Nuclear Health Safety Info 
Dissemination to Foreign Countries*" awarded to Franklin 
Inst RFP RB-OlP-80-339 end 

MATTIAiM J Administrative Contracts Branch FIN Q-1640 
NRC -08-00-330 8D/03/2B 36 pp 


—0006090436 6ECY-7a-369 

Re<tuests Commission vleus on results of studies (* 
recommendations ra health L safety considerations In NRC 
reactor licensing it nucloar assistance programs Recommends 
Commission approve end analysis, 

8HEA,J R, Office of International Programs* Director 79/07/03 

8pp 


— 0006090437 "NRC Staff Analysis of Health Safety Considerations in 
Reactor Exports U Assistance Programs " 
e Commission 78/06/20 9gpp 


0006120059 Ueekly info rept far wk ending 600523 

REHM# T A Office of the Executive Director for Operations 
80/03/29 39pp 


0OO612O16S Responds to FOIA request for 8ECY-76-137 Document Is 
available In DC FDR. 

FELTONfJ t1 Division of Rules and Records NRC 00/06/03 ip 


0OO6i2Ol67 FOIA request for 8ECY-7e-137 

JOHNSON. C Texas Public Interest Research Group 00/05/07 Ip 


8006120360 8ECY-aO-238 

Forwards Executive Branch views on proposed exports of fuel 
6 components to India ti recommends preparation of order 8* 
cover Itr to President noting that applicable export 
criteria have not been met 

BHEArJ ft Office of International Programs. Director 00/05/09 
4pp 


— 8006120361 Application by Etfloui Inti Co to export 467 3 kg U-235* to 
India Govt of India 78091 1 Itr to DOE end, 

# Edlow International Co 78/09/20 3pp, 

\ 

—8006120363 Confirms 800111 tslcon re expedited Issuance of license t 
export traversing in-core probe to India No spare probes 
available for scheduled replacement at Tarapur Atomic 
Power Station* Unit 1 

C-flUGONrB D Oeneral Electric Co 00/01/11 Ip 


0006120407 Transcript of 800328 afternoon Affirmation Besslon 00-25 re 
8ECY-A-0O-74 In Wash ing ton* DC Pp 1-3 
» Commission 80/09/28 3pp 


0006120422 Transcript of 000315 briefing in Bethesda*MD re upgrade of 
operations ctr Pp 1-73 Morning session 
e Commission. BO/05/15 73pp 


8006120425 8ECY-80-233 

Recoffimends issuance of license to Reuter Stokes* Inc to 

export two lonliation chambers to Venexuela, License request 

forwarded for Commission review because proposed export is 

destined for country w/o previous authorl xation 

SHEA. J R Office of International Programs* Director 00/05/07 

2pp. 


— 0006120430 Submits Executive Branch views re application by Reuter 
Stokes* Inc for license to export two Ionisation chambers to 
Venexuela, Recommends that license be issued 

NOSGNZOt L. V State* Dept of* Bureau of Oceans b Internatl Environ 
^ Scientific Affairs 80/04/16. 3pp 


8006120468 SECY“BO-2a0D 

Recommends that Commission consolidate Applications 
XC 011-03761* XCOM-0301 ?* XcaM-0393 w/app Ucations listed In 
BECY-eo-238* f or review purposes Also recommend* that 
Commission note receipt of OE request to amend XCOM-0240 
GHEArJ.R, Office of International Programs* Director BO/03/15 
3pp 



NONDOCKETED ITEMS 


325 


— 9006120473 Submltf ExBcutWs Drench vleus re application by Byron 
Jackeon Pump Dlv for llcenie to export component* k parts 
to India Recommend* that license be issued 

NOSENZQi L V/ StatBi Dept ofi Bureau of Oceans k Internati Environ 
k Scientific /Affairs 00/03/13 2pp 


— 0006190130 Ack receipt of 000109 Ur re ACR8 partic Ipatlon in 
rulemaking re storage S< disposal of raduattc Request* 60-day 
comment period 

PLE8BET.M 8 ACR8 - Advisory Committee on Reactor Safeguard* 
60/01/13 ip 


— 0006120477 Submit* Executive Branch vieui* re application by Carpanter 
Technology Corp for licenee to export 160 Zircalog'-4 
channels to India Recommends that license be issued 
NOSENZOi L V Btatii Dept ofr Bureau of Ocean* tt Internati Environ 
Sc Scientific Affairs 00/05/13 2pp 


— 0006120402 Submits Executive Branch view* re application by Pacific 
Pump *4 Inc for license to export parts k components to India 
Recommends that license be Issued 

NOSENZOi 1. V State* Dept of* Bureau of Ocean* Si Internati Environ 
k Scientific Affairs 00/03/13 3pp 


— 80061204BS Respond* to question re safety significance of pending 
export of Tarapur component* If licensing action on pending 
applications continues to be withheldi impact uould be more 
adverse than any single export treated In Isolation 
SHEAi J R Office of International Programsi Director 0O/O5/OB 
3pp 


8006160207 SECY‘'80-263 

Request* revleu of end Westinghouse applications for 
license to export tufo power reactors to Taiwan 

BKEAf J R Office of International Programsr Director 60/03/22 
Ip, 


— 0006190133 Proposes ACR8 enter proceeding re storage k disposal of 
radwasts es commcnter adviser after statements It cross- 
statement* filed by parties 
AHEARNEiJ F Commission 00/01/09 Ip 


0006200343 Transcript of 800323 open Affirmation Be**<on 80-24 in 
Washington. DC re 8ECY-A-0O-4A k SECy-aO-202 Pp J-3 
e Commission SO/03/23 4pp 


—0006200340 SECY-aO-202 

Discusses role of NRC in waste confidence proceeding 
Recommends issuance of proposed memorandum 6 order Draft 
memorandum k order end 

BICKWIT.L Office of the Oeneral Counsel P'^/04/24 4pp 


8006230009 Responds to FOIA request for SECY-75-429 Forwards document 
W/o end 

FELTON. J M Division of Role* and Record* BO/06/16 Id 


6006230025 Transcript of 800612 discussion fc vote on affirmation item 
In Washington. DC Pp 1-15 Draft order* li separate view* of 
Comml**lonar Bradford end 
e Commlfslon 00/06/12 35pp 


8006170009 Transcript of 800516 discussion of 8ECY-60-230 in 
Wash ington. DC Pp 1-30 Horning session 
* Commisilon 80/03/16 31pp * 


8006180117 SECY-aO-219 

Suggests procedures for increased Commission involvement in 
major daclsions of Ofc of Nuclear Reactor Regulation. Ofc of 
Nuclear Hatl Safety k Safeguards b IE Recommends meeting to 
discuss options set forth in paper 

BICKWIT.L Office of the General Counsel 00/04/29 9pp 


—0006160123 Discusses 791226 request by Chairman Ahearne for views on 
increased Commission involvement in significant regulatory 
actions Proposal might lead to increased opportunities to 
run afoul of separation of function restrictions 
BHAPAR.H K Office of the Executive Legal Director 00/01/10 
3pp 


—0006100131 Discusses 791226 memo from Chairman Ahearne re direct 
Commission involvement in licensing decisions Commission can 
participate to greater degree in dec is ionmak ing. Hax benefit 
would arise if Gommisslan participates In hearing process 
DIRCKB.W J. Office of Nuclear Haterial Safety Ki Safeguardi 
00/08/21 IBpp 


—0006100142 Tranecrlpt of 800313 dlscuselon of 8ECY-80-219 re Commission 
review procedures in Bethesda.HD Pp 1-40 Afternoon session 
# Commission. 80/05/13 49pp 


8006180123 Transcript of 800330 Affirmation Session BO-06 In 
Washington. DC Pp 1-2 
« Commission 00/03/30 3pp 


—0006180132 8ECY-B0-182E 

Recommends approval of end revised draft order End PA 
Bradford separate statement to be appended to order 
BICKWIT.L Office of the General Counsal 00/03/29 9pp 


— 0006180138 Responds to 800324 Itr to J Ahearne re problems of 
evacuating large population* in short period of time, Program 
of upgrading emergency planning is being carried out by NRC 
team* who visit each site of operating nuclear plant 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
BO/04/29 2pp. 


— 0006100149 Elaborates on concerns expressed in 000102 Ur re need for 
practical evacuation plans around nuclear power sites 
Problems of evacuating large populations is short time have 
been underestimated Requests open hearings on issues 
WOLF, B Affiliation Unknown 80/03/24 2pp 


8006190127 8ECY-80-169 

Racommends approval of outline of ACR8 participation in 
rulamaklng Participation broken down into initiation of 
rulemaking, rule dovalopmenfci rulemaking hearings k effect of 
delegation of rulemaking powers to Ofc of 6tds Development 
BICKWIT.L. Office of the General Counsel 80/03/31 4pp 


—8006230030 8ECY-B0-27IA 

Forwards draft revision to THl action plan statement of 
policy reflecting changes made as result of 800606 
Commission meeting. mods to language k minor editorial 
changes 

BICKWIT.L Office of the General Counsel, 80/06/11 llpp 


8006300333 Addl response to FOIA request for rule banning environ 
impact rapt analysis of posslbla risk* in event of major 
accident* at nuclear reactor* Forward* document* lifted in 
App A 

FELTON. J H Division of Rules and Record* 80/06/17 2pp 


—8006300546 Staff requirement memo re 800416 open meeting in Uaihlnoton. 
DC to dlscues 8ECY-0O-l31i '^Accident Contiderations Under 
NEPA Commisilon requested that personnel consider methods 
of screening plants in early const stage 

CH1LK.8 J Office of the Secretary of the Commission 00/04/24 

Ip. 


8006300575 aECy-aO-214 

Requests Commission approval to publish advanced notice 
proposed rulemaking on Tech Specs New Tech Specs sys. 
Congressional Itr b preliminary value-impact statement end 
DENTONtH R Office of Nuclear Reactor Regulation. Director. 
00/04/28 3Spp 


STATE PROG STATE PRDORAhS 


8006020003 Oiicusscs personal evaluation of U mill training course 
GORDON. C Office of State Program*. Director 60/03/13 Spp 


0006020006 Forwards ^'Preliminary Study on Ditpoial of Lou Levil 
Radwaste Oeneratad in IL ** 

KERR.O W Office of State Program*. Director 80/05/14 Ip, 


— 8006020009 "Preliminary Study on Ditpoial of Low Levsl Radwatte 
Generated in IL. " 

« Illlnol*. State of 80/04/14 41pp 


8006020012 Notification of 800720-22 meeting in Seattle. WA to discuss 
continuing ed credit limit on technical meetings 
LUBENAU.JO Office of State Programs. Director. 00/05/14 Ip 


8006020026 Forward* economic data re generation of electric power, 
requested by State of NC Public Utils Commisilon 000428 Itr, 
RYAN. R 0 Office of State Programs. Director 80/05/16, 3pp 


8006020224 Forwards draft matl for review prior to B00603-04 
meeting w/DOT Hatl provides uniform guidance concerning 
emergency response program* for handling transportation 
accidents Involving radioactive matli 

HCCARTHYiE Office of State Programs. Director 80/05/21 App 


—0006020225 TTC-0123 

"Contribution to Emergency Reiponte Planning Guidance 
Document. " draft for comment 

MCCLURE. J D Sandia Laboratories. 00/03/16 47pp 
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Q00&O30143 Ratpondt to E0042B Itr to Bifiatar N«li.on ra tailing «!; 
Unlfcad Nucltar Church Rock Facility U mill operations 
In NM arc llccnicd fay Stata NK 

KERRiO M, QffUt oP Stat* Programii DlractoT 00/05/14 Ip 


0006030215 Responds to NRC 000222 Itr r« revieu of program during Jan 
1980 Ran on air trancportation has be«n Included on 8NH 
licenses authoritlng Fu-Ba fcalad sources 
0ABH<P D Kentuctyi State of 00/04/19 4pp 


0006040158 Forwards coverall documents In risponso to 000411 Itr from 
City of PortlandiOR re sefo mgt of haiardoos matlc W/o 
documents 

RYANfR 0 Office of State Programsi Director. 00/05/16, Ip 


’**‘8006040160 Requests Info re MRC responclb 1 1 1 ties, author Itles It programs 
for safe mgt of has-erdous matli City of Portland, OR is 
preparing emergency response U other preventive plans to 
Insure public protection from hatardous matls accidents 
ROBlSONiR U Qregotii State of 00/04/11 Spp 


8D06050499 Requests confirmation of telex advising of escalation of 
costs associated w/radiolog leal emergency response 
Dptratlons courses 

KERRrOW Office of State Programs* Director. 80/04/07. Ip. 


**'0006050502 Requetti addl funding to cover escalating costs associated 
tf/rad,iologlcal emergency response operations courtas. 

OlLPlRjrJ Federal imergency hanagement Agency SO/04/04 £p. 


6006050531 Advises that MB Hencier has been appointed regional state 
liaison officer far Region 3 Respens tbllities include 
coordination of comaunlcations betuten MRC 6 state 6 local 
govts In regulation of licensed nuclear metis 4* facilities 
KEPPLERr J 0 Region 3# Chicago, Office of the Director 80/05/92 

2pp 


8006050550 NQtlflcation of Test Force on Emergency Ptennlng for 
Transportation Accidents Involving Radioactive Mails 
&00603**04 meeting to wort draft sections into first guidance 
document, 

MCCARTHY, E, Off led of State Programs* Director. 00/05/15 Spp 


0006090023 Forwards updated list of NRG resident Inspectors to all 
state llelion officers of Agreement & Kenagroement atates, 
ME188BER0r8 Office of State Programs, Director. 80/05/21 7pp. 


0006090430 Confirms discussion following NRC review of state radiation 
control program Program is adequate to protect public health 
6 eefety 6 is compatible w/NRC progran Comments U 
recoemendations and 

KERRiQ. W Asilitant Director for State Agreements programs 
00/05/13 Spp 


—0006090445 Conflrmi comments ra NRC review of state radiation control 
progran Program is adequate to protect public health ti 
safety It Is canpatlble w/NRC program 

KERRfO W Assistant Director for Stats Agraementt Programs 
00/05/13, ip 


6006090506 Advises that HB Hencttr has been appointed regional etate 
liaison officer for Hcglon 3 Responi ib 1 1 t ties include 
coordination of coMmunlcatlons betuean NRC 6 state V local 
govts In regulatory matters 

KEPPCERjJ Q Region 3, Chicago, Office of the Director 00/05/22 

app. 


8006090518 Advises that Ufi Kencisr has been appointed regional state 
liaison officer for Region 3. Responsibi 1 ities include 
coordination of communications between NRC U state h local 
govts In regulatory matters. 

KEPPLERiJ. 0. Region 3, Chicago* Office of the Director. 00/05/22 

app. 


0006090523 Conflrns that VIB Mencier has btsn appointed regional liaison 
officer for Region 3, Responsibi 1 i t les Include coordination 
of conmunlcatlons faatween NRC l« state li local govts 
u/lnterestf in licensed nuclear matls h facilities 
KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/05/22 

2pp. 


0006090527 Notifies that MB Mencier has been appointed regional state 
liaison officer for Region 3, Respons tb 1 Utles Include 
coordination of communications bituaen HRC U state 6 local 
govts w/interestf in licensed nuclear metis Sc facilities 
KEPPLER, J, 0 Region 3, Chicago, Office of the Director 00/05/22 

2pp 


0006110400 Advises that MD Mencier has been appointed regional state 
liaison officer for Region 3 Responsibilities include 
coordination of communications between NRC 6 state & local 
govts in regulatory matters 

KEPPLER, J 0 Region 3, Ghlcagoi Office of the Director 00/05/22 

2pp 


0006110404 Confirms discussion following NRC review of state radiation 
control program Program is adequate to protect public health 
It safety It is compatible w/NRC program. Remaining vacancy 
should ba filled as soon as possible 

KERR, O M Assistant Director for State Agreements Programs 
00/05/16 2pp 


8006120066 Advises that MB Mencier has been appointed regional state 
liaison officer for Region 3 Responsibilities include 
coordination of communications between NRC 6 state It local 
govts in regulatory matters 

KEPPLER, J O Region 3* Chicago, Office of the Director. 00/05/22 
2pp 


0006120408 Advises that MB Mencier has been appointed regional state 
liaison officer for NRC Region 3 Responsibilities Include 
coordination of communications between NRC !< state It local 
govts re regulation of NRC licensed matls l< facilities 
KEPPLER, J 0 Region 3, Chicago* Office of the Director 80/05/22 
2pp 


8006120512 Confirms comments made at conclusion of state radiation 
control program review Program Is adequate to protect public 
health & safaty & is compatible w/NRC program Effort should 
be made to reduce number of overdue Insps 

KERRiOW, Assistant Director for State Agreements Programs. 
80/05/16 2pp * 


8006130342 Forwards IN 8tate Highway Commission 197? annual rept of 
personnel exposure in response to NRC 800129 request 
Respondent followed 1979 rept format. 

ELKIN. 0 L r OMENS. P L Indiana, Btate of 00/04/29. 2pp 


6006100236 Forwards summary of 600416 meeting between NRC It MY State 
Energy Ofc re transportation of spent nuclear fuel Requests 
to be kept Informed of NRG progress re proposed changes to 
spent fuel transportation safeguard requirements 
8PATH. J P New York, State of 00/04/30. 6pp. 


8006200051 Ack receipt of 000523 Itr re concerns about future role of 
Ofc of State Programs. Views will be considered in any 
reorgant satfion which may affect Ofc of State Programs 
DIRCK8,M J Office of the Executive Director for Operations 
80/05/28 Ip 


— B006200061 Commends Ofc of State Programs for being most helpful, 
cooperative l< responsive to state needs 6 concerns. 

HARRI0DN,O M Kentucky, State of. 90/05/23 Ip. 


0006200206 Forwards 0.2358 6 900515 committee rept on bill. Bill is 
presently awaiting consideration by Benats.Page 8, Section 
7<al of bill contains ref to State of 8D. M/o ends 
MElBaBEROi 8. Office of State Programs, Director BO/06/04 Ip 


8006200578 Forwards proceed lng% of 800220-21 meeting on low level 
radwaste Proposes to send copy to state It federal 
representatives l< industrial participants to solicit 
recommendations. 

RYAN, R 0. Office of State Progremn Director. 00/05/23 Ip 


8006230003 Act receipt of 000512 Ur It State of SC Joint Legislative 
Committee on Energy rept State It local govts have responded 
to new emphasis on emergency planning urged by MRC It FEMA 
in generally cooperative It affirmative way. NOR EO- 0090 encl 
RYAN, R O Office of State Programs, Director 00/06/10 3pp 


6006230095 Responds to request for comments re LA State Univ proposed 
method of low level waste disposal Exempt concentration 
requires clar 1 f Icatlon, Prop ose d method of disposal Is not 
acceptable Forwards NUREO-0656, M/o encl 

KERR,0vVJ Asslstent Director for State Agreements Programs 

00/06/09. 2pp 


0006230137 Advises of nomination of JB Martin to serve as alternate 
for future meetings of State Planning Council on Radwaste 
Mgt Expresses appreciation for support of NRC participation 
on Council as nonvoting observer. 

AHEARNErJ. F Commitslon 80/05/20. Ip 


8OD623OI60 Informs of Inability to ravtew preliminary draft license 
Impact analysis due to preparation of radiological 
assessment li tatUngf mgt evaluation NM Environ 
Improvement Dlv appears to be in compliance w/requlremants 
MILLER, IH J Uranium Recovery Licensing Branch 00/05/23 Ip, 
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6006S30177 Recoirimends individuals corresponding agreofftent states 

listed in oncl receive copii of HILD03 code & preliminary 
user guide for records W/o end 

KERRj G Assistant Director for State Agreements Programs 
0O/Oi/O9 Ip 


800&S301B7 Foruards 8004S1 State of Nrt radiation protection 
regulations U/o end 

KERRiO W Assistant Director for State Agreements Programs 
80/06/09 Ip 


600623019S Advises that revieu of draft Revision 2 to Reg Guide 6 4 is 
complete Agrees that revision is necessary 

KERRpG W Assistant Director for State Agreements Programs 
80/06/09 Ip 


8006840106 Notifies that State of CO requests NRC assistance in 
evaluating significance of tritium contamination resulting 
from handling of foils by licensee Info requested on 
controls on removable contamination on source mounts 
KERRcG N Office of State Programsj Director 80/06/11 Ip 


8006240815 Discusses State of MK request for assistance In revieu of 
Exxon & Mobil in situ projects Documentation of NRC 
corrective actions re WV Minerals in situ project required 
by 800611 

KERRiO W Assistant Director for State Agreements Programs, 
80/06/09 Ip 


8006S4DSS6 Foruards State of GA second quarterly rept re transportation 
surveillance program Requests comments 

JANICEKfM Office of State Programs* Director NRC-O6-*70^362 
80/06/03 2pp 


— 8006840562 Forwards second quarterly progress rept>Jan~Mar 1980* re 
transportation surveillance 

INGRAM* M D Georgia. State of NRC- 06-7 8-3 62. 80/05/13 34pp 


8006260132 Comments on State of NM Radiation Protection Regulation 
3-800* requiring specific license for transportation of 
nuclear waste on highways Any license issued by State of NM 
should not conflict w/Sectlons 73 37 %t 73 72 of 10CFR73 
KERRrO N Assistant Director for State Agreements Programs 
80/06/09 Ip 


8006260219 Forwards list of all NRC radioactive matl licenses Issued 
to persons in Commonwealth of MA In response to 800520 
request List is current as of 800602 U/o end 
ASHLEY* E C Assistant Director for State Agreements Programs 
80/06/09 Ip 


8006260219 Forwards "Interagency Task Force on Health Effects of 
Ionizing Radiation - Rept of Work Group on Science*" in 
response to request U/o end 

SCHNEIDER* K N Office of State Programs* Director. 80/06/09 Ip 


8006300015 Discusses accompaniment of FL inspectors during 791217-10 
imp of Scott Lumtnousi Inc in St Petersburg* FL Noncompl iance 
noted air sampling program is inadequate 6 no records of 
dally radiation level surveys 

A8HLEY*E C Assistant Director for State Agreements Programs 
80/06/04 4pp 


8006300044 Advises CA Dept of Health 8vcs * Rad 1 ol og i c Health Section 
that CA company may be distributing imported tritium gun 
sights w/o proper licenses Requests assistance in 
determining whether company possesses radioactive matls 
KERR.G W Assistant Director for State Agreements Programs 
80/06/09 ip 


8006300350 Ack receipt of 800211 aisesiment of State of CQ law 6 
regulations in conformance w/1970 UMTRCA Setting of 
equivalent stds 6 preparation of written environ analyses 
noted as major problem areas 

KERR*G W Assistant Director for State Agreements Programs 
aO/06/09 2pp 


8006240641 Advises that TX Time* Inc has agreed to cease distribution fit 
repair of tritium backlit watches until license has been 
amended 

UUflENAU* J 0 Office of State Programs* Director 00/06/U ip 


6006240643 Responds to 800206 Itr requesting technical assistance In 
testing low level radioactive liquid wastes for structural 
Integrity Recommendations limiting risk assessment for tanks 
fi( rapid cleanup operation encl W/o end 

KERR.G W Office of State Programs* Director 80/06/11 Ip 


8006250008 Discusses NRC 800119 fie 0201 Itrs re leaking C-2S2 sources 
from Isotope Products Lab Ack receipt of S00229 Hr 
reporting Investigation being made by Los Angeles County 
Health Dept Rept re C-252 sources encl. 

KERR*0 W Assistant Director for State Agreements Programs 
80/06/03 Ip 


— 8006250009 Forwards Washington Univ rept re leaking 0-252 sources 
received from Isotope Products Lab Rept 6 sources sent to 
Isotope Products Lab 

METZGER* J Office of Inspection fi< Enforcement* Office of the 
Director 80/05/21. 6pp 


8006300449 Foruards TVA 000213 rept re Gamma Industries 791228 shipment 
of radioactive matl to TOA.Huscle Bhoals.AL Requests results 
of any action taken by State of LA 

KERRcO W Assistant Director for State Agreements Programs 
00/06/03 ip 


— B006300457 Submits rept re Gamma Industries 791228 shipment of 
radioactive matl to TVAfMuscle Shoals. AL* in response to NRC 
800209 request Details of noncompl lance provided Shipment 
received on 000116 

MAXWELL* R D Tennessee Valley Authority 60/02/13 5pp 


8006300937 Confirms discussion w/A Bimanls re review of state radiation 
control program lor wk of 800714-18, Review will include 
field evaluations of state inspectors on 800714 
KERRiO W Office of State Programs* Director 80/06/11 Ip 


8006300540 Forwards summary of NRC Intp-enforcement activities re 
transportation of nuclear waste for Mar-Apr 1980 Next rept 
will cover May-Uune 1980* w/quarter ly repti thereafter 
KBRRfO. W. Assistant Director for State Agreements Programs 
00/06/03 Ip 


6006250014 Comments on NRC paper re emergency preparedness at 
facilities licensed by NMSS Early state input Into 
development of criteria for preparation of emergency plan Is 
desirable 

KERRiO W Assistant Director for State Agreements Programs 
80/06/09. Ip 


— 8006300949 Forwards summary 
transportation of nuclear 
be forwarded to States of 
May-June 1980* w/quarterly 
8NIEZEK. J H Division of 
80/05/28 9pp 


of insp-enforctment activities re 
waste for Mar-Apr 1900 Rept should 
8C*WA & NV Next rept will cover 
repts thereafter 

Fuel Facility fit Materials Safety 


6006290115 Requests Region 3 rept on investigation of licensee in 
Roiemont. NM. mounting rejected military gun sights containing 
radioactive matl on civilian handguns State of TX Radiation 
Control Branch requests list of persons who received sights 
KERRiO U Office of State Programs. Director 80/06/11 Ip 


8006300542 Responds to 800912 Hr re request for technical assistance 
on Exxon Corp L-BAR in situ leach pilot project. No 
significant assistance available to perform meaningful 
review Teton project license fi< aisessment similar 
KERRiO W Office of State Programs* Director 80/06/11 Ip 


6006250359 Summary of Task Force on Emergency Planning for 
Transportation Accidents Involving Radioactive Mails 800603- 
04 meeting In Wash ington. DC to provide extensive comments on 
draft sections written independently by Task Force members 
MCCARTHY. E Office of State Programs* Director 80/06/13 2pp 


8006260065 Requests that Governor Riley consider appointing new 
individual to replace L Prlester NRC/state liaison program 
set up to improve federal fit state cooperation 
RYAN. R 0. Office of State Programs* Director 80/06/05 Ip 


6006300380 Forwards add! NRC requirements resulting from Investigations 
of TMI-2 that are required of utils w/CPs before lituancc of 
OL Descriptions fit schedules will be aveilabte In NUREO-0660, 

KINNERSiW Division of Safety Technology 80/06/19 50pp 


8006300647 Forwards Proposal Evaluation Panel rept for RFP Ra-QBP-304* 
"Safety Aspects of Industrial Radiography for Btate 
Regulatory Personnel." Recommends that written clarification 
be requested of two bidders In competitive range 
KERR.G W Office of State Programs* Director. 8A/ECA 80/06/03 
Spp 


8006300678 Forwards list of median staff salaries for Agreement States 
per request 

DQDAiR J Assistant Director for State Agreements Programs 
80/06/23 2pp 
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aO^£^30D^^80 Foritfardf annoUtsd U«t o-f current Licensing guides, 
llcenitng guides h. refs available to licence revieiu It Insp 
guide for teletherapij U/o end 

LUBENAUiJ □ Assistant Director for State Agreejnents Programs 
aO/06/23 Ip 


lOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8006-020010 Notification of 800521 meeting u/QE to discums fuel 
mechanical design It reload licensing Proposed agenda end 
IPPQLITO.T A Operating Reactors Branch 2 eO/05/19 3pp 


RDD6020127 Sumenarg of 800503 meeting u/EPR I to discuss considerations 
of significant transients, frequencies of transients << 
tasting frequencies of electrical portions of scram s^s 
Includes EPRI analgscsiNRC comments Si list of attendees 
THADANI.A C Generic Issues Branch 00/03/20 "SSpR 


8006020267 Foruardt proprietary responses to Ouestlans H020 28 S< 
K02Q 46 re NEDE-2i061« ''Mark II Dynamic Forcing Function 
Info Rept " Response withheld (ref 10CFR2 790) 

BUCHHOU.R H Oeneial Electric Co RHB 040-00 80/03/29 2pp 


900602026Q Discusses 000417 meeting between representatives of Turbine 
Oenerator Disc Integrity Task Force U NRC re task force 
position on Category A units scheduled for insp 
STiEDEiU L Commonwealth Edison Co 80/05/27 Ip 


80-0602029D Foruards update to Round S: question rasponses re NEDE/NEDO- 
21061i "Mark H Dynamic Forcing Function Info Rept." 

BUCHHQLZ.R H General Electric Co RUB 041-80 60/09/29 7Spp 


6006030308 Advises of forthcoming visit to Duke Power C« Oh 800610 re 
tests conducted by Southwest Research Inst per methods 
stated in 600905 Itr 

HALLrR E Brookhaven National Laburato-ry. 80/09/2S ip 


6006040120 Forwards requait for addl Info re proposed 800401 Revision 
4 to util topical ript.TVA-TR79-lA. "OA Program 
Description " 

HAA86.UP Quality Assurance Granch. 60/09/20 5pp 


8006040223 Foruares responses to NRC 600124 Itr re Barton Lot Number 2 
transmitters Info required to complete review of 
Uestlnghouse UCAP-74i0l rapt Proprietary Info withheld 
(ref iOCFRa 790) Affidavit end 

ANDERSON. T M Hcstinghouse Electric Corp N9-TMA-224e 80/05/21 

19PP 


QOD60602Q9 Requests that BQ-TGP-l. Sec tian % "Design Control. be 
revised to meet end position statement re record retention 
requirements of ANSI N4S 2 9 Suggests Inclusion of flow 
chart that Identifies each step of design process 
KAASSiN P Quality Assurance Branch 80/05/14 2pp 


8006060296 Discusses review of TMX-2 Bulletins t Orders Task Force rept 
on Nesting house plants Several recommendations will net be 
included in final version. Inc lud inj accelerated NRC review 
of conservatism In LQCA calculations. 

RO881D TMf-2 Bulletins 6 Orders 79/12/04, 9pp 


8006060300 Nonproprietary version of memo discussing long-terfn effect 
of setpoint mods made by B6N N6B8 licensees In response to 
IE Bulletin 79-096. "Nuclear Accident at Tlil-Suppl. " 

Accurate assessment caqnot yet be «nade. 

ISRAEL, a, L TMl-2 Bulletins t Orders IEB-79-09B 00/06/03 2pp 


8006060372 Notifies NRC of early completion of two planned records 
storage action items Centre! Records Ctr at Boyers. PA now 
satisfies single site storage requirements 

ANDER80M.TM Mestinghousa Electric Corp. Na-THA-Z249 00/03/27 
IP 


0006060917 Discusses forthcoming generic safety evaluation for input 
to Bgs Group re proposed operator action guidelines for 
early pump trip Draft evaluation should be available for 
final mgt review by 791031 

RD8IT0CZY. 2. R TMI-2 Bulletins I; Orders IEB-79-09C, 79/09/27 

If 


8006060924 Requests info re encl draft request for addl Info required 
to complete evaluation of responses for power operated 
relief valve/safety valve actuation St reactor trip 
frequency 

CAPRA, R TMl-a auliettns Si Qrdtrs. 79/09/24 3pp. 


8006060613 Forwards monthly rept on licensing case reviews for NRC 
Matls Engineering Branch 

UIDRIOiR D QatCelle tlemorial Institute. Pacific Northwest 
Laboratory FIN B-S172 80/05/15 5pp 


8006090146 Accepts NEDO- 10905-3. Amend 3. "'High Pressure Goto Spray Sys 
Power Supply Unit." qualification test results of high 
pressure core spray diesel generator for described 
generator 

PARR. 0 D Light Water Reactors Drench 3 80/04/07 2pp 


8006090434 Notification of 800625 mgt meeting w/EPRi in Silver Spring. 
MD Requests suggested items for agenda by 000528 
LARKINS. J T Program Coordination Branch 80/05/23 2pp 


— 8006090439 Qummary of 8Q03S6 mgt meeting ui/EPRI in Dethesda.MD re joint 
reactor safety research programs Discussed possibility of 
modifying LOFT facility to get better understanding of 
reactor parameters 

LARKINS. J T Program Coordination Qranch BO/OS/SO 3pp 


8006110272 Submits suppl to 800222 Itr re organizational changes to be 
inc urpoTated in NUBCQ Nuclear Engineering I. Operations Group 
effective 800401 6 QA Program Topical Rept Nu-OA-1 
COUNSILrN 0 Northeast Uti lltlea QA-3834 00/06/06 5pp 


—8006110281 "'Organizational Relationship Between NU8C0 Personnel Having 
Quality Related Functions " 

* Northeast Utilities 00/06/06 Ip 


— -8006110296 "Organi latlonal Relationship Between NUSCO 6 NUPQC 
Personnel Having Quality Related Functions " 
a Northeast Utilities 80/06/06 Ip 


6006110319 Forwards NEDE-24822-P. "Mark II Improved Chugging 
Methodology." as part of Task A 16 of Mark II containment 
program Prompt review requested Rept withheld 
(ref 10CFR8 790). 

BUCHHOLZ.R H General Electric Co MFN 109-80 BO/06/06 Ip 


8006120390 Forwards assessment of BAW-1564, "'Integrated Control Sys 
Reliability Analysis " Integrated control sys has 
relatively loui failure rate, however aspects of plant control 
sys should be investigated for improvement 

SATTERFIELD# n M Instrumentation U Control Systems Branch, 80/05/09 
Ip 


—8006120394 Topical rept evaluation of DAW-1964# "Integrated Control 
8ys Reliability Analysis " Approves recommendations Dreader 
study should be performed 

* Instrumentation ti Control Systems Branch 80/09/09 6pp 


6006130320 Forwards solution to NRC benchuork Problems 1.323A t* 4 for 
WEQAN response spectrum analysis Description of WECiAN pipe 
6 elbow elements 6 post-processor C0M8PC encl 

ANDERBON#T M Westing house Electric Corp NQ-TI1A-2250 80/05/29 

30gp 


8006160127 Advises that results of pretest prediction of HDR test V 31 
will be Incorporated into rept showing comparisons w/actuai 
test results Multiflex model used for calculations Topical 
rept describing improvements will be submitted 
ANDER8DN#T H Westlnghouse Electric Corp # PWR Systems Dlv 
NB-T«A-Ra33 80/03/29. 2pp 


8006170103 Forwards auxiliary feedwater sys revised Addl Short-Term 
Recommendation 2«reduclng 72-h endurance test for auxiliary 
feedwater test pump to 4a-h Westlnghouse 4t C-E licensees 
should be notified 

MATTHEWS, P R TMI-2 Bulletins U Orders 79/12/03 3pp 


8006170350 Forwards nonproprietary version of WCAP-9726i "Westlnghouse 
Technical Support Complex " Application for withholding 
proprietary info 6 affidavit encl Proprietary version 
withheld (ref 10CFR2 790) 

ANDERSON# T M Westinghouse Electric Corp N3-TMA-2261 80/06/13 

I3pp, 


—6006170360 WCAP-97a6 

"Westinghouse Technical Support Complex#" nonproprietary 
version Proprietary version withheld (ref 10CFR2 790) 

OENNARO. D tl # LITTLE. J L . LOCE. W L Nestinghouse Electric Corp 
N8-TMA-2261 80/06/30 lOOpp 


0006170533 Notifies that review of QA program topical rept complete No 
addl changes beyond Revision 3 pages transmitted on 790814 it 
800125 required to make document current Requests approval 
of Revision 3 

PERRYfJ A Exxon Nuclear Co # Inc (subs of Exxon Corp ) 

80/06/12 ip 
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8006170&6& Di^cufses inap pl.an prepar.atlons re guide tubs support 
pins froni two or more domestic plants Ultrasonic insp 
demonstrated to be viable insp technli^ue on support pins 
ANDERSON# T M Uestlnghouse Electric Corp « PWR Systems Div 
NS- TKA-2254 80/06/10 2p p 


Q00617074S Discusses fire resistance upgrade measures outlined in 
Nestinghouse 600502 Itr re underground record storage 
facility Records ctr is acceptable for cither temporarii 
or permanent storage of dupl icated /nondup 1 icated records 
HAA89# W P Quality Assurance Qranch 80/06/02 2pp 


G006170G30 Discurses D&U allegation of possible conflict of interest 
in Instrumentat 1 on U. Control Sys firanch revieiii of OAN-1964 
Info reveals that reviewers were not involved in rept 
preparation while employed w/BtU 

SATTERFlELDi R M Electric# Instrumentation Control Systems Branch 
79/11/01 ip 


— 8006170833 Discusses D&N allegation re possible conflict of interest 
during Instrumentation & Control Sys Branch review of 
aAW~l964 Matter will be investigated by R Satterfield No 
further action required 

CAPRA. R A THl-2 Bulletins «< Orders 79/J0/26 Ip 


8006170939 Notification of 790718 U 19 rneetings w/B6W U B«<W owners 
group in Dcthesda#hD to discuss small break LOCA analysis 
CAPRA# R A TMI'2 Bulletins i- Orders 79/07/17 Ip 


--0006170043 Provides items for discussion during 790719 meeting W/D&cN 
owners group subcommittee for TMI''2 issues 
CAPRA. R A TMI-2 Bulletins tt Orders 79/07/ti> 3pp 


9006170876 Forwards summary of status it potential problems for C-E 
plants Meeting will be held 791024 to discuss issues 
KANe#H TMI-2 Bulletins Orders, 79/10/23 6pp 


G0061B0983 Forwards updated etatui of activities re B8(U# Meet Inghouse 
BUR plants Review of emergency procedure guidelines for 
small break LOCA must be completed by 791031 
KANE.W TMl-2 Bulletins Orders 79/10/17 22pp 


G006190235 Responds to request for NRC review of Topical Rept 
BJNPQ-lOl# "Performance 8< Safety Features of Dyron Jackson 
Primary Reactor Coolant Pump for LWRs, " Rept acceptable for 
referencing in std or custom plant design applications 
DENTONiH R Office of Nuclear Reactor Regulation# Director 
80/05/21 Spp 


8006200103 Notification GOOS12 meeting ui/BNL U QRNL DNL will describe 
EPrPE computer program for pipe stress analysis Discussion 
will cover program capabilities & access 

STEPHENS# R M Mechanical Engineering Branch. 00/06/02 2pp 


G006200549 Provides questions & comments for consideration In review of 
IE Bulletins 79-05C it 79-06C 

R058#DF TMr-2 Bulletins Si Orders rEB-79-09C 79/09/13 9pp 


6006200956 Forwards updated status of activities for D&U operating 
plants re bulletin evaluations# compl iance w/long-term 
requirements of NRC 1979 orders U implementation of 
NURE(J-O570 Itoms 

CAPRArR A TMl<-2 Bulletins it Orders 79/10/23 lOpp 


8006230242 Requests addl info to substantiate appointment of C Dick as 
QA Manager for San Francisco Power Div in light of BQ-TOP-l 
re qual if Ication requirements for key mgt positions in 
quality groups 

HAA8S.W P Quality Assurance Branch 80/06/05 Ip, 


8006240424 Forwards proprietary Info responding to questions on 
XN-NF-512# "XN-3 Critical Power Correlation *' Affidavit 
end Proprietary version withhold (ref 10CFR2, 7901 
OWSLEY# Q F Esxon Nuclear Co # Inc (subs of Exxon Corp ) 
Oro 100 00 80/06/18 llpp 


8006290100 Forwards proprietary it nonproprietary responses to NRC 
B0012S request re XN-NF-79-6<p 1# "Exxon Nuclear Analysis of 
Power Distribution Measurement Uncertainty for Westinghousv 
PWRs " Proprietary to Central Files only (ref 10CFR2 790) 
OWSLEY# 0 F Exxon Nuclear Go # Inc, (subs of Exxon Corp ) 

OFO 080 80 80/04/15 4pp 


— 8006850105 XN-NF“79-6tNP> 

Nonpropr ietary version of Amend 1 to XN-NF-79-6(NP >r 
"Exxon Nuclear Analysis of Power Distribution Measurement 
Uncertainty for Uestlnghousa PWRs " 

HDLHrJ 8 # JAECH. J L # BUS5ELMAN# 0 J, Exxon Nuclear Co i Inc 
(subs of Exxon Corp ) 00/04/18 i4pp 


B0062S0356 Notification of B00619 neeting w/OE in Bethesda#MD to 
discuss ECC5 modal review 

LAUOENi N Reactor Systems Branch 80/06/12 2pp 


8006250397 Notification uf 800616 meeting w/C-E in Bethesda#MD to 
discuss proposed core exit thermocouple syi 

LAN1K#0 Instrumentation «< Control Systems Branch 80/06/U 2pD 


80D62600S1 Forwards NEDO-24299. "Qaneric Info for Barrier Fuel 
Demonstration Bundle Licensing." it GE 800515 transmittal 
Ur 

IPPQLITO.T A aperating Reactors Branch 2 90/06/10 Ip 


—8006260084 Forwards NEDO-24259# "Oenorlc Info for Barrier Fuel 
Demonstration Bundle Licensing " Requests completion of NRC 
review by mld-Sept 1980 Summary of 600325 meeting w/NRC re 
barrier fuels program enc 1 

ENGEL# R E General Electric Co MFM-099-ao 80/05/15 lOpp 


—8006260088 NE0D~24259 

"Generic Info for Barrier Fuel Demonstration Bundle 
Llcens ing " 

• General Electric Co NEDa-24259 60/09/31 27pp 


8006300250 Advises that S6W LDFT pretest calculatiens required by 
Section 2 I 9 of NURE0“O37a are scheduled to begin 79111S 
CAPRA#R A TMI-2 Bulletins it Orders 79/10/17 2pp 


8006300415 Advises that no plants currently reference CENPD-177-P# 
"CEDNBR ~ Computer Code for Transient Thermal Margin 
Analysis of Reactor Core# " in support of DL Requests rept be 
withdrawn from NRC review Sc proprietary copies returned 
8CHERER#A E C-£ Power Systems LO-GO-034 80/06/23. ip 


8006300443 Responds to B0022S Itr re mods to lfEDH-20944-Pi "BUR/4 & 
OUR/5 Fuel Design " Proposed changes can be Included in 
approved version of both proprietary tc nonpropri itary repts 
MILLER. J.R Standard i za tion It Special Projects Branch 80/06/10 
ip 


B006300454 Ac k receipt of NRC B00523 Itr indicating containment of 
proprietary Info in Topical Rept DNS-RS3-00 I -P Requests 
prior notice of NRC intent to supply consultants w/Oou Info 
or transmit info to other govt agencies 
KANUCH.B.M Dow Chemical Co. 80/06/18 Ip 


WASTE MGT NUCLEAR HASTE MANAGEMENT 


8009130512 Forwards "Oeotec hnical Design Oats# Proposed Tailing Oltposal 
Facility Expansion* Down Mining Go«FardrWA" it drawing for 
assessment according to state request for tech assistance 
KERRfOU Office of State Progrant# Director 16202. 00/04/20 

2pp 


—8005130516 "Geotechnical Design Data# Proposed Tailing Disposal Facility 
Expansion# Dawn Mining Co# Ford# WA " 
e Colder Associates. 16202 79/11/02 51pp. 


—6005130917 "Tailings Disposal Project Gcntract 1* Excavation Stockpile 
Location it Details " 
e NUS Corp 16202 79/11/09 Ip. 


— 8005130922 "Tailings Disposal Project* Centrac t 2# Liner Installation 
Plan it Sections. '• 

S NUS Corp £6202 79/11/06 Ip 


8006020562 Notifies that U Recovery Licensing Branch has completed 
review of proposed Martln-Trost Associates U ore upgrader 
project Applicant has postponed project indefinitely 
MILLER. K J Uranium Recovery Licensing Branch 00/05/07 Ip 


0006020990 Forwards rasponses to questions it comments re Hansen Project 
tailings dlsposal#par discussion at 000417 meeting One 
overslted map end 

THOMPaONfM A Cyprus Mines Corp 80-20 17-652 60/05/12. 49pp. 


8006030024 Notifies of completion of U Recovery Licensing Branch 
review of Cotter Corp application for State of CO 
radioactive matl license to operate 8ch wart zuald er sorter 
ROTHFLEIBCH# J E Uranium Recovery Licensing Branch 80/05/12 2pp 


8006030030 Katlfles of completion of U Recovery Licensing Branch review 
of project In response to owner request State 60020B Itr 
transferred tailings licensing authority to NRC. 

MlLLERfH J Uranium Recovery Licensing Branch 60/05/08 Ip 
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B00.6030045 Notifl«a ai compUtian of svalv^tion af 5it« B tailirigs 
«r«a Quner BOOIGI Ur Stats of CO Q0DS17 Itr ir^dlcata that 
Hits is not consiidered viable for tailitigs disposal 
rmTHFLElSCH, J E Uranium Recovery Licensing Branch BO/03/E5 Ip 


9006120284 
BDHM. R £ 
BO/04/11 


Forwards "Grour dwa tar Discharge Plan, Dec 
GuL# Oil Corp , Oul# Mineral Resource* 

ip 


1979 " 

Co 16436 


8006030143 Responds to 000428 Itr to Senator Melson re tailing at 
Urvitad Muclear Church Rock Facility U mill operation* 
in KM are liccnitd by State of NH 

KERR.G H Office of State Programs. Director BO/-03/14 Ip 


8006040173 Supports Cotter Corp disposal procedures for contaminated 
uastes at Canon City U cnlll tailings Impoundment Irregular 
shaped piece* should not be placed at site w/o precautions 
so liner Is not penetrated 

MEL8DNrJ.D Colorado State Urtlv 16239 80/04/21 Ip 


8006040179 Forwards sumnarg of UDAD runs based on Hanien Project 
cnatirologg b amission sources Results indicate exposures 
uill be well belou current side 

THOI1PBQM,D Cyprxi* Mine* Carp 16244 80/04/28 3pp 


8006040181 Forwards notes of 800220 oral presentation bg appolants 
ic Intervanor* of administrative appeal re vendor project 
Record is being revieued for eipected middle Mag decision 
\4/o notes. 

PETEilSQN.R M Agriculture. Dept of. Forest Service 16237 
80/84/18 Ip 


B0060401B9 Forward* proposed mods to criteria For cleanup of Rio 
Puerco United Nuclear Corp has not been alile clean rh''230 
From arroyo In nine months High level* could be avoided bg 
averaging greater areas 

BUHl.. T E New Mexico. State of 16240 00/04/23 4pp 


8006120207 " Groundwater Discharge Plan. Dec 1979 " 

* Gulf Oil Corp . Gulf Mineral Resources Co 1*436 79/12/31 

230pp 


8006160225 Forwards **Han«Bn Project Groundwater Investigation Proposed 
Tailings Disposal Area^ ** in response to Action Items 2 6 □ 
discussed at S0D417 hieetlng 

BURANEli, D W A WahUr tc Associates. Inc 16483 80/05/29 Ip 


-8006160229 *'Han*an Project Groundwater Investigation Pro-ppied Tailings 
Disposal Area “ 

• W A Wahler & Associates* Inc 16405 BO/OS/31 37pp 


Forwards responses to question* tt comments discussed at 
800417 meeting Info includes chaeacteri lation of landslide 
potential for three cell option ft. evaluation of use of 
ufiderdralns Oversite drawings encl 

THOMPSON, M A Cyprus Mines Corp 16404 00/09/29 56pp 


8006200009 Submits conclusions re review of Rickano Corp application 
for use of Ugons«K.8 salt .mine for retrievable storage of 
low level raduaste If project continues, environ assessment 
should be prepared 

SMITH, R D Low Level Haste Licensing Branch 00/09/30 6pp 


--800*200011 "Health 6 Assessment, Lyans. K8 Low Level Waste Fecilitu, 
Care 8alt tfine " 

* Commission 80/05/31 47pp 


0006090207 Bubmltt trip rept re G00409 insp of ore sorter facility site 
6 800410 meeting on tontente of amended radioactive matlt 
licens* application 

ROT-HFLEISCK. J Uranium Recovery Licensing Branch 80/09/07 4pp 


8006060136 Forwards *'Oeohgdrologic Investigation of Tailings Disposal. 
Rhode Ranch Prospect. HcMu lien County. TX. " Rept prepared to 
antuer questions raised tg NRC re hydrologic aspects of 
returning tailings to mined-out pit* 

DAVIS. 0 8 Anaconda Co , Anaconda Copper Co Div 16298 80/04/20 

U 


— B006200013 Submit* trip rept of 800319-20 visit t* Topeka. KS re NRC 
revleu o# Rickano -Corp application for use of Lyons. KS salt 
nine for retrievable storage of low level radwa&te 
Application deficient NRC wxtl provide environ assessment 
SMITH. H D Low Level Waste Licensing Branch 80/03/28 49pp 


0006230160 Advises that Cotter Corp proposal to dispose of con tamlnat ed 
trash in Cannon C£tg U mill tailings Impoundment, is 
acceptable plan that has no adverse Impact on impoundment 
CO State Dept of Health notified 

ROTHFLElSCH. J Uranium Recovery Licensing Branch B0/0-S/2O Ip 


—8006060140 Advises of application for waiver of requirement to transfer 
lend Dunertfiip to federal govt at propoied Rhode Ranch U 
mining i ite, Attemgti to purchase surface from owners have 
been uniuccettful Oamma survey data encl 

DAV18. 0 D Anaconda Co . Anaconda Copper Co Div 16298 
80/04/23 *pp 


—8006060147 “Oeohydrologic Inveitigatl on of Tailings Disposal, Rhode 
Ranch Prospect McMullen County, TX Dversiie drawings encl 
• Ed L Reed b Associates. Inc 16290 80/04/30 IDOpp 


8006090036 Forward* soeeary of JE Rothfleisch B00307 visit to Cotter 
Corp Schwart zwalder Dr* Sorter Project to provide 
rccammendations on technical content of amended license 
application 6 environ rept Technical asslitance complete 
BCARANQrR A Uranium Recovery Licensing Branch. 80/05/12 Ip 


8006070139 Responds to T Buhl 800423 Itr requesting review of proposed 
revisions to cleanup criteria established w/Church Rock dam 
failure Due to lack of available retourcae, raques ted review 
4i technical aselstance cannot be provided 

8CARAN0, R A Uranium Recovery Licensing Branch 80/05/16 Ip. 


8006230160 Informs of inabllitv review preliminary draft license 
impact analysis due to preparation of radiological 
assessment S. tailings mgt evaluation NM Environ 
Ifliprovement Div appears to be in compliance w/requlr ements. 

MILLER. H J Uranium Recovsry Licensing Branch BO/OS/23 Ip 


8006240243 Responds to CD Dept of Health 800317 0419 Itrs re 

technical assistance for Cyprus Hines Corp Hansen project (c 
Pioneer Uravam Ban Miguel project Clarifies scope of 
assistance 

HILLER. H J Uranium Recovery Licensing Branch 80/05/22 2pp 


8006250341 Informs that Ofc of Haste Hgt has withdrawn from formal 
involvement im Homestake Mining Co Pitch Project due to 
Unavailability of necessary manpower 

ROTHFLBISCH. J. Uranium Recovery Licensing Branch. 80/06/09. fp 


8006250378 Discusses 800319-^20 site visit w/3tata of DR representat ives 
In FoftlandrQR L McDermit t. NV re NRC technical assistance 
for review of Placer Amex proposed U mill 6 proposed & 
alternative sites 

LlNEKANrU J Uranium Recovery Licensing Branch 80/05/27 4pp 


8006090133 Responds to 800416 ItT requesting NRC review of Union 
Carbide proposal to operate Pond 3 at Uraven site after 
const of Phase II-A berm Final results It conclusion of dam 
safety review contained In 8ER transmitted in 000521 Itr 
aCARANQ, R A Uranium Recovery Licensing Branch 00/05/17 ip. 


3006090551 Requests that radiological impact Info re Union Carbide Corp 
Uravan.CD U mill be made available to public Description of 
extent of Info It estimate of schedule t format for release 
alto requested 

HAILE, A U Colorado. State of t6356, 00/05/07 Ip. 


80061 200p Confirms luggestlon that 0OO4O9-iO conference 
Dept of Health & Cotter Corp in DenvenCQ re amend of 
ratfloattlv* matt* license application Schedule will be 
pending further advice 

HCaRATH,E si Me Ora t hr E J 15948 00/03/26 ip 


be held u/CO 
open 


application for license to operate ore buying 

maJlf I V P’‘®P 0 «d for mm 

MrtZLEtA J Colorado, State of 16357. 80/05/13. 2pp. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8006020572 Request* change to export llcenee application for Zlrcaley-4 
fuel channel* Quantity should read "150 fuel channels" 
instead of "160 " Correct figure appears in cover Itr 
8RI8T0L,1> C Carpenter Technology Corp 80/05/13 Ip. 


6006030051 License for CERAC, Inc to export 11 Vg thorium oxide, 
containing 9 67 kg thorluwt to Italy 

PETERSON, M.R Assistant Director for Export/Import b Internati bna I 
Safeguards 00/05/23 2pp 


8006030056 Executive Branch position re Heitinghouse applications for 
license to export 904 mlcrogramc Cf-292 to Spain License 
should be granted 

NOSENZQj L V/ State, Dept afi Bureau of Deeans & Internatl Environ It 
Scientific Affair*. 80/05/16 2pp 
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8006030059 Forwards appHcatians for license to export 7 667 kg U» 
containing 0 073 kg U-SSS S< 103 259 kg U« containing 96 34 kg 
U-235 to France M/o latter application 
KATSOM, V Transnuc lear< Fnc 80/05/14 ip 


->-6006030063 Application bg Transnuc lear« Inc for license to export 
7 667 kg U, containing 0 073 kg U-23Si to France 
MATSON. V Transnuc lear, Inc 80-116/01 TNP 3 00/05/14 Ip 


B006030061 Executive Dranch position re Rockuiell Inti application for 
license to export spec ial 1 g-d es igned valve to India 
License should not be granted 

NOSENZO. L V State. Dept of. Bureau of Oceans U tnternatl Environ ti 
Scientific Affairs 80/05/16 2pp 


BD06030070 Application bg Rockwell tntl Corp for license to export 
Roc kiue 1 1-Ed(uard globe stop valve to India 

□FSANIK/W J Rockuell International Corp 182S FE BO/03/14 3pp, 


B006030076 License for Transnuc loar . Inc to export SO 050 kg U. 
containing 18 707 kg 0-235. to The Netherlands 

SHEA.J R Assistant Director for Export/Import & International 
Safeguards NiiK-227 UES/Ctl BO/OS/2 i 2pp 


80060300Q4 License for Transnuc lear. Inc to export 113 102 kg U» 
containing 105 599 kg U-235i to Belgium 

BHEAi J M Assistant Director for Exp ort/Import & International 
Safeguards NUK 249 UES/EU/ 80/05/21 2pp 


8006030116 Executive Branch position re Rockuell Iptl Corp application 
for license to export one complete ultrasonic Insp sgs to 
Argentina Ltrs of assurance end License should be granted 
NOSENZO. L V State. Dept of. Bureau of Oceans & Internatl Environ ti 
Scientific Affairs 00/05/20 2pp 


B006030157 Application tg Integrated Photomatr i x. Inc for license to 
import tujo pulse fission chambers from Great Britain 
OREEN. A R Interpace Corp 00/04/30 2pp 


8006030230 Ltr of assurance re Transnuc leer. Inc application to export 
602 7 kg U-235. contained in 17.990 kg U 0 034 leg U-235. 
contained in 1 kg U. to The Netherlands 

OQPPEL. M European Communities. Commission of 60/05/16 Ip 


8006030238 Ltr of assurance re Transnuc lear. Inc application to export 
370 94 kg U-235r contained in iO, 449 kg U 0 0359 kg U-235. 
contained in 1 kg U. to Suiitxerland 

OOPPEL. M European Communities. Commission of 80/05/16 Ip 


8006040087 Application to amend License XR-l 19. chang ing ultimate 
consignee address of Korea Electric Co. South Korea 
RQDIiJ P Nestlnghouse Electric Corp. . PWR Systems Dlv 
TFO/NRC-4776 00/05/14 Ip 


BQ06040106 Advises that vendor correspondence application to export 
tuo pouier reactors to Taluan does constitute utlliiatlon 
f ac 1 1 1 tg 

HDORE.R N Office of International Programs. Director 60/09/21 

Ip 


8006040254 Forwards end use statement for OA Co 7702II application for 
license to export research reactor fuels to Iran 
HOWRY. W R General Atomic Co (subs of Gulf Oil Co > 77/03/02 

2PP 


— 8006040258 Forwards Form NRC-?. Jus tif icati on Analysis, in support of 
770211 application for license to export fuel elements in 
Iran Insertion of new fuel will permit continued operation 
of reactor for research purposes 

HOWRY.W R General Atomic Co (subs of Gulf Oil Co ) 77/02/11 

I3pp 


— 8006040264 Application bg OA Co for license to export 24 4 kg U-S35. 
contained in 26 2 kg U. to Iran NRC draft ltr to OA Co end 
HOWRY. W R General Atomic Co (subs, of Gulf Oil Co > IEL-9aa 
70/07/18 2pp 


8006050400 Executive Branch position re OE application for license to 
export neutron detectors to Finland Ltr of assurance end 
License should be granted 

NOQENZO. L </ State. Dept of. Bureau of Oceans U Internatl Environ I* 
Scientific Affairs 00/05/19 3pp 


0006050532 Executive Branch position re Edloiii Inti application for 
license to export 192.326 kg U. contained In U oxide, to 
Federal Republic of Germany License should be granted Ltr 
of assurance end 

NOBENZO, L V State. Dept of 60/09/09 3pp 


0006060079 Executive Branch position re Pacific Pumps. Inc applicatiun 
for license to export components it par ts. esp ec la I Ig designed 
for Tarapur reactors, to India License should bo granted 
NOSENZO, L V State. Dept of 60/05/13 2pp 


8006060083 Executive Branch position ra Bgron Jackson Pump Dlv 
application for license to oxport various components C. 
parts for Tarapur plants to India License should be granted 
NQSENZO.lv State. Dept of 80/05/13 2pp 


BD06060087 Executive Branch position re Carpenter Technology Corp 
application for license to export i60 Zircaloy-4 fuel 
channels to India License should be granted 
NOSENZO, L V State. Dept of 00/05/13 2pp 


0006060201 Executive Branch position re Westinghouse application for 
license to- export 1.917 kg U- 235. contained in 73.173 kg U. 
to Spain Ltr of assurance anc I License should be granted 
NQSENZO.L V State. Dept of. Bureau of Oceans & Internatl Environ U 
Scientific Affairs 60/05/Sl 3pp 


B006060203 Executive Branch positloii re Westlnghouse application for 
license ta export 2,452 kg U’-239. contained in 09,636 kg U. to 
Spain Ltr of assurance end Llcanse should be granted 
NOSENZO, L Sf State. Dept of. Bureau of Oceans U Internan Fn\.i-on S. 
Scientific Affairs 80/05/21 3pp 


8006090035 Forwards req.uast for Amend 1 to export license consisting of 
Rad lum-Che ml e. Ltd 000506 it 12 ltrs re NUKEH statements 
concerning tritium order 

KQLM.W M Radium Chemical Co . Inc 80/05/20 3pp 


0006090038 Application bg DE for Amend I to export I icense. e x tending 
expiration date to 610701 

NILeON.D D General Electric Co 00/05/12 Ip 


8006090080 Executive Branch position re Wcstlnghouse application for 
amend to license increaelng amount of nuclear matl 
authorlfod by 09 kg U-23S, contained In 2.774 kg U. for export 
to Spain Ltr of assurance end Llcenso should be granted 
NO8ENZ0.L V 8te te* Oep t. of . Bureau of Oceans tt Internatl Environ 8i 
Scientific Affairs 00/05/21 3pp 


0006090112 Llcsnsa for Edlow Inti Co to axport 119.242 kg natural U. 
contained in 140.616 kg U-30B. to Nett Germany 

PETER80N. H R Assistant Director for Export/Import b International 
Safeguards URO-S 80/05/30. 2p« 


8006090116 License for Nest my house to export 2»874 kg J''23S. contained 
In 82.926 kg U. to Yugoslavia 

PETERSON, M R Assistant Director for Exp orb/lmport If international 
Safeguards ZEDX-lt007 ARS 80/06/02 2pp 


S006090120 Ndtlflos that License X8NM'*1657 may be Issued .cu matt 

changed circumstances from issuance of License XSNr1-‘1604 
WRIOHT. B L. Office of Internat i onal Programo. Director 00/06/05 

ip 


8006090121 License for Metal Dullobts Corp ta export air cooler hoses, 
oil cooler hoses (c thermal barrier hoses to Delgium 
PETERSON, M R Assistant Director for Exp ort/lmpurt & International 
Safeguards 14825/026/827 00/05/30 Ip 


0006090141 License for Carpenter Technology Corp to export 160 
Zircaloy~4 fuel channels to West Germany 

PETERSON, M R Assistant Director for Exp ort/lmport 6 International 
Safeguards. JOB 14051 00/05/30 tp 


0006090159 Amend I to import license for Wes tlnghouse. chang 1 ng ultfmate 
consignee address 

PETERSON. M- R Assistant Director for Export/Import 6 International 
Safeguards, TEG/NRC-06OA 80/05/28 Ip 


8006090161 Amend 1 to oxport license for OA Coraddlng one fission 
counter. Model WL’-6376 it extending expiration date from 
000701 to 01 0701 

PETERSON. M R Assistant Director for Export/Import h International 
Safaguards, lEL^lOSS 80/05/20 Ip 


00060901/9 application by Wextingheus* for license to export fission 
chamber u/5 04 g U. contained In 5 43 g to Pakistan 

End use statement end 

POCHAL. W F. Wftitinghouse Electric Corp ZE-60100 80/05/15 4pp 


8006090184 License for westinghouse to export 4S2 mlcrograms Cf-252. 
contained in two sealed sources. to Spain 

PETERSON, H.R Assistant Director for Exp or fe/Zmport h International 
Safeguards tC6-8306 8D/05/2B 2pp. 
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8006090192 Llc«h«» for West Inghou-se to export 453 mi c rogr Jjns Cf-‘253» 
coT>teln*d in tuto sealed sourcsvito Spain 

PETERSON. «n A**Htant Diroctar for Export/Import & International 
8afeguaril4 ICS-a3S7 00/05/28 2pp 


8006090194 Licence for Trantnuc 1 Bar* Inc to export 370 9753 kg U~23S* 
contained In 10.500 kg U. to Suii tier land 

PETERSON. 11 R A*»lttani Director Par Export/Import it International 
Safeguardi RBU324 80-073/1 80/05/38 Spp 


80060901B9 License for Transnucl ear. Inc to export &02 734 kg U-235. 
contained In 17.991 kg U. to The Netherlands 

PETERSDNrtt a Aislstant Director for Export/Import International 
Safeguards RBU333 80-071/1 80/05/30 2pp 


8006090424 Eieciffrlve Branch position re Westlnghouse application for 
amend to 1 Icons*, incroasi rxg amount O'f nuclear mail 
authorlied bg 89 kg U-235. contained in 2.774 kg U, Pop export 
to Spain Ltr of assurance end Ltcansa should be 

NDSENZD.lv State. Dept of. Bureau of Oceans h Infcernatl Environ ti 
Bclentlfic Affaire 80/03/31 3p p 

8006090504 Application by OE for license to export 38 U oxide fuel rod 
segments to Canedo 

MILBON. B General Electric Co BSU B00S6 00/05/23 Ip 

8006090517 Advises that export license XSNi1-lA76 mag be Issued since no 
matl changes have been made since Issuance of XSNH-1333 
WRIOhfT.B L Office a# International Programs. Director 80/03/21 
tp 

8006090538 Advises that export License X8NK-165a mag be Issued since 
no matl changes have been made since issuance of X8NM-1604. 

WRIOHTiBL Office of Interna t Iona 1 Programs. Director. B0/0&/09 

Ip 


8006090566 Expresses disappointment re delag in issuing license for 
export of nuclear components to India 
EEOKHOUTiA Reuter-Stokes. Inc 80/05/05 Ip 


8006110439 Advises that no matl changed circumstances associated w/ 
License XBNH-1656 from those existing at time of issuance 
of X8NM-1636 License may be issued. 

WRlOHTtB L Office of International Programs. Director. 80/05/22 
Ip- 


8006120078 Executive Branch position re Metal Bellows Corp applications 
for licenses to export metal hose & astemblles to Spain 
Licenses should be granted 

NQBENZQ.L V State* Dept, of . Bureau of Oceans it Internatl Environ 1. 
Scientific Affairs 80/05/20. Spp, 


6006120111 Forwards addendum to applieetlon for license to export 160 
Zircalag-4 BUR fuel channels to West Germany 
BRISTOL. DC Carpenter Technology Corp 00/05/12 ip. 


—8006120115 Application bg Carpentor Technologg Corp for addendum to 
license to export 160 ZlrcAloy-4 BUR fuel channels to Meet 
Oermang. 

e Carpenter Technologg Corp. 00/05/12 2pp 


8006120155 Discusses request for amend to X5NM-1343 Fevorable response 
to amend axpectid due to approval by President Carter of 
fuel sale to Tarapur reactor Amend request will be 
resubmitted due to -June 1980 expiration 
EECKHQUT. A R*oter-5tqk e s , Inc. 00/05/12 Ip. 


8006120202 Ltr of assurance r# OE 600130 application for license to 
export replacement parts to Finland. 

* Finland 60/05/16. ip 


8006120204 Advises that circumstances associated u/Llcense X8NM-1675 
are samy^* those existing at time qf Issuance of X&NM-IS29. 
Llcense'mag be issued. 

HRlOHTiB L. Office of International Programs. Director 0D/D3/21 

ip. 


8006120211 Advises thet c Ir cumstances associated w/Llcense X8NM-165D 
are same as those existing at time of Issuance of }(&Nh-i636 
License mag be Issued, 

URIDHTrfi L Office of Internet lonal Programs. Director. 60/05/32 

Ip. 


8006120249 Ltr of assurance re Japan Atomic Power Co application for 
license to export liD02 kg U-235i contained In 36. 73D kg Ur 
to Japan 

MIYABAYASHIiM. Japan. 00/05/14, Ip 


8006120252 Requests amend of license to export Taiwan Units 5 tc 6 to 
Taiwan. add Ing Units 768 

HE8B. R J Wastinghousa Electric Corp lCS-0121 80/04/23 3pp 

— 6006120258 Requests license to oxport Taiwan Units 5 fc 6 to Taiwan 
HERSCH.M M Wastinghoufle Electric Corp lCS-2612 76/01/07 

2pp 


0006120273 Requests amend of license to export components to 
Philipp Incs. adding fission chamber 

NOURYi M R Oonoral Atomic Co (subs of Oulf Oil Co > 696-1177 

60/05/13 2pp 


8006120360 8ECV-B0-238 

Forwards Executive Branch views on proposed exports of fuel 
& components to India & recommends preparation of order it 
cover ltr to President noting that applicable export 
criteria have not been met 

SHEA. J R Office of Internationa 1 Programs. Director 00/05/09 
4pp 

— B006120361 Application hg Edlow Inti Co to export 497 3 kg U-233, to 
India Oovt of India 780911 ltr to DOE end 
» Edlow Internationa 1 Co 70/09/20 Spp 


— 8006120365 Confirms 600111 telcon re expedited Issuance of license to 
export traversing in-core probe to India No spare probes 
available for scheduled replacement at Tarapur Atomic 
Power Station.Untt 1 

WILSON. B D Doniral Electric Co 00/01/11 ip 


8006120366 Application bg Matheson Oas Products for license to export 
one Siie 3 cylinder containing 500 liters chemically pure 
deuterium 

WOOD.t- Matheson Oas Products 101-84512 00/05/21 Ip 


8006120397 Gubmiti application for license to export 1.100 lb depleted 
Ur for use as shielding in medical cancer therapy equipment, 
to Canada 

e Nuclear Metals. Inc 1-201-7 00/05/27 ip 


8006120420 Forwards license application to export 103.259 kg U. 
containing 96.34 kg U-235. to West Germany 
MATSON. V Transnuc Lear. Inc 60/05/14 Ip 


— 8006120424 Application by Transnuc loan. Inc for license to export 
103 256 kg U. containing 96 34 kg U-S35i to West Germany Ltr 
of assurance end 

MATSON. V Transnuclear. Inc 80-115/01 NUK32 80/05/14 2pp 


8006120425 8ECY-B0-235 

Recommends Iscuancc of license to Reuter Stokes. Inc to 
export two lonliatlon chambers to Veneiuola License request 
forwarded for Commission review because proposed export is 
destined for country u/o previous authorisation 

8HEA. J R Office of International Programs. Director 80/05/07 

2pp 


— 8006120430 Submits Executive Branch views re application bg Reuter 
Stokes. Inc for license to export two lonitation chambers to 
Venecuela Recommends that license be issued 

N0SENZ0.lv Btate.Dept of* Bureau of Ocean* t* Internatl Environ 
U Scientific Affairs 60/04/16 3pp 


8006120439 Withdraws application for export license 

HERSCH.M M Weifclnghouse Electric Corp 1C8-0333 60/05/23 Ip 


8006120442 Forwards license application to export slightly enriched U 
dioxide powder. compress id into fuel pellets. to Brazil 
HER8CH. M M Westlnghouse Electric Corp 108-0289 00/05/13 Ip 


—6006120446 Application by Uestinghousa for license to export slightly 
enriched U dioxide powder, compressed fuel pellets. to Brazil 
HERSCH.M, M, Westlnghouse Electric Corp ICS-02B9 80/05/13 Ip 

8006120445 Requests cancellation of 600329 application for license to 
export BNM to Canada 

JOHNSON. N R Eberlln# Instrument Corp EI-917752 80/05/23 Ip 

8006120446 Withdraws application for license to export R5 research 
reactor components to India. 

ECKHOUT.A Reuter-Stokei. Inc 00/05/22 Ip 

8006120449 Forwards license application to export 36.400 kg 
contaminated sintering boats to Sweden. 

HER8CH. MM Westlnghouse Electric Corp ICS-0292, 80/05/14 Ip 
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— 8006120450 Application by Wastinghou^fl for lic(mae to export 36 1 400 kg 
contaminated -scrap molv^denum sintering boatsito Suadon 
HERSCHiM « Westinghouso Electric Corp 103-0292 00/05/13 Ip 


0006120468 0ECY-0O~23GD 

Reconimends that Commission consolidate Applications 

XCDM-0376i XCQr4-03ai & XCQM-0395 u/ap p 1 1 ca t i ons listed in 

SECY'BO-230i for revieu purposes Also recommends that 

Commission note receipt of OE req.uest to amend XCaH-0240 

SHEAf J R Office of International Programs. Director B0/05/i5 

3pp 


— 0006130033 Application bg Nuclear Metals. Inc for license to export op 
to 20.000 lb per gr depleted U metal castings in discrete 
pieces up to 2 ft max if imonslon & individual piece weights 
up to 1.000 Ibifor 3'gr periods to United Kingdom 
OILMAN. A R Nuclear Metals. Inc 00/05/22 ip 


B00613004I Requests approval to re-export 3 3 mg Cf-292 source to 
Damocratlc Republic of Oermang. in response ta licenta 
condition 

HARHON. D Edlou Interna t iona 1 Co 00/05/27 Ip 


— 0006120473 Submits Executive Branch vleui* re application bg Dgron 
Jacfcson Pump Dlv for license to export components & parts 
to India Recommends that license be issued 

NOSENZO. L U State. Dept of. Bureau of Oceans h Internatl Environ 
ti Scientific Affairs 80/05/13 2pp 


GOO6L3OO40 Foruards Itr from Teledytie Nah Chang Albang requesting 
cancellation of application XCOM-DIOS to export Zircaiog 
tube shells to Argentina- 

PETERSQNi N R Assistant Director for Ex port/ Import & Internationa 1 
Bafeguards 80/09/20 Ip 


— 8006120477 Submits Executive Branch vieuis re application by Carpenter 
Technology Corp for license to export 160 Zircaloy-A 
channels to India Recommends that license be issued 
NOSENZO. L V State. Dept of. Bureau of Oceans tt Internatl Environ 
Scientific Affairs 80/05/13 2pp 


800613004^ Requests Executive Branch position re Uestingheuso 
application far license to export 3 fission chambers to 
Paiftstan W/o end 800519 application 

PETERSON. H R Assistant Director for Export/ Import %t International 
Safeguards 80/09/30 Ip 


—9006120402 Submits Executive Branch vicuif re application by Pacific 
Pumps. Inc for license to export parts 6 components to India 
Recommends that license be issued 

NDSEUZO. L V State. Dept of. Bureau of Oceans h Internatl Environ 
U Scientific Affairs 80/05/13 3pp 


8006130185 Executive Branch position re Teledyne Isotopes application 
for amend to export license extending expiration date for 
S yrs ti limiting amount of tritium gas to 2.00D Ci> 

License should be amended 

NOSENZO. L V State. Dept of 80/09/12 2pp 


—6006120485 Respends to question re safety significance of pending 
export of Tarapur components If licensing action on pending 
applications continues to be lulthheld. impact uould be more 
adverse than any single export treated In isolation 
SHEA. J R Office of International Programs. Director 00/05/00 
3pp 


8006120469 Requests extension of export license from 000731 to 801231 
Possibility exists that order for Union Electric will not be 
completed by 000731 due to 2-3 month delivery backlog at 
primarij cable supp 1 ler. Teleflex 

EECKHOUT. A R«uter-8tok»S. Inc 30/05/22 Ip 


8006120497 Foruards corrected end use statement for 300523 license 
application Requests that q.uantltief of matl on license be 
adjusted to read 21.044 7 Kg U. containing 704 997 kg U'*"235 
MATBQN. V Transnuc tear. Inc 80/05/29 2pp 


— 8006120SOO Forwards application for license to export 21.049 kg U. 
containing 709 01 kg U'^235. to SuiitierUnd 
MATSON. V Transnuelearr Inc 80/09/23. Ip, 


— 600612DS02 Application by Transnuc lear. Inc for license to export 
21.044 7 kg Uj containing 704 997 kg U-235.to Swltzarland 
a Transnuelearr Inc RBU 331 00-120 80/09/23 2pp. 


8006130S36 Ltr of assurance re Transnuc Leer. Inc application to export 
370 94 kg U-235. contained In 10.449 kg U S< 0 0395 kg U-235. 
contained In L kg U. to Swltcerland- 

MULLER. R E Switierland 691 513 NOK 00/05/06 ip 


9006160162 Informs that Commission approved issuance of license to 
export low enriched U to Yugoslavia 

CHICK. 8 J Office of the Secretary of the Commiision 00/06/02 
IP 


0006160173 Foriiiards Redlum Chemical Co 000520 ltr transmitting addl 
info re amend request to License XD-1012 to export tritium 
to Switzerland: W/o end 

PETERSON. M R Assistant Director for Export/Import C rnternatlonal 
Safeguards 00/09/30 Ip 


8006160170 Notifies that Westinghouse uithdreu export license 
application on 800523 

PETERSON. M R Assistant Director for Expor t/Import tt International 
Safeguards 80/06/02 Ip 


B006i60109 Forwards Executive Branch responses re five export license 
applications for Spain requiring Commission action. Requests 
expeditious review U/o end 

8HEA.J R Office Of International Programs. Director. 80/06/02. 

Ip 


B006120909 Ltr of assurance re Marabenl America Corp application for 
license to export 148 kgs U-23S. con tained in 5.458 kg U. to 
Japan. 

MIYABAYASHI.M Japan. 80/09/14 Ip, 


0006120509 Executive Branch position re Tr ansnuclear. Inc application 
for license to export 1.234 kg U-23Si contained in 30.746 
kg U L 129.224 kg natural U to ^«st Germany Ltr of assurance 
end 

N0&ENZ3iL.V atatc.Dept of. 80/05/22 3pp 


8006160199 Informa that Eberllne Instrument Corp ulthdrew export 
license application on 800519- 

PETERBON.K R Assistent Director for Export/Import tc Intornatlonal 
Safeguards 00/05/30. Ip 


0006160207 SECY- 00-263 

Requests review of end Westlnghouic applications for 
license to export two power reactors to Taiwan 

SHEAf-J R Office of International Programs. Director. 80/05/22 

4 


8006120532 Submit* application to amend 1 i cense. increasing quantity of 
matl for export to 4.182 kg U-235. c ontained in 190iOia kfl Ui 
U extending expiration date to 811231. 

DAHL3TROM/C 0 Westinghousa Electric Corp. 80/03/19 Ip 


8006130026 Discusses application by Nuclear Metals. Inc for license to 
export 900 kg depleted U to Canada. Matl will be used for 
non-nuclear application License issued w/o normal i5-day 
waiting period 

PETERSON. M, R Aesistant Director for Export/Import it International 
Safeguards. 00/05/28 Ip. 


— 0006130028 Licanaa for Nuclear Metals. Inc to export 900 kg depleted U. 
as solid metallic piecesrto Canada. 

PETERSON. M, R Assistant Director for Export/Import International 
Safeguards. 80/05/28 2pp 


0006130030 Forward* application for litonse to axport up to 20.000 lb 
per yr depleteif U metal castings in discrete pieces up to 2 
ft max dimension & individual piece weights up to i.OOO lb. 
for 3-yr period to United Kingdom Requests quick response 
OQMER.D A Nuclear Metals. Inc. 80/09/21 Ip 


8006170095 Executive Branch position r* Westinghouse application for 
amend to 1 icense. tncreas 1 ng amount of aUthorixed nuclear 
matl by 635 kg 11-239. contained in 17r60D kg U. f or export to 
Spain* License should be granted 

NOBENZQiL V State. Dept of. Bureau of Oceans b. Internatl Environ 8« 
Scientific Affairs* 00/09/21 3pp 


8006170110 Executive Branch position re DOE application for license to 
■ sport 7 3 kg U-239, conta 1 ned in 249 Ig Uj to Canada Ltr of 
assurance encl^Llcense should be granted 

NOSENZO. L.V State. Dept of. Bureau of Oceans & Internatl Environ. Si 
acientiflc Affaire 00/09/16 3pp 


8006170120 Executive Branch position re Nlssho-Xuai American Corp 
application for License to export 145 609 kg U-235i conta Ined 
In 7*987.75 kg U. to Japan Ltr of assurhTice end License 
should be granted 

NaSENZa.L V State.Dept of. Bureau of Oceans & Internat 1, Environ Si 
Scientific Affairs. 80/09/20 3pp 
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G0061703S5 Fortir4rc|« uub Itr r«quff«tlng aniBiid to LlcBnfle X5N>1-*l/i3? to 
lncr« 4 f 8 quantitlei to bo oiportod Afflflnd request should be 
considered u/aooilO application W/o end 

PETERSONfH R Assistant Director for Ecpor t/Impor t h International 
Safeguards 60/0 ji /OS Ip 


B00&170B64 Forwards application by Isotope Products Labs for license to 
export Cf-29S to Saudi Arabia W/o encl 

PETERSONr ti R Assistant Director for Export/Import & International 
Safeguards 00/09/33 Ip 


8006170383 Exvcuttve Branch patition re Uestinghousg application for 
license to export KS6B to Itarea License should be limited to 
10 grs (( expiration date should coincide w/US-Horea 
agreement for cooperation 

HELFRICH.O F State* Dept of. Bureau of Oceans Internatl Environ &■ 
Scientific Affairs B0/0&/27 Ip 


8006170388 License tor rietal Bellows Corp to export flexible metal hose 
u/assemblles ipeclallg designed for nuclear reactors.to 
Spain 

PETERSQMiH R Assistant Director for Export/Import t« International 
Safeguards A14900 60/0i/02 Ip 


8006170737 Forwards 900903 Itr from Reuter-Stokes requesting 
cancillatloTi of Export License Application X8HN-1S0B 
U/q end 

PETERSQM. M R Aisletant Director for Export/Import <( International 
Safeguards SD/09/30 Ip 


8006170747 License for Nuclear Metals. Inc to export 37.300 kg depleted 
U.as metal castings, to United Kingdom 

PETERSQNiti R Assistant Director for Expor t/Import International 
Safeguards 60/06/09 3pp 


8006170753 Forwards, for revieu. pending license application proposed 
license for export of 37i300 kg depleted U to United 
Kingdom over S-gr period Application no longer requires 
Commlsslgner review M/o ends 

PETERSON. M R Asiistent Director for Export/Import 8« International 
Safeguards 80/09/3G Ip 


0006170969 Forwards application for license for minor nuclear export 
Requests assistance in securing required Itr of assurance 
PETERSON. MR Assistant Director for Expor t/Imporfc & Internatlohal 
Safeguards 60/05/23 Ip 


8006180066 License for Marubeni America Corp to export 148 kg U'235i 
contained in 9.499 kg U. to Japan 

PETERSON.M R Assistant Diractor for Expart/Import & International 
Safeguards ZH0131DW 80/06/10 3pp 


0006180071 Amend 4 to OE export 1 icense. extend ing expiration date to 
830701 

PETERSON.M R Assistant Director for Export/Import 4< International 
Safeguards 80/06/10 Ip 


8006100130 License for Sel f-'PowBred Lighting Ltd to export 490.000 Cl 
tritium in dispersed form only. incorporated into sealed 
light sources as optical Instruments. to Albania. Dulgar ia. 
Ctechoslavak la. East Oermany. Hungary & Mongolia 

PETERSON.M n Assistant Director for Export/Import Sc International 
Safeguards, 00/09/30 Spp 


6006180204 Amend 1 to Hoke. Inc export license extending expiration date 
to 830630 h Increasing total Value of items 

PETERSON.M R Assistant Director for Export/lmport 8c International 
Safeguards HNL-101 00/06/07 ip 


0006180214 Amend 3 to Hoke. Inc export I Icense. ex tend ing expiration date 
to 831231 & Increasing total value of Items 

PETERBON. M R Assistant Director for Eiport/Impor t 8c International 
Safeguards 1191A. C, C( 10090 80/06/09, Ip, 


8006170773 Requests Executive Drench position re Reuter-Stokes 
application for amend to license to extend axplretlon date 
to 801231 

PETERBON. M R Assistant Director for Export/Import 8c international 
Safeguards 80/06/03 Ip 


8006160218 Application by Union Carbide Cgrp for license to export 
9 010 kg douter ium. contained in six cylinders, to Japan 
BALAUIB.C 0 Union Carbide Corp 80-7840/7053 80/05/27 Ip 


8006170763 Forwards application for license to export 7.907 79 kg U. 
enriched to 1 92Xrto Japan. Executive Branch position It 
proposed license no longer require Commissioner review W/o 
encl 

PETERBON. H. R Assistant Director for Export/Import 8< International 
Safeguards 60/05/23 ip 


8006170621 Forwards application by Nuclear Metals. Inc to renew license 
to export 69.0D0 lbs depleted U to Canada 
OQMER.D Nuclear Metals. Inc 80/09/22 Ip 


—8006170026 Application by Nucloar Metals. Inc to renew license to export 
69.000 lbs depletad U to Caned# 

♦ Nuclear Metals. Inc 76/11/29 Ip 


8006180321 License for QE to export 1.003 kg U-aSS. contained in 36.730 
kg U. to Japan 

PETERBON. M R Assistant Director for Export/Impart L Internationel 
Safeguards DDW 80017 80/06/19 2pp 


8006160229 License for Nlssho-lwal American Corp to export 145 609 kg 
U-835. contained in 7,987 79 U, to Japan 

PETERSON.M R Assistant Director for Export/Import Ic International 
aefoguards HHM-0197 80/06/10 3pp 


8006160259 Forwards Edlou Inti Co 800602 mailgram requesting that 
expiration date on export License K8-1009 be extended from 
aoOBOl to aioioi W/o end 

PETERBON. M R Office of International Programs. Director 80/06/09 

ip 


8006170823 Requests Amends 3 L t to Licenses KC0M'>0222 L KC0M-0274. 
respective ly. Increasing values 8. changing expiration dates 
to 811231 8. 810630. rctpectivelg 
BRUSH. P N Hoke. Inc 00/09/32 Ip, 


8006170849 Forwards application for license for minor nuclear export 
Requests assistance in securing required itr of assurance, 

M/o encl 

PETERBON. M R Assistant Director for Cxport/Import L International 
Safeguards, 60/05/33 Ip 


8006170D50 Forwards DflO Inti. Inc end use statement re application for 
license Statement should be considered u/app 1 Icatlan 
submitted 791304 

PETERSON. M R Assistant Director for Export/Import & Interr ittonal 
Safeguards 60/09/23 1» 


8006170894 Forwards application by Westinghogse for license to export 
BNM to Drain, W/o and 

PETERBON. M.R Assistant Director for Export/Import International 
Safeguards 00/09/33, Ip 


8006170698 Forwards application by Transnucltar. Inc for license to 
export BNM to West Germany W/o encl 

PETERSON. M,R Assistant Director for Export/Import & International 
Safeguards, 60/09/33 Ip. 


8006170662 Requests amend to export license. extending expiretion to 

eioioi, 

Harmon. D, Ed low international Co 80/06/02 Ip, 


8006180270 Raquests Executive Branch position re Ed low Inti Co 300927 
request for amend to Llconse XD-1091 to allow Radiochemical 
Centre to re-axport 3 3 mg Cf-292 to East Oermnny for 
medical purposes, 

PETERSON.M R Office of International Programs. Director 60/06/09 
Ip. 


60D61B0589 Advises that proposed license to export 7.907 75 kg U. 
enriched to 1.930X. to Japan.no longer requires Commissioner 
review. Unless notified that further analysis is required, 
license will be issued, 

PETERSON.M R Assistant Director for Export/Import 8. International 
Safeguards 00/09/23. Ip 


8006100970 Requests assistance In obtaining neceseary Itr of assurance 
re application for license to export single reloads of 
low enriched U fuel, 

PETERSON.M R Assistant Director for Export/Import 8( International 
Safeguards 00/06/03 Ip. 


0006100991 Advises that proposed license to export 33.660 kg U. 
enriched to 3 BK. to 6weden.no longer requires Commissioner 
review Unless notified that further analysis Is required, 
license will be Issued 

PETERBON. H R Assistant Director for Export/Import L International 
Safeguards 00/09/23 ip 


0006100993 Advises that Eberline Instrument Corp requests withdrawal of 
export license application per 800923 Itr 

PETERSON.M R Assistant Director for Export/Import 8( International 
Safeguards 00/09/30 Ip. 



NONDOCKETED ITEMS 


335 


8006180597 RQquBtts Executive Branch position re Rockuiell Inti 
application for license to export steel valves to India 
PETERSONfM R Assistant Director for Export/Import & International 
Safeguards GO/06/03 Ip 


d00619002l Forwards application by Aldrich Chemical Coi Inc for license 
to export deuterium oxide to India Requests info re status 
of B00439 application for license to export to Argentina 
EDELSTEINf B Aldrich Chemical Co i Inc (subs of Sigma-Aldrlch 
Corp ) 80/05/28 Ip 


— 8006190025 Application by Aldrich Chemical Co. Inc for license to export 
1 kg deuterium, contained in 5 kg deuterium oxide. to India 
EDELBTEIN, B Aldrich Chemical Co . Inc (subs of Slgma-Aldrich 
Corp ) 9/aO 00/05/27 Ip 


0006190026 Application by Hltsui U Go. (USA). Inc for license to export 
ZlrcalDy-2 tube shells to Japan 

MONDEN. T Hltsui Co r ttd 136156 80/05/29 2pp 


8006190067 Ltr of assurance re Transnuc lear. Inc application to export 
0.073 kg U-235. contained in 7 667 kg Ui to France 
HARCHAL. J European Communities. Commission of 00/06/04 Ip 


8006190107 Application be Teledyne Free is ion-Cinc Innati for license to 
export one resistance butt welder lu/magnetical ly activated 
upset force sys to Argentina 

KRQOER. R C Teledyne Precision - Cincinnati 970018 00/05/29 

2pp. 


8006190160 Request* current status of 800317 application for license to 
export waste gas mgt treatment sys to South Africa Requests 
written response description of pending problem areas by 
800613 

MURPHY. W U Helix Technology Corp . Process Systems Dlv 80/05/27 
Ip 


8006190224 Notifies that license Issued without customary iS-day 
waiting period. duo to urgent need far deuterium gas 
PETERSON. H R Assistant Director for Export/Import 8i International 
Safeguards 60/06/11 Ip 


-—8006190231 Uictnse for Union Carbide Corp to export 30.000 liters 
deuterium gas 6 0 005 mlcrocurles tritium to Japan 
PETERSON. M R Assistant Director for Expor t/Import & International 
Safeguards 80-7840-7853 80/06/11 2pp 


8006190639 Petition to intervene I? request for hearing re FR 790220 
notice of export of two nuclear reactors to South Korea 
Pertinent data must be made available for public insp Sc 
export deferred until hearing is held N/related documents 
ASHER. T R Center for Development Policy ASHER. T R Asher. T R . 

PC ao/06/ia. aspr. 


8006200001 License for Exxon Nuclear Co. Inc to export 1.010 kg 
U‘‘23Sr contained in 33.660 kg U. to Sweden 

PETERSON. M R. Assistant Director for Export/Import 6 International 
Safeguards 80/06/04 2pp 


0006200130 Forwards request for change or alternate route for spent 
fuel shipment. End withheld (ref 10CFR2 790) 

STUKENBROEKER.O NL Industries. NL Nuclear Div 16352 80/05/08 

tp 


8006200207 Requests Executive Branch position re Weetlnghoue# request 
for amend to application for export 1 Icense. Increaeing 
quantity of matl from 150.091 kg U. containing 3.992 kg U-235 
to 158.012 kg U. containing 4.182 kg U-23S 

PETERSON. M R Aseletant Director for Export/Import 6 International 
Safeguards 80/06/03 Ip 


8006200268 Requests cancellation of application for export to Chile 
JOHNSON. N B Eberline Instrument Corp El-917747 80/05/19 Ip 


6006200276 Ack receipt of H Bengelsdorf 791220 ltr requesting license 
to export Pu to 6wl txer land. Ouantiti es reflected in Items 
17.18)19.20 & 21 should be changed to reflect 2 5 kg Pu.92X 
fissile a< 16 0 kg natural U. 

MCDONOtlOH, H D Energy. Dept of 00/05/22 Ip. 


8006200561 Notifies that License XaNH-t655 may be Usued since no matl 
changed circumstances existing at issuance of License X3NH- 
1636 

WRIOHT. 0 L Office of International Programs. Director 80/06/17 

Ip 


0006200581 Forwards 800522 application L proposed license for export of 
34.500 kg depleted U to Canada for use as shielding for 
medical cancer therapy equipment License will be Issued 
unless otherwise advised W/o ends 

PETERSON. M R Assistant Director for Expor^/ . 'port & International 
Safeguards BO/06/02 ip 


0006200502 Advises that Commission has accepted recommendation for 
approval of Reuter-Stokes application for license to export 
two lonixation chambers for use as neutron detectors to 
Vene tue la 

CHILK. S J Office of the Secretary of the Commission 80/06/05 
ip 


8006200590 Forwards pending license ap p 1 ic at 1 on. f avorab I e Eiecutl 
Branch views ?« proposed license for export of special 
nuclear 6 source matt to Nest Germany License will be 
issued unless otherwise advised W/o ends 

PETER50N.M R Assistant Director for Expor t/Import It International 
Safeguards 80/06/02 Ip 


8006200614 Forwards application by Dorg-Warner Corp. Nuclear Valve Div. 
for license to export globe gate t< check valves as 
connecting parts to Oelglum 

KAN. S Y Borg-Warner Corp . Nuclear Valve Div CBH/80/21S 
80/05/29 2pp 


—8006200617 Application by Borg Warner Corp. Nuclear Valve Dlv. for 
license to export globe gate L check valves at connecting 
parti to Belgium 

HAN. 8 Y Borg-Warner Corp . Nuclear Valve Dlv A5220a/50l/505 
80/05/29 ip 


8006230005 License for Sigma Chemical Co to export 5 kg dtutirium oxide 
to Argentina 

PETERBON.H R Assistant Director for Export/Import It International 
Safeguards 0-44 80/06/11 2pp 


8006230009 License for Sigma Chemical Co to export 10 kg deuterium 
oxide to New Zealand 

PETERSON. M R Assistant Director for Export/Import It International 
Safeguards D-41 00/06/11 2pp 


8006230010 License for Aldrich Chemical Co. Inc to expert I 0 kg 
deuterium. contained in 5 kg deuterium oxide. to Argentine 
PETERSON. H R Assistant Director for Export/Import fc International 
Safeguards 8/80 80/06/11 2pp 


8006230074 License for Mitsui L Co. Inc to export 79.200 lb Zlrcaley-2 
tube shells to Japan 

PETERBON.M R Assistant Director for Export/Import It International 
Bafeguards 136152 80/06/03 ip 


8006230080 License for Metal Bellows Corp to export flexible metal 
hose w/assemblles. special ly deslgnad for use in nuclear 
reactor. to Spain 

PETERBON.M R Assistant Director for Export/Import U International 
Safeguards A14900 00/06/02 1| 


8006230106 Responds to FOIA request for documents re proposed nuclear 
reactors to be located near Oyaema. Korea 5£CY-80-i8S 6 
License XR-0133 are available In PDR 

FELTON. J H Division of Rules end Records 80/06/17 Ip, 


8006230116 Executive Branch position re Edlow Inti Co application for 
license to export 119.242 kg natural U for storage to West 
Germany Ltr of assurance end License should be granted 
NOSENZO L V, State. Dept of. Bureau of Oceans & Internatl Environ 6 
Scientific Affairs, 80/05/20 2pp 


8006230200 Discusses proposed export that no longer requirot 
Commissioner review License application has been reviewed b 
raises no safeguards concerns 

BURNETT. R F Division of Safeguards 80/06/06 Ip 


8006230706 License for Hatheson Gas Products to export 500 liters 
deuterium to Australia 

PETERBON.M R Assistant Director for Export/Import 6 International 
Safeguards 101-83273 80/06/11. 2pp 

8006230709 Submits application to e.iMnd license to export 5.000 liters 
deuterium gas to Japan. 

ClAMMARA Union Carbide Corp 80/06/10 Ip 


8006240004 Requests Executive Branch position re GE application for 
license to export 8NH to Canada. 

PETERBON.M R Assistant Director for Export/Import 6 Internetlonal 
Safeguards 80/06/05 Ip 
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800^240116 NRC expedite approval for «ppllcdtian to Bxport 

Iti^core fiition ch«<nb«r to Auttralia 
» AuftraUd 60/09/31 Ip. 


8006240120 Ltr of «««uranc« ra ax port of 7 g Pu l« 10 g U-233 to Japan 
HIYABAVASHI. 11 Japan 80/05/21 Ip 


8006240124 Notiflas that Maitinghouae infornad anbaaay that all 
naciitar^ documtntatldn r« usa of in-cors fiisian chambar 
ttlng proct-iffid Procaitlng u^ill ta1i« approx thraa ukx 
Rft(iu»its Bxpadltlng export approval 
a Auitralla 60/06/30 Ip. 


8006240129 Ltr of afturonca re BtajeodaL Transport Carp appllcatlan to 
aiport 23 75 g Pu to Belgium 

nAncilAUi J Euratoffl Supply Agency (JJelglurnk aO/05/27 Ip 


8006240207 AutAorirei Issuance of License XBNH-1694 since no matl 
changid clrcuittf tances tinea Isiuance of License X5NM-1636 
l^RlOHTiQ L Office of International Prograenii Director 80/06/16 
If 


800624027S Ltr of atturance re export of 921 kg U-235i contained io 
33<669 kg U to Japan 

HIYABAYABHIiH Japan 80/09/26 Ip 


9006240277 Ltr of aisuranci re export of If 474 kg U-a35f contained In 
S9f 129 kg V to Japan 
t11YABAYAfiHI«K Japan 00/09/26 Ip 


0006240602 Responds to 800927 request for info re status of application 
to export waste gas ngt treatment sgs to South Africa 
Executive Branch response has been delayed South Africa is 
not coherent to NRT No assurance of Issuance hy Nov 1980 
PETERBONfM R Assistant Director for Exp ort/Inport it International 
Safeguards G0/06/IO Ip, 


B006240609 License for OE to export 1*494 kg U-239 j contained in 59* 129 
kg U as 0 dioxide pouderf to Japan 

PETERSONf H, Ft Assistant director for Export/ Import t International 
Safiguardi BON 80019 80/06/11 2pp 


8006240690 Addl response to FOlA retiuest for documents re proposed 
nuclear reactors located near Oyaemar Korea Forwards CVJ 
KcCorkle 790322 memo BECY-79-141 it aUa subj to request it 
is available In PDR. 

FELTONiJ M Division of Rules and Records 60/06/20 Ip 


— 8006240693 Dlscuties review of application for license to export 
reactors to Korea ffo physical security concerns apparent 
Requests that Executive Branch provide info re Korean eye of 
accounting & control It status of safeguards Implementation. 
HCCORKLErO U Physical Occur Ity Licensing Branch. 79/03/22 Ip 


8006240694 Confirms appointment of Tokyo Electric Power Co* Inc as 
authoriied party for llcenss to export 800 kg U>^239r 
contained in 29i 199 kg Hi io Japan Mail transfer will conform 
to Agreement for Cooperation 
H1VABAYA8AL* M Japan 00/06/11 Ip 


8006290001 Determined no matl changed circumstance associated w/export 
license application from conditions existing at time of 
iesuance of License X0NN~1636 License may be issued. 

MOORE. R N Assistant Director for Ex port/ Import L International 
Safeguards 80/06/17 Ip. 


8006250003 License for Sigma Chemical Co to export 5,0 kg deuterium 
oxide to Maleysia 

PETERGONiM R Assistant Director for Export/Import L Internat ianal 
Safeguards D-40 80/06/11 Spp 


8006250020 Forwards ltr from Taledyne Uah Chang Albany requesting 
cancellation of application XCGh-OlS? to export Zircaloy 
tube shells to Nest Germany W/o ltr 

PETERBONrH R Assistant Director for Expert/Import L International 
Safeguards 80/09/30. tp 


8006290022 Advises that Kaweeki Berylco Industries* Inc allowed 
License KC0M~O127 to expire, Export is ready for itrunediate 
shipment. Flftaen^day ualting period is wa ived, LI cense end 
PETERBONrH R Assistant Director for Expor t/lmport & Internet 1 onel 
Safeguards. 00/06/06. Ip. 


— 8006290024 License for Kaweefci Berylco Industries. Inc to export 414.4 
ft Zircaloy 2 seamless tubing to Nest Germany 

PETERBONrH R Assistant Director for Export/Import it International 
Safeguards 70400 00/06/06. Ip 


8006290036 License for Mathoson Oas Products to export 500 liters 
(90 g) dauter iumr chemical ly p uroi contained in five 
cylinders* to Australia 

PETERSONrM R Assistant Director for Export/Import it International 
eafeguards 101’'77292 80/06/11 2 pp 


8006250055 License for Reutcr-Stok es* Inc to export one uncompensated it 
one compensated lonlxation ch amb er* model s R8'-C2-0808-129 6 
RS-C 1-3514-1 1 Si respectivelyrto Veneiuela 

SHEA* J R Office of International Programs# Director U-6446 
60/06/05 Ip 


BOO625OO50 Application by Mitsubishi Inti Corp for license to export 
490 mCi Cf-232 to Japan 

KUOEr T Mitsubishi International Corp (subs of Mitsubishi Corp ) 
64-7434-80 80/ 05/28 Ip 


6006290070 Requests Executive Branch position re Teledyne Precision 
application for license to export one butt welder to 
Argentina 

PETER 6 ON 1 M R Assistant Director for Export/Import i# Internat iofial 
Safeguards 60/06/05 Ip 


6006250092 License for Westtnghouse to export one incore fission 
chamber# Model NL-33796r to Australia 

PETERSON# M R Assistant Director for Export/Import 8 < International 
Safeguards A 8 99579 60/06/11 Ip 


8006250095 License for Matheson Oas Products to export 900 liters 
d eutcF turn# chemical ly pure# to Australia 

PETERSGNrM R Assistant Director for Export/Import & International 
Safeguards 101-84512 00/06/11 3pp 


8006290096 License for OE to export 921 kg U-235i contained in 33# 665 kg 
Hjat U dioxide powder# to Japan 

PETERSONrH H Assistant Director for Export/Import L Internat iona 1 
Safeguards DDW 80016 00/06/11 2pp 


8006290204 Advises that application for license to export specially 
designed parts L components to India was denied on 600516 L 
will he referred to President for further consideration ' 

U/o end order 

6 KGA 1 J R Office of International Programs# Director 80/06/16 

Ip 


8006290265 Advises that application for license to export specially 
designed parts L components to India was denied on 000916 it 
will he referred to President for further cons ideration 
U/o end order 

SHEA# J. R Office of International Pragramsi Director 80/06/16 
Ip, 


8006250267 Executive Branch position re OA Go application for license 
to export fuel cluster tools# fuel rod intp device t# storage 
rack to Taiwan. Ltr of assurance end License should be 
granted 

N08ENZ0#L V StateiDept of# Bureau of Oceans it Internatl Environ it 
Scientific Affairs 00/06/13 4pp 


0006250336 Forwards application to export U-308 stds to Soviet Union 
CAPOnOBOrL DRO International r Inc 80/05/14 Ip 


8006250367 License for Nuclear Metals# Inc to export 34*500 kg 
dapleted U#as solid metallic pieces# to Canada 

PETEREONrM R Assistant Director for Export/lmport & International 
Safeguards 80/06/12 2pp 


8006260002 Application by Sigma Chemical Co for license to e’kport lO kg 
deuterium oxide liquid over Z-yr period to France 

STERN# M C Sigma Chemical Co (subs of 81gma-Aldr Ich Corp } 0-49 

60/06/05 I p 


8006260006 Forwards license for Seamodal Transport Corp to export 
23.75 g Pu ti 920 g natural U to Stlglum 

P£T£R 8 QN#M R Assistant Director for Export/lmport it International 
Safeguards 60/06/16 ip 


— 8006260000 License for Seamodal Transport Corp to export 23,75 g Pu h 
520 g natural U to Belgium 

PETER60M#M R, Assistant Director for Export/Import it Internet 1 otial 
Safeguardi A0/B61. 80/06/16, Ip 


8006260010 Application by Westinghouse for license to export one 
proportional counter# Model NX33785r to France, 

POCHAL.W F Westinghouse Electric Corp ZE-20396 80/06/05. Ip 


8006260012 Forwards Mitsubishi Inti Corp application for license to 
export 493 kg 11-235* contained in 15# 141 kg U# to Japan 
SHIMA# 0 Mitsubishi Interna t ional Carp (subs, of Mitsubishi Corp > 
H8A“S480-04. 80/06/06 3pp 
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'’-600^260013 Application by Mitsubishi Infci Corp for- llconse to e-xport 
493 kp U-235i con tain od in 15*141 kg Up to Japan End u«e 
■statement end 

SHIMApS Mitsubishi Intornational Carp (sub« of Mitsubishi 
Corp ) H5A'540O-O4 B0/06/'0& 2pp 


9006260014 Fortuards Mitsubishi Inti Corp application for license to 
eilpart 718 kg ll-235r cantal ned in 25*164 ko U* to Japan 
SHIMA. 5 Mitsubishi International Corp isubs of Mitsubishi Corp ) 
HSA-S4a0’'05 80/06/06 3pp 


— 8006260016 Application by Mitsubishi Inti Carp for llconso to Bxport 
7lB kg IJ-235i contained in 25*164 kg Ui to Japan End use 
stateenent end 

SHiKArS Mitsubishi International Cot p <subs of Mitsubishi 
Corp ) H6A''54e0-09 80/06/06 2pp 


6006260019 Foruiards Transnuclear* Inc application for license to export 
620 160 kg U~2354 contained in t7< SO! kg Ui to tlest Germany 
MATSON r V Transnuclear* Inc 80/06/09 Ip 


—8006260022 Application by Transnuc lear? Inc for license to export 
620 160 kg U-23S; contained in 17.501 U, to Meat Germany 
End use statement end 

MATSON^V TransnucUar. Inc RBU 332 80-130/ 80/06/09 3pp 


8006260032 Executive Branch position re Byron Jackson Pump Divi Borg 
Uarner Corp* app 1 ication for license to export specially 
designed parts ik cocnponenba for prlimani coolant pumps to 
Taiuan Utr of assurance end License should be granted. 

NDSENZOrL W State* Dept of, Bureau of Oceans h Internatl Environ h 
Scientific Affairs 00/06/12 4pp 


0006260034 Executive Branch position re Chem-Nuclear Sys Inc 
application for license to export deminera 1 izer tys to 
Telbian Ltr of assurance end License should be granted 
NQSEMZO* L V State* Dept of, Bureau of Oceans tc Internatl Environ 6 
Scientific Affairs 00/06/12 4pp 


6006860036 Executive Branch position re Mes t ingh ouse application for 
license to export 100 uGl Np*‘237*ln 12 radiation 
surveillance capsules* to Taiwan License should he granted 
NQ6ENZ0*L V State* Dept of* Bureau of Oceans -Se Internatl. Environ 6 
Scientific Affairs 00/06/12 2pp 


8006260044 Application by Westinghouse for license to export three 
compensated Ionization chamber t* Mod el l4L6377»tQ France 
POCKALiWF Mestinghouse Electric Corp ZE-20399 BO/06/09 Ip 


8006260047 Executive Branch position re GE application for license to 
export 25 kg 0-235* con ta i ned In 2 9 kg U. to Taiwan Lire 
of assurance and. License should be granted 

MOEENZOrL V Gtate* Dtp t. o f i Bureau of Oceans U Internatl Environ h 
Scientific Affairs 00/06/12 4pp 


8006260080 Executive Branch positloit re OE application for license to 
export 4*000 kg U-239i contained In 14*000 kg Ui to Telman 
Ltr of assurance end License should be granted. 

N05ENZD*L V State* Dept of* Bureau of Oceans Si Internatl Environ. 6 
adentific Affairs 00/06/12 5pp 


0006260092 Executive Branch position re Edlow Inti Corp application 
for license to export 500 kg depleted U* as U dioxide* to 
Taiwan Ltr of assurance end License should be granted. 

M8&ENZG*L U, State* Dept of* Bureau of Oceans & Internatl Environ & 
8dentiflc Affairs 00/06/12. 4pp 


8006260204 Petition to intervene ^ reiiueit for hearing re nuclear 
reactor export to Taiwan Requests public avalVabillty of all 
pertinent data ti urges USGS assessment of volcanic !< seismic 
Issues needed for edequate appraisal of risks. 

MCNEIL* J E Center for Development Policy. MCNEIL* J E. McNel), J E. 

80/06/20 20pp 


0006260208 Petition to intervene & request for hearing re nuclear 
reactor export to Taiwan Requests public availability of all 
pertinent data U urges US08 assessment of volcanic (t seismic 
issues needed for adequate appraisal of risks 

MCNEIL* J E Center for Development Policy. MCNEIL* J E McNeil, J E 

80/06/20 20pp 


6006270007 Forwards FR notice re applications for licenses to export 
nuclear fadUtlas or matls 

SHEA* JR Office of International Programs* Director 80/06/16 
ip. 


8006300080 informs that 770211 L 780710 export license applications 
denied dua to failure to meet Atomic Energy Act 
requirements 

SHEA, J R Office of International Programs* Director 80/05/30 
ip 


8006300111 License for Mitsui L Co to export 25* 463 lbs 2lrtaloy**2 tube 
shells (HF'-tOO ppm maxi* to Japan 

PET£RS0Mi M F Assistant Director far Export/ Import in International 
Safeguards B0/06/1B Ip 


8006300274 Advises that NRC could not find export license applications 
within Atomic Energy Act criteria Applications referred to 
President for further consideration Commission 800916 order 
it 800609 revision end W/o end 

SHEA* J R Office of I nternational Programs* Direetar 80/06/16 

Ip 


0006300263 Notifies that export license application determined not to 
be within Atomic Energy Act criteria Application forwarded 
to President for further consideration Commission 800516 
order ti 800609 revision end H/o end 

SHEA* J R Office of International Programs* Director 00/06/16 
Ip 


8006300293 Notifies that application does not meet Atomic Energy Act 
requirements Application forwarded to President for further 
cons iderat ton Commission 000516 order & 80060? revision 
end H/o end. 

8MEArJ R. Office of International programs* Director. 80/06/16. 
Ip 


8006300296 Requests info &. guidance re export of tritium self*<l uminous 
tubes to Auftralia 

KACHUTCHIN. J 0 US Radium Corp 80/06/11 Ip 


8006300297 License for Transnuc 1 ear* Inc t-o expurt 7 667 kg Uicontaining 
0 073 kg U-2aS* to France 

PETERSON. M R Assistant Director for Export/lmport L International 
Safeguards 80-116/01 TKP 3. BO/06/19 2pp 


8006300327 Application by Aldrich Chemical Co* Inc for license to 
export 1 kg deuterium* in 9 kg deuterium oxidei to kfanexuela* 
EDEL8TEIN* 0 Aldrich Chemical Co , Inc (subs of Olgma-Aldrich 
Corp.) ll/BO 80/06/12 tp 


8006300331 Application by Aldrich Chemical Co* Inc for U-cense to 
export 1 kg deuterium* in 9 kg deuterium oxide* to Israel 
EDELSTEIN* 0 Aldrich Chemical Co * Inc (subs, of Sigma-Aldrich 
Corp ) 13/80 80/06/12 Ip 


6006300332 License for Aldrich Chemical Co* Inc to export I kg 
deuterium* contained In 9 kg deuterium oxide* bo India 
PETERSON.M R. Asiletant Director for Expor t/Import & International 
Safeguards 80/06/18 2pp. 


8006300560 Transcript of 770321 briefing in Hashing tom DC re Ediou 
Inti Go application to export 8NH to India Pp l*’'42 
» Commission. 77/03/21, 42pp 


8006300581 Forwards application for license to export 30 g enriched 
J-235 to Japan. 

SAIKIrT Mitsui L Co. * Ltd 80/06/03 Ip. 


— 0006300904 Application by Mitsui L Co for license to export 3D g 
e-nriched U-239 to Japan, 
e Mitsui ^ Co * Ltd BO/06/03. 2pp 


8006300698 Requests Executive Branch position re request for amend to 
export license adding airlines located in Ango la* Caaieroon L 
Libyan Arab Republic to list of ultimate consignees. 

PETERSON* H R Assistant Director for Export/Import k Internatl ana I 
Safeguards. 00/06/23 IP 


8006300701 Responds to 000611 ltr re ixport of Scaled* self-luminous 
tubular type sources to Australia License does authorise 
export of tritium gas in sealed sources but does not 
authoriie shipment of gas in bulk form 

PETERSON* M R Assistant Director for Export/ Import Si Internationa I 
Safeguards. 80/06/23 IF 


— 8006270240 Notice of receipt of applications for licenses to export 
fac llitlss or matls, 

eHEAi J R Office of International Programst Director 80/06/16. 

2pp. 
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30-466 

DIDDLE. G T 

8006120030 

90-466 

BIDDLE# C T 

8006120030 

50-466 

BIDDLE# C T 

8006030063 

30-466 

BIDDLE# C T 

8006090069 

90-466 

BIDDLE. C T 

8006090204 

90-466 

BIDDLE. J 0 

B006090219 

90-466 

BIDDLE, C T 

0006120061 

90-466 

BIDDLE# G T 

8006120064 

80-466 

BIDDLE# C T 

8006120068 

90-466 

BIDDLE# C T 

0006120097 

90-466 

BIDDLE# C T 

6006090204 

90-466 

BIDDLE.J 0 

8006090215 

90-466 

BlDDLErC.T 

8006120061 

90-466 

BIDDLE# G T 

8006120064 

50-466 

BIDDLE# C T 

0006120066 

90-466 

BIDDLE# C T 

0006 120097 

90-466 

BIDDLE# C T 

9006160166 

90-466 

BIDDLE# C T 

0006160170* 

90-466 

BIDDLErC T 

0006160166 

. 90-466 

BIDDLE# G T 

8006160170* 

90-466 

BIDDLE# G. T 

8006 170609 

80-466 

BIDDLErC T 

8006170609 

90-466 

BIDDLErC T 

8006300323 

90-466 

BIDDLE.C T 

0006300340 

90-466 

BIDDLErC T 

0006300323 

90-466 

BIDDLErC T 

6006300340 

90-466 

BIELAWSKI.A P 

0006120263 

90-259 

BIELAWSKI.A P 

8006190924 

50-295 

BILES# K. B 

8006300641 

HI8C 

B INFORD# E C 

0006240332 

90-10 

BiRKELrR A 

6006020019 

90-36^ 

BIRKEL.R A 

6006090194 

30-a6Y 

BIRKEL.R A 

8006090477 

30-437 

BiRKELrR A 

8006130127 

30-369 

BiRKELrR A 

0006170033 

30-369 

BIRKEL.R A 

0006230139 

30-069 

BI8HQP#T W 

8006230172* 

30-397 

B18H0P,T. W 

8006300991* 

30-397 

BISHOP# T W 

8006090236 

30-344 

&18H0P#C J 

8006020316 

90-295 

BISHOP, C J 

B006020930 

30-320 

BISHOPrL L 

0006110224 

PR 

BISHOP# L L 

0006170340 

PR 

BISHOPrL L 

6006170340 

PR 

BISHOPrL L 

8006110224 

PR 

BISHOPrL. L 

8006170340 

PR 

BISHOPrL L 

8006170247 

PR 

BISHOPrL L 

0006170247 

PR 

BISHOP# C J 

0006060972 

30-466 

BISHOP# C J 

0006170146 

27-39 

BISHOP# C vl. 

0006090302 

50-376 

BISHOP# C J 

8006120353 

50-358 

BISHOP# C J, 

8006190990 

30-449 


s 

B 

S 

P 

P 

0 

0 

0- 

B 

P 


G 

0 

F 

P 

P 

0 


T 


0 

0 

0 

Q 

Q 

Q 

Q 

Q 

4 

« 

0 

0 

0 

o 

4 

4 

0 

0 

0 

0 

0 

4 

0 

0 

0 

0 

0 

0 

0 


D 

A 

A 

A 

A 

A 

P 

0 

A 

e 

0 

o 


0 

4 

0 
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ACCESSION 

SUBJECT 




ACCESSION 

SUBJECT 


AUTKQR 

NUMBER 

CATEOORY 

AUTHOR 

NUHBER 

CATEGORY 

AUTHOR 

NUHBE8 

CATEODRY 

BISHOP, C J 

800&230377 

50-409 

0 

BOWERS. C E 

8006180374 

70-820 


BROWN, R L 


0006230238* 

QA999 


BISHOPrC J 

8006240419 

90-400 

0 

BOWERS. C E 

8006030102 

PR 


DROWN, 0 D 


00060201 39* 

90-290 

G 

BISHOP, C J 

80062A0209 

90-320 

0 

BOWERS, C E 

8006240231 

70-820 


BROWN, 0 D 


0006120274* 

40-3453 


BISHOP, C J 

8006260269 

30-279 

0 

BOWERS. C E 

8006250016 

70-820 


DROWN. 0 0. 


B0061 20267 

40-3453 


BISHOP, C J 

80063004 1 3 

90-338 

0 

BOWERS, £ 8 

8006190544 

90-445 

0 

BROWN. O 0 


0006020130 

90-298 

Q 

BlSHOPiC J 

8006300432 

90-275 

0 

BOWERS. E & 

8006190642 

50-408 

0 

BROWN. C 


0006090461* 

50-263 

Q 

BISSERTiP J 

B0062004SO 

50-334 

H 

BOWERS. E S 

8006230474 

90-275 

0 

BROWNING. R. E 

80060401 17* 

90-320 

P 

BtVtKS, W 8 

8006190332 

90-293 

0 

BOWERS. E 8 

8006240311 

50-452 

G 

DROWN. R, L 


8006180303* 

0A999 


BLACK. K E 

Q0061903SB 

70-2909 


B0WER8.E 6 

8006240430 

50-142 

0 

BROUN. M J 


0006110406 

PR 


BLACK. 8 A 

8006300014 

70-124 


BOWERS. E 8 

8006260199 

30-514 

Q 

DROWN. G D 


0006230071* 

90-233 

Q 

BLACKHON, D B 

80061 70868 

PR 


BOWIE, T D 

8006170793 

70-1100 


BROWN. 0 D 


BOO624OOO0* 

50-267 

0 

BLACK. R L 

80060301 88 

30-312 

T 

BOYD, 0 C 

8006170321* 

50-202 

0 

BROWN. G 0 


8006230065 

30-203 

Q 

BLACK. R L 

8006030213 

50-522 

0 

BOYD. D C 

0006180046* 

30-295 

a 

BROWN. G D 


B006240007* 

50-267 

0 

BLAKELEY, J E 

8006260042 

RES 


BOYD. D, C 

8006170092* 

30-315 

0 

BROWN. 0 F 


0006090465 

PR 


BLAKE. J 

8006180091* 

50-918 

Q 

BOYD. 0 J 

0006040006 

NUREO 


BROWN. G D 


8006090110 

50-443 

0 

BLAKE. J 

8006030975* 

90-324 

Q 

BOYD. D C. 

8006130198* 

30-315 

a 

BROWN. E J 


B006090029 

ORO 


BLAKE. E L 

8006120084 

90-209 

0 

BOYER, V B 

8006050303* 

30-277 

p 

BROWN. E J 


0006090424 

ORO 


BLAKE. E L 

8006120084 

90-209 

0 

BRABB.E £ 

8006060471* 

30-70 

p 

BROWN. G D 


B0062900ai* 

50-2B5 

0 

BLAKE. J 

8006180390* 

50-416 

Q 

BRADFORD, P. 

8006060112* 

90-327 

p 

BROWN. G D 


B0O629D0aS* 

50-283 

Q 

BLAKE. E L 

8006060423 

50-209 

0 

BRADFORD. W H 

8006060550* 

30-340 

Q 

BROWN. G 0. 


6006240005 

90-267 

0 

BLAKE. E L 

8006060423 

90-209 

0 

BRADFORD. P A 

8006260079 

50-443 

T 

BROWN. G D. 


8006290002* 

50-205 

Q 

BLAKE. E. L 

8006120040 

90-209 

0 

BRADLEY, E R 

8006270022 

NUREO 


BROWN. G Q, 


8006300285* 

40-0691 


BLAKE. E L 

B006 120040 

90-209 

0 

BRADLEY, R D 

8006090429* 

50-389 

0 

BROWN. 8 C. 


B 006020277 

50-404 

Q 

BLAKE. E. L 

8006120022 

90-209 

0 

BRADLEY, E. J 

0005190521 

90-171 

I 

DROWN. G D 


8006300201 

40-8681 


BLAKE. E L 

8006120414 

90-209 

0 

BRADLEY, £ J 

8006020330 

50-352 

A 

BROWN. L J 


8006190439* 

90-133 

0 

BLAKE. £ L 

8006120414 

90-289 

0 

BRADLEY, E J 

8006090379 

50-277 

P 

BROWN. 0 D 


0006250078 

90-283 

0 

BLAKE. E L 

8006180194 

90-209 

0 

BRADLEY, E J 

8006090303* 

90-277 

P 

BROWN. L. J. 


aG06190437 

50-133 

G 

BLAKE. E L 

8006100194 

90-289 

0 

BRADLEY, E J 

8006110094 

90-277 

F 

BROWN. 8 C 


0006120392 

50-339 

P 

BLAKE. C. L 

8006110110 

90-209 

0 

BRAEHLEft.T F 

0009210116 

90-946 

H 

BROWN. H H 


0006120332 

50-275 

0 

BLAKE. £ L 

8006110117* 

90-289 

0 

BRAMLETT.L 8 

8006120203* 

90-313 

8 

BROWN. K H 


0006120334* 

50-273 

0 

BLAKE. £ L 

8006110117* 

90-209 

0 

BRAMLETT.L 8 

0006170630* 

90-313 

8 

BROWN. 6 C 


8006200480 

90-339 

P 

BLANOFORD.ft K 

8006020138 

RES 


BRAHLETT. L. 8. 

8006190609* 

90-313 

R 

BROWN. U H 


0006240460 

HISC 


BLA8K.J K 

8006100040 

90-209 

0 

BRANAOAM. E F 

8006090213* 

90-409 

0 

BROWN. 6 C 


8006290128 

50-339 

P 

BLASK.J K 

8006180043* 

90-209 

0 

BRANAOAN.E F 

8006300296 

NUREO 


BRUOGER.R 


8006300279* 

30-106 

Q 

BOSTKE.P J 

8006110136* 

90-259 

R 

6RANA0AN.E F 

B006270003 

NUREO 


BRUOGER.R 

M 

8006110137 

90-186 

6 

BOO DEN, 0 

8006030240 

40-1162 


BRANCH, H W 

8006170749* 

90-390 

Q 

BRUGGER, R, 

Ci 

8006110064 

90-186 

8 

BOOt>ENi Q 

8006840309 

40-1 162 


BRANCH, H. W 

8006170008* 

90-409 

Q 

BRUME. R L 


0006270349 

NUREO 


aOHH.R E 

8006120284 

HASTE HOT 

BRANDENBURG, B 

8006260212 

90-247 

0 

6RU1.IE. R L 


eG06200946 

NUREG 


BOHN.R J 

0006030371 

90-367 

R 

BRAY, T. C 

8006110367 

90-297 

F 

BRUNNER, E 

J 

8G06090919 

90-249 

Q 

BOHN, R J 

8006040314 

90-367 

R 

BRENNAN. J E 

8006130233* 

90-309 

H 

BRUNNER, E 

J 

eG060200a9* 

90-333 

Q 

BOHN.R J 

8006110119 

90-367 

R 

BREWER, H £ 

8006190530* 

90-361 

I 

BRUNNER, E 

J 

0OG6I2O132* 

90-286 

Q 

BONHiR .J 

8006200370 

90-367 

R 

BRIDENBAUOHrD 

8006040047 

90-320 

P 

BRUNNER, E. 

J 

0006060032* 

90-307 

0 

BOHNrR J 

8006260199 

90-367 

R 

BRIDENBECKER,R. 

8006110059* 

90-361 

0 

BRUNNER, E 

J 

8006030264* 

90-334 

Q 

bqClinoer.o a 

9006270038 

NUREO 


BRlOOSrL. 

8006020100* 

50-219 

0 

BRUNNERiE. 

J 

8006020176 

90-219 

Q 

BONILLA, K 0 

8006060476* 

90-70 

P 

BRIOOSrL E 

8006190153* 

90-219 

0 

BRUNNER, E 

J 

8006020264 

90-220 

Q 

BONION.L L 

9006200998 

NUREO 


BRIGHT, R H 

80062702B3 

90-302 

p 

BRUNNER, E 

J 

8006090432* 

90-244 

Q 

fiONZON.L L 

8006230011 

NUREO 


BRIGHT, R H. 

9006110479 

PR 


BRUNNER, £ 

J. 

8006030093 

90-322 

Q 

BONZONrL L 

0006160141 

NURGO 


BRIGHT, R H 

80060201 59 

90-302 

F 

BRUNNER, £, 

J 

8006060109 

90-272 

Q 

BOOK, H £ 

8006190168* 

90-320 

Q 

BRIGHT, 0.0 

B006090049 

90-599 

G 

BRUNNER . E 

J. 

8006040099 

90-249 

G 

BOOK, H E 

8006190249* 

90-277 

a 

BRIGHT, R H 

8006030323 

90-302 

P 

BRUNNER, £ 

J 

0006030106 

90-309 

Q 

BOQKiH £ 

0006170398* 

90-277 

0 

BRIGHT, R M 

8006110109 

90-302 

Q 

BRUNNER, E 

J 

8006030610 

50-277 

Q 

BDOK.H E 

8006180082* 

90-320 

a 

BRIGHT, R. H. 

8006110290 

90-302 

Q 

BRUNNER , E 

J. 

8006170010 

50-317 

G 

BOOKiH E 

8006170274* 

70-25 


BRIGHT, R H 

8006170436 

90-302 

0 

BRUNNER, £, 

J, 

6006190303 

90-271 

Q 

BDOKiH E 

8006170292* 

70-29 


BRIGHT, R.M, 

8006180531 

50-302 

F 

BRUNNERrE. 

J. 

8006160093 

50-272 

G 

BOOK, H E 

8006090090 

70-794 


BRIGHT, R H 

8006170408 

90-302 

P 

BRUNNER, £ 

J 

8006180054 

90-27 

Q 

BOOK, H E. 

8006090094* 

70-794 


BRIGHT. R M 

8006300376 

90-302 

0 

BRUNNER, £ 

J 

0006180121 

90-272 

Q 

BOOK.H E 

B006090913* 

90-73 

Q 

BRINKLER, J. E 

8006090397* 

90-309 

8 

BRUNNER, E 

J 

0006020 939 

90-272 

a 

BOOK, H E 

8006090046* 

70-29 


BRtNKLER,J E 

6006110200* 

90-309 

a 

BRUNNER, E 

J 

0006170387 

50-247 

G 

BQOKiH E 

8006090041 

70-29 


BRISTOL, D. C. 

6006120111 

XPORTHC 


BRUNNER, E 

J 

0006170804 

90-293 

Q 

BDOK.H G 

800609 0908 

90-73 

Q 

BRISTOL, D C. 

6006020972 

XPORTLIC 


BRUNNER, £ 

J 

0006030103 

30-29 

Q 

BDOKiH E 

8006290108 

90-279 

Q 

BROCKETT. T 

6006090530 

ILE 


BRUNNER, E 

J 

8006250152 

50-243 

G 

BOOK, H G 

8006290112* 

90-279 

Q 

BROCKETT, T, 

0006090936 

XliE 


BRUNNER, E. 

J 

0006250161 

90-29 

Q 

BOOKiK E 

8006170302* 

70-29 


BROCKETT, T 

0006090949 

50-200 

s 

BRUNNER, E 

J 

8006250188 

90-333 

G 

BOOK.H E 

8006240289 

27-48 


BROCKETT. T. H. 

8006240134 

90-324 

s 

BRUNNER, E 

J 

0006060027 

50-309 

G 

BOOKE. B L 

8006240499* 

40-U62 


BROCKETT, T M 

6006300658 

90-299 

8 

BRUNNER, E 

J 

0006120119 

50-286 

G 

60QKE.B L 

8006240499* 

40-1162 


BROCKETT rT U 

8006300344 

90-321 

6 

BRUNNER, E 

J 

8006300037 

90-334 

Q 

BOOKS. P A 

8006200999* 

90-320 

H 

BROCKETT, T. H 

B006300330 

90-294 

B 

BRUNNER, E. 

J 

8006050426 

90-244 

Q 

B0R&ENICK,8 H 

8006060270 

90-322 

0 

BROCKETT,! M 

6006300333 

90-346 

B 

BRUNNER 1 E. 

J 

8006120181 

90-272 

a 

BOROENICKrB K 

8006090242 

90-322 

0 

BRODKEY, J R. 

8006160262 

90-307 

0 

BRUNNER, E, 

J 

800630C099 

50-322 

a 

BOR&ENICK, B K 

8006110311 

90-322 

0 

BROEHL. D 

6006060350* 

90-344 

B 

BRUNNER, E 

J 

8006050063 

90-317 

9 


BORDENICK.B H 

8006110289 

90-914 

0 

BROGHL, D J 

80060604 1 1 

90-344 

6 

BRUNNER, E. J 

8006090491 

90-317 

6 

BORDENICK. B ti. 

8006130162* 

50-322 

G 

BROEHL, D. J. 

800624031 9 

90-344 

8 

BRUNNER, E.J 

8006090413 

90-317 

6 

BORDENlCKrB H 

8006130159 

50-322 

0 

BROEHL, D. J 

8006170516 

90-344 

F 

BRUNNER, E. 

8006160231 

50-272 

8 

BORDENICK. B. H, 

8006160083 

90-322 

G 

BROEHL, D. J 

6006180472 

90-344 

G 

BRUNNER, E. J 

G0061 60609 

30-245 

6 

BORDENICK.B K 

8006160087* 

90-322 

0 

BROEHL, D J 

6006200498 

90-344 

6 

BRUNNERrE. J 

8006160612 

90-317 

8 

BORGKANN, E A 

8006240064* 

90-358 

G 

BROOKS, F H 

8006300209* 

90-269 

Q 

BRUt^lNERi 0. F 

0006240399 

50-329 

K 

BORGHANN, E A 

8006120481 

90-398 

G 

BR0UN8,R J 

8006270362 

NURGO 


BRUSH. P N 

8006170023 

XPORTLIC 


BORGHANN, E A. 

8006260293* 

90-350 

Q 

BROWN, R A 

8005230341* 

90-10 

Q 

BRUSKE, 8 J, 

8006260009 

90-295 

P 

BORGHANN, E A 

8006170682 

90-350 

A 

BROWN, R. A, 

6006170706* 

50-277 

G 

BRYANT, U, C* 

8006120149* 

50-370 

G 

BORGHANN, E. A 

8006300242 

90-358 

G 

BROWN, R. A 

8006170029* 

90-293 

Q 

BRYANT, J C. 

8006160077* 

90-518 

Q 

B08CHWITZ,R 

8006170873 

PR 


BROWN, R. A 

8006180611* 

90-333 

Q 

BRYAN. J, K 

8006090931 

PR 


BOSTON/ J W 

8006270175 

90-286 

P 

BROWN, R. A 

8006190230* 

90-220 

G 

BRYAN. J, K 

8006230069* 

50-483 

Q 

BQUKNZOHT, J A 

6006110266 

90-449 

H 

BROWN, 0. D. 

6006090122* 

90-449 

Q 

BRYAN. R H 

8006200931 

NUREO 


BOUKNIGHT, J A 

6006170493 

30-309 

N 

BROWNE, W.G, 

6006170398* 

90-277 

G 

BRYAN. U K. 

80061 1 0240 

90-463 

H 

BOURNIAi A 

6006190069 

90-373 

A 

BROWN, 0. D. 

8006090119* 

90-445 

Q 

BRYAN. U K 

8006240441 

50-403 

8 
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NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

aUCHANAN. J R 

6008260041 

NUREG 


CALHOUN, J R 

8008170497 

90-259 

S 

CARLSON* R T 

8006200103 

50-397 

8 

BUCHHDL2,R H 

Q0060S0287 

TOPfiEP 


CALHOUN* J R 

6008170554 

90-327 

6 

CARLBON.R T 

S006200232 

50-307 

8 

BUCKHOLZiR H 


TQPREP 


CALHOUN* J R 

6008170561 

50-296 

8 

CARLSON* R T 

B00624009S» 

50-392 

0 

SUCHHOLZ.R H 

Q0061 10319 

TOP REP 


CALHOUN* J fl 

0OO617OSO8 

50-296 

6 

CARLSON* R T 

8006200200 

50-307 

Q 

DUCKLEY^a C 

6008130119 

50-275 

A 

CALHOUN* J R 

8008170538 

50-327 

8 

CARLBON.R T 

8006290223 

50-394 

Q 

BUCKLEY* B C 

Q008 160627 

50-279 

A 

CALHOUN* J R 

B008 170803 

50-296 

8 

CARLSON* R T 

0006300236* 

50-245 

Q 

BUCKLEY* 0 

6008230028 

50-481 

A 

CALHOUN. J R 

0008170805 

50-327 

S 

CARLBON.R T 

8006300226 

50-245 

Q 

BUCKNER* 8 P 

60083 00 149« 

QA999 


CALHOUN, J R 

6008100521 

50-327 

8 

CARLBON.R T 

0006240091 

50-395 

Q 

aUDNiTZ.R J 

60082 0036S 

RES 


CALHOUN. J R 

0006100527 

50-327 

6 

CARLSON* R T 

0006240969 

50-307 

Q 

budnitz.r j 

B0O812O197 

HI8C 


CALHOUN* J R 

S00817Q543 

90-327 

S 

CARLBON.R T 

0006250394 

50-402 

8 

BUHL.T E 

B008040185 

WASTE HOT 

CALHOUN* J R 

0008100404 

50-327 

6 

CARLBON.R T 

6006300289 

50-412 

a 

BULL ISC HECK* T 

0008300234 

RES 


CALHOUN. J R 

8008100502 

90-296 

8 

CARLBON.R T 

8006300009 

50-394 

e 

BURANEK. D 

@008180229 

WA3TE MOT 

CALHOUN* J R 

8008100530 

90-327 

8 

CARLSON* R T 

0006290399 

50-307 

e 

BURCHETTE.U K 

0008290193 

50-449 

M 

CALHOUN* J. R 

0006190480 

50-259 

S 

CARLSON* R T 

8006250401 

50-423 

8 

BURCHETTErH H 

Q008290193 

50-449 

M 

CALHOUN* J R 

0008200451 

50-327 

8 

CARLBON.R T 

8006290403 

50-402 

s 

BURCHETTE.W H 

8008190454 

90-445 

M 

CALHOUN* J R 

8006200400 

50-327 

8 

CARLBON.R T 

0006250407 

50-394 

a 

BURDETTE*? E 

8008180219* 

50-399 

0 

CALHOUN* J R 

8006200475 

50-327 

0 

CARLBON.R T 

0006290414 

90-307 

8 

BURDEei* K 

8006200179* 

90-3B7 

e 

CALHOUN. J R 

8006240425 

50-327 

8 

CARLBON.R T 

6006300041 

50-307 

8 

BUftOEfi* J P 

8008170331 

PR 


CALHOUN* J R 

8006240363 

90-327 

8 

CARNEY, J A 

0006170242 

50-445 

H 

BURKE rD U 

B008230107* 

50-280 

Q 

CALHOUN* J R 

8006240380 

50-327 

8 

CARR* A V 

0006060497 

50-344 

G 

BURKHARDT* U 

B008040138 

70-754 


CALHOUN* J R 

0006240499 

50-296 

8 

CARR* A V 

8006060497 

50-344 

G 

BURKHAf1DT*U 

8008030148* 

70-25 


CALHOUN. J R 

8008240412 

50-327 

a 

CARRIER* K J 

8006230267 

70-770 


BURNETT* R P 

8008100219* 

FQIA 


CALHOUN* J R 

0DO6S 40374 

50-327 

8 

CARRICK. J. T 

0006090519* 

50-294 

0 

BURNETTE* 0 » 

8008120247 

RES 


CALHOUN* J R 

8008240410 

50-327 

8 

CARROLL, D E 

8006200119 

50-10 

G 

BURNETT. P T 

8008230237* 

50-321 

Q 

CALHOUN* J R 

0006300516 

50-327 

B 

CARROLL* D E 

8006200123 

ORO 


BURNETT* P.T 

8008090089* 

50-330 

Q 

CAMH. P A 

00081 70008* 

50-171 

K 

CARROLL* 0 T 

0006060156 

90-219 

a 

BURNETTE* 0, W 

BO 08 1707 21 

REB 


CAHPSELL.O H 

8006200147* 

50-462 

P 

CARROLL, J T 

8006120294 

50-219 

a 

BURNETT* P T 

6008250078* 

50-302 

Q 

CAKPBELL* J E 

0006200535 

NUREO 


CARTER, K W 

8006050090 

90-320 

G 

BURNETTE* 0 N 

8008280425 

RES 


CANNON* J H 

0006200122 

27-39 


GARTER, K H 

0006100190 

90-209 

9 

BURNETT. R F 

8008230200 

XPORTHC 

CANNON* J H 

0006260210 

27-39 


CARTER. H H 

0006060400* 

90-209 

Q 

BURNS* S 0 

8008280198 

90-490 

0 

CANNON* J M 

0006260210 

27-39 


CARTER. K,W 

8006190549 

90-320 

0 

BURSTS IN* 8 

6 006 160558* 

50-286 

P 

CANTER, H L 

0006250066* 

90-312 

0 

CARTWRIGHT, W 

0006050333* 

90-339 

p 

BURSTEIN.S 

B 006050034 

90-286 

0 

CANTER, H L 

8006290184* 

50-312 

Q 

CARTWRIGHT, H 

0006050339* 

50-339 

P 

BUR8TE5N.S 

6008200547* 

90-286 

0 

CANTRELL, F S 

0006090103* 

90-566 

0 

CARTWRIGHT. W R 

0006060407 

50-330 

G 

BURNELL* S B 

6008120087 

90-449 

A 

CANTRELL, F 0 

0006180051* 

90-416 

0 

CARTWRIGHT* W R 

8006060410* 

30-330 

G 

BURNELL* 6 B 

8006090404 

90-449 

A 

CANTRELL, F S 

0006030511* 

90-910 

Q 

CARTWRIGHT* W R. 

0006090399 

50-338 

8 

BURNELL* S B 

8006300018 

90-448 

A 

CANTRELL, F B 

8006090420* 

50-553 

0 

CARTWRIOHT.W R 

0006090361* 

50-330 

B 

BURNELL* S B 

B 008300020 

90-448 

A 

CANTRELL, F 6 

0006160219* 

50-395 

0 

CARTWRIGHT, W. R, 

0006110292 

90-339 

a 

BURNELL* 8 B 

8008250329 

30-448 

F 

CANTRELL* F S 

8006180397* 

90-320 

a 

CARTWRIGHT,W.R 

B006 110257* 

50-339 

e 

BURNELL* S 

B008280422 

90-448 

A 

CANTRELL. F 6 

0006290219* 

50-390 

0 

CARTWRIGHT* W R 

0006120331 

90-330 

8 

BUBCHrR N 

0008090143 

90-523 

A 

CANTRELL, F 6 

8006090130 

50-918 

0 

CARTWRIGHT, W R 

00061 20333* 

90-330 

8 

BU9&ELHAN, 0 J 

8008290109* 

TOP REP 


CAPHTON.D L 

0006060109* 

90-272 

Q 

CARTWRIGHT, W R 

0006120399 

50-338 

8 

fiUSTlON.D R 

8008170331 

PR 


CAPHTCJN,D L 

0006030612* 

50-277 

Q 

CARTWRIGHT* W. R, 

0006120362* 

90-330 

8 

BUTTDNfW H 

0008060449 

PQIA 


CAPHTON* D 

6006040337 

90-219 

8 

CARTWRIGHT* H R. 

8006160093 

90-339 

9 

BUTTON* M H 

B0063 00599 

POIA 


CAPLAN,J 8 

0006050032* 

50-244 

0 

CARTWRIGHT, W R 

0006160096* 

50-339 

a 

BYRNE. J P 

0006120372 

PRH 


CAPQROaO.L. 

S0062 50336 

XPORTLIC 


CARTWRIGHT* W R 

0006160076 

50-339 

a 

CAHILL* N J 

0008480521 

80-847 

Q 

CAPRA, R A 

6006170843* 

TOPREP 


CARTWRIGHT, W R. 

0006160079* 

50-339 

8 

CAHILL* W J 

8008110471 

PR 


CAPRA* R A 

6006 17 0039 

TOPREP 


CARTWRIGHT, W. R. 

0006170500 

90-339 

Q 

CAHILL* N J 

0008110051 

50-847 

P 

CAPRA* R 

6006060524 

TOPfiEP 


CARTWRIGHT* W, R 

0006170507* 

50-339 

Q 

CAHILL* N J 

8008080260 

50-247 

F 

CAPRA, R A. 

0006300250 

TOPREP 


CARTWRIGHT. W.R 

0006170643 

90-330 

a 

CAHILL* U J 

0008170451 

50-247 

P 

CAPRA* R A. 

0006200556 

TOPREP 


CARTWRIGHT* W R 

8006170690* 

90-339 

8 

CAHILL* M J 

6008170454* 

50-247 

P 

CAPRA, R A 

8006170633* 

TOPREP 


CARTWRIGHT, W R 

0006170694 

90-337 

G 

CAHILL* N J 

0008100528 

50-247 

F 

CAPRA,R A 

8006060287 

NUREO 


CARTWRIGHT. W R. 

0006170701* 

50-339 

G 

CAHILL* N J 

6008180100 

50-247 

P 

CAPRA, R A 

0006060278 

50-312 

0 

CARTWRIGHT. W. R. 

0006230417 

50-339 

6 

CAHILL* W J 

6008160434 

90-247 

P 

CAPRA, R 

6006050939 

50-269 

P 

CARTWRIGHT, H R 

8006230418* 

90-339 

8 

CAHILL. N.J 

9006160529 

50-3 

R 

CAPRA, R A 

S006060278 

50-313 

P 

CARTWRIGHT, W R 

0006230442 

90-339 

0 

CAHILL* U J 

6008180428 

30-3 

R 

CAPRA* R A 

0006060600 

50-312 

a 

CARTWRIGHT* W R 

0006230447* 

90-339 

a 

CAHILL* N U 

8008190826 

90-247 

R 

CAPRA, R A 

6006060203 

50-269 

P 

CARTWRIGHT. W R 

0006230503 

90-339 

s 

CAHILL* N J 

6008190539 

90-247 

8 

CARBON* H U 

790S290496 

50-320 

Q 

CARTWRIGHT* W R. 

8006230509* 

90-330 

3 

CAHILL* N J 

8008240350* 

50-847 

P 

CARBOKEAU.M L 

8006300301 

REB 


CARTWRIGHT* W R 

0006230544 

50-339 

a 

CAHILL. N J 

8008240364* 

30-247 

P 

CAROILE,F.P 

8006300296 

NUREO 


CARTWRIGHT. W R 

8006230551* 

50-339 

8 

CAHILL* N, J 

6008240349 

50-247 

P 

CAR1>|LE*F P 

0006270003 

NUREG 


CARTWRIGHT, W R, 

0006230494 

50-339 

8 

CAHILL* M J 

0008240381 

50-247 

P 

CAREY, J J 

0006110194* 

50-334 

6 

CARTWRIGHT. W R. 

0006230900* 

50-339 

B 

CAHN*A L 

0008190333 

REOOD 


CAREY, M W 

8006200492 

50-271 

J 

CARTWRIGHT. W. R. 

8006230516 

90-330 

e 

CALDERi U 

8008120472* 

QA999 


CAREY* J J 

6006240379 

50-334 

0 

CARTWRIGHT* H R 

8006230924* 

90-338 

8 

CALDNELL.J J 

8008180287 

RES 


CARl.q8,P c 

0006060009* 

40-S34S 


CARTWRIGHT. W R 

9006230934 

50-339 

8 

CALHOUN* J. R 

6008030397 

SO-327 

8 

CARLSON* R T. 

B006240979* 

50-387 

Q 

CARTWRIGHT, W. R. 

8006230939* 

90-339 

B 

CALHOUN* J R 

8008030480 

30-327 

a 

CARLSON* R T. 

6006060194* 

50-412 

0 

CARTWRIGHT* W R, 

0006270236 

50-339 

8 

CALHOUN* 0 R 

8008030427 

80-327 

a 

CARLSON. R T 

B006290229* 

50-354 

Q 

CARTWRIGHT. W R 

8006270241* 

90-339 

8 

CALHOUN* U R 

B0080304S3 

80-327 

a 

CARLSON* R T 

0006020253 

50-307 

Q 

CARTWRIGHT. H R 

0006270262 

90-330 

8 

CALHOUN* J R, 

8008030442 

50-289 

0 

CARLSON* R T. 

0006030006 

50-311 

Q 

CARTWRIGHT, W R 

0006270269* 

50-330 

6 

CALHOUN* U R 

8008030457 

80-327 

a 

CARLSON* R U. 

8006040096* 

71-135 


CARTWRIGHT, W, R 

0006270310 

90-338 

8 

CALHOUN* ^S R 

8006080394 

50-387 

8 

CARLSON* R T, 

0006190274 

50-334 

0 

CARTWRIGHT* W. R. 

8006270319* 

90-339 

6 

CALHOUN* U R 

8006080309 

50-298 

8 

CARLSON* J D 

600605041 U 

50-361 

6 

CARTWRIGHT.W R 

8006270270 

50-339 

8 

CALHOUN. U R 

8008080412 

50-327 

a 

CARLSON* R T 

0006090469 

50-423 

B 

CARTWRIGHT* W R. 

0006270275* 

90-33? 

9 

CALHOUN* U, R. 

80081 10143 

50-260 

0 

CARLSON, R T» 

8006090297* 

50-307 

Q 

CA8AUBDN, H 

8006300422* 

90-390 

A 

CAUIOUN.J R 

60081 10270 

50-327 

8 

CARLSON* R T, 

0006090203 

50-307 

Q 

CA6I0L1A* J. H, 

8006270206* 

90-341 

B 

CALHOUN. U R 

80061 10267 

50-289 

a 

CARLSON* B T. 

0006250103 

50-289 

Q 

CASPERS. R K. 

0006290210* 

CONTRACT 


CALHOUN* J R 

8008110173 

50-327 

a 

CARLSON. R T 

0006060104 

90-412 

Q 

CATCHPOLE.O J 

0006040063 

40-0693 


CALHOUN* J, R 

80081 10289 

50-259 

a 

CARLSON* R. T, 

0006090053 

50-352 

8 

CATCHPDLE, G J. 

8006120049 

40-0749 


CALHOUN. U R 

0008110104 

50-296 

s 

CARLSON. R. T 

6006120102 

50-307 

8 

CATTQN* 1 

8006120299 

ACRS 


CALHOUN* J. R 

0008110219 

50-327 

s 

CARLSON* B T 

8006250173 

50-423 

Q 

CATTON, 1 

0006160162 

ACR8 


CALHOUN* J R 

8008110203 

50-327 

a 

CARLSON* R T 

8006290202 

50-322 

Q 

CATTON, I 

0006160109 

AGR8 


CALHOUN* U R« 

0008170988 

80-289 

8 

CARLSON* R T 

6006290207 

90-412 

Q 

CATTOIR.M 

8006190914 

90-275 

H 

CALHOUN* J R 

8008170635 

50-859 

a 

CARLBON.R T 

0006290176 

50-209 

G 

CATTON, L 

0006160199 

ACR8 



PERSONAL AUTHOR INDEX 34 



ACCESS I ON 

SUBJECT 



AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 

CAVANAUOH« U 

8006200409 

oo-aia 

0 

CHILK . 8 J 

CECLlERiF 

8006290162 

70-2909 


CHILK . 8 J 

CERNE.A C. 

0006290 176» 

SO-423 

0 

CHILK. 8 J 

CHADWELUrH M 

8006130113# 

50-315 

Q 

CHILK , 8 J 

CHAMBERSrR 

8006260031 

RES 


CHILK. B J 

CHAN . 8 P 

0006190099# 

90-373 

A 

CHILK . 8 J 

CHANANIA. r D 

]006 110162 

90-445 

M 

CHILK, a J 

CHANANIAiF 0 

J006I10352 

90-449 

M 

CHILK . 8 J 

CHANDLER. L J 

8006030232# 

90-320 

0 

CHILK. 8 . J 

CHANDLER. L J 

8006030219 

90-320 

0 

CHILK. 8 J 

CHANDLER. L J 

8006090013 

90-320 

0 

CHILK . 8 J 

CHANDLER. L J 

8006240470 

90-320 

0 

CHILK, 8 J 

CHANDLER. L J 

8006300342 

90-361 

0 

CHILK. 8 J 

CHANO.H S 

8006120469 

NURED 


CHILK, 8 J 

CHAPLIN, a D 

0006030472* 

90-320 

8 

CHILK. B J 

CHAPLIN. 8 D 

S006060271# 

90-320 

8 

CHILK . 8 J 

CHAPLIN, e. D 

8006160027# 

90-320 

6 

CHILK . 8 J 

CHAPLIN. 8 D 

8006230339# 

90-320 

a 

CHILK . 8 J 

CHAPLIN . 8 D 

0006240910# 

90-320 

8 

CHILK. e. J 

CHAPMAN. L D 

0006260286 

NUREO 


CHILK. 8 J 

ChlAPMAN. M C 

6006270038 

NUREO 


CHILK . 8 J 

CHAPMAN. U,D 

0006130360 

RE 8 


CHILK, 9. J 

CHAPMAN. L D 

8006170330 

RES 


CHILK , 8 J 

CHARNOFPi 0 

B0061 70399 

90-266 

0 

CHILK. 6 . J. 

CHARNOFF, 0 

8006170399 

90-266 

0 

CHILK , 8 J 

CHABE.J N 

8006240273# 

90-299 

Q 

CKILKiB J 

CHASE. J N. 

8006240174# 

90-299 

Q 

CHILK, B< J 

CHASE. J H 

8006090434# 

90-364 

Q 

CHILK. 8 J 

CHAUDHARY .8 K 

8006300236# 

90-249 

0 

CHILK. 6 J 

CHECK, P 8 

8009260473* 

C0MM1S91GN 

CHILK . 8 J 

C HERN, VI. 8 . 

8006190060 

RES 


CHILK , 8 J 

CHERNrH. e. 

80061S0469 

NUREO 


CHILK, 8 J 

CHESTER, R 0 

8006200021 

RES 


CHILK . 8 J 

CHIAMGI,N. J. 

0006110234 

90-400 

8 

CHILK . 8 J 

CHIAHOI.N J 

0006110244 

90-400 

8 

CHILK. 6 J 

CHIANQI.N J 

8006090306 

90-400 

8 

CHILK. B. J. 

CHIANOI.N J. 

0006160070 

90-400 

8 

CHILK, B J 

CHtAHDI,N J 

8006240383 

90-400 

6 

CHILK, 9 J 

CHILDS. U V. 

B00602031G4 

90-333 

6 

CHILK . 8 J 

CHILDS. H. V 

8006020361# 

90-333 

a 

CHILK. 8 J 

CHILDS. H V 

8006020396# 

90-333 

8 

CHILK, 8 J, 

CHILDS. H V 

0006110010# 

90-333 

8 

CHILK, 8 J 

CHILDS. U V 

8006110021* 

90-333 

8 

CHILK, 8 J 

CHILDS. U V 

B006 110077# 

90-333 

8 

CHILK, 8 . J 

CHILK. 8 , J. 

0006020930# 

SECY 


CHILK. B J 

CH1LK.8. J. 

8006020926# 

CONTRACT 


CHILK, 6 . J, 

CHILK , 8 J 

8008260086 

ACR 8 


CHILK. a J 

CHILK. B J 

8009270043 

ACRS 


CHILK, 8 , J. 

CHILK, e. J. 

8009270093 

ACR 8 


CHILK , 8 J 

CHILK, B. J 

8006060102# 

90-327 

P 

CHILK. 8 J 

CHILK, 8 . J 

8009230274 

AGR 8 


CHILK, 8 . J. 

CHILK. 8 . J. 

S009230393 

ACR 8 


CHILK, 8 0, 

CHILK. 8 vl. 

8006030206 

90-466 

A 

CHILSON, V. T 

CHILK. 8 J 

8009230071 

ACR 8 


CHILSON. u r 

CHILK. 8 . J. 

8009230109 

ACRS 


CHILBON, V r. 

CHILK. 8 . J, 

0009230394 

ACRB 


CHIN. 9. 

CHILK, S.J 

8009270230 

ACRS 


CKINNERY.M A 

CHILK, B J 

8006300946# 

FQIA 


CHONOi T. H. 

CHILK , 8 J 

8009230247 

ACRS 


CHOU.C K 

CHILK, 8 . J. 

8009230960 

ACRS 


CHOU.C K 

CHILK. S. J. 

8006130068# 

PR 


CHOULEB, N C. 

CHILK. 8 J 

8006130079 

lOCFR 


CHOULE 61 N. 

CHILK, S. J. 

6006170801 

REOOD 


CHRI880TIM3B.N 

CHILK, 8 J 

8006290313 

lOCFR 


CHRIBTOFFER.O M 

CHILK. 8 , xf 

8006130091# 

PR 


CHRI 8 TENBURY.E 

CHILK. 8 . J. 

0006130047 

PR 


CHRIBTEN 8 EN. 8 . U 

CM ILK. 8 J. 

0006130066 

PR 


CHRISTENSEN , 8 

CHILK. 8 J 

0006130087 

lOCFR 


CHURCH. L. B. 

CM ILK . 8 J 

0006130094 

PRM 


CHURCH, L, B 

CHILK . 8 J. 

0006130100 

lOCFR 


CHURCH, J. D, 

CHILK. 8 . J 

00062 503S4 

lOCFR 


CHURCHILL. B N, 

CHILK, 8 . J 

8006290348# 

PR 


CHURCHILL. B. U 

CHILK , 8 J 

8006130061# 

NUREO 


CIAMHARA 

CHILK. 8 . J 

8006290344 

PR 


CI£87KlEHlG2.a 

CHILK , 8 J 

8006260011 . 

lOCFR 


CIE 8 ZKIEHICZ.S. 

CHILK . 8 J 

8006130097 

NUREO 


CIE8ZKIEH1CZ.S. 

CHILK , 8 J 

0006260009 

REOQD 


CIESZKlEHlCZ.a. 

CHILK, B J 

0006260021 

lOCFR 


CIPOLLA.. A J 

CHILK, 8 . J. 

0006120427 

lOCFR 


CIRI 8 THAN,J N 

CHILK . 8 J 

0006130070 

NUREO 


CLANCY, P 

CHILK, 8 . J 

0006130073 

ORO 


CLARK. J R 

CHILK , 8 J 

0006130109 

REOOD 


CLARK. D. L 

CHILK. 8 . J 

0006290199 

lOCFR 


CLARK. R. N 

CHILK, 8 vl> 

8006230342 

PR 


CLARK. R.N 

CHILK . 8 J 

8006240201 

lOCFR 


CLARK. R. N 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

8006260061 

lOCFR 


CLARK, R A 

8006090536 

30-344 

8006170812 

PRM 


CLARK. R A 

8006060247 

30-344 

8006170818* 

PRM 


CLARK. R A 

8006090937# 

50-338 

8006260139# 

PRM 


CLARK. R A 

8006020011 

50-330 

0006250077 

PR 


CLARK. R A 

8006040192 

50-317 

8006260134 

PRM 


CLARK. R A 

8006090525 

90-338 

8006260173# 

PR 


CLARK. R A 

8006090529* 

50-330 

8006240223 

lOCFR 


CLARK. R A 

8006170244 

50-266 

8006290369 

REOGD 


CLARK. R A, 

8006170249* 

50-266 

8006260170 

PR 


CLARK. R A 

8006170256* 

50-266 

8006020301 

90-224 

0 

CLARK. R A 

8006130037 

50-266 

8006020323 

90-311 

0 

CLARK. R A 

8006190166 

50-344 

8006170709 

ORO 


CLARK. L 

8006020405 

50-20 

8006240630 

lOCFR 


CLARK. L 

8006050384 

90-20 

8006260329 

ACR 8 


CLARK. L 

0006230051 

50-20 

8006170777 

PR 


CLARK. R J 

0006050177 

50-259 

8006020477 

PR 


CLARK, R J 

0006050394 

50-259 

000602048? 

90-320 

0 

CLARK. R A 

0006120017 

30-285 

8006 1601 92 

PR 


CLARK. R A, 

8006120023# 

50-285 

8006160160# 

PR 


CLARK. R A 

0006120028# 

30-289 

0006020310 

50-400 

0 

CLARK. R A. 

0006170059 

50-309 

8006060529 

90-485 

0 

CLARK. R. A. 

8006180416 

90-336 

0006180602 

90-272 

0 

CLARK. R A 

0006180417# 

90-336 

8006190018 

90-330 

0 

CLARK. R A 

8006180418# 

90-336 

8006060523 

90-247 

0 

CLARK, ft A 

0006190120 

30-339 

8006290376 

lOCFR 


CLARK. A T 

0006130123 

70-1308 

8006160162 

XPORTLIC 


CLARK. R, A 

8006240596 

90-245 

8006200642 

REOGD 


CLARK, ft A 

8006240604# 

50-249 

8006240194 

REOOD 


CLARK. R A 

8006240607# 

50-245 

8006240211 

lOCFR 


CLARK, R A 

0006180104 

90-317 

8006160167 

lOCFR 


CLARK, R A. 

0006240171 

50-344 

8006230278 

lOCFR 


CLARK. R. A. 

0006240175# 

90-344 

8006240623 

lOCFR 


CLARK. R. A 

0006240179# 

90-344 

8006300521 

PRM 


CLARK, R A 

0006250299 

50-70 

8006200582 

XPORTLIC 


CLARK. R A 

0006260003 

50-344 

80061203-93# 

90-409 

0 

CLARK. R A 

0006260007# 

90-344 

8006160142# 

50-409 

0 

CLARK, R A 

8006270422 

50-285 

8006120242 

50-311 

H 

CLARK, R A 

0006260040# 

50-344 

8006120314 

90-224 

0 

CLARK, S 

0006270259* 

90-299 

8006130271 

90-275 

0 

CLARK, H K 

0006230380 

90-329 

8006160091 

90-331 

0 

CLARK. L 

0006300290 

30-20 

8006160100 

90-443 

0 

CLAY, E, L 

0006160242# 

70-143 

8006180406 

50-443 

0 

CLAYTON. F L 

8006290142 

50-364 

8006190537 

90-320 

0 

CLAYTON. F L 

0006060531# 

30-348 

6006300308# 

90-320 

0 

CLAYTON. F L 

8006030066 

50-364 

8006180402 

90-289 

0 

CLAYTON. F L 

8006030309 

90-364 

8006190947 

90-3 

0 

CLAYTON. F. L 

8006030312 

50-340 

8006190963 

90-320 

0 

CLAYTON. F L 

B006D30292 

90-364 

8006300983 

FOIA 


CLAYTON. F L 

0006030370 

30-364 

8006240439 

90-293 

M 

CLAYTON, F L 

8006050033 

30-340 

8006240309 

90-466 

0 

CLAYTON. F L 

0006050350 

30-348 

8006300366 

90-320 

0 

CLAYTON. F L 

0006110260 

50-364 

6006170471* 

90-290 

R 

CLAYTON. F L 

0006250019 

50-348 

8006170474# 

90-290 

R 

CLAYTON. F L 

8006110017 

50-340 

0006170479# 

90-290 

R 

CLAYTON. F L 

8006180440 

90-340 

0006190099 

71-6400 


CLAYTON. F. L 

8006230182 

90-340 

0006160093# 

90-443 

0 

CLAYTON. F L 

0006170598 

50-348 

0006030101# 

90-322 

Q 

CLAYTON, F L. 

8006190410 

50-364 

8006300094 

NUREO 


CLAYTON. F L. 

0006100419 

50-364 

0006170164 

NUREO 


CLAYTON. F L 

8006190493 

90-340 

0006130120# 

90-202 

0 

CLAYTON. F L 

8006300159 

90-364 

0006090461# 

90-263 

0 

CLAYTON, r L 

9006300972 

50-340 

0OO623OD78# 

50-294 

Q 

CLAYTON. F L 

8006100432 

90-348 

8006030083# 

50-346 

0 

CLAYTON. F L 

0006230348 

50-348 

0006120011 

90-26 1 

I 

CLAYTON, F L, 

8006240368 

90-340 

8006300069 

NUREO 


CLAYTON, F L. 

8006240414 

90-364 

8006230423 

90-344 

0 

CLAYTON, F L. 

8006240176 

90-364 

8006020376 

90-208 

p 

CLAYTON, F L 

8006240334 

50-364 

0006020216 

90-208 

F 

CLEMENT. G 

B006170661* 

50-336 

B0061 10009 

70-1314 


CLEMONS. P. 

0006270188* 

70-135 

0006160070 

90-320 

0 

CLCMONSi P. 

8006D900B8# 

70-33 

8006160078 

90-320 

0 

CLFMONfi.P 

0OO619O2OB# 

90-201 

0006230709 

XPORTLIC 


CLEVELAND. J.C 

8006270031 

NUREG 

8006110102# 

90-10 

R 

CLEVELAND. C.J 

8006120503 

50-324 

8006170492# 

90-10 

R 

CLINE. J.E 

8006020348 

50-320 

8006170457# 

90-10 

R 

CLOUGH. R. L 

0006230011 

NUREO 

8006170461# 

90-10 

R 

COFFEY, E C 

0006200093* 

CONTRACl 

8006300970 

40-3392 


COOOIN. C L 

80062004B1# 

90-366 

8006240347 

90-330 

0 

COGGIN, C. L 

B0061 70679# 

90-321 

8006060937# 

90-279 

H 

COOOIN, C L 

0006190588# 

90-321 

800620 057? 

90-201 

P 

COOOIN.C L 

0006190974* 

90-321 

8006270069 

NUREO 


COGOlNi C.L 

0006240498# 

50-366 

6006120158# 

MI 6 C 


COHEN. B L 

0006300116# 

ACRB 

0006120161# 

M18C 


COHEN. I 

0006030029# 

70-371 

0006230123# 

COMMISSION 

COHEN, I 

0006200538# 

70-33 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATE03RY 

COHEN 1 3 

0OO6OaOO49*» 

CONTRACT 


CONTE. R J 

BOO 6 130226 

50-320 

S 

COUNSIL. 

W G 

6006030064 

90-245 

0 

COHEK. N U 

800Aia004G« 

50-289 

O 

CONVER. 8 

0006130191* 

FDIA 


CDUNSIL. 

W 0 

8009300203 

PR 


COHEN:. S 

O00AG0O399* 

CONTRACT 


CONWAY. J T 

0006040039* 

71-7001 


COUNSIL. 

W G 

9006040011 

50-336 

Q 

COHNi D B 

60061 10392^* 

50-367 

G 

CONWAY. W F 

0006040061 

71-9039 


CDUNSIL. 

W 0 

S006S40617* 

90-293 

Q 

COHN. D B 

6006110396 

50-367 

0 

CONWAY. W F 

0006170645 

50-271 

R 

COUNSIL. 

W 0 

S006020436 

NUREO 


COHN. D B 

B006 110376* 

50-367 

0 

COOK.R J 

8006170763* 

50-329 

G 

COUNSIL. 

W 0, 

6006020203 

90-213 

P 

CDHNi [} B 

6006 110378* 

50-367 

0 

COOK. J H 

8006020101 

40-8902 


COUNSIL. 

W G 

6006240017 

90-213 

Q 

COHN, D B 

6006300396 

50-367 

0 

COOK.fl J 

8006060226* 

50-329 

0 

COUNSIL. 

W 0 

8006020203 

90-213 

P 

COKN. D fi 

6006300396 

50-367 

0 

CQDK.J W 

80 06200537* 

50-329 

0 

COUNSIL. 

W 0 

8006090369 

30-249 

P 

COHNi D B 

8006300396 

50-367 

0 

COOK. J W 

8006260342* 

50-329 

Q 

COUNSIL. 

W 0 

8006060306 

30-336 

P 

COLE.R F 

8006060377 

50-376 

G 

caoK.w n 

8006040167 

50-157 

P 

COUNSIL. 

W 0 

8006060367 

90-213 

F 

CQLEMAN^A C 

8006060339 

30-272 

0 

COOK, J W 

800609030B 

50-329 

K 

CDUNSIL. 

W 0 

8006060367 

90-213 

F 

COLEMAN* R 

6006060060 

CONTRACT 


COOK. J W 

0006090309* 

90-329 

K 

COUNSIL. 

W 0 

6006030474 

90-336 

P 

COLEMAN* L R 

6006050469 

PR 


COOK. J If 

0006230213 

50-329 

Q 

COUNSIL. 

W G 

8006090206 

90-249 

P 

COLEMAN* R » 

6006200006 

CONTRACT 


COOK. J W 

0006110073 

50-329 

K 

COUNSIL. 

W 0 

8006110163 

90-249 

P 

COLEMAN* R W 

6006130009 

CONTRACT 


COOK. J. W 

8OO624OS05 

50-329 

Q 

COUNSIL, 

W G 

8006110237 

90-213 

P 

COLEMAN* R 

8006160343 

CONTRACT 


COOK, J W 

8006160266 

50-329 

B 

COUNSIL, 

W G 

8006110091 

90-245 

P 

COL£Y* J L 

6006120041* 

50-438 

O 

COOK. J M 

8006200361 

50-329 

A 

COUNSIL. 

W 0 

8006160045 

90-245 

P 

COLEY* J L 

8006190297* 

50-390 

Q 

COOK.J W 

8006200365* 

50-329 

A 

CDUNSIL, 

W G 

8006110226 

90-245 

P 

COLtNS*P 

8006250229* 

CONTRACT 


COOK. J M 

8006160009 

50-329 

8 

COUNSIL, 

H 0 

8006110307 

50-336 

P 

COLL, N A 

8Q061 10093 

50-1290 

P 

COOK.J M 

8006160242 

50-330 

A 

COUNSIL. 

W. 0 

8006160047 

90-336 

P 

COLLI NBiR E 

6006240099* 

30-^67 

Q 

COOK.J W 

G 006300439 

50-329 

R 

COUNSIL. 

W 0 

8006130329 

90-213 

P 

COLLINS. J T 

8006040113 

50-320 

P 

COOK. J. U 

8006160469 

50-327 

a 

COUNSIL. 

W 0 

B006130316 

50-2t3 

P 

COLLINS. 0 

8006060197 

50-320 

S 

COOK. J. U 

8006300277 

50-329 

8 

COUNSIL. 

W 0 

3006110272 

TOPREP 


COLLINS. J T 

8006060349 

50-320 

P 

COOK.J W 

8006240409 

50-329 

A 

COUNSIL, 

W.G 

8006190497 

90-213 

P 

COLLINS. 0 T 

6006060391* 

50-320 

P 

COOLEY. M J 

8006170292* 

70-29 


COUNSIL, 

W G 

8006200496 

90-213 

P 

COLLINS. J T 

6006110910 

50-320 

P 

COOLEY. H J 

8006090094* 

70-794 


COUNSIL, 

W, 0 

8006190497 

90-213 

P 

COLLINS. 0 T 

6006110919 

50-320 

P 

COOLEY. U J 

8006090046* 

70-25 


COUNSIL, 

W 0 

B006200491 

90-249 

Q 

COLLINS. J T 

6006090040 

50-320 

R 

COONEY. M J 

8006170445 

50-277 

R 

COUNSIL. 

W 0 

B006 190602 

90-336 

P 

COLLINS. F M 

6006200003* 

CONTRACT 


COONEY. M J, 

8006250240 

50-277 

B 

COUNSIL, 

W 0 

0006190602 

90-336 

P 

COLLINS. U T 

6006060206 

50-320 

3 

COONEY. M J. 

8006290241* 

90-277 

8 

COUNSIL. 

W G 

B00619040B 

90-336 

P 

COLLINS. J T 

6006130219 

50-320 

a 

COPELAND, J. 0 

8006160196 

50-466 

G 

COUNSIL, 

W 0 

8006240466 

90-336 

P 

COLLINS. J T 

6006130226 

50-320 

3 

COPELAND, d. 0 

8006160200* 

50-466 

0 

COUNSIL, 

W G 

8006190400 

90-336 

P 

COLLINS. J T 

60060S0118 

50-320 

R 

COPELAND. J. 0 

8006160205* 

50-466 

0 

COUNSIL, 

W, 0, 

8006300379 

90-249 

P 

COLLINS. U. T 

6006090369 

50-320 

P 

COPELAND, d. 0 

8006100196 

50-466 

G 

COUNSIL, 

W.G 

80062701 98 

90-213 

P 

COLLI NS. 6 T 

6006120029 

50-320 

R 

COPELAND, d 0 

8006100200* 

50-466 

0 

COUNSIL. 

W.G 

8006270293 

50-245 

P 

COLLINS. J T 

8006250026 

50-239 

S 

COPELAND. J 0 

8006100205* 

50-466 

0 

COUNSIL. 

W G 

8006300460 

90-245 

P 

COLLINS. J T 

6006160169 

50-320 

R 

COPELAND. R, L 

8006070125 

REQOO 


COUNSIL. 

W 0 

8D063003B3 

90-213 

P 

COLLINS. J T 

8006290362 

50-23? 

a 

COPELAND. R L 

0006110301 

90-537 

B 

COUNSIL. 

W Q 

8006300363 

90-213 

P 

COLLINS. J T 

8006190690 

50-320 

R 

COPELAND. J Q 

0006130396* 

50-466 

0 

CONAN, F. 

E. 

8006120070 

90-4?a 

0 

COLL I NS. J T 

60062S0339 

50-320 

R 

COPELAND, d. 0 

0006130346 

50-466 

0 

COHAN. F. 

E. 

8006120270 

90-4?B 

G 

COLLI NS. P F. 

8006270421 

50-271 

V 

COPELAND. d.O 

3006130346 

50-466 

0 

COHAN. F 

E 

8006060470 

90-49B 

G 

COLOMBO. R C 

8006190641* 

50-312 

R 

COPELAND, d 0 

8006240497 

50-466 

G 

COHAN. F. 

E 

0006200129 

90-498 

G 

COLOMBO. R » 

800629023B* 

50-3L2 

0 

COPELAND. J. 0. 

8006240464 

50-466 

G 

COHAN. F 

E 

3006060478 

90-490 

G 

COLOMBO. R W 

8006300409* 

50-312 

S 

COPELAND, d. 0 

8006270327 

50-466 

G 

COHAN. F. 

E. 

8006110267 

90-498 

G 

COLOMBO. R M 

8006300 933* 

50-312 

5 

COPELAND. J. 0 

8006270327 

50-466 

G 

COHAN. F. 

E 

S006U0340 

90-498 

G 

CQtUMSO.R N 

8006030387* 

50-312 

a 

COPELAND, J, Q 

8006300307 

90-466 

G 

COWAN. F, 


8006180906 

90-498 

G 

COHELLA.P A 

8006250311 

M18C 


COPELAND, J- 0 

8006300317 

90-466 

0 

COHAN. F. 


8006180906 

90-498 

G 

COMPTON. R H 

8006300243* 

50-230 

0 

COPELAND, d. 0 

8006300334 

30-466 

0 

COHO ILL. 

C J 

8006060047* 

90-277 

G 

CONOEL. F J 

8006300296 

NUREO 


COPELAND. J. G 

8006300307 

90-466 

0 

CGZZUOL, 

J M 

8006260042 

RE6 


CONOEL, F. J 

6006270003 

NUREO 


COPELAND, d. Q 

0006300317 

50-466 

0 

CRAIOOE. 

E. A 

8006180924* 

90-327 

6 

CONKLIN. J. C 

6006270031 

MUREO 


COPELAND.d, 0, 

8006300334 

90-466 

0 

CRAMONO. 

W R 

B006040086 

NUREG 


CONLON. T. E 

6006170226* 

50-327 

0 

COPELAND. R L. 

8006270205 

90-537 

B 

CRANE. P. 

A. 

600618029? 

90-278 

Q 

COW-ON. T E 

60061 70 76S* 

50-566 

0 

CORBETT. J B 

80052709 16- 

71-9094 


CRANE. P, 

A. 

3006020345 

50-275 

A 

CONLONr T £ 

6006270214* 

50-438 

a 

CORBETT, d S 

8009130121 

71-9096 


CRANE, P 

A 

3006020168 

90-278 

A 

CONLONrT E 

6006090156* 

50-491 

0 

CORBETT, d. a 

8006040076 

71-6275 


CRANE. P, 

A 

8006030330 

80-278 

A 

CONLON. T, E 

6006130038* 

50-335 

0 

CORBETT, d, 0 

8006190146 

71-6379 


CRANE. P. 

A 

8006160040 

90-279 

A 

CONUONrT E 

6006170704* 

50-321 

0 

CORBIN. K, D 

8006230096 

70-36 


CRANE, P 

A 

6006160044* 

90-279 

A 

CONLON. T E 

6006230 126* 

50-230 

a 

CORBIN. H.D 

8006200112 

70-36 


CRANE. P. 

A 

8006160039 

90-275 

F 

CQNLONrT E 

6006090074* 

50-230 

0 

CORDAKI. R. A 

8006230125* 

70-27 


CRANE. P 

A 

8006160424 

90-275 

H 

CONLON. T E 

8006190268* 

50-302 

0 

COROAKI.R A 

8006230121 

70-27 


CRANE. P, 

A 

8006190488 

90-275 

A 

CONLON. T E 

8006230336* 

50-438 

0 

CORDAKI.R A 

8006230052 

70-27 


CRANE. P. 

A. 

8006240416 

90-2 7 S 

A 

CONLON. T E 

8006230371* 

50-369 

0 

CQROAKl.R A 

8006100616 

70-27 


CRANSTON. A 

B006300347 

90-275 

H 

CONLON. T E 

8006260357* 

50-416 

a 

CORDAKI.R A 

8006180381 

70-27 


CRAPO. M. 

8. 

3006020961 

RES 


CONNER. T B 

8006060547 

50-320 

0 

CORDERO, Z C 

8006020024* 

90-946 

Q 

CRAHFDRDi H L 

8006020529 

71-6639 


CONNER. T B 

6006160156 

50-350 

0 

CORDERO. Z. C 

8006190323* 

50-946 

Q 

CREED. d R 

8006110444* 

90-202 

a 

CONNER.! B 

6006160156 

50-350 

0 

CORDERO. Z C 

8006300182* 

50-946 

0 

CREWS. J. 

L. 

8006130083* 

90-344 

0 

CONNER. T- B. 

6006060547 

50-320 

0 

CORE. K 

8006110019* 

90-289 

8 

CREWS, d. 

L. 

8006060959 

90-142 

0 

CONNER,! B 

6006060547 

50-320 

0 

CORREA. M A 

8006110097 

50-272 

d 

CREWS. J 

L, 

8006180305* 

90-206 

Q 

CONNER. E, L 

6006050217 

50-317 

p 

CORREA. H. A 

8006160107 

90- IB 

J 

CREWS. J, 

L 

3006250097* 

90-312 

0 

CONNER. E L 

6006110407 

50-336 

p 

CORREA. H. A 

8006300434 

90-70 

J 

CREWS. J 

L 

8006130099 

90-275 

Q 

COKNELL. C 

6006190561* 

50-286 

R 

CORYELL. 0 P 

8006090467 

70-1151 


CREWS, d 

L, 

9006090405 

90-361 

a 

CONNER. E L 

6006270011 

50-317 

P 

CORYELL. 0. P 

8006050418 

70-1113 


CREWS, J, L 

8006060082 

90-275 

0 

CONNER. T. B 

8006190901 

50-350 

0 

COSTA, C. F. 

0006110103 

90-320 

R 

CREWS, d. 

L. 

8006290030 

90-344 

0 

CONNER. T. B 

8006190501 

50-350 

0 

COSTELLO, d R 

8006200148* 

QA999 


CREWS, d 

L 

8006290086 

90-344 

Q 

CONNER. E. L 

8006260001 

50-317 

P 

COSTELLO, d R 

8006240126* 

0A999 


CREWS, d L 

8006250116 

90-312 

0 

CONNER. E. L 

8006300692 

50-336 

P 

COSTELLO, 0 J 

0006170517* 

90-280 

R 

CREWS, d 

L, 

8006290181 

90-312 

Q 

CONNER. E L 

8006300339 

50-335 

P 

COSTLE, D. M 

8006130031* 

COMMISSION 

CREWS. E. K. 

3006090019 

90-395 

a 

CQNNQLLEY. J 

8006110015* 

50-235 

8 

COSTLE. D. M 

8006130027* 

COMMISSION 

CREWS. E 

H 

8006230495 

90-395 

8 

CONOVER. K J 

8006200535 

NUREO 


COTErL A, 

8006030395 

90-309 

F 

CREWS. E 

H 

8006030358 

90-395 

A 

CQNSTABLErO L 

8006030934* 

90-290 

0 

C OTHER iM L 

8006170493 

30-10 

D 

CREWS, E, H. 

8006030477 

90-395 

A 

CONSTABLE. <3 L 

8006190269* 

50-290 

Q 

COTTLE. W. T. 

' 8006090921* 

90-327 

Q 

CREWS, E 

H 

0006040241 

90-395 

s 

CONSTABLE. <3 L 

6006200917* 

50-362 

0 

COUNSIL.H O 

8006170361 

REOOD 


CREWS. E,H 

8006040304 

90-395 

a 

CONTE. R. J 

6006060206 

50-320 

9 

COUNSILr U, 0 

8006090474* 

90-423 

S 

CREWS. E. H 

8006090042 

90-398 

s 

CONTE. R. U 

6006130219 

50-320 

a 

CDUNSIL. 14 . 0 

8006200971 

90-213 

P 

CREWS. E. H 

8006110254 

90-393 

B 
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ACCESSION 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

CREHSrJ L 

800&ie029S 

80-206 

Q 

CRUTCHFIELD, D 

80061 204 IB 

30-409 

0 

D'AMORE.M 

0006 180002# 

70-1151 


CREWS rC H 

800&OA0340 

50-398 

F 

CRUTCHFIELD, 0 

0006190103 

50-244 

Q 

D'AKQRE.M 

B006200D07# 

70-1151 


CREWS rC H 

800&2A0S7A 

80-398 

Q 

CRUTCHFIELD, D M 

6006160186 

50-10 

D 

DAGBJARTSSONrS 

8006200041 

RES 


CREWS, J L 

BOOA230091 

80-312 

0 

CRUTCHFIELD, D 

B006160194# 

50-10 

D 

DAHLSTROM.C 0 

8006120532 

XPORTHC 


CREWS, E H 

8006160401 

90-398 

6 

CRUTCHFIELD, D K 

0006200059 

90-10 

D 

DAlfi.8TR0M,C 0 

8006120452 

70-2542 


CREWS, C H 

8006230186 

80-398 

K 

CRUTCHFIELD, D M 

8006200080 

50-10 

D 

DAIL. L C 

8006090142 

50-491 

0 

CRISCIONE. J 

8006020392# 

30-336 

6 

CRUTCHFIELD, D 

6006230014 

50-10 

D 

DAIL.L C 

8006240228 

50-488 

0 

CRiTZfH Q 

8006270027# 

90-317 

P 

CRUTCHFIELD. D H 

8006230090 

50-10 

D 

DALE, L F 

8006050266 

50-416 

9 

CRNICH, J. 

8006180391# 

30-382 

6 

CRUTCHFIELD, D M 

8006160213 

50-206 

F 

DALE, L F 

8006060267 

50-416 

S 

CRNtCH, J 

800619031a 

90-382 

6 

CRUTCHFIELD, D H 

0006170049 

50-253 

P 

DALE, L F 

8006050316 

50-416 

B 

CROAK, C 

6006230086 

FOIA 


CRUTCHFIELD. 0 

6006170221 

90-206 

P 

DALE, L,F 

8006050357 

50-416 

8 

CROCKER, H H. 

8006170780# 

30-309 

Q 

CRUTCHFIELD, D 

6006100354 

50-409 

P 

DALE, L- F 

8006110192 

50-416 

A 

CROCKER, H W 

8006270188# 

70-138 


CRUTCHFIELD, D 

8006100557 

30-245 

P 

DALE, L. F 

8006 160098 

50-416 

C 

CROCKER, H H 

8006120099# 

30-94 

Q 

CRUTCHFIELD, D 

8006190098 

50-29 

P 

DALE, L. F 

8006160128 

50-416 

K 

CROCKER, H W 

BD0606047S# 

70-396 


CRUTCHFIELD, D 

6006190402 

50-213 

P 

DALE.L F 

8006180462 

50-416 

A 

CROCKER, H W 

8006080661# 

70-442 


CRUTCHFIELD, D 

0006190404 

50-244 

P 

DALEcL F 

8006100468# 

50-416 

A 

CROCKER, H W 

8006060041# 

70-687 


CRUTCHFIELD, 0 

0006200551 

50-10 

P 

DALE.L F 

8006300469 

50-416 

A 

CROCKER, H W. 

8006190114# 

70-371 


CRUTCHFIELD. D 

8006230263 

50-219 

P 

DALLINOER,J F 

8006120142 

71-9039 


CROCKER, H. W 

8006190088# 

70-020 


CRUTCHFIELD, D M 

80C62S03B9 

50-199 

P 

DALTROFF.a L 

8006060039# 

50-277 

Q 

CROCKER, H W 

8006270029# 

70-2260 


CRUTCHFIELD. D 

8006270239 

50-199 

P 

DALTROFFrS L 

8006030121 

50-277 

0 

CROCKER, H H. 

8006080693 

70-442 


CRUTCHFIELD, D C 

8006240604# 

50-249 

P 

DALTR0FF,8 L 

8006020001 

50-277 

Q 

CROCKER, H W 

8006060072 

70-1992 


CRUTCHFIELD, D 

8O0624OS42 

50-244 

F 

DALTRDFF,a L 

8006130279 

50-277 

P 

CROCKER, H W. 

8006020094 

IltE 


CRUTCHFIELD, 0 

6006240576 

50-299 

F 

DALTROFF,a L 

8006130324 

50-277 

F 

CROCKER, H. 

8006080401 

80-293 

8 

CRUTCHFIELD, D H 

6006260029 

90-159 

P 

DALTROFF.a L 

8006200487 

50-277 

P 

CROCKER, H W 

6006200237 

40-0876 


CRUTCHFIELD. D 

8006300564 

50-409 

D 

DALTROFF.a L 

8006260176 

50-277 

P 

CROCKER, H W 

8006270021 

70-2260 


CRUTCHFIELD, D 

0006300230 

90-206 

P 

DANCE, H C 

8006130141# 

50-10 

Q 

CROSSHAW, W. A. 

8006110329# 

80-382 

A 

CULP.R.H 

8006100506 

90-498 

0 

DANCE, H C 

8006100338# 

50-321 

0 

CROaSHANrW A 

8006080928# 

80-402 

0 

CULPrR H 

8006100506 

90-490 

G 

DANCE, H C 

8006030993# 

50-390 

Q 

CROSfiHAWtW. A. 

8006030229# 

80-496 

a 

CULP.R.H 

8006300334 

90-466 

0 

DANCE, H C 

8006240273# 

50-259 

0 

CROSBHAHtW A, 

B006060131# 

90-462 

Q 

CULPrR H 

8006300334 

90-466 

G 

DANCE, H,C. 

8006240174# 

50-259 

0 

CROSSHANrW A. 

8006120231# 

30-449 

Q 

CULVER, H W 

8006190621# 

90-302 

R 

DANCE, H C 

8006090521# 

90-327 

Q 

CROSSffANfW A. 

6006090097# 

80-362 

a 

CUNNINGHAM. 0 E 

8006120400# 

71-9044 


DANCE, K C 

8006230237# 

50-321 

0 

CR088HAN,W A 

8006170199# 

80-362 

Q 

CUNNINGHAM. M E 

8006270022 

NUREO 


DANCE. H C 

8006130301 

50-321 

0 

CRDSShAW, H. A. 

8006090234# 

80-490 

Q 

CUNNINOKAM.G E 

8009210456 

71-9942 


DANF0R7H, J C 

8006 180520 

50-483 

U 

CROSBHAN, W. A. 

8006130074# 

90-499 

0 

CUNNINGHAM. 0 E 

8009290066 

71-9044 


DANIEL, J L 

8006270022 

NUREO 


CROSaKAN, W. A. 

8006190226# 

80-448 

Q 

CUNNINGHAM. 0 E 

6006030019 

71-9090 


DANIELfiON.L J 

6006200987 

70-2909 


CROSBHAN, W A 

8006280221# 

80-448 

Q 

CUNNINGHAM. A L 

8006030509# 

90-424 

Q 

DANIELBON.D H 

8006130259# 

90-373 

Q 

CROSS, U. L. 

8006240284 

80-327 

Q 

CUNNINGHAM. G. E 

8006030034 

71-9045 


DAKlEUeON.L. J 

8006040328 

40-4492 


CROSS, L. 

8006300228 

90-299 

0 

CUNNINGHAM. G, E 

0009270339 

71-9046 


DANIELBON. D H 

8006170219# 

50-454 

Q 

CR08WEtL,R. 

8006170389 

90-396 

0 

CUNNINGHAM. A L 

0006170779# 

90-321 

0 

DANIELBON.D H 

800602001 6# 

50-454 

Q 

CROUSE, R. P. 

8006090822 

80-346 

Q 

CUNNINGHAM. 0 £ 

8006120464 

71-9044 


DANIELBON.D H 

8006020024# 

50-546 

0 

CROUSE, R, P 

0006030210 

80-346 

0 

CUNNINGHAM. A L 

8006240058# 

90-399 

0 

DANIELBON.D H 

8006170774# 

90-373 

Q 

CROUSE, R P. 

8006080827 

90-346 

Q 

CUNNINGHAM* G E 

8006300336 

71-9926 


DANIELBON.D H 

8006020069# 

90-265 

0 

CROUSE, R. P 

8006020119 

90-346 

P 

CUNNINGHAM. J 

8006240343 

90-320 

0 

DANIELSON, D H 

8006020077# 

50-249 

0 

CROUSE, R. P 

8006030372 

80-346 

8 

CURRAN, J. M 

8006060307# 

90-206 

8 

DANIELSON, D H 

8006170766# 

50-331 

Q 

CROUSE, R. P 

8006030311 

90-346 

R 

CURRAN, J. H 

8006030438# 

50-206 

8 

DANIELSON, D.H 

8006190366# 

90-373 

Q 

CROUSE, R. P. 

8006060303 

90-346 

F 

CURRAN, J. H 

8006030434# 

90-206 

8 

DANIELBON, D H 

0006190679# 

90-259 

Q 

CROUSE, R P. 

8006230201 

80-346 

0 

CURRAN, J. H 

B006D30517# 

90-206 

8 

DANIELS, F T 

8006230092# 

90-358 

Q 

CROUSE, R.P. 

8006170496 

90-346 

P 

CURRAN, J H. 

8006120290# 

50-206 

8 

DANIEL80N.D H 

8006230151# 

50-461 

Q 

CROUSE, A P 

8006170463# 

90-346 

P 

CURRAN, J. H, 

8006130218# 

90-206 

8 

DANIELBON.D H 

8006300073# 

50-4fl3 

Q 

CROUSE, R.P 

8006200379 

90-346 

Q 

CURRAN, J M 

8006160011 

90-206 

R 

DANIELaONrD H 

8006230091# 

30-409 

Q 

CROUSE, A. P. 

0006240494 

80-346 

P 

CURRAN, J M. 

8006230323# 

50-206 

8 

DANIELBON.D H, 

8006290310# 

50-329 

0 

CROUSE, R P 

8006230460 

80-346 

P 

CURTIS, N W 

8006060064# 

50-307 

A 

DANIELBON.D, H. 

8006300182# 

90-546 

0 

CROWiU T 

8006040189 

70-27 


CURTIS, N. W. 

8006060099# 

50-307 

A 

DARLEYiV. 0 

8006160169 

NUREO 


CROW, W. T. 

0006020049 

70-020 


CURTIS, N.W 

8006120106# 

50-307 

8 

DATTlLOr T M 

8009210208# 

90-546 

T 

CROW, W. T, 

8006020897# 

70-27 


CURTIS, N W. 

8006060369 

90-387 

A 

DATTILO.T M 

8006130187# 

90-546 

H 

CROW, W. T. 

8006030087 

70-2909 


CURTIS, N W 

B006060490 

50-387 

D 

DAVIDSON, D R 

0006240378 

90-440 

0 

CROWLEY, B. R. 

8006090439# 

80-321 

Q 

CURTIS, N W 

8006090311 

50-387 

8 

DAVIDBON.D R 

8006270278 

50-440 

C 

CROWLEY, S. R. 

8006300273# 

80-339 

Q 

CURTIS, N W 

80061 L0222 

50-387 

A 

DAVIDSON, D R 

8006270295 

90-440 

1 

CRUMLEY, U U 

8006230349 

PR 


CURTIS, c.e 

8006200569 

50-574 

G 

DAVIS. C.E, 

8006300071 

NUREO 


CRUTCHFIELD, 1> 

8006130016 

80-288 

P 

CURTIS, C E 

8006200569 

90-574 

G 

DAVIS, E. P 

8006170613 

FOIA 


CRUTCHFIELD, J>. 

8006040128 

80-219 

F 

CURTIS, C £ 

8006200569 

50-574 

0 

DAVIS. 8 M 

8006060582 

50-317 

s 

CRUTCHFIELD, 1> 

8006040131 

80-10 

F 

CURTIS, C E 

0006200569 

50-574 

0 

DAVIS. 0 D 

8006060140# 

WASTE MOT 

CRUTCHFIELD, 1> 

8006130010 

30-248 

P 

CURTIS, C E 

8006200569 

50-974 

0 

DAVIS. A B 

8006020185 

50-254 

0 

CRUTGHFILED, D M 

8006060426 

80-213 

F 

CURTIS, J, H. 

8006170561# 

50-327 

B 

DAVIS. 0 R 

8006060136 

WASTE MOT 

CRUTCHFIELD, 0. 

8006040123 

80-158 

F 

CURTIS, J.W. 

8006170541# 

50-327 

B 

DAVIS. J H 

8006230230# 

70-1319 


CRUTCHFIELD, D. H 

8006060967 

80-206 

P 

CURTIS, N M. 

8006200163 

50-307 

8 

DAVIS. A. B 

80061 80070 

90-263 

Q 

CRUTCHFIELD, I> M 

9006060873# 

80-206 

P 

CURTIS, N. W 

0006200171 

50-387 

8 

DAVIS. A B 

8006170057 

70-1308 


CRUTCHFIELD, D M 

8006060976# 

80-206 

P 

CURTIS, N W 

8006200366 

30-397 

8 

DAVIS. A B 

8006180574 

90-266 

Q 

CRUTCHFIELD, !> 

8006280002 

80-288 

P 

CURTIS, N. W. 

8006270321 

50-307 

8 

DAV18.A B 

8006160249 

50-263 

Q 

CRUTCHFIELD, D. 

S006290037 

90-219 

P 

CURTIS, N. W. 

8006270342 

50-387 

8 

DAVIS. A B 

8006020061 

ILE 


CRUTCHFIELD, 1>. 

8006290141 

90-198 

P 

CUTCHtN,J M 

8006040122 

50-289 

0 

DAVIS. A. B 

8006190378 

90-299 

0 

CRUTCHFIELD, 1> 

8006280186 

80-206 

P 

CUTCHIN,J M 

8006180311 

50-387 

0 

DAVIS. A B 

8006250043 

90-294 

Q 

CRUTCHFIELD, I>. 

8006280189 

90-29 

P 

CUTCHIN, J M 

8006270234 

50-239 

G 

DAVIS. W.W 

8006 12021 7 

PR 


CRUTCHFIELD, D 

8006290177 

80-10 

P 

CUTHBERTSON, T 

8006300029 

71-6717 


DAVIS. P L 

8006030055# 

CONTRACT 


CRUTCHFIELD, I>. 

8006290180 

80-213 

P 

GY6ULSKI8,P. 

8006300103 

RES 


DAVIB.A S 

8006230016 

50-10 

Q 

CRUTCHFIELD, D 

8006260067 

90-409 

P 

CYPHER!, 8 S 

0006120096 

50-449 

M 

DAVIS. A 5 

8006060119 

I8iE 


CRUTCHFIELD, I>. 

8006120006 

80-409 

P 

CVPHERTfS. B 

8006060492 

50-449 

M 

DAVIS. A B 

8006060192 

90-254 

8 

CRUTCHFIELD, O. 

8006290039 

80-249 

P 

CYPHERTrS B 

6006180109 

50-449 

M 

DAVIS. A. B 

8006300030 

90-34 L 

0 

CRUTCHFIELD, J>. H 

8006030880 

80-289 

F 

CYPHER!, 8. B, 

8006200142 

50-449 

M 

DAVIS. A 6 

8006060453 

JtC 


CRUTCHFIELD, ». 

8006040016 

90-199 

F 

CYPHERTrS.B, 

8006160163 

50-449 

M 

DAVIS. A B 

8006020062 

90-331 

0 

CRUTCHFIELD, O, M 

8006090363 

90-288 

P 

CYPHER!, 8 B 

8006170007# 

50-449 

M 

DAVIS, A. B 

8006090509 

90-294 

0 

CRUTCHFIELD, I>. 

8006290184 

30-244 

P 

CYPHER!, 8, B, 

8006170004 

50-449 

M 

DAVIS,? L 

8006230040# 

CONTRACT 


CRUTCHFIELD, C. 

8006230117# 

C0HM19BI0N 

CYPHER!, S B 

8006110397 

90-449 

M 

DAVIB,R.8 

8006030363 

90-387 

D 

CRUTCHFIELD, I> M 

8006200627 

80-10 

F 

CYPHER!, 8, B, 

8006230294 

90-445 

N 

DAVIS, 8 M 

8006050035# 

90-317 

8 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

ACCESSION 

NUMBER 

BUBJECT 

CATEGORY 

DAVIS, R E 

e0060A0119* 

30-320 

P 

DEVLIN, J W 

8006090086* 

30-201 

0 

DISE.D P 

8006270209 

50-220 

P 

DAVIS. A a 

eOOii2S060D 

70-2619 


DEVLIN, J U 

0006030316* 

70-1143 


DI6E. D P, 

8006300376 

50-220 

P 

DAvm. S K 

eOQ&O9O340* 

30-317 

8 

DEVLIN. J W 

0006190073* 

50-104 

0 

DOBBEiC A 

8006300433 

RES 


DAVI3. A B 

8OOA19O309 

50-116 

Q 

DEVLIN. U W 

0006200257* 

70-33 


DODA.ft J 

8006300670 

6t«t« Prog 

DAVI9. 8 M 

B0DAie04a0» 

50-310 

8 

DEVLIN, J U 

8006240100* 

70-020 


DODDS. R, T 

9006090503* 

50-312 

0 

DAVI8*8 M 

80061 B0490« 

50-318 

3 

DEVLIN. J N 

0006270243* 

50-317 

Q 

D0DD8. R, T 

6006060141* 

50-460 

0 

DAVIS. B M 

0006190518* 

30-310 

8 

DEVLIN. U N 

0006300602* 

50-54 

Q 

DODDS. R T, 

8006250192* 

50-320 

G 

DAHBON. D H 

8006160230 

70-1308 


DEVLIN, J U 

0006300610* 

50-225 

Q 

DQDDB.R T 

8006250172* 

50-397 

0 

DAVISON. D M 

8006060067 

71-9001 


DEVLIN, J 

8006030474 

30-247 

S 

DODDS. R T 

6006250179* 

50-312 

0 

DAWSON. D H 

B0061 10298* 

70-1308 


DEWITT. R 6 

0006130124* 

50-235 

0 

DODDS. R. T 

0006300591* 

50-397 

A 

DE LI6S0VDY. J 

8006180174 

70-2909 


DIAMOND. H J 

8006170343 

PR 


DODSON, D 

6006120149 

71-9073 


DEALS, V a 

8006180429 

30-330 

0 

DIAZ.N J 

8006090483* 

30-83 

0 

DOEPKENiH C 

0006170145 

50-289 

H 

DEALS. V B 

8006100411 

30-322 

0 

DIAZ.N U 

SDD6020363 

30-03 

s 

DDOGETT. 8 A 

8006060380 

30-466 

0 

DEAN. 8 R 

G0060305G4* 

30-290 

0 

DICKERSON. H U 

80D6230343 

RES 


DOOOETT.8 A 

6006190369 

30-466 

G 

DEAN. 8 

8006240182* 

30-267 

0 

DICKERSON, M W 

0006240033* 

30-267 

0 

DOHERTY, J F 

8006090084 

30-304 

P 

DEAN, U J 

8006030306* 

50-293 

B 

DICKSON. H W 

8006300298 

RES 


DOHERTY. J F 

6006190101 

30-466 

0 

DECHER. U 

8006060319* 

30-335 

P 

DICKSON. H W 

8006270078 

REB 


DOLAN. J E. 

6006180600* 

30-313 

0 

DELAKEY, H M 

8006260009 

50-295 

P 

DICKSON, H W 

0006300300 

RES 


DOLAN. J. E 

8005210235 

30-313 

J 

DELieSQVCJYi 0 

0006100371 

70-2909 


DIETCH, R 

8006110011 

50-361 

p 

DOLAN, J E 

8006030300 

30-315 

p 

DELQNOiS D 

8006300308* 

30-313 

B 

DIETCH, R 

8006060395 

50-361 

A 

DOLAN. J. E 

6006190366* 

30-315 

Q 

DEMAftlA.E 

8006230260* 

71-384 


DIETCH, R 

8006230214 

30-361 

A 

DOLAN, J E 

8006030037 

30-313 

P 

DEKARIA.S 

8006230237 

71-384 


DIGGS. R H 

8006090423 

50-209 

P 

DOLAN. J E 

8006230407 

50-315 

P 

DEhENT. J 

8006020614* 

MI8C 


DIGGS, R H 

8006300334 

50-302 

P 

DOLAN. J E 

0006230487 

50-315 

P 

DEMPSEY, P 

8006130162* 

30-322 

0 

DI0NAN,T G 

6006060447 

30-309 

0 

DOLAN, J E 

6006260177 

50-313 

P 

DENISE, R, P 

8006200626 

50-267 

e 

DIONAN.T. G, 

8006060447 

50-309 

0 

DOLAN. J. E 

6006240491 

50-315 

P 

DENNISON. A B 

8006130021 

30-358 

0 

DIONAN. T, G 

0006180274 

50-309 

0 

DOLE.R 

6006120320 

30-483 

U 

DENNIBON.A B 

6006060371 

30-35B 

0 

OIONAN. T G 

6006180326 

50-309 

0 

D0L80N.T C 

8006030162* 

0A999 


DENN1N0.R 8 

8006300183 

RES 


DIGNAN,T G 

8006180274 

30-309 

0 

DONAT, T J 

6006090363* 

50-369 

0 

DENNINO.R 6 

8006300 189 

RES 


DIGNAN, T 0 

Q006 180326 

30-309 

G 

DONAT. T. J. 

6006090066* 

30-338 

Q 

DENNY. 1 L 

8006190121 

40-2061 


DIONAN. T G 

8006230261 

30-443 

0 

DONATi T. J. 

8006200525* 

30-302 

0 

DENTON. H R 

791119014B 

SO-3 

p 

DlIANNIiD.C 

8006110503 

30-320 

P 

DONAT, T. J. 

8006160246* 

30-36? 

0 

DENTON. H R 

8006190033 

30-320 

J 

DINEAUZE.D F 

8006120104 

PR 


DOP80VIC,D A 

6006120036 

80-445 

M 

DENTON. H R 

8006120433 

30-320 

H 

DINOHANrS E 

6006100097 

RE0 


D0P6QV1C.D A 

8006060492 

50-445 

n 

DENTON. H R, 

8006020027 

50-3 

H 

DIPIAZZA, R P 

8006200376 

70-1143 


DOPSOVIC. D A. 

0006160189 

30-445 

H 

DENTON, M R 

0006020137 

30-320 

H 

DIPIAZZA, R P 

0006200391 

70-2909 


D0P80V1C, D. A, 

8006160163 

50-443 

H 

DENTON. H R 

B006020162 

50-320 

H 

DIPIAZZA.R P 

8006200101 

70-698 


DOPSOVIC, D A 

6006170007* 

30-445 

K 

DENTON. H R 

8006020161 

80-320 

H 

OIPIAZZA.R P 

8003120001 

71-5450 


DOUGHERTY, D J, 

8006250034* 

CONTRACT 


DENTON, H R 

8006300375 

8ECY 


DiPlAZZArR P. 

8006200120 

70-1143 


DOUGHERTY, D. J. 

8006160234* 

30-389 

A 

DENTON, H R 

9006180138* 

50-247 

T 

OIPIAZZA.R P 

8006300292 

70-1151 


DOUGHERTY, D. J. 

0006230083* 

CONTRACT 


DENTON. H R 

8006090104* 

30-361 

A 

OIPIAZZA.R P. 

0006200392 

70-1143 


DOUGHERTY, D, J 

8006250090* 

CONTRACT 


DENTON. K R 

6006160233* 

ORO 


DIPIAZZA.R P 

8006160217 

70-696 


DOUGHERTY, J. L 

0006160194* 

30-289 

0 

DENTON. H R 

8006020232 

50-320 

P 

DIPIAZZA.R P 

0006060130 

PR 


DOUGHERTY, D J. 

6006330330 

CONTRACT 


DENTON, H R 

8006060098 

50-327 

P 

DIPIAZZA.R P. 

800619013? 

70-1143 


DOUGHERTY, D. J 

6006270014* 

FOIA 


DENTON, H R 

8006300264 

50-320 

H 

DIPIAZZA.R P. 

8006230304 

70-1143 


DOUGHERTY, D J 

6006190662 

CONTRACT 


DENTON. H R 

8006030332 

50-344 

0 

DIPIAZZA.R P 

0006230308* 

70-1143 


DOUGHERTY, D. J 

8006060493* 

CONTRACT 


DENTON, H R 

8006240614 

30-224 

0 

DIPIAZZA.R P 

6006230030 

70-1151 


DOUGHERTY. D. J 

8006130230* 

CONTRACT 


DENTON, M A 

8006090039 

OEN TEC 48 

DIPIAZZA.R P 

9006300017 

70-1151 


DOUGHERTY, D J 

6006190104* 

CONTRACT 


DENTON. H R 

B006040026 

30-409 

G 

DIRCKSrW J 

6006020331 

BECY 


DOUGHERTY. D. J 

8006230048* 

CONTRACT 


DENTON, K. R 

8006160129 

OEN TEC 

IB 

DIRCK6.U J. 

8006180131* 

SECY 


DOUGHERTY, D J 

8006230059* 

CONTRACT 


DENTON, H R 

8006190233 

TDPREP 


DIRCK8. U J 

6003100181* 

lOCFR 


DOUOHERTYrD J. 

6006230040* 

CONTRACT 


DENTON, H. ft 

8006020126 

30-320 

H 

DIRCKS.U J 

8006170233 

40-2061 


DOUGHERTY, D J. 

6006250036* 

CONTRACT 


DENTON, H ft 

6006060224 

30-320 

H 

DIRCK6.W J 

8006300592* 

FOIA 


DOUOV«RTY, D. J 

8006230041* 

CONTRACT 


DENTON. H R 

6006120136 

NUREO 


DIRCK8. VI J 

0006170198 

50-320 

H 

DOUGHERTY. D J 

6006230200* 

CONTRACT 


DENTON. M R. 

8006120164 

NUREO 


DIRCKSrVf J 

6006020367 

40-0302 


DOUGHERTY, D J 

8006300343* 

CONTRACT 


DENTON, M R 

8006120170 

NUREO 


D1RCK8.W J 

8006300617* 

COMMlSaiON 

DOUGHERTY, D. J 

8006300335* 

CONTRACT 


DENTON, H R 

8006120171 

NUREQ 


DIRCKS. M J 

8006130077* 

PR 


DOUGLABrH.H 

6006300450 

30-320 

H 

DENTON. H R, 

8006020249 

MISC 


DIRCKSrW J 

8006160210 

70-2623 


DRAOONETTE, K. 8 

8006190338 

27-47 


DENTON, H R 

8006020347 

30-206 

P 

DIRGKSiW J 

8006230204* 

lOCFR 


DRAKE, U. H 

0006110009 

30-206 

P 

DENTON, H R 

B006230176 

50-272 

G 

DIRCKSi H. J 

6006120120 

MISC 


DRAPER, E L 

8006110266 

50-438 

8 

DENTON, H R 

8006090106 

30-320 

P 

DiRCKe.W J. 

6006120126 

30-358 

H 

DRAPER. E. L. 

8006230100 

50-456 

0 

DENTON. M R 

8006120230 

30-320 

P 

DIRCKSi W J 

6006120074 

50-3U 

U 

DRISKlUrD D 

6006130178* 

50-4fl2 

0 

DENTON. H R 

8006120496 

30-10 

P 

DIRCKS.VI J 

6006300489 

PR 


DROMERiCKrA N. 

8006030087 

50-339 

P 

DENTON, H R 

8006240033 

30-416 

M 

D1RCK8.W J 

6006200374 

COMMISSION 

DROMERICK, A g 

6006090063 

30-339 

F 

DENTON, H A 

8006240043* 

30-416 

K 

DIRCKB.W J 

6006130229 

30-309 

H 

DROMERICK.A g 

8006120061 

50-339 

P 

DENTON. H R. 

8D061 70002 

30-171 

K 

DIRCK61 W U 

6006230317 

PR 


DROMERICK, A W 

8006200302 

30-339 

P 

DENTON, H R 

8006200601 

30-320 

P 

DIRCKSrH J 

8006120002 

30-254 

H 

DROMERICK, A. g 

8006200602 

50-339 

P 

DENTON. H R 

8006240034 

50-380 

P 

DIRCKB. W. J 

6006120141 

50-546 

H 

DROMERICK, A. W 

8006130023 

50-339 

P 

DENTON, H R 

8006200340 

30-273 

H 

DIRCKB. W. J 

6006200031 

Prog 

DROMERICK.A U. 

6006130135 

50-339 

F 

DENTON, R. E 

B006Q90368* 

30-317 

8 

DIRCKB. W J 

6006170201 

30-341 

H 

DROMERICK, A N. 

8006230138 

50-339 

P 

"HR. 

8006270163 

PR 


DIRCKS.g J 

BD06 120069 

50-272 

H 

DROMERICK, A. g 

8006230308 

50-311 

P 

R 

8006240168 

30-320 

H 

01RCK8, U J 

6006270126 

50-341 

H 

DROMERICK.A N 

8006250361 

30-339 

F 

R 

B006300240 

30-443 

H 

DIRCKB. H, J 

0006270134 

50-171 

H 

DROMERICK.A g 

8006300303 

30-339 

P 

R 

8006860141 

30-304 

0 

DIRCKS.g J. 

8006270141 

50-171 

U 

DRUCKENMILLER 

8006160094 

30-409 

0 

R 

8006260146* 

30-304 

Q 

DIRCKB, H. J 

6006270147 

30-171 

u 

DRUCKENMILLER. H 

6006260193 

50-409 

D 


■“•’0 

30-275 

Q 

DIRCKSi g u 

6006270132 

30-171 

H 

DRYER. J. R 

8006030224* 

50-320 

G 



30-273 

0 

DiRCKSrg. J 

6006600468* 

50-320 

H 

DUBOST/E L 

8006090346* 

50-331 

8 



30-273 

0 

DIRCKB. g J 

8006270113 

50-320 

H 

DUBOST.E L 

S0060903B0* 

30-331 

S 



30-275 

0 

DIRCKS.VI U 

8006270159 

30-153 

H 

DUBQ8T. E 

6006 170665* 

30-331 

S 



30-320 

H 

DIRCKS.g J, 

0006270171 

50-313 

H 

DU80ST, E 

8006270274* 

30-331 

s 



50-10 

H 

DIRCKS.g. J 

8006270181 

30-155 

H 

DUBRY,N E 

8006130198* 

30-319 

Q 



40-217 

H 

DIRCKS.VI J 

0006270000 

50-302 

H 

DUCKWORTH, J. P 

8006200573 

50-201 

R 



TOJ 


DIRCKS.g J. 

0006270102 

50-289 

H 

DUCKVIORTH. J P 

6006230141 

50-201 

R 



)-443 

Q 

DIRCKS.g J 

8006300369 

FOIA 


DUCKWORTH, J, P 

8006230244 

50-201 

R 



-407 

J 

DI8E1 D. P 

8006190473 

50-220 

F 

DUCKWORTH, J P, 

6006190197* 

30-201 

a 



^^20 

0 

DI8E.D P. 

6006300305 

30-220 

P 

DUNBAR, J 

8006030349* 

50-237 

s 
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CATEGORY 

AUTHOR 

DliNOE//C E 

8006300032 

40-665 


EISENHUT. D 0 

DUNHAN> L E 

80061 90A 13 

50-320 

H 

EISENHUT. D 0 

DUNNrC N 

8006030262* 

50-334 

0 

EISENHUT. D 0 

DUNNrC N 

8006090137 

50-334 

Q 

EISENHUT. D 0 

wm, 0 R 

800604009B 

NUREO 


EISENHUT. D 0 

OUNNrC N ' 

8006060390 

50-334 

R 

EIBENHUT.D 0 

DUNNrC N 

8006110191 

50-334 

Q 

EISENHUT. D. 0 

DUNN,C N 

8006110061 

50-334 

Q 

EISENHUT. D 0 

OUNNiC N 

8006110275 

90-334 

0 

EIBENHUT.D 0 

DUNN.C N 

8006300552 

50-334 

Q 

EISENHUT. 0 0 

DUNN. C. N 

8006110360 

50-334 

Q 

EISENHUT. D 0 

DUNNiC N 

B0061 70532 

30-334 

P 

EIBENHUT.D 0 

DUNNi C, K 

B006160014 

50-334 

R 

EIBENHUT.D 0 

DUNKiC 

0006200310 

50-334 

P 

EIBENHUT.D 0 

DUNN. G. H, 

0006240429 

50-334 

Q 

EISENHUT. D 0 

DUNN. C N 

8006240291 

50-334 

F 

EISENHUT. D 0 

DUNN. D. R 

8006260053 

NUREO 


EL-A8HRY.M T 

DUNSTON. P. 

8006060284 

50-49B 

H 

EL-A8HRY. M T 

DURALLr J. R 

8006230438 

50-259 

P 

EL-A8HRY. M T 

DURENBEROER. D 

8006300392 

50-329 

H 

EL-OENK.M 8 

DURHAHrJ W 

8005250231 

PR 


ELD.M E 

DUTTONr D 

8006190135 

50-424 

0 

ELINi J 0 

DUTTONr D 

8006240279 

90-424 

Q 

ELKlN.fi L 

DUTTONf D. 

8006270337 

50-424 

8 

ELLERBHAH. L. E 

EADIE. 0 0 

B006030088 

40-8681 


ELLER8HAH. L E 

EADLETON.T F 

8006120520 

50-483 

U 

ELLIOTT. C P 

EAGLE r J 

8006230392* 

50-254 

6 

ELL 18. J 

EARLY. P J 

8006030304 

50-286 

P 

ELLIS. J 

EARLY. P J 

80060303 IS 

50-286 

P 

ELLIS. J 

EARLY. P J 

0006060373 

50-286 

P 

ELLIS. J 

EARLY. P J 

S006060280 

50-247 

F 

ELLISON. C. 

EARLY. P. J 

6006110003 

90-286 

0 

ELLBUORTHrU L 

EARLY. P, J. 

8006170451 

50-247 

P 

ELROD. 8 

EARLY. P, J 

0006170454* 

90-247 

P 

ELROD. 6 

EARLY. P J 

0006160137 

50-333 

P 

ELROD. 8. 

EARLY. P J 

8006160108 

50-247 

P 

ELTIS. M. 

EARLY. P. J 

6006160003 

50-206 

0 

ENSgiLER.T R 

EABONrC F 

8006300664 

27-39 


ENOEL. R. E 

EASTER. xJ.H 

8006270016* 

50-317 

P 

ENOELKEN.R H 

EASTER. K M, 

8006200524 

NUREO 


ENOELKEN.R H 

EASTMAN. G R 

8006170183* 

50-443 

H 

ENOELMANN.R. 

EBNETER. B 

8006240584* 

50-387 

Q 

ENOEL. R E 

EBNETER.8 P 

8006250186* 

50-289 

0 

ENOELKEN.R H 

EfiNETER. 8. 

8006250182* 

50-289 

0 

ENOELKEN.R H 

ECKERBDN. H 

8006130021 

50-358 

0 

ENOELKEN.R H 

ECKERT. J P. 

8006300524* 

70-27 


ENOELKEN.R K. 

ECKERT. R M. 

8006120210* 

50-311 

P 

ENOELKEN.R K 

ECKMOUT. A 

8006120448 

XPORTLIC 


ENOELHARDT.T F 

EC0N0M09.N 

9006030085* 

50-302 

0 

ENRIETTO. J 

ECDN0HD8. N 

8006200114* 

50-338 

0 

EPLER. E. P 

EKLSTEIN. B 

8006190023* 

XPORTLIC 


ERB.C H 

EI>EL8TEINr B 

8006190021 

XPORTLIC 


ERDHAN. C A 

El>EL8TElNrB 

8006300327 

XPORTLIC 


ERICKSON. L 

EPELSTEINr B, 

8006300331 

XPORTLIC 


ERICKSON. P B, 

EPGEHORTH.P J 

8006190100 

CONTRACT 


ERZCBON. D M 

EDGEWORTH. P J 

8006230044 

CONTRACT 


ERICBON. D.h 

Et>GEWORTH. P. J 

8006230035 

CONTRACT 


ERIC80N. D M 

EECKHQUT.A 

B006090S66 

XPORTLIC 


ERTEL.A E 

EECKHQUT.A 

8006120155 

XPORTLIC 


ERTEL. A. E. 

EECKHOUT. A 

8006120489 

XPORTLIC 


ERTEL.A E 

EmEBNPERGER. U 

8006180379 

50-424 

A 

ERTEL. A. E 

ElBERiR J. 

8006270097 

NUREO 


ERTEL.A E 

EICHrE 

8006190630* 

50-247 

R 

ERTEL.A E 

EiaENHUT. D 

0006300027 

NUREO 


ERTEL.A E 

EIBENNUTiD 0 

7911200331 

50-3 

P 

ESSIOiT H 

EISENHUT. D 0 

5005130109 

50-320 

P 

E8S10. T.H 

EI8ENHUT. P 0 

8006200068 

50-312 

P 

E88I0.T H 

EIBENHUT. P 0 

8006120160* 

NUREO 


E88I0. T H, 

EISENHUT. P 0. 

8006130071* 

NUREO 


E88I0.T H 

EISEKHUTiD 0 

eO0S13O3l7 

50-320 

F 

ESS 10. T H 

EISENHUT. D 0 

8006090165 

90-320 

P 

EBSIO. T.H 

EISENHUT. D.O 

8006090487 

90-320 

F 

EBTEYrH P 

EISENHUT. D 0 

8006130122 

50-320 

P 

EVANS, J, C. 

EISENHUT. D 0 

8006230013 

OEN TEC 

IS 

EVANS, V R. 

EISENHUT. D 0 

8006230110 

50-279 

A 

EWALD.e C 

EISENHUT. D, 0 

8006130063 

50-320 

F 

EHALD.S G. 

EISENHUT. P.O 

8006060449 

50-70 

P 

EHERS. B J. 

EISENHUT. P 0, 

8006090032 

90-313 

P 

EYED. J. A. 

EISENHUT. P. G 

8006090372 

90-259 

P 

EYED. J. A 

EISENHUT. D 0 

8006230029 

90-247 

P 

PAHRNER.U J. 

EISENHUT. D 0 

8006240063 

90-317 

P 

FAHRNER.W J. 

EISENHUT. D, 0, 

8006240067 

50-299 

P 

FAHRNER, H, J 

EISENHUT. D 0 

B0062500Q5 

90-245 

P 

FALt8E<N J 

EISENHUT. D. 0 

8006190310 

90-247 

0 

FALIBE, N, J. 

EISENHUT. D 0. 

8006300604 

50-10 

P 

FALK. K M 
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SUBJECT 


NUHBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

8006250133 

50-466 

A 

FARNELLiA 8 

8006120045 

90-329 

0 

6006250137 

90-373 

A 

FARNELL.A S 

8006 12004 9 

50-329 

0 

8006250163 

50-387 

A 

FARNELLiA G 

8006090044 

50-329 

0 

8006300009 

50-367 

A 

FARNELL.A fi 

8006050044 

90-329 

0 

8006300012 

50-410 

A 

FARRINGTON. J 8 

8006110202* 

90-445 

11 

8006300013 

50-397 

A 

FASAND, A 

0006060197 

50-320 

8 

8006300049 

50-322 

A 

FABAND.A N 

0006060206 

90-320 

S 

8006260057 

30-394 

A 

FASANO. A 

8006250362 

90-209 

8 

6006260064 

90-461 

A 

FAUHLErT J 

8006180097 

RES 


8006260070 

90-416 

A 

FAULKENBERRY. B 

8006180314* 

50-206 

Q 

8006240232 

90-928 

A 

FAULKENBERRY. B 

8006290066* 

90-312 

0 

8006240616 

90-498 

A 

FAULKENBERRY. B 

8006050411* 

50-361 

0 

8006240620 

30-953 

A 

FAULKENBERRY. B 

8006290124* 

50-312 

0 

8006260026 

90-344 

0 

FAULKENBERRY. B 

8006250184* 

50-312 

0 

8006300096 

30-339 

P 

FAVRETTD. R J 

8006030390 

90-416 

« 

8006260055 

50-289 

P 

FAVRETTO, R J 

0006 19 0240* 

50-416 

« 

8006110319 

30-438 

A 

FAY. C W 

0006040060 

50-266 

p 

8006160069 

50-327 

8 

FAY. C W 

0006030344 

50-266 

p 

8006170599 

90-327 

S 

FAY.C W 

8006190650 

50-266 

0 

0006180030 

RES 


FAY.C W 

8006110149 

90-266 

8 

8006120281 

PRM 


FAYiC U 

0006110161* 

90-266 

8 

8006250179* 

50-312 

Q 

FAY.C U 

8006110279 

50-266 

P 

8006130342 

Sfc«t« Prod 

FAY.C H 

8006110129 

90-266 

P 

8006190382* 

QA999 


FAY.C H. 

8006110271 

50-266 

V 

8006250127* 

QA999 


FAY.C N 

8006170477* 

90-266 

R 

8006170137 

50-206 

H 

FAY.C U 

8006300262 

90-266 

Q 

8006060235 

90-445 

0 

FAY. C. W 

8006160092 

50-301 

0 

8006060257* 

90-445 

0 

FAY.C M 

8006170473 

50-266 

R 

8006060261* 

50-445 

0 

FAY.C W 

8006200460 

50-266 

P 

8006060346 

90-449 

0 

FAY.C W 

8006300452 

50-266 

F 

8006160049 

30-312 

0 

FEE. » F 

800611 0081 

50-249 

P 

8006060473* 

90-70 

p 

FEIERABEND. C D 

0006170321* 

90-202 

a 

8006130376 

90-291 

B 

FEINSTEIH. H U 

0006180192* 

FOIA 


8006290028 

90-290 

B 

FElNSTElNi H U 

0006180192* 

FOIA 


8006160077* 

90-389 

6 

FEINSTEIN. H H 

8006180135* 

FOIA 


8006200149 

70-33 


PEINSTEIN.H U 

8006190129* 

FOIA 


8006040068 

71-6400 


FEINSTEIN. H U 

8006 180 11 9» 

FOIA 


8006020243* 

50-329 

P 

FEINSTEIN. H M 

8006180113* 

FOIA 


0006130082* 

90-299 

Q 

FELD. 8. E. 

8006090239* 

50-409 

0 

8006200116 

90-133 

Q 

FELTON. J H 

B006190U4 

FOIA 


8006190091 

40-8340 


FELTON. J K 

8006190116 

FOIA 


8006260084* 

TOPREP 


FELTON. J. M 

8006130098* 

PRH 


8006200049 

90-344 

Q 

FELTON. R M. 

8006050529* 

CONTRACT 


6006200092 . 

90-133 

Q 

FELTON. J 11 

8006130076 

90-10 

Q 

8006200053 

90-312 

0 

FELTON. J « 

0006180016 

FOIA 


8006200096 

50-206 

Q 

FELTON. J M 

8006020111 

FOIA 


8006300SB7 

90-397 

A 

FELTON. J M 

8006130209 

FOIA 


8006260169 

70-1729 


FELTON. J M 

8006060441 

FOIA 


B006090396* 

90-280 

Q 

FELTON, J. M 

8006170811 

FOIA 


8006120293 

ACRS 


FELTON, J M 

8006120169 

FOIA 


8006190366* 

90-373 

Q 

FELTON. J M 

0006120169 

FOIA 


8006300102 

NUREO 


FELTON. J M 

0006120176 

FOIA 


8006060415* 

90-344 

8 

FELTON. J M 

0006120184 

40-1341 


8006290353 

90-30 

W 

FELTON, J. M 

0006170269 

70-25 


8006300218 

RES 


FELTON. J M 

0006200060 

FOIA 


8006300204 

RE6 


FELTON. J M 

8006120316 

FOIA 


800630021 1 

RES 


FELTON, J tt 

8006120521 

FOIA 


8006300571* 

90-320 

H 

FELTON, J H 

8006 I 2 0401 

FOIA 


8006300481* 

90-320 

H 

FELTON. J. « 

8006120409 

FOIA 


8006300918* 

90-320 

H 

FELTON. J ti 

8006170791 

90-302 

p 

8006120114* 

50-320 

U 

FELTON. R W, 

8006250042* 

CONTRACT 


8006120117* 

50-320 

U 

FELTON. J M 

8006190237 

FOIA 


8006130173* 

30-320 

U 

FELTON. J « 

0006 190072 

FOIA 


8006130176* 

90-320 

U 

FELTON. J M 

0006190096 

50-466 

0 

8006020192* 

50-254 

0 

FELTON. J M. 

00061901; 19 

FOIA 


8006160215* 

50-186 

0 

FELTON. J M 

8006230047 

FOIA 


8006190379* 

90-295 

0 

FELTON. J M 

0006230097 

FOIA 


8006200199* 

90-315 

Q 

FELTON. J M 

0006230089 

FOIA 


8006290047* 

90-294 

a 

FELTON. J M 

9006230097 

40-1341 


8006300033* 

90-341 

Q 

FELTON. J M 

8006300473 

50-320 

M 

3006190398* 

90-116 

0 

FELTON. J M 

9006230073 

FOIA 


8006200081 

70-1297 


FELTON. J M 

8006230081 

FOIA 


0006250352 

REB 


FELTON. J M 

8006230106 

FOIA 


8006060317 

90-317 

F 

FELTON. J.M 

8006300535 

FOIA 


8006170692* 

90-302 

Q 

FELTON. J M 

B006300553 

FOIA 


8006200516* 

90-280 

Q 

FELTON. J M 

8006300588 

FOIA 


9006200948 

PR 


FELTON. J H 

0006240644 

FOIA 


8009210187* 

90-946 

T 

FELTON. J M 

8006300022 

FOIA 


8005210202* 

50-946 

T 

FELTON, J H 

0006240650 

FOIA 


8006270282 

90-341 

8 

FELTON. J M 

0006270010 

FOIA 


8006270230 

90-341 

8 

FELTON. J M 

8006270413 

90-302 

H 

8006270330 

50-341 

S 

FELTON. J M 

80062704 1 4 

• FOIA 


8006090362* 

90-220 

8 

FELTON, J M 

8006270416 

FOIA 


8006090376* 

90-220 

8 

FELTON. J M 

0006300220 

50-320 

H 

8006030289 

90-266 

0 

FELTON. J M 

0006300582 

FOIA 



348 


AUTHOR 


FELTQH. J M 
FELTON* J M 
FELTON* U M 
FELTOMiJ rt 
FELTON* J M 

FELTZi D E 
FERGUSON. J H 
FERGUSON. J H 
FERGUSON* J 
FERGUSON. J H 

FERNOS* Q 
FERRONErO 
FIDELL. E R 
FIDELL. E R 
FIDELL* E R 

FIDELL* E R 
FIELDER* J 
FIELDER* J 
FIELDER* J 
FINDLET* D E 

FINDLEVrD E 
FINEMAN*C P 
FINFROCK* I R 
FINFRQCKi I R 
FINFRQCK. I R 

F INFROCK* I R 
F1NFR0CK*T R 
FINFROCK. 1 R 
FINFROCK* I R 
FINFROCK* I R 

FINFROCK* I R 
FINFROCK* I R 
FINFROCK* I R 
FINICLE* D P 
FINLEY* A 0 

riNLEY. A 0 
FlNaTON*R A 
FIORELLl*G 
FrORELLI*0 
FIORELLI* 0 

FI0RELLI*0 
FIORELLI* G 
FIORELLI* G 
FIORELLI* 0 
FIORELLI* G 

FIORELLI*© 
FIORELLI. G 
FIORELLI* 0 
FIORELLI* 0 
FIORELLI* G 

FIORELLI* G 
FIORELLI*© 
FIORELLI*©. 
FIORELLI.© 
FIORELLI* G 

FIORELLI* 0 
FIORELLI.© 
FIORELLI.© 
FIORELLI*© 
FIORELLI* 0 

FIORELLI*© 
FIORELLI* G 
FIORELLI* G 
FIORELLI* 0 
FIORELLI*© 

FIORELLI*© 
FIORELLI* G 
FIORELLI. 0 
FIORELLI* 0 
FIORELLI.© 

FIORELLI*© 
FIORELLI* 0. 
FIORELLI* 0 
FIORELLI*© 
FIORELLI, 0 

FIORELLI, 0 
FIORELLI* G 
FIORELLtrO 
FIORELLI *0 
FIORELLI* 0 

FIORELLI* 0 
FIORELLI*© 
FIORELLI. 0 
FIORELLI *0 
FIORELLI*© 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

fiOQ630D&Ot 

B006300&07 

G00&3G0&65 

FOIA 

FQIA 

FOIA 


FIORELLI* 0 
FIORELLI* G 
FIORELLI,© 

800625020© 

8006250263 

8006250360 

8006250363 

0006250366 

50-329 8 

50-373 0 

50-329 8 

50-341 6 

50-358 S 

GAD.R K 

OAD.R K 

GAD.R K 

OAGE* L 

8006180326 

8006180274 

0006180326 

8006240584* 

30-309 0 
50-309 G 
30-309 0 
50-387 0 

800^300672 

8006300662 

FOIA 

50-275 

H 

FIORELLI,© 
FIORELLI* 0 

GAGE, L 

8006250186* 

30-289 0 

8006230420 

aoo6i3oa?7 

6006050223 

BOO617O510 

8006190463 

50-128 

50-280 

50-338 

50-339 

50-339 

S 

P 

P 

E 

P 

FIORELLI*© 

FIORELLI.© 

FIORELLI,© 

FIORELLI*© 

FIORELLI,© 

8006250368 

8006250370 

0006250372 

0006260325 

B006260352 

50-341 9 

50-341 0 

50-461 0 

50-329 0 

50-546 © 

GAGE* L 

OAHMi J W 
©AHH*J U 

OAJIC* Z 

GALLAGHER* E J 

8006250182* 

8006160036* 

8006160110# 

8006110115* 

8006020084* 

30-289 Q 
50-267 R 
50-267 3 
50-304 a 
30-330 0 

6006190132 

B00619052S* 

6006230094 

8006120412 

0006300224 

50-376 

50-361 

FOIA 

FOIA 

50-320 

0 

I 

H 

FIORELLI,©. 

FIORELLI,© 

FIORELLI*© 

FIORELLI*© 

FIORELLI,© 

8006260280 

0006260305 

0006270002 

6006300613 

6006300563 

50-350 © 

50-434 0 

50-341 Q 

50-461 0 

50-358 9 

GALLAGHER* J U 
OALLO.R W 

GALLO* J 

GALLO, J 

GALLO* J 

0006060357 

0006090297* 

8006160139 

8006160139 

0006240128 

30-277 Q 
30-387 © 
50-155 G 
50-135 G 
50-135 0 

6006120174 

6006030421 

0006160019 

0006160113 

8006190104« 

FOIA 

50-333 

50-302 

50-335 

CONTRACT 

J 

J 

J 

FIBCHERih L 

FiaHiR F 

FISHER* U L 

FISHER* U L 

FISHER* W L 

B006020S66* 
8006090S13* 
0OO6ieOO7S» 
B006160SB1* 
60061 70064» 

50-206 P 

50-73 0 

30-263 © 

50-266 0 

70-1300 

GALLO* J 

GALVARDT* D L 
OALYARDT.D L 
GAMBLE, 0 C 
OANOWER*T £ 

0006240128 

9006200608 

8006270035 

8006110032 

0006040119* 

30-155 0 

NUREG 

NUREO 

71-6717 

30-320 P 

000627039 1# 
0006180306 
0006030009 
60060300 12» 
60Q6090249 

CONTRACT 

RES 

50-219 

50-219 

50-219 

P 

P 

F 

FlfiHERiU L 

FISHER. W L 

FISHER. W T 
FISBE.L F 
FITZGERALD, W J 

80062300240 

Q0061602S7« 

0006060192 

8006130021 

0006300410 

50-10 0 
50-263 © 
50-254 B 
50-358 0 

50-10 D 

GARCIA* P 

GARCIA* P J 
GARDNER* R 8 
GARLAND* R 

GARLAND, D 

6006030021 

8006230073 

8006120456 

8006050533 

8006300660 

40-1162 

40-1162 

PR 

40-0502 

40-1162 

0006160010 

0006160050 

6006160080 

8006170496 

0006180423 

50-219 

50-219 

50-219 

50-219 

50-219 

8 

8 

8 

P 

P 

FITZSIhMONS.T 
FIT28IMM0N8, T 
FLANDERS* N 
FLEI8CHAKER* 0 
PLE18CHAKER* D 

6006020415 

0006300483 

6006030369# 

8006040199 

8006060031 

71-6400 

71-6697 

50-309 R 
50-275 0 

30-273 0 

GARNER* D J 

GARNER* D J 
GARRETT* E © 
OARBITY* J H 
OARRiTYiJ H 

8006190280 

8006300448 

8006050427 

8006020221 

8006030368 

50-346 P 
50-346 F 

PR 

30-309 R 
30-309 R 

8006190453 
6006300356 
8006300472 
6006020503 
00060504 tO» 

50-219 

50-219 

50-219 

RES 

70-27 

8 

F 

8 

FLEieCHAKER. D 
FLETCHER*© D 
FLEUHRr J 

FLOYD* M 

FLYNN, J D 

0006100519 

6006260009 

8006300475# 

8006200S97 

8006250340 

30-275 0 

50-295 P 
50-205 9 

NUREO 

70-2838 

OARViG R 

GARV.R J. 

OARY.R J 

OARYiR J 

GARY, R. J 

8006180263* 

8006090140 

8006060570 

8006230156 

8006030113* 

FOIA 

50-443 0 
30-443 0 
50-445 S 
50-445 0 

0OO623OO43tt 

0006110122 

8006060333» 

8006D20073* 

8006050506 

50-266 

50-141 

50-373 

50-546 

50-483 

Q 

U 

Q 

0 

© 

FLYNN. J D 

FLYNN* H 

FLYNN, M J 

FLYNN* 11 J 

FLYNN, M J 

8006060130 

8006030052 

8006180081 

8006250222 

8006250293 

PR 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

GARY* R. J 

OARYiR J. 

GARY.R J 

OARY.R J 

OARY.R J 

8006090584* 

8006190063 

8006100110 

8006120243* 

8006190740 

50-445 Q 
30-448 O 
50-443 <k 
30-443 0 
30-443 Q 

0006800109 

0006090052 

0006200118 

G006020020 

8006020013 

50-358 

50-546 

50-461 

30-546 

50-454 

G 

0 

© 

© 

© 

FOLEY* T 

FOLEY. T 

FOLEY* T 

FOLK, J. 

FOLLEY, T, 

0006160057# 
80060301 10# 
8006250164* 
8006170150 
8006190308# 

50-29 0 

50-29 © 

50-29 © 

50-289 H 
50-271 0 

GARY* R* J 

GARY.R J 

GARYiR J 
GAGCHLER.J A. 
0A89ER*R D. 

8006230115 

8006190438 

8006240242 

8006240333 

8006230201 

50-443 0 
50-443 A 
50-443 a 
50-267 a 
RES 

8006020059 

8006020070 

0006020060 

0006020002 

0006130255 

50-546 

50-249 

50-330 

30-265 

50-373 

Q 

© 

Q 

Q 

Q 

FQNO.F T 

FOOTE, V 8 

FORBES* R L 

FORD.M H 

FORD.W H 

0006190249# 

8006230107 

0006200448* 

8006120150* 

8005210113 

50-277 0 

FOIA 

50-255 6 

50-546 H 
50-546 H 

GAULT, 0 U 

GAVUTie* 8 

OAY.G M 

OAYiO M 

OAY.G M 

8006060403* 

8006170183* 

0006090005 

8006090007 

8006090005 

50-327 a 
50-443 K 
50-445 0 
80-448 0 
30-445 O 

8006170196 

6006170755 

6006170756 

6006100410 

0006190319 

50-483 

50-329 

50-373 

50-483 

50-546 

© 

© 

© 

© 

Q 

FOftD.C K 

FORDiE J 

FORNEY* H L 

FORMER rN L 
FORSTER* J 

0006120177 

8006200128* 

8006170749* 

8OO617OOB0* 

0006300603 

PR 

30-339 © 

50-350 a 
30-409 0 

FOIA 

GAY, 0 M 

OECKLER.R P 

GEHR, A G 

QEHRiA G 
GENDLER.M U 

8006090007 

8006170417* 

8006110417 

8006110417 

8006190447 

30-445 0 
30-409 O 
50-278 Q 
30-278 0 
50-522 0 

8006170187 
80061 70 195» 
0006170761 
0006170771 
0006190177 

50-483 

50-483 

50-331 

50-456 

50-373 

Q 

© 

© 

© 

Q 

FOSTER, W E 
FOSTER* N E 
FOSTER, E R. 
FOSTER* J M 
FOSTER, U M 

0006240080* 

8006120483* 

8006110256* 

8006230039 

8006230194 

0A999 

0A999 

30-336 B 

CONTRACT 

CONTRACT 

OENDUER* M W 
OENNARQ, D V* 
OENTIEU.L P 
OENTIEU* L, P. 
GEORG I OU* B. 8 

0006190447 

8006170360* 

0006040213 

B006170711 

8006120332 

50-522 0 
TOPflEP 

80-209 Q 
50-320 1 
50-275 0 

8006190357 

0006190673 

0006230143 

8006060223 

8006230055 

50-373 

50-255 

30-461 

50-329 

50-373 

© 

© 

© 

© 

Q 

FDUKE* R* L 

FOX, D F 

FOX, D F 

FOX.R A 

FRALEY, R F 

8006090001 

8006060240* 

8006160138* 

8006090446 

8006090110# 

30-443 0 

0A999 

0A999 

NUREO 

30-561 A 

OERBIO.R H 
OERETY, H F 
GERETY.H F 
GERETY, H. F 
QERBTNERrU. C 

8006120195 
80060304 1 1 
8006240498 
6006300441 
8006250375* 

71-6144 
50-320 J 
50-219 >1 

50-219 
50-461 Q 

0006230049 

0006230005 

6006300067 

8006240032 

8006250306 

50-461 

50-409 

50-483 

30-373 

50-329 

© 

Q 

© 

Q 

Q 

FRANCIB.E 
FRANCIS. E 
FRANCIS, £ 

FRANCO, F F 
FRANCO, F F 

8006040257 

0006060155 

0006040096 

8006040071 

0006110030* 

40-1162 

40-8743 

40-1162 

71-9113 

30-283 8 

GERSTNERiW C 
GIBBONS, T D 
GIBBONS* T D 
OIBBB.D C 

GIBBS, D C. 

8006300616* 

8006230336* 

0006260337* 

8006120013 

8006030286 

50-46t Q 
50-438 a 
50-416 Q 
PR 

NUREO 

0006300 156« 
6006090044 
6006250166 
80063001 52« 
8006300175 

50-341 

50-456 

SO-546 

50-329 

50-546 

© 

© 

Q 

© 

© 

FREEDMAN* 8 

FROST, M 

FRYE.M E 
FUKUDA.S K 
FUQUAY.J J 

8006230131* 
8006130387* 
8006 180535* 
8006180038 
8006200208 

G0MM18BI0N 

COMM 188 I ON 
50-327 8 

RES 

71-173 

GIBSON, A F 
GIBBON, A F 
GIBSON, A F 
GIBBON, 0 
GIBSON*© T 

8006190692* 

8006230230* 

8006200516* 

6006040356 

8006050126 

50-302 <1 

70-1319 
50-280 Q 

50-302 a 
I&E 

0006030001 
8006020564 
8006190266 
8006 160547 
8006190296 

50-483 

50-454 

50-546 

50-373 

50-546 

a 

B 

A 

0 

Q 

FUQUAYrJ J 
FURBUSKtM H, 
FURR,B J 

FURR.B J 

FURR.B. J 

8006270004 

8006110417 

0006180228 

0OO6O6D336 

8006190638 

71-6387 

50-275 0 
50-324 © 
30-325 Q 
50-325 Q 

0IE8EKE, J. A 
GILBERTS. D E. 
GILBERT, L D* 
OlLBERTBi D E 
GILBERTS* D E 

8006260048 

8006030203 

6006250221* 

6006230253 

0006240558 

NUREO 

50-282 0 
50-445 O 

30-202 0 
30-202 G 

8006200527 

0006230063 

8006230312 

8006240084 

8006240092 

50-329 

50-483 

30-454 

50-350 

50-440 

Q 

© 

© 

8 

8 

FURR.B J, 

FURR.B J 

OADiR K 

GAO, R K 

GADrR K 

8006190672 

8006250301 

8006060447 

8006060447 

8006180274 

30-261 © 
30-261 © 
30-309 G 
50-309 0 
50-309 0 

GILBERT*© 

OILINBKY.V 

GILL.M 

GILLESPIE* F P. 
01LLE8P1E.F P. 

6006230363 

B00626007S 

8003210130 

8006200013* 

8006200338* 

30-329 0 

50-443 T 

50-546 H 

70-1151 
70-146 



PERSONAL AUTHOR INDEX 


349 


AUTHOR 

ACCESS ION 
NUMBER 

8UQJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

■aiLLESPIE.F P 

8006290264* 

90-321 

Q 

GOUGE. K J 

B0061G0051* 

50-416 

Q 

GROCE. R H 

8006030178 

50-309 

Q 

CILLEHiK T 

800623001 1 

NUREG 


GRAHAM. M J 

0006090969* 

50-369 

Q 

GROCE. R H 

8006090271 

30-309 

P 

OrLLEBPIE^F P 

8006020067 

70-1113 


GRAHAM, M, J. 

0006090406 

90-302 

6 

GROCE. ft H 

8006090280 

50-309 

P 

OILLESPIErF 

8006050479 

90-290 

S 

GRAHAM. M J 

0006040346 

50-302 

6 

GROCE. R H 

8006200424 

50-309 

P 

OtLLENi D M 

8006030013 

40-2299 


GRANT. J 

0006180170* 

90-271 

H 

GROCE, R H 

8006230386 

90-309 

F 

OriLENiD M 

BOO6O3OO30 

40-2259 


GRANT. W B 

8006020192* 

50-294 

Q 

GRQDME. K 

0006040004* 

QA999 


OILLENiO n 

0006160212 

40-4492 


GRAVES. R H 

8006120270 

50-213 

B 

GROSSMAN. H 

B0061 60202 

50-367 

G 

OTLLEBPIE.F P 

B006160242* 

70-143 


GRAVES. R H 

0006240297 

90-213 

6 

GROSSMAN. H 

6006160104 

50-244 

G 

OILLETT^W T 

8006170530* 

50-315 

R 

GRAVES. R H 

800603091 0 

50-213 

8 

GROSSMAN. H 

GD06260259 

50-195 

G 

OIULET, W T 

8006170704* 

50-316 

R 

GRAVES. R H 

0006130270 

50-213 

8 

OROTENHUIS.M 

8006260056 

50-250 

F 

OILLEBPIE.F P 

8006250039* 

70-143 


GRAVES. R H 

8006120379 

50-213 

8 

GROVES. K L 

80063D0620 

71-165 


OILLIEBPIEi F 

8006050467 

70-1191 


GRAVES. R H 

0006170926 

90-213 

R 

GROVES. K L 

9006300594 

71-391 


OILHANiD U 

8006120291 

PRM 


GRAVES. R H 

B006300420 

50-213 

8 

OUILBERT.D E 

8006160119* 

QA999 


OILMARTIN. 0 J 

8005220614 

PR 


GRAY. R J 

8006300977* 

90-320 

H 

OUILDERT.D E 

8006120294 

QA999 


OILHARTIH. D J 

8006130020 

50-322 

0 

GRAV.F 8 

0006120499 

PR 


GUINN. P R 

G006 180276* 

FOIA 


OlLHANiA R 

0006130033* 

XPORTtlC 


ORAV.O R 

8006030139 

90-344 

0 

OUMSLE.F W 

8006300467* 

50-206 

6 

OlLPINiU 

8006050502* 

8tat> Pra9 

ORAY.J R 

8006130292 

90-142 

0 

GURNEY. P V 

8006060289* 

50-336 

B 

Or^^SBERO, T 

8006190070 

RES 


GRAY. J R 

8006100271 

90-142 

0 

GUSTAVE. R P 

8006190261 

CONTRACT 


OlHSBEROiT 

8006200023 

RES 


GRAY. J R 

8006260206 

90-142 

0 

GUSTAVE, R P 

0006240241 

CONTRACT 


OIRARDiE H 

8006120191* 

50-370 

Q 

GREEN. U W 

8006120246* 

PR 


GUSTAVE. R P 

80Q6230120 

CONTRACT 


OIRARD. E H 

8006190237* 

50-390 

0 

OREENMAN.E 0 

8006060047* 

90-277 

0 

GUTMANN.P M 

0006230083* 

CONTRACT 


OlRARDiE H 

8006300325* 

50-399 

Q 

OREENBURO. H 

6006100577 

90-320 

P 

OUTTMAN.N B 

BOO 620 0993 

NUREG 


0 1 VELj f1 

8006170797 

FOIA 


GREEN. A R 

8006030157 

XPORTUIC 


OUYCRBON.M J 

0006040328 

40-4492 


OLAOOLArA F 

8006290029 

CONTRACT 


GREENBERG. R B 

8006020940 

PR 


HAAS8. W P 

B006060209 

TOPREP 


OLAOOLArA F 

8006160232 

90-389 

A 

OREENMAN.E 0 

8006300043* 

90-334 

Q 

HAA88. W P 

B006040120 

TOPREP 


OLAOOLAiA F 

G006230004 

CONTRACT 


GREEN. D G 

8006060033 

90-445 

H 

HAA8S.W P 

8006190126 

50-261 

P 

CLAOOLArA F 

8006290086 

CONTRACT 


GREEN. 0 G 

000611023(1 

90-449 

M 

HAAGS. W P 

8006170745 

TOPREP 


OLAOOLA.A F 

8006290049 

CONTRACT 


GREENE. 0 A 

0006200014 

RE8 


HAA8B.W P 

8D06 190329 

90-402 

F 

CLAOOUA. A F 

8006290033 

CONTRACT 


GREER. R J 

800616021 S* 

90-186 

Q 

HAASS.W P 

8006190327 

90-327 

A 

OLAOOLAiA F 

8006300338 

CONTRACT 


GREER. R U 

8006200199* 

50-319 

0 

HAASS.M P 

8006230242 

TOPREP 


OLASBIERiO E 

6006120499 

40-8681 


GREER. R U 

8006290047* 

90-294 

G 

HAASS.W P 

8006240506 

0A999 


OLAZIER^n E 

8006090105 

NUREG 


OREER.R J 

8006190398* 

90-116 

0 

HABER. D R 

8006180252* 

FOIA 


OLEKN«T D 

8006300622* 

71-169 


GREGG. R J 

8006250193 

70-820 


HABER. 0 R 

8006180234* 

FOIA 


OLENN, T D 

8006300626* 

71-169 


GREGORY. W S 

8006170709 

RES 


HABER, D R 

8006180227* 

FOIA 


OLEHN. J 

8006120129* 

90-350 

H 

GREW. P 

8006090447 

PR 


HACKETT, D B 

8006 130040* 

90-266 

P 

OUENNrJ £ 

8006090950 

ItcE 


GRIER. B H 

8006090498* 

50-333 

G 

HAGAN, T F 

8006270386 

CONTRACT 


OLENN«J E 

8006120009 

II(E 


GRIER. B K 

8006170744* 

90-309 

G 

HAOEYrH A 

8006230150 

CONTRACT 


OLENNi U 

80060602B8 

90-346 

H 

GRIER. a H 

8006060291 

90-443 

G 

HAGEY. H 

B006190244 

CONTRACT 


CODWINrA V 

8006060322 

90-299 

F 

GRIER. a K 

8006090197* 

90-320 

0 

HAOEY. H 

8006200073 

CONTRACT 


CDESERr D 

8006120404 

90-3 

P 

ORIERrB H 

0006060042* 

90-277 

G 

HAGUE. R L 

8006200097* 

90-309 

0 

OOOOL* E 

8006170960 

90-999 

0 

CRIER. B H 

8006120090 

90-94 

G 

HAIRSTON. W 0 

8006090036* 

50-348 

a 

OOOQi. E. 

8006170970* 

90-999 

0 

GRIER. D H 

8006200079 

90-271 

0 

HAIRSTON. W 0 

8006090043* 

90-348 

8 

OOLDBEROiS C 

8006300696 

90-290 

H 

GRIER. 8 H 

0006200077 

90-333 

Q 

HAIRSTON. W G 

8006180442* 

90-348 

R 

OOLDSERO. R 

8006060314 

90-346 

M 

CRIER, a H 

0006200079 

90-277 

Q 

HAIRSTON, W 0 

8006170604* 

90-340 

8 

OOLDBERO. R 

8006060314 

90-346 

f1 

GRIER. 8 H 

0006200002 

90-293 

G 

HAIRBTONiW 0 

6006230363* 

90-340 

8 

OOLDBEROfG C 

8006290239 

50-367 

0 

ORIERrB. H 

8006200005 

90-249 

G 

MAIRBTON.W 0 

6006230376* 

90-340 

6 

COLDENBERO. H A 

8006260048 

NUREG 


GRIER. B K 

8006200009 

90-220 

G 

HAIRSTON. W 0 

B006240379* 

90-348 

8 

OOLDMANN* K 

8009080933 

71-9019 


GRIER. B H 

8006200090 

90-219 

0 

HAIR8T0N.W C 

8006240376* 

90-348 

S 

ODLDBHITHrW 

0006190370* 

QA999 


GRIER. B H 

8006090199 

90-320 

G 

HALE. C 0 

8006060240* 

QA999 


OOLLER^K R 

8006240314 

REGOD 


ORIERrB H 

8006020072 

90-333 

G 

HALE.C J 

800623O23B* 

0A999 


OOLLER. K R 

0006240199* 

REOOD 


GRIER. B H 

8006060049 

90-307 

A 

KALE.C J 

8006160136* 

0A999 


COMER r D. A 

8006130030 

XPORTLIC 


GRIER, a K 

8006030094 

90-244 

P 

HALE.C J 

8006200146* 

QA999 


COHERrO 

B006170B21 

XPDRTUIC 


GRIER. B H 

8006030296 

90-334 

G 

HALE. C. J 

8006240126* 

QA999 


COODiR R 

0006020141 

RES 


GRIER. B H 

0006060037 

50-277 

Q 

HALL.W J 

8006200046 

70-754 


COODKDPErA C 

8006090304 

70-1308 


GRIER. B H 

8006190073 

90-219 

F 

HALL.W J 

0006200090* 

70-754 


GOQDHDPE.A G 

0006090307 

70-1308 


GRIER. B. H 

0006240005 

90-317 

P 

HALL.R E 

0OD612O274* 

40-3493 


OOODHQPE.A C 

0006090320 

70-1308 


GRIER, 8 H 

0006270172 

70-139 


HALL. D G 

0006020552 

REB 


COQDHQPEiA C 

0006260294 

70-1308 


GRIER. B H 

0006190148 

90-219 

G 

HALL.R E 

8D06250221* 

50-449 

Q 

COODttNO. S 

8006300909* 

90-320 

H 

CRIER, B H 

0006290220 

90-333 

G 

HALL.R E 

8006030300 

TOPREP 


COODLINO. D. 

8006300929* 

90-320 

H 

GRIER. B M 

G006090409 

50-213 

G 

HALL.R £ 

8006030369 

90-331 

F 

COOBLINOr B 

8006300910* 

90-320 

H 

CRIER. B H 

8006200020 

50-244 

Q 

HALL.R E 

8006090276 

50-237 

F 

<}QQDl.tNOr 8 

0006300919* 

90-320 

H 

CRIER, B H 

8006200029 

90-272 

G 

HALL.R E 

8006230374 

90-263 

F 

COODMANfL 9 

S006130276* 

90-409 

R 

GRIER, B H 

8006200030 

90-443 

Q 

HALLlOANrT J 

80060604B7 

50-307 

0 

COODRtCKrL D 

8006020184 

REB 


GRIER, B H 

8006200032 

90-485 

Q 

HALLIOAN. T J 

3006060486 

50-307 

G 

OOODHIN. U L 

8006200007* 

70-1191 


GRIER, a H 

8006200033 

90-363 

G 

HALTERMAN.H L 

8006230499* 

50-70 

G 

CDODWIN. C 

8006030391 

90-344 

P 

GRIER. B H 

8006200034 

90-916 

0 

HALTERMAN. H L 

0006230456 

50-70 

0 

GOODWIN. C 

8006090321 

90-344 

P 

GRIER. B H 

8006200039 

90-29 

G 

HAMM.K 

0006020014 

50-3 

H 

GOODWIN. G 

8006090324* 

50-344 

P 

GRIER, D H 

8006200036 

90-334 

G 

HAMMER. 8 J 

8006090378* 

90-263 

8 

GOODWIN. G 

8006110313 

50-344 

a 

ORIERrB H 

8006200037 

90-336 

G 

HAMPTON, N L 

80D6260031 

RES 


GOODWIN. C 

8006160124 

90-344 

p 

GRIER. B H 

8006200038 

90-317 

G 

HAN. 8 V 

0006200614 

XPDRTLIC 


GOODWIN. C. 

8006230409 

90-344 

p 

GRIER. B H 

8006200040 

90-320 

Q 

HAN. 8 Y 

8006200617* 

XPDRTLIC 


GOODWIN. C 

8006230604 

90-344 

p 

GRIER, B K 

8006200042 

90-412 

Q 

HANCHETTiJ 0 

8006060530* 

50-275 

H 

GOODWIN. C 

8006230590 

50-344 

p 

ORIERrB H 

8006200043 

90-309 

Q 

HANCHETT.J 0 

8006060904 

90-275 

H 

GOODWIN. C 

8006230593* 

50-344 

p 

ORIERrB. H 

8006200044 

90-3 

Q 

HANCHETT,J 0 

8006250303 

CDMMIB6IDN 

GOODWIN. C 

8006240329 

50-344 

p 

ORIERrB H 

8006200045 

90-286 

G 

HANCOCK, J A 

8006060961 

90-302 

Q 

GOODWIN. C 

8006240331* 

50-344 

p 

GRIER, 8 H 

8006250191 

90-277 

F 

HANCOCK. J A 

800624 0573* 

50-302 

Q 

GOODWIN. C 

8006240369 

90-344 

p 

GRIER, 8, H 

8006270084 

90-219 

Q 

HANCOCK, J A 

8006190683* 

50-302 

a 

GOODWIN. C 

8006240401 

50-344 

F 

GRIFFITH, D 0 

8006020974 

71-300 


HANCOCK, J A 

800602 0403 

50-302 

0 

GOPPEL. M 

8006030230 

XPQRTLIC 


GRIFFIN, U 

8006170349 

PR 


HANCOCK, J A 

0006030303 

50-302 

8 

OOPPEL. M 

8006030238 

XPDRTLIC 


GRIFFITHS, R 

8006180907 

90-272 

J 

HANCOCK, J A 

B006Q30493 

50-302 

S 

GORDON. C, 

8006020003 

Prog 

0RIKE8,B 

8006300027 

NUREG 


HANCOCK. J A 

8006030909 

90-302 

s 

CORDON, L L 

8006170263 

70-1308 


GRIMES, C I 

8006030914 

90-219 

P 

HANCOCK, J. A 

0006110123 

90-302 

8 

CORE.J W 

8006300313 

50-317 

G 

GRIMES, B K 

8006270391 

50-309 

H 

HANCOCK. J A 

0006200630 

90-302 

8 

COSSICK.L V 

8006190129* 

FQIA 


GROCE, R H 

8006090482 

90-309 

G 

HANCOCK. J A 

6006110120 

50-302 

8 

COTCHY.R L 

8006090223* 

50-409 

G 

GROCE, R H 

8006090450 

90-271 

G 

HANCOCK. J A 

6006170404 

90-302 

Q 


I 



350 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMDER 


SUBJECT 

CATEGORY 


HANCOCK. J A 

6006190596 

90-302 

8 

HANCOCK, J A 

6006240419 

50-302 

S 

HANCOCK. D 

0006240341 

50-466 

0 

HANCOCK, J A 

B006240446 

50-302 

6 

HANCOCK. D 

800684^341 

50-466 

0 

HANCOCK. J A 

8006300398 

50-302 

S 

HAND.R L 

8006270401 

NUREO 


HAHRAHAN.E J 

6006300939# 

FOIA 


HANRAHAN.E J 

8006090020 

COMMISSION 

HANS ELL. D 

6006270417 

FOIA 


HANS ELL. D 

6006200006 

PRM 


HANS ELL. D 

8006240261 

PRM 


HANS ELL. D 

8003130510 

PR 


HANSEN. U 

8006050511# 

50-483 

Q 

HANSELL. D 

8006190392 

30-367 

G 

HANSEN. L J 

8006290315 

71-9113 


HANSELL. D 

0006090487 

PR 


HANSELL, 0 

S 00603 04S7 

PR 


HANSELL. B 

0006090437 

PR 


HAN3ELL.D 

0006050467 

PR 


HANSELL. D 

Boo6i2aooa 

PR 


HANSELL. D 

0006120019* 

PR 


HANSEN. L E 

8006300621 

71-6501 


HARDIN. A K 

9006040391 

50-281 

8 

HARDWICK. R J 

0006170704* 

5-0-321 

0 

HARDWICK. R J 

0006070074# 

90-280 

Q 

HARDWICK. R J 

0006230371# 

90-369 

Q 

HARMON. D W 

8006200240# 

40-8576 


HARMON. D 

0006130041 

XPORTLIC 


HARMON, D 

G006 1 70862 

XPORTLIC 


HARRANr 0 

0006170440# 

50-245 

R 

HARRIB.K 

8006120279 

PR 


KARRIS, J R 

0006020063# 

50-946 

Q 

HARRIS. J R 

8006170768# 

50-966 

0 

HARRISON. H C 

0006020135# 

50-290 

0 

HARRIS. J R 

0006090196# 

90-491 

Q 

HARRISON. H C 

9006230071* 

50-209 

Q 

HARRISON. H C 

e00624000B# 

50-267 

0 

HARRISON. J J 

3006290170# 

90-946 

Q 

HARRISON. 0 W 

B006200Q61# 

St#tf Pro9 

HARRIS. J R 

0006190300# 

50-946 

Q 

HARR IB, B J 

9006110282# 

80-445 

M 

HART. J 

0006100391# 

50-302 

8 

HART. J 

B006 190313 

50-382 

8 

HARVEY. 8 L 

8006050330# 

50-339 

P 

HARVEY. 8 L 

8006090341* 

50-339 

P 

HARVEY, 8. L 

0006090333# 

50-339 

P 

HARVEY, 8 L 

9006050336# 

90-339 

P 

HARVEY, 8 L 

0006090339# 

50-339 

P 

HARVEY, 8 L 

8006120304# 

50-338 

R 

HARWARD,J E 

0006120275 

50-309 

J 

hatch, b. h 

0006040006 

NUREO 


HAUCK. F 

0009210217# 

50-946 

T 

HAUCK. F 

0006170342# 

50-946 

H 

HAUCK. F 

0006090505 

50-946 

H 

HAU9HN£Y,C J 

0006130110 

50-201 

P 

HAUOHNEY,C J 

0006130164 

50-201 

P 

HAUOHNEY,C J 

0006240597 

50-201 

P 

HAVERKAKP, D 

0006290026 

50-289 

8 

HAVERKEMP. D 

9006250362 

50-209 

8 

HAWKINS. F C 

0006020063# 

90-946 

Q 

HAWKINS, F C 

0006090056# 

50-946 

O 

HAWKINS. W C 

0006300610# 

50-225 

O 

HAWKINS. F C 

9006 190300# 

50-546 

O 

HAWKINS. R E 

0006240381 

50-440 

0 

HAYES. D H 

0006020063# 

50-546 

0 

HAYES. D U 

0006020004# 

50-330 

0 

HAYES, D, W 

0006090056# 

50-946 

Q 

HAYES, D. W 

0006020073# 

90-846 

Q 


0006180414# 

50-403 

0 


8006170776# 

50-456 

0 


S006 190300# 

50-546 

Q 


8006090447# 

50-460 

0 


9006090418# 

90-460 

<1 


WASTE MGT 
40-7869 
50-27 t H 

NUREO 
40-0502 


KEIDERi L K 
HEIDERiL H 
HEIDERi L H 
HEIDER.L H 
HEIDER.L H 

HEINZ. J 
HEINZ. J 
HEINZ. J 
HElfiHMAN.R F 
HEIEHKAN.R F 

HEI8HHAN.R F 
HEI8HMAN.R F 
HEI8HHAM.R F 
HEISHHAN.R F 
HEISHWANfR F 

HEISHMAN.R F 
HEtSHNAN.R F 
HEI8HHAN. R F. 
HEI8HKAN.R F* 
HEISHMAN.R F. 

HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 

HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F. 
HEI8HMAN. R. F* 

HEISHMAN.R F. 
HEISHMAN.R F, 
HEiaHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 

HEISHMAN.R F 
KEtBHMANiR F 
HEISHMAN.R F. 
HEISHMAN.R F. 
HEISHMAN.R. F. 

HELFRICHrO. F, 
HELM.R.H 
HELMICK. C. 
HEriSY. E. 0 
HEN0ER80N. R 

HENOERSONr J. 
KENORIE. J H 
HENDRIE. J M 
KENDRIE. %l K 
KENDRte. J M 

HENDRIE. H 
HENDRIE. J M 
HENDRIE. J M 
HENDRIE. J N 
HENDRIE. vJ H 

HENDRIE. J n 
HENDRlEi J M 
HENDRIE. J M 
HENDRIE. J M 
HENDRIE. J.M 

HENRY. J J 
HENRY. L. 0 
HENSLEY. K D 
HENSLEY. K, D 
HENSLEY. K D 

HENSLEY. K D 
HENSLEY. K. D 
HENSLEY. K. D. 
HENSLEY. K D 
HENSLEY. K D 

HENSLEY. K D 
HENSLEY. K. D 
HENSLEY. K. D. 
HEPLER. U, 
HERBEIN. J. 0 

HERBEIN. J Q 
HERBEIN. J. 0 
HERBEIN. J 0 
HERBEIN. J. 0. 
HERBEIN. J 0 

HERBEIN. J 0 
HERBEIN. J Q 
HERBEIN, J 0 
HERBEIN. J 0 
HERBEIN. J. 0. 


ACCESSION 

NUMBER 

0006050203 
B006 060469 
0006110018 
80D6200S01 
0006170548 

800630053 a« 

0006300541# 
0006300551# 
0006 170032# 
0006 1703 OS 

0006170316 
0OO61BOO41 
0006170727 
0006170291 
80061 7026S 

0006170795 

0006130109 

0006090453 

8006170726 

8006170742 

8006230102 

0006200131 

0006200141# 

8006200038 

0006230070 

8006230082 

8006050530 

0006200296 

8006200272 

0006230075 

8006040360 
8006060 D61 
8006260066 
9006230209 
9006170098 

8006170073 

0006180995 

0006190303 

8006240060 

8006300294 


SUBJECT 

CATEGORY 


HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN. J 0 

HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN. J 0 
HERBEIN, J 0 

HERBEIN, J 0 
HERBEIN. J 0 
HERBEIN. J 0 
HERSEINiJ 0 
HERBEIN. J 0 

HERBEIN. J 0 
HERBEIN. J 0 
HERD. D 0 
HEROT, A R 
HERDT. A R 

HERDT. A R 
HERDT. A R 
HERDT, A R 
HERDT. A R 
HERDT. A R 

HERDT, A R 
HERDT. A R 
HERDT. A R 
HERDT. A R 
HERDT, A. R 

HERDT. A R 
HERDT, A R 
HERDT, A a 
HERDT, A R 
HERDT. A R 

HEREFORD. J M 
HEREFORD. J M 
HEREFORD. J H 
HEREFORD, J M 
HEREFORD. J M 


ACCESSION 

NUMBER 

0006090263 

0006090364 

8006090313 

B006090319 

8006110071 

3006110182 
00061 10066 
0006130312 
0006120317 
0006200371 

8006200495 

8006240303 

8006230366 

8006270332 

8006300390 

0006300491 

0006300471 

0006060471# 

8006120151# 

0006180091# 

8006020575# 

8006090439# 

8006030089# 

0006120041# 

0006030073# 

8006130065# 

0006230350# 

0006160206# 

0006170794# 

0006180390# 

0006200114# 
B006 190257# 
8006300273# 
0006300325# 
8006300243# 

8006030447# 

8006060416# 

0006110276* 

8006170949# 

8006240423# 


SUBJECT 

CATEOOftY 


8006170302 

XPORTLIC 


HEREFORD. J M 

0006240420# 

90-327 

8006240306# 

40-1 162 


HERLIHV.D 

8006020034 

40-8693 

8006160117 

90-142 

0 

HERLIHY. D 

8006090004 

40-8693 

8006180279 

MI8C 


HERLIHY. D 

0006090920 

40-8720 

0006190403 

90-279 

A 

HERLIHY. D 

B006290130 

40-0728 

0006300219 

50-397 

8 

HERLIHY. D 

8006110348 

40-8720 

0006260190# 

50-247 

0 

HERLIHY. D 

800611039? 

40-8720 

B006260192# 

90-247 

0 

HERMAN. T R 

8006130021 

90-358 

0006270419# 

FOIA 


HERR. R K 

0006290081# 

90-285 

0006130194# 

FOIA 


HERR. R K 

0OO629OOB5# 

50-289 

0006300629* 

FOIA 


HERRrB K 

0006130170# 

50-482 

8006 120261 

50-416 

A 

MERSCHiM M 

0006120298# 

XPORTLIC 

6006130002 

COMMISSION 

HERSCH. M M 

6006120442 

XPORTLIC 

6006120201 

COMM 168 ION 

HERBGH. M M 

8006120446# 

XPORTLIC 

8006120213 

COMMISSION 

HERBCHi M. H 

8006120490# 

XPORTLIC 

8006120264 

COMM IBB ION 

HER8CH.M M 

8006120449 

XPORTLIC 

8006230119 

COMHIBBIQN 

HER8CH. M M 

8006120439 

XPORTLIC 

B006230112 

COMMISSION 

HERBH.L. 

8006110039# 

90-361 

8006270046 

50-320 

H 

HESS. M. N 

8006250034# 

CONTRACT 

8006190609 

50-279 

0 

HESa. R J 

8006120252 

XPORTLIC 

8005220992 

MI8C 


HESS. C R 

8006240111 

71-903? 

8006190677 

70-267 


HEWITT. J. n. 

8006180097 

RES 

8006200998 

70-143 


HICKEY. M. F 

8006160069 

50-471 

8006190203 

70-143 


HtCKLE. B J 

8006170443# 

50-285 

8006120382 

70-143 


HIE8TAND. 0 8. 

8006040029# 

50-409 

8006190350 

70-143 


HI001N8.J C 

0006030101# 

50-322 

8006190334 

70-143 


HIOOINS, J. C 

8006300060* 

50-322 

8006120396 

70-143 


HILL. W M 

8006160231 

50-272 

8006300003 

70-143 


HIND.J A 

S006090410# 

70-27 

8006190461 

70-143 


HIND4 J A 

8006030083# 

50-346 

8006190579 

70-143 


HIND.J A 

6006030081 

50-346 

8006240391 

70-143 


HIND. J. A. 

8006110444* 

50-292 

8006290239 

70-143 


HIND.J A 

8006110436 

50-282 

8009210130 

90-546 

H 

HIND, J. A 

8006180594 

50-315 

8006020210# 

50-289 

P 

HIND.J A 

8006180161 

50-255 

B0060&0574 

50-289 

Q 

HIND. J A 

8006200941 

50-266 

8006020205# 

90-209 

P 

HIND. J. A 

8006230038 

50-266 

00060904 19 

90-289 

0 

HIND.J A 

8006230043* 

50-266 

8006020195 

90-289 

F 

HINDERSTEIN.C 

8006110170 

50-466 

0006090280 

90-289 

P 

HINEB. E 

8006040253 

50-341 

8006030302 

50-289 

P 

HINES. E 

8006240481 

50-341 

8006030335 

90-209 

P 

HINES. E, 

8D062306B1 

90-341 

8006090346 

90-320 

J 

HINES. E 

8006300966 

90-341 

8006050380 

90-320 

P 

HINKLE. L. 8 

8006040352# 

50-318 

8006060404 

90-289 

8 

HINKLE, L a 

8006090045# 

90-318 
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AUTHOR 

NUMBER 
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AUTHOR 

NUMBER 

CATEGORY 

H1NKL£^ L 

B00Aia0490» 

30-318 

8 

HOVEY. 0 K 

8006060304 

50-320 

P 

HUBACEKrW 0 

B006090234* 

50-498 

Q 

HIRIT/ J U 

eOO^iGOOOB 

FGIA 


HOVEY. 0 K 

8006110204 

50-320 

P 

HUBBARD. L B 

S00603D127 

PR 


HITTLE^L 0 

8006l90A4a» 

30-344 

2 

HOVEYiO a 

8006110317 

50-320 

P 

HUBDAROiL B 

BDD6240647 

FOIA 


HOBBS^ T Q 

8006230067 

70-390 


HOVEY. 0 K 

8006110070 

50-320 

P 

HUBBLE, W H 

9006270049 

NUREO 


HOBBQH^T M 

7910310432 

PR 


HOVEY. 0 K 

0006 11 0300 

50-320 

P 

HUBBLE, W H 

8006300506 

NUREO 


HOEPLlNOrR K 

eoo6iBos3a 

70-2623 


HOVEY. 0 K 

B0061 10106 

50-320 

P 

HUBBLE, W H 

800630051 4* 

NUREO 


HOEFLlNOrR K 

e006 190606* 

90-269 

0 

HOVEY, 0 K 

0006110114 

90-320 

P 

HUBBLE, W H 

8006300520* 

NUREO 


HOELLCRi J 

B006U0312* 

30-254 

8 

HOVEY. 0 K 

0006110145 

50-320 

P 

HUBER, P W 

9006270420 

NUREO 


HOFFHANi D P 

Q006030077 

PR 


HOVEY, 0 K 

0006110167 

50-320 

P 

HUETER.L J 

8006180075* 

50-263 

Q 

HOFFMANr D P 

0006030333* 

90-255 

Q 

HOVEY, 0 K 

0006120374 

50-320 

P 

HUETERiL J 

9006060192 

50-254 

8 

HOFFMANt D P, 

0006180166* 

90-255 

Q 

HOVEY. 0 K 

0006170583 

50-320 

0 

HUFFMAN, D E 

8006190360 

50-416 

A 

HOFFMANr D P 

0006110487 

PR 


HOVEYiO K 

0006300689 

50-320 

0 

HUGHES, J 

8006200113* 

50-3SS 

0 

HOFFMANr D. P 

0006120144 

REOOD 


HOVEYiO K 

8006160024 

90-320 

8 

HUGHES, W J 

6006120508 

50-219 

H 

HOFFMANr D P 

0006170870 

PR 


HOVEYiO K 

0006230344 

90-320 

P 

HUGHES, W J 

8006300693* 

50-219 

H 

HOFFMANr D. P 

6006020272 

30-295 

P 

HOVEYiO K 

8006230326 

90-320 

8 

HUNNICUTT, D M 

8006190392* 

0A999 


HOFFMAN. D P 

8006040311 

90-299 

P 

HOVEY, 0 R 

8006240904 

90-320 

9 

HUNNICUTT, 0 M 

8006300172* 

QA999 


HOFFHANiD P 

8006040300 

90-155 

6 

HOVEYiO K 

8006300447 

90-320 

P 

HUNNICUTT, D M 

8006240080* 

0A999 


HOFFMAN. D, P 

8006090300 

50-255 

P 

HOWE. P. H 

8006090202* 

50-400 

Q 

HUNNICUTT, D M 

9006250127* 

QA999 


HOFFMAN. D P 

8006110130 

50-255 

8 

H0HELL.0 L 

8006270073 

NUREO 


HUNNICUTT, K M 

900604001 0* 

QA999 


HOFFMAN. 0 P 

8006110153 

90-255 

P 

HOWELL, 8. H 

8006060017 

50-329 

G 

HUNNICUTT. 0 M 

9006120403* 

QA999 


HOFFMAN. D. P 

8006090291 

90-295 

P 

HOWELL, J C 

8006090479 

90-250 

8 

HUNNICUTT, D M 

8006240172* 

QA999 


HOFFMAN. D P 

8006110068 

90-199 

R 

HOWELL, 0 H 

8006160236* 

ORO 


HUNSTADiA A 

0006180491* 

50-202 

R 

HOFFMAN. D P 

8006110165 

90-299 

P 

HOWELL, 8 H 

0006090114 

PR 


HUNBTAO,A A 

0OO61BO453* 

50-282 

R 

HOFFMAN. D P 

8006120308 

90-199 

G 

HOWLETT, 0 H 

6006230519* 

50-336 

R 

HUNBTADiA A 

0006300499* 

50-282 

8 

HOFFMAN. 0. P 

8006170670 

90-199 

P 

HOYLE, J C. 

8006190221 

ACRB 


HUNT, M 0 

0006130054* 

50-424 

Q 

HOFFMAN. D, P 

6006170706 

90-193 

6 

HOYLE. J C 

8006200619 

ACRS 


HUNT, H, 0 

0006300176* 

50-364 

Q 

HOFFMAN. D P 

8006190414 

90-295 

a 

HOYLE. J C. 

6006230079 

ACRB 


HUNTER, D R 

9006130120* 

50-292 

q 

HOFFMAN. D P 

8006270307 

90-199 

8 

HOYLE, J C 

8006200039 

ACRB 


HUNTER. V H 

BQ06230126* 

QA999 


HOFFMAN. D P 

8006200445 

90-255 

8 

HOYLE. J C 

8006230019 

ACRB 


HUNTER. R 8 

9006120426 

PRM 


HOFFMAN. D. P. 

8006200352 

90-295 

0 

HOYLE. J. C 

8006230084 

ACRB 


HUNTER. R 8 

0006110477 

PR 


HOFFMAN. D P. 

8006200396 

90-159 

G 

HOYLE. J. C 

8006230234 

ACRB 


HUNTER. R. 9 

8006030291 

50-315 

0 

HOFFMAN. D P 

8006200499 

50-299 

Q 

HOYLE, J C 

8006230027 

ACRB 


HUNTER, R 9 

0006060019 

50-315 

Q 

HOFFMAN. D. P, 

8006250268 

90-195 

P 

HOYLE. J C. 

8006190190 

ACRB 


HUNTER, R 8 

0006030284 

50-315 

p 

HOFFMAN. D P 

8006270209 

90-299 

G 

HOYLE. J C 

B006230023 

ACRB 


HUNTER. R 8 

0006240072 

50-315 

0 

HOFFMAN. 0. P. 

8006300377 

90-295 

P 

HOYLE, J. C 

8006230093 

ACRB 


HUNTER. M 

8006200167 

50-445 

M 

HOOAN. B T 

8006090446 

NUREO 


HOYLE. J C 

8006230098 

ACRB 


HUNTER, H 

8006200167 

50-445 

H 

HOOAN. J. P 

8006060154 

PR 


HOYLE. J C 

0006230066 

ACRB 


HUNTER. R 9 

6006240482 

50-315 

P 

HOLE MAN. 0 R 

8006110481 

PR 


HOYLE, J C. 

0009280090* 

ACRB 


HUSEBYrD E 

9006090035* 

50-317 

a 

HOLLAND. P 

8006040208* 

90-249 

8 

HOYLE. J C 

6006230010 

ACRB 


HUSTON, R W 

9006120004 

80-255 

p 

HOLLAND. P 

8006230577* 

90-249 

B 

HOYLE. J C 

8006290147 

ACRB 


HUSTON, R W 

0006130205 

50-255 

a 

HOLLAND. P. 

8006830365* 

90-249 

8 

HOYLE. J C 

8005270030* 

ACR8 


HUSTON, R W 

800613024? 

50-255 

0 

HOLLTNOBHAUBr H 

8006200179* 

90-307 

8 

HOYLE. J. C 

6006190209 

ACRB 


HUaTON, R, W 

8006160051 

50-255 

p 

HOLLONAY. C. J. 

8006020220 

90-966 

A 

HOYLE. J C 

8006190219 

ACRS 


HUSTON, R W 

8006170515 

50-155 

8 

HOLM. J. 8. 

8006250109* 

TOPREP 


HOYLE, J. C 

8006230227 

90-327 

0 

HuaroN. R. w 

8006170593 

50-255 

Q 

HOLHrN H. 

0006090035 

XPORTLIC 


HOYLE, J C 

8009270039* 

ACRB 


HUSTON, R W 

8006240508 

50-255 

8 

HOLMES. J A 

8006110122 

50-141 

H 

HOYLE, J C. 

8006230229 

ACRB 


HYDE.H. J 

8006300569* 

50-320 

H 

HDLODY. D J 

8006050517* 

70-1143 


HOYLE. J C. 

8006260062 

ACRB 


iHANrR. L 

8006200535 

NUREO 


HOLOHAYfC.F. 

8006850345 

REB 


HOVUE, J. C 

B006300312 

ACRB 


1NDU8I.J P 

8006260025 

RE9 


HOLOHAY.C F. 

8006270070 

REB 


HOYLE. J, C 

8009230280* 

ACRB 


INGRAM, F. 

8006170876 

50-302 

B 

HOLOWAV.C F. 

8006300500 

REB 


HOYLE, J C 

8006190200 

ACRB 


INGRAM, W D 

9006240262* 

6tatf Prog 

HOLTER.O H 

8006250171 

NUREO 


HOYLE, J.C 

8006270005 

ACRB 


IPPOLITOrT A 

6006020179 

50-133 

F 

HOLTON. R L. 

8006090049 

50-999 

0 

HOYLE. J C 

8009230389* 

ACRB 


IPPOLITOrT A. 

0006040147 

50-259 

F 

HONEYf D. D. 

8006240104 

PR 


HOYLE. J.C. 

8006190199 

ACRB 


IPPOLITO.T A 

0006040144 

50-331 

F 

HOOD. D. S. 

6006290010 

50-329 

A 

HOYLE. J C 

8006190206 

90-327 

0 

IPPOLITO, T A 

0006020060 

30-324 

0 

HOOD.D 8 

8006800062 

50-329 

A 

HOYLE, J. C 

8009230082* 

ACRB 


IPPOLITO.T A 

8006060003 

50-331 

0 

HOOD.O 8 

8006200994 

90-413 

A 

HOYLE, J. C 

8006300318 

ACRB 


IPPOLITO. T A 

6006060589 

50-333 

Q 

HOOD. D. a. 

8006230031 

90-329 

F 

HOYLE, J C 

8009230116* 

ACRB 


IPPOLITO.T A. 

0006200577 

50-220 

Q 

HOOKER. C D 

8006090446 

NUREO 


HOYLE. J. C 

8009230398* 

ACRB 


IPPOLITOrT A 

000602001 0 

TOPREP 


HOOMMlBSENr J. E 

8006040032* 

71-9001 


HOYLE. J C. 

8006300948 

ACRB 


IPPOLITOrT A 

8006090029 

50-271 

P 

HORlMrN A 

8006060347 

90-449 

0 

HOYLE, J C 

8005270078 

lOCFR 


IPPOLITO, T A 

8006020046 

50-220 

0 

HORIN.N, A. 

8006060347 

90-445 

0 

HOYLE. J.C. 

8009270236* 

ACRB 


IPPOLITO.T A 

8006090010 

50-254 

F 

HORN. A. J 

8006060378* 

50-142 

Q 

HOYLE. J. C 

8005270981* 

lOCFR 


IPPOLITOrT A 

8006090562 

50-324 

F 

HORN. A. J 

8006850083* 

50-344 

G 

HOYLE. J C 

8006300967 

ACRB 


IPPOLITO.T A 

8006090546 

50-333 

F 

HORN. H. C 

8006110096 

PROJ 


HOYLE, J C 

8005230293* 

ACRB 


IPPOLITO.T A 

8006120433 

50-263 

F 

HORNBERQER.K. D 

6006110492 

PR 


HOYLE. J C. 

8006300324 

ACRB 


IPPOLITO.T A 

0006180171 

50-271 

H 

HOBSLER. D, 

8006240343 

90-320 

0 

HOYLE, J C, 

8009230566* 

ACRB 


IPPOLITO, T A 

0006200162 

50-265 

P 

HOUCHtNrB 

8006030090 

PR 


HOYLE. J C 

8006300329 

ACRS 


IPPOLITO.T A 

0006200178 

50-271 

F 

HOUDNNY.G J 

8006200059 

50-201 

P 

HOYLE, J C 

8006300561 

ACRS 


IPPOLITO.T A 

9006170B03 

50-257 

F 

HOUOHTOK. T, C 

8006090911 

50-395 

A 

HOYLE, J. C 

8006130072 

PR 


IPPOLITO.T A 

0006190039 

50-220 

F 

HOUDHTON. T. C. 

8006190632 

90-416 

A 

HOYLE. J. C 

8006290074 

90-327 

0 

IPPOLITO, T. A 

0006190113 

50-331 

F 

HOUDHTONr T. C, 

8006300299 

50-416 

A 

HOYLE, J. C. 

8006290091 

ACRB 


IPPOLITO.T. A 

0006190117 

50-133 

F 

HOUSER. F K 

9006030074 

70-8623 


HOYLE, J C 

8006240608 

ACRB 


IPPOLITO.T A 

8006190186 

50-263 

P 

HOUSER. F M 

8006240994 

90-869 

0 

HOYLE, J C. 

8006240999 

ACRB 


IPPOLITO.T A, 

8006190316 

50-333 

F 

HOUSTON. D 

6006290276 

90-440 

A 

HOYLE, J. C 

8006240603 

ACRB 


IPPOLITO, T A 

8006200070 

50-324 

F 

HOVEY. 0. K 

8006160144 

90-320 

8 

HOYLE. J. C 

8006240595 

50-327 

0 

IPPOLITO, T. A 

0006190108 

50-263 

F 

HOVEYi D. K 

8006030499 

90-320 

a 

HOYLE. J C 

B006260072* 

lOCFR 


IPPOLITO. T A. 

8006190122 

50-331 

F 

HOVEYiO K. 

8006030329 

90-320 

P 

HOYLE, J C. 

8006240519 

90-70 

□ 

IPPOLITO.T A 

0006230221 

50-263 

F 

HOVEY. 0. K. 

8006030362 

90-320 

P 

HOYLE, J C 

B0062409B8 

ACRB 


IPPOLITO.T A 

0006260081 

TOPREP 


KOYEV. 0 K. 

8006030469 

90-320 

8 

HOYLE, J. C. 

8006240991 

ACRB 


IPPOLITO, T. A 

8006270034 

50-324 

P 

HOVEY. 0 K 

8006090038 

50-320 

P 

HOVUE, J. C 

8006260364* 

ACRB 


IPPOLITO.T A 

8006270037* 

50-324 

P 

HOVEY. 0 K 

8006030399 

90-320 

Q 

HOYLE, J C, 

8006240920 

ACRB 


IPPOLITO.T A 

8006300239 

50-271 

H 

HOVEY. 0. K 

6006060368 

50-320 

P 

HOYLE, J. C 

8006240327 

ACRB 


IRELAND. R 

8006120004 

KIBC 


HOVEY. 0 K 

8006090374 

50-320 

q 

HOYLE, J C 

8006290087 

ACRS 


IRELAND. R 

8006230046 

MI8C 


HOVEY. 0. K 

8006090327 

90-320 

p 

HOYT, 0 W 

8006190932* 

90-361 

1 

IRWIN, 0 R 

8006020543 

NUREO 


HOVEY. 0 K. 

8006060263 

90-320 

8 

HUANO,T L 

8006250046 

ORO 


ISRAEL. 8, L. 

0006240237 

50-269 

P 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ISRAELIS L 

6006060300 

TDPREP 


IWANtCKl. R E 

6006240260 

40-0697 


IWANICKirR E 

6006260079 

40-0300 


JACKIM. I N 

e006170276^t 

50-254 

Q 

JACK8DN, 0 

6006160294* 

FOIA 


JACKSON. 0 

eoo6ieosea* 

FOIA 


JACKSON, K H 

6006170136 

PRM 


JACKSON, 0 

0005270522* 

71-9094 


JACKSON, R W 

00060901 48 » 

QA999 


JACOBS, P T 

0006270065 

NURE6 


JACOBS, A 

0006190272 

CONTRACT 


JACOBS, A 

B006200129 

CONTRACT 


JAECH, J L 

80062S0105* 

TOPREP 


JANECEK, R F 

7903160172 

50-237 

P 

JANECEK, ft F 

8006030470 

90-237 

P 

JANECEK. R F 

8006 190305 

SO-IO 

P 

JANECEK, ft F 

0006090356 

90-254 

P 

JANECEK. ft F 

0006170559 

50-254 

F 

JANECEK. R: F 

0006190456 

50-10 

P 

JANECEK, R F 

0006200366 

90-10 

P 

JANECEK, R: F 

0006170419 

50-237 

P 

JANECEK, fl: F 

0006230196 

50-249 

P 

JANECEK, ft F 

0006270273 

50-265 

P 

JANECEK, ft F 

8006250277 

50-237 

P 

JANICEK, M 

8006240256 

St*i* Prog 

JANUSKA. A 0 

BQ06170379* 

90-299 

0 

JAPE.F 

8006060152* 

50-269 

Q 

JASANI.K H 

0006110140* 

90-320 

P 

JAWOR8KY, M J 

B0061B0101 

90-282 

P 

JAYE. B 

0006 1 1 0059* 

50-361 

0 

JEFFERSON, R H 

0006060168 

71-6400 


JEFFRIEB, C 

0006270344 

NUREO 


JENKINS, Q R 

8006100005* 

70-1191 


JENKINS, 0 R 

0006230202* 

50-200 

Q 

JENKINS, 0 R 

8006030505* 

90-424 

Q 

JENKINS. 0 R 

8006170775* 

90-321 

0 

JENKINS, 0 R 

0006250165* 

50-259 

Ct 

JENKINS, Q R 

0006240052* 

50-395 

Q 

JENKINS, 0 

G006040356 

50-302 

B 

JENKINS, 0 R 

8006090126 

lliE 


JENKINS, H V 

0006110125* 

50-304 

6 

JENKINS, R U 

0006 170905* 

90-295 

B 

JENKINS, R U 

0006270292* 

50-295 

8 

J£N3,U H 

0006030613* 

NUREO 


JOHNrD F 

0006 i 30243 

50-445 

H 

JOHN. D F 

0006 130243 

50-445 

h 

JOHN,D F 

8006200167 

50-445 

H 

JOHN,0 F 

0006200167 

50-445 

M 

JOHNSON, K B 

0006300102 

NUREO 


JOHNSON, B 

Q006170B74 

PR 


JOHNSON, J 

6006120147* 

50-206 

0 

JOHNSON, C ft 

0009120430 

70-1510 


JOHNS, 8 J 

00061 2005Q 

50-155 

0 

JOHNSON, J 

0006020266* 

50-220 

0 

JOHNSON, E> F 

0006090440* 

50-244 

0 

JOHNSON, J K 

0OO616O13B* 

0A999 


J0HN8RUD. J H 

0006060264 

50-307 

0 

JOHNSTON. H P 

0006040199 

50-275 

0 

JOHNSTON. M P 

0006040199 

50-275 

0 

JOHNSON, R U 

0006170139 

90-344 

0 

JOHNSON, A D 

0006090411* 

50-361 

G 

JOHNSON, A H 

8006240071* 

90-321 

0 

JOHNSON, C 

0006120167 

FOIA 


JOHNSON, H E 

0006020198 

OEU TEC 

IS 

JOHNSON, 0 U 

0006290093* 

50-344 

G 

JOHNSTON, M P 

0006300663 

90-279 

» 

JOHNSON. N 0 

0006200266 

XPQRTLIC 


JOHNSON, H C 

0006230426 

90-399 

8 

JOHNSRUD, J H 

0006060377 

90-387 

0 

JOHNSON, C R 

6006160157 

71-6690 


JOHNSON, N R 

0006120449 

XPDRTLIC 


JOHNSON, M C 

6006 1906 54 

90-395 

0 

JOHNSON, R U 

6006110221 

50-344 

0 

JOHNSON, r 

6006190597 

30-275 

H 

JOHNSON, C 

8006160020 

90-466 

0 

JOHNSON, C 

0006160029* 

50-466 

0 

JOHNSON, H C 

0006300320 

50-395 

G 

JONES, H C 

8006130090* 

50-209 

Q 

JONES, Y 1 

0006040196* 

50-275 

0 

JONES, 0 L 

0006170020 

PRM 


JONES, N C 

0DO6O4OO24 

90-239 

0 

JONES, Y I 

8006040194 

50-275 

0 

JONES, C E 

0006230060* 

90-373 

0 

JONES. C, 

8006090061 

PR 


JONES, U C 

0006300543 

90-235 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
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JONES. M C 

8006040299 

50-209 

F 

JONES, Y 1 

8006240313 

50-275 

0 

JONES, E M 

8006240217 

50-247 

S 

JONES, E N 

8006240222 

50-247 

8 

JONES, M C 

8006170442 

50-209 

R 

JONES, M C 

8006230422 

50-209 

P 

JONES, H C 

8006240324 

30-209 

P 

JONES. H C 

8006200014 

RES 


JONES, M C 

0006300372 

50-205 

P 

JORDAN. E J 

8006130120* 

50-282 

0 

JORDAN, E L 

Q0060606D3* 

50-312 

Q 

JORDAN, L V 

0006200132 

70-27 


JORDAN, L U 

0006230072 

70-27 


JORDAN, M S 

0006170336 

PR 


JORDAN, U 8 

0006110224 

PR 


JORDAN, H 0 

8006170336 

PR 


JORDAN. H 8 

8006170336 

PR 


JORDAN. W B 

8006110224 

PR 


JORDAN. U S 

0006170247 

PR 


JORDAN,!^ 8 

0006170247 

PR 


JORDAN, H 8 

0006170247 

PR 


JORDAN, D D 

0006110282* 

30-449 

M 

JORDAN, E L 

0006250089 

mac 


JORDAN, H H 

0006160061 

50-209 

0 

JORDAN, H 0 

6006240537 

COMHISBION 

JORDAN, H S 

9006240358 

50-199 

Q 

JORDAN, H S 

8006240483 

30-247 

0 

JORDAN, U 8 

8006240390 

50-195 

0 

JORDAN, H 8 

8006240483 

SO-247 

Q 

JORDAN, H 8 

0006260180* 

50-247 

Q 

JORDAN, W S 

0006260186 

50-247 

0 

JORDAN, U 8 

0006260108* 

30-247 

0 

JORGENSEN. 0 L 

0006180046* 

50-259 

0 

JOYmJ M 

0006160013* 

30-206 

R 

JOVA, N 

0006190446 

S0-2B9 

H 

JOYCE. J 

8006130182 

mec 


JOYNER, J H 

0006060101* 

50-293 

Q 

JOYNER, J H 

0006040270* 

70-139 


JOYNER, J H 

0006030029* 

70-371 


JOYNER, J H 

0006090517* 

70-1143 


JOYNER, J H 

0006290017* 

30-219 

0 

JOYNERr J H 

8006070196* 

90-213 

Q 

JOVNERr J H 

8006090149* 

30-293 

Q 

JOYNERr J H 

8006200538* 

70-33 


JQYNERr J H 

8006300131* 

70-1143 


JUR0EN8EN. R U 

8006030296 

NUREO 


KAL1VIANAKI6. N 

8006110141 

90-294 

6 

KALIVIANAKIB. N 

8006110304 

90-254 

a 

KALIVIANAKIB. N 

8006110320 

90-269 

6 

KALIVIANAKIS, N 

8006110363 

90-269 

8 

KALIVIANAKIB, N 

G0061 10078 

90-254 

R 

KALIVIANAKIS, N 

8006110034 

50-254 

R 

KALIVIANAKIS, N. 

6006230391 

90-294 

8 

KALIVIANAKIS, N 

0006270266 

50-265 

8 

KALIAN, 0 

8006060197 

90-320 

8 

KAHHERERiC 

8006300231* 

90-320 

H 

KAHMERER.C. 

8006300239* 

90-320 

K 

KAHMERER.C 

0006300249* 

90-320 

H 

KAHMERER.C 

0006300254* 

90-320 

H 

KAHHERER.C 

0006300263* 

90-320 

H 

KAMHERCR.C 

6006300319* 

90-320 

H 

KAMMERERrC 

8006300321* 

90-320 

H 

KAHHERER.C 

8006300903* 

90-320 

H 

KAMKERERrC 

8006300326* 

30-320 

H 

KAHMERER.C 

8006300337* 

90-320 

H 

KAHMERER.C 

8006300349* 

90-320 

H 

KAHMERER, C 

8006300352* 

90-320 

H 

KAHMERER.C 

8006300394* 

90-320 

H 

KAHMERER, C 

8006300359* 

90-320 

H 

HAMMERER, C 

0006300367* 

90-320 

H 

HAMMERER, C 

BD06300428* 

50-320 

H 

HAMMERER, C 

0006300431* 

50-320 

H 

KAMMERER/C 

0006300437* 

90-320 

H 

KAHMERER.C. 

8006300445* 

90-320 

H 

KANAK.K K 

8006200021 

RES 


KANE. U, 

8006180503 

TOPREP 


KANE. U. 

8006170876 

TOPREP 


KANN. Q. A 

8006170619* 

30-339 

P 

KANNr 0. A 

8006170621* 

50-339 

P 

KANN, 0. A 

8006170626* 

50-339 

P 

KANNr 0. A 

8006170633* 

go-339 

P 

KANUCH, B M 

0006300494 

TOPREP 


KAPLAN, A, L 

0006200544 

70-1113 


KAPLAN, A L 

0006230049 

70-1U3 


KAPLAN, A L 

8006190363 

70-1113 



AUTHDft 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KAPLAN, A L 

8006160223 

70-1113 


KAPLAN, A L 

G006270369 

70-1113 


KAPLAN, A L 

0006270369 

70-1113 


KAPLAN, A L 

□006130006 

70-1007 


KAPLAN, A L 

0006090489 

70-1113 


KAPLAN. A L 

0006200431 

70-IU3 


KAPPLErA W 

8006090371* 

50-272 

S 

KAPPLE.A W 

8006300373* 

90-272 

8 

KAPPLE.A W 

8006300424* 

90-272 

S 

KAPPLE.A N 

8006300465* 

90-272 

S 

KARMAN, M 

8D06020105 

90-434 

G 

KATZ, L 

8006190396* 

QA999 


KAUFMANrN C 

8006200572 

PflOJ 


KAUFMANN.R 8 

0006170127 

40-8852 


KAUFMANN.R S 

0006250326 

40-8502 


KAYrJ A 

0006030367 

90-27 

P 

KAZANA8. N C 

8006020210* 

90-207 

P 

KEARNEY, J 

0006040003 

PR 


KEATEN, R W 

0006190109 

50-207 

G 

KEEN, N 

0006260190* 

90-470 

G 

KEHOE, D 

8006090196* 

50-213 

0 

KEHOE, 0. V 

8006170009* 

90-273 

0 

KEIMIO.R R 

8006020180* 

90-219 

0 

KEIMtO.R R 

8006040099* 

90-249 

0 

KEIHIO.R R 

8006180056* 

90-272 

0 

KEIMIO,R R 

8006180126* 

90-272 

0 

KEIKIOiR, R. 

0006290157* 

90-249 

0 

KEIHIO, R R 

0006190153* 

90-217 

0 

KELLAMEiJ 0 

8006050341* 

50-337 

P 

KELLAMEiJ 0 

0006090336* 

90-339 

p 

KELLEY, M 0 

8006200 133» 

OA979 


KELLEY, W D 

8006030167* 

QA979 


KELLEY, N D 

8006230223* 

QA779 


KELLEY, D L 

8006090097* 

90-382 

0 

KELLEY, D L 

8006170199* 

90-382 

0 

KELLEY, D L 

0006060129* 

90-289 

a 

KELLEY, D L 

0006290081* 

50-209 

a 

KELLEY, D L 

8006290089* 

90-205 

Q 

KELLOOO, P J 

B006090947* 

5 0-32 i 

a 

KELLOOO4P J 

8006090909* 

90-83 

Q 

KELLOOOrP J 

8006290107* 

90-200 

0 

KELLOGG rP J 

BD06 130391* 

90-261 

0 

KELLOGG, P, J 

0006160186* 

90-333 

0 

KELLOGG. P J 

0006040391 

90-281 

8 

KELLOGG. P, J 

0006250106* 

90-395 

G 

KELLOGG, P J 

8006300266* 

90-324 

G 

KELLOGG. P J 

8006130370 

90-330 

s 

KELMIO.R 

8006100609 

50-249 

0 

KEMPER, J 8 

0006120348 

50-392 

0 

KEMPER, J 6 

0006110329 

50-392 

8 

KEMPER, J S 

0006170627 

NUREO 


KEMPER, J B 

0006260101 

90-277 

p 

KEMPER, J. 8. 

0006270217 

90-392 

B 

KENDALL, H. W 

0006040047 

90-320 

P 

KENNArU B 

8006200010* 

70-U91 


KENNA.N B 

8006290290* 

50-321 

0 

KENNArN.6. 

6006060296 

70-143 


KENNA.U B 

8006090399 

70-27 


KENNA.W B 

8006200329 

70-143 


KENNA, B 

8006020067 

70-1113 


KENNA, M B 

8006050418 

70-1113 


KENNA, M B 

0006160239 

70-143 


KENNA.U 0 

8006200004 

70-1151 


KENNArM.B 

8006250032 

70-143 


KENNA.N B 

8006250249 

90-321 

G 

KENNAiVl B, 

8006300216 

70-024 


KENNEDY, R T 

8001040696 

COMM IBB ION 

KENNEDY, R T 

0006300635* 

FOIA 


KENNEDY, E M 

8006120200 

90-271 

U 

KENNEDY. N £ 

8006290171 

NUREG 


KENYON, M 

8006060230 

50-510 

B 

KEPFORDi G 

8006090199 

90-320 

0 

KEPFORDi G 

8006060249 

50-320 

0 

KEPFORD, C 

8006090002 

90-307 

0 

KEPFORDi G 

8006160067* 

50-209 

0 

KEPFORD, C 

0006120379 

90-207 

0 

KEPPLER, J. 0 

0006130000* 

90-259 

Q 

KEPPLER.J 0. 

8006130099* 

90-299 

0 

KEPPLER, J 0. 

B006D2022B 

90-358 

F 

KEPPLER. J, G 

8006020231 

50-263 

F 

KEPPLER.J G 

8006020234 

50-295 

F 

KEPPLER, J. G 

8006020236 

90-409 

F 

KEPPLER.J G 

8006020240 

50-10 

F 

KEPPLER. J 0. 

8006020247 

50-331 

F 

KEPPLER, J 0 

0006020290 

50-346 

F 
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ACCESSION 
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NUMBER 

CATEOORY 

AUTHOR 

KEPPLERi J 0 

8006020294 

90-373 F 

KETZLACHi N 

KEPPLERiJ 0 

8006020297 

90-305 F 

KETZLACHi N 

KEPPLERi J 0 

8006020260 

70-923 

KETZLACHi N 

KEPPLERiJ Q 

8006030177 

90-266 F 

KETZLACHi K 

KEPPLERi j 0 

8006200102 

90-331 Q 

KETZLACHi N 

KEPPLERi J Q 

8006200106 

90-195 Q 

KEVERNiT A 

KEPPLERiJ 0 

8006200108 

90-263 0 

KEVERNiT A 

KEPPLERiJ 0 

80062001 10 

90-10 Q 

KEVERN, T A 

KEPPLERi J 0, 

6006060325 

30-373 Q 

KEYi M J 

KEPPLERiJ 0 

8006170200 

50-494 0 

KEY. W J 

KEPPLERiJ 0 

6006020069 

50-546 0 

KIDDiM 6 

KEPPLERiJ 0, 

8006170044 

50-319 0 

KlMi J J 

KEPPLERiJ 0 

6006160210 

90-166 Q 

KIM. 8 H 

KEPPLERi J. 0 

6006200196 

50-319 Q 

KIMiS M 

KEPPLERiJ 0 

8006300 156<» 

50-34 1 Q 

KIMiS H 

KEPPLERiJ Q 

80060600BS 

40-4337 

KiMiS M 

KEPPLERi J 0 

8006300148 

90-341 Q 

KIMiS H 

KEPPLERr J 0 

8006090931 

BLat* Pvog 

KlMiS M 

KEPPLERi J 0 

8006090499 

90-494 Q 

KIMiS M 

KEPPLERiJ 0 

8006090501 

90-483 A 

KlMiS M 

KEPPLERiJ 0 

8006090906 

6L«tv Prog 

KIHiB H 

KEPPLERi J 0 

8006090918 

BLoto Prog 

KIMiS M 

KEPPLERiJ Q 

8006090923 

BL«t;» Prog 

KINNEYiW W 

KEPPLERi J Q 

8006090927 

6tot« Prog 

KINNEY, W W 

KEPPLERi J 0 

8006110400 

Btatt Prog 

KINNEYiW W 

KEPPLERiJ Q 

8006120066 

Btatf Prog 

KINNEY, U W 

KEPPLERiJ 0 

8006120408 

6tat* Prog 

KINNSCKi D L 

KEPPLERi J 0 

8006300139 

90-329 Q 

KINTERiL L 

KEPPLERi J 0 

8006170326 

90-295 Q 

KINTERiL 

KEPPLERiJ 0 

8006190173 

90-346 P 

KlNTNERi L 

KEPPLERiJ 0 

0006190176 

90-263 F 

KIPER.K L 

KEPPLERiJ 0 

8006190696 

90-946 8 

KIPPENiT A 

KEPPLERiJ 0 

8006190700* 

90-946 Q 

KIRKiW F 

KEPPLERi J 0 

0006190703* 

90-946 0 

KIRKiW F 

KEPPLERi J 0. 

B006 190706* 

90-946 Q 

KiRKiB L 

KEPPLERi J 0 

B006190713* 

90-946 Q 

KIAK.B L 

KEPPLERi J 0 

0006190719* 

90-946 Q 

KIRKLAND, H W 

KEPPLERi J.O 

8006240939 

90-494 0 

KIRKLAND, R 8 

KEPPLERiJ 0 

8006180031 

90-10 F 

KIRKLAND, R S 

KEPPLERiJ 0 

8006180943 

90-346 Q 

KIR8CH.D F 

KEPPLERi J 0 

80062400B7 

90-319 P 

KlRSCHiO F 

KEPPLERi J 0 

8006300268 

90-106 Q 

KISTERiH 

KERRiO. W. 

8006090499 

8t«t* Prog 

KISTERrH B 

KERRiO W 

8009130912 

WASTE MOT 

KISTERiH. B 

KERRiO W 

8006090430 

Stata Prog 

KISTERiH B 

KERRiO W 

0006090449* 

Btata Prog 

KISTERiH B 

KERR* 0 U. 

8006020006 

8tat* Prog 

KISTERiH. 

KERRiO. U. 

0006030143 

WASTE MOT 

KISTERiH B 

KERRiO U. 

9006110404 

Stott Prog 

KISTERiH. B 

KERRiO. W 

8006120918 

Stott Prog 

KlTEiM 8 

KERRiO U 

9006300647 

Stott Prog 

KITEiH B 

KERRiO W 

9006240948 

90-03 8 

KLE1N60R0E. W. 

KERRiO. H 

8006890008 

Stott Prog 

KLEINSOROE. W P 

KERRiO W. 

8006300449 

Stott Prog 

KLElNBOROEi W P 

KERRiO W 

9006300940 

Stata Prog 

KLIMBEROiS. B 

KERRi 0. H 

9006230099 

Stota Prog 

KLINE, J A 

KERRi 0. M. 

8006230177 

Statt Prog 

KLOPPINOi J 

KERRi 0. W 

8006230187 

Btatt Prog 

KNAPP, P J 

KERRi 0, \rf 

8006230192 

HEOOD 

KNAPP 1 P. 

KERRi 0 W 

8006840219 

Stata Prog 

KNAPP, P 

KERRi 0 W. 

8006290014 

Btota Prog 

KNAPP, P J 

KERRj 0 W. 

8006260132 

Statt Prog 

KNAPP, P. J. 

KERRi 0. U 

8006300044 

Btata Prog 

KNAPP, P 

KERRi 0. W 

0006300390 

Stata Prog 

KNAPP, P J 

KERRiO U 

8006240106 

Stota Prog 

KNEBELrJ A 

KERRi 0 U 

8006240643 

Stota Prog 

KNIOHTiJ P 

KERRi 0 H, 

8006290119 

Stata Prog 

KNIOKTiJ P 

KERRi 0 U 

8006300937 

Stota Prog 

KNQP,R C 

KERRj 0, 

8006300942 

Stota Prog 

KN0P,R.C 

KERRi y 

0006180296 

90-2 F 

KNOP,R C 

KERRlOANi J 

0006090907 

80-311 P 

KNOP,R C, 

KERRlOANi J 

9006290069 

80-311 P 

KNOP,R C 

KCRRlOANi J 

8006240236* 

90-328 A 

KNOP,R C, 

KERRIOANi J. 

8006290099 

80-311 P 

KNaP,R G. 

KERRIOANiJ D 

9006290306 

80-311 P 

KNOP,R.C. 

KERSi D, 

8006800997 

NUREO 

KNOF,R.C, 

KERMlNi D. K 

8006200942 

NUREO 

KNOTTS, J B 

KETCHENiE 0. 

8006030196 

90-244 0 

KNOTTS, J. B 

KETCHUHiA 0 

9006120391 

90-307 D 

KNOTTS, J. B 

KETCHENi E, 0. 

8006110196 

70-2623 

KNOTTS, J B. 

KETCHENi E. 0 

8006110210 

90-278 0 

KNOTTS, J. B 

KETCHENiE 0 

8006190993 

90-269 0 

KNOTTS, J. B 

KETCHENi £. 0, 

8006190606* 

90-269 Q 

KNOTTS, J. B 

KETCHENiE 0 

8006200317 

90-369 Q 

KNUTH, D, F 

KETZLACHi N 

8006040129 

70-27 

KNUTHi D. F 
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SUBJECT 



ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

6006090046* 

70-25 


KNUTH, 0 F 

8006190248 

FOIA 


8006020041 

70-624 


KNUTH, D F 

8006090108 

PR 


8006020397* 

70-27 


KOCHiL J 

8006030071 

PR 


8006300191 

70-690 


K0CI8. R 

8006120357* 

90-346 

5 

8006300280 

70-27 


KODNER.J L 

8006170560 

30-999 

0 

6006020161 

50-263 

P 

KOBNERi J L 

0006170570* 

50-599 

0 

8006290270 

90-331 

F 

KODNERiJ L 

B006170960 

50-999 

0 

6006290279 

50-331 

P 

KODNER, J L 

0006 170 570* 

50-599 

0 

9006020089* 

50-265 

0 

KOESTER.O L 

8006200144 

50-462 

p 

8006170766* 

50-331 

Q 

KQESTER.O L 

0006120356 

50-402 

a 

8006160166* 

50-338 

Q 

KOESTERi G L 

8006180525 

50-462 

B 

6006160163 

PR 


KDESTERiO L 

8006090166* 

50-462 

Q 

8006160342* 

FOIA 


KQESTERi 0 L 

8006290012 

SO-462 

B 

0006160348* 

FOIA 


KDESTERi 0 L 

0OO624D2OO 

50-482 

B 

6006180339* 

FOIA 


KOESTERi 0 L 

8006240204 

50-482 

3 

6006100266* 

FOIA 


KOESTERi G L 

B00623D364 

50-462 

F 

8006100272* 

FOIA 


KOHLER, J E 

8006170730* 

50-299 

0 

7903140178 

FOIA 


KOHLER, J 

8006170299* 

50-299 

0 

6006 180292* 

FOIA 


KOHLER, J E 

8006230077* 

50-299 

0 

0006190307* 

FOIA 


KOHLER, J F 

80Q60S0377 

50-304 

8 

G0061B0300* 

FOIA 


KOHLER, J £ 

0006040333 

50-304 

G 

6006160266* 

FOIA 


KONKLINiJ E 

G006190323* 

30-946 

0 

6006120099* 

90-94 

0 

KOPLIK. B 

0006200963 

NUREO 


6006060041* 

70-697 


KOPPELMANr R 

B00603034 1 

30-129 

w 

6006160114* 

70-371 


KORSTAOrP A 

0006260049 

NUREO 


6006190068* 

70-B20 


KOSTMAYERrP H 

0006200091* 

50-320 

u 

6006230994* 

50-361 

A 

KOTKOFF, D N 

B006230531* 

50-361 

A 

6006230130 

50-364 

P 

KOTBCHiJ L 

8006050534 

40-6659 


8006290343 

90-364 

A 

KOTSCHi J 

8006190037 

40-299 


8006190163 

90-364 

P 

KOTTANiJ J 

6006060041* 

70-687 


6006130190 

90-410 

A 

KOZISEKiP B 

B006240451 

40-1162 


6006110066 

40-1162 


KRAMERiC 0 

0006170365 

90-395 

A 

8006060198 

70-371 


KRATZiL A 

0006 120 4 19* 

CONTRACT 


6006110466 

PR 


KRAZINBKIrJ L 

0006120476 

NUREO 


6006300069 

NUREO 


KROESiR J 

0006230916 

90-433 

F 

6006300039 

NUREO 


KROOERiR C 

0006190107 

XPORTLIC 


6006190424 

70-794 


Kuoe, T 

0006290098 

XPORTLIC 


eoo6iioiie 

90-160 

8 

KUMARiK D 

8006300069 

NUREG 


0006290246 

90-160 

F 

KUNOER.O A 

7812290093 

50-320 

S 

6006290172* 

90-397 

0 

KUOi P. T 

8006110228* 

50-279 

0 

6006300991* 

50-397 

A 

KUSHNERiW U 

0006040270* 

70-139 


6006120147* 

90-206 

Q 

KUSHNERiW. L 

0006300131* 

70-1143 


6006020092* 

90-333 

0 

LAATSiE T 

0006260031 

RES 


B006030101* 

50-322 

Q 

LACEY, H 8 

G006030419* 

50-334 

8 

8006020266* 

90-220 

0 

LACEY, W, 8 

0006060374* 

90-334 

e 

6006090440* 

90-244 

Q 

LACEY, W 9 

8006060365* 

90-334 

B 

6006 170391* 

90-247 

Q 

LACEY, W. 8 

8006090382* 

90-334 

8 

6006290190* 

90-333 

Q 

LACEY, W 8 

0006090309* 

30-334 

8 

6006300060* 

90-322 

0 

LACEY, W. 8 

0006110112* 

30-334 

8 

6006110086 

40-1162 


LACEYi W 8 

0006110126* 

30-334 

8 

8006110086 

40-1162 


LACEY, y 6 

B006170S63* 

90-334 

8 

8006160091* 

90-910 

0 

LACEY, y. B. 

0006170871* 

30-334 

8 

6006120041* 

90-438 

Q 

LACEY, y 6 

0006170876* 

90-334 

8 

6006130069* 

90-413 

0 

LACEVi y. 8 

0006230862* 

50-334 

8 

B006 110229 

90-244 

0 

LACHANCE, J L 

0006300459 
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8006120332 

90-279 

0 

LACKER, D K 

0006130003* 

COMMISSION 

0006190919 

90-279 

H 

LADUNrR H 

0006090170* 

30-320 

0 

6006230492* 

90-309 

Q 

LADUN.R. H 

0OO6O9OOB6* 

30-201 

Q 

8006090088* 

70-33 


LADUN, R 

0006090816* 

70-1143 


6006190208* 

90-201 

Q 

LADUNrR H 

6006190079* 

30-104 

Q 

6006270406* 

90-219 

0 

LADUN.R H 

0006200297* 

70-33 


8006190193* 

90-219 

0 

LADUNrR H 

00062401 SB* 

70-620 


8006040337 

90-219 

8 

LADUN, R. H 

0006300610* 

30-229 

Q 

6006300223 

90-277 

8 

LAFLEURiJ D 

0006200829 

30-320 

P 

6006030193 

40-8902 


LAOIEySKliJ 8 

0006040392* 

30-316 

8 

6006030199 

90-279 

A 

LAOIEySKIrL 

0006050049* 

30-318 

8 

6006300650 

90-329 

A 

LAOOMARSINOiR. 

0006060516* 

90-279 

H 

6006200113* 

90-398 

0 

LAOOMARSINO.R J 

0006190469 

50-275 

H 

6006090911* 

90-483 

0 

LANCASTER, K.F 

0006030304* 

50-302 

S 

6006200124* 

90-461 

0 

LANCASTER, K F. 

8006030500* 

50-302 

S 

8006170763* 

90-329 

0 

LANCASTER, K F 

8006030506* 

90-302 

S 

8006170201* 

90-483 

Q 

LANCASTER, K F 

8006110140* 

50-302 

8 

6006190162* 

90-373 

0 

LANCASTER, K F 

8006190603* 

50-302 

8 

6006060226* 

90-329 

Q 

LANCASTER, K F 

0006300401* 

50-302 

8 

8006230061* 

90-461 

0 

LANCASTER, K F 

8006240450* 

90-302 

8 

8006300192* 

90-329 

0 

LANCASTER, K F 

8006240426* 

50-302 

S 

8006090999 

90-449 

M 

LANDAUERiR.8 

0006090010 

PR 


8006090496 

PR 


LANDSMAN. R B 

0006100414* 

90-483 

Q 

6006090498 

PR 


LANGLEY, E, B. 

0006160044* 

50-279 

A 

8006120092 

90-449 

M 

LANGNERiR R. 

0006190562 

50-264 

F 

6006120052 

90-449 

M 

LANIK.O 

0006280397 

TOPBEP 


6006110302 

90-449 

M 

LAWnNG, D D 

0006260036 

NUREO 


8006110302 

90-449 

M 

LANTZiP M 

0006270076 

RES 


8006120436 

PRM 


LANTZiP M 

6006300500 

RES 


8006120441* 

PRM 


LARDER, R A 

0006270399 

NUREG 
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LARKIH. D H 
LARKUiS, J T 
LARKINS, J T 
LARSGN. T K 
LATHAM, S B 

0006020570 

a0060‘70439« 

B006090434 

BC06260020 

6006190970 

4Q-B502 

TOPREP 

TOPREP 

RES 

50-323 

G 

LATHAMrS B 

G0061600e7tt 

50-322 

0 

LAUDENi N 

LAUD I Oi 6 

8006250336 

S006U0427 

TOPREP 

SO-367 

0 

LAURIND. 0 F 

8006300300 

50-289 

H 

LAHTONrM B 

LA2ARUS.H J 

6006040197 

6006060033* 

40-0004 

SO- 309 

a 

LATARUS. U 

8006030109* 

30-309 

G 

LA20, R M 

8006020130 

30-466 

0 

LAID. R 11 

8006120329 

90-142 

0 

LAZOrR 11 

8006230372 

50- 1 33 

Q 

LAZO. R. H 

8006240433 

30-369 

0 

LAZOiR h 

S006300419 

50-282 

G 

LEACMrL P 
LEAHEY.H S 

LEASE R & 

000602 01 04 

6006250090* 

B006240476* 

RES 

CONTRACT 

50-316 

8 

LEBO. C.D 

LEBO. C D 

LEDUCi B K 

LEC.B 

0006050526 

9006290040 

8006200363 

8006130142* 

CONTRACT 

CONTRACT 

NUflEO 

SO- 10 

Q 

LEE. B 

8006170601 

50-10 

H 

LEE.E U K 

8006020016* 

30-494 

Q 

LEErE M K 

8006230191* 

90-461 

Q 

LEErK U 

LEE. a,B 

8006260040 

8006040041 

NUREO 

50-267 

Q 

LEE. R- E 

8006060037* 

30-267 

Q 

LEE. T. D 

LEEDiR H 

8006200330* 

8006060299 

70-143 

30-522 

Q 

LEED. R M 

8006060299 

30-582 

0 

LEEDiR M 

8006190447 

90-922 

0 

LEEDi R K 

6006190447 

90-922 

0 

LEHMAN. L J 

6006130296 

90-320 

P 

LEHMAN. L. J 

8006130319 

90-320 

D 

LEKPGES. T £ 

0OO6O3OO5B 

90-220 

Q 

LEMPOES. 7 E 

6006030990 

90-220 

P 

LEMP0E8. T e. 

6006020462 

90-220 

Q 

LEMPOESi T E 

6006120330 

90-220 

Q 

LEMPOESi T E 

8006300271 

90-220 

Q 

LGMPOEfii T, E 

6006090360 

90-220 

8 

LEHPOESi T E 

6006090370 

90-220 

8 

LEMPOESi T E 

6006110171 

90-220 

R 

LEMPOESi T E 

6006300269 

90-820 

Q 

LENAHANr vl. J 

0006270214* 

50-438 

Q 

LENT8CH. J U 
LENTSCHrJ U 

8006300304 

6006230423 

PR 

90-344 

Q 

LEONARD. J D 

8006090303* 

90-333 

Q 

LEONARD. J 0 

6006050493 

90-333 

Q 

LERNER.N C 
LESSOR. L C 

8006230099* 

8006090322 

CONTRACT 
90-29 B 

R 

LEUNOi J C 
LEUNO.-J C 

LEVINE. M M 
LEVINE. S H 

8006040093 

0006040093 

0006200031 
00061 30278 

ORO 

ORO 

REB 

90-9 

F 

LENISrO 

6006300397* 

90-390 

A 

LEUriBtJ 0 

6006300317* 

30-293 

0 

LENIdrR C 

6006060964* 

90-302 

Q 

LEHIStR C, 

0006090940* 

90-321 

Q 

LEHI8.R C 

0006090491* 

30-83 

0 

LEHIB«R C 

8006060934* 

90-348 

0 

LEHIS*R C 

8006180026* 

50-290 

Q 

LGN1S«M t 

LENI8.R C 

6003220680 

8006230171* 

PR 

30-339 

0 

LEUlSiR C 

6006030992 

30-3^0 

0 

LEHISiR G 

6006060146 

90-269 

G 

LENtai R C 

8006240264* 

90-239 

G 

LEWIS, H C. 

6006240267* 

90-299 

0 

LEWIS. R. C. 

6006240167* 

30-299 

Q 

LEW16. R. C. 

8006090431 

90-364 

Q 

LEWIS. R C> 

6006200219* 

50-290 

Q 

LEWlSiR C, 

8006090316 

90-327 

Q 

LEWIS. R C. 

0006250103* 

90-280 

0 

LEWIS. R C. 

0006130309 

90-261 

0 

LEWIS. R G 

8006160101 

90-338 

Q 

LGWie.R G 

0006230226* 

90-321 

0 

LEWIS. R C. 

8006060381 

90-200 

0 

LEWIS. R C. 

8D06090961* 

90-369 

0 

LEWIS. R, G 

B0060900B2 

90-330 

0 

LEWIS. R.C, 

8006200919 

90-302 

Q 

LEWIS. R.C. 

8006060329 

90-340 

Q 

LEWIS. R. C. 

8006180240* 

90-369 

0 

LEWIS. R C. 

6006200126 

90-339 
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LEWIS. R C 

B006230Z22* 

30-321 

Q 

LEWIS, R C 

6006230226* 

30-321 

0 

LEWIS. 8 R 

000609034 4* 

30-269 

8 

LEWIS, R C 

0006240066 

50-321 

Q 

LEWIS. R C 

0006170831 

30-324 

0 

LEWIS, R G. 

0006260017 

50-302 

Q 

LEWIS. R C 

6006290073 

90-302 

0 

LEWIS. R C. 

8006230102 

30-393 

Q 

LEWIS. R C 

8006300199* 

90-269 

Q 

LEWIS. R C 

8006300272 

30-364 

0 

LEWIS. R C 

8006300261 

30-324 

0 

LEWIS. R C 

8006090926 

50-321 

0 

LEWIS. R C 

6006090479 

90-83 

G 

LEWIS. B R 

8006020343* 

30-207 

S 

LEWIS. B R 

0006040302* 

30-269 

S 

LEWIS. R C 

8006340068 

30-280 

Q 

LEWIS. R C 

BOO6I0OO17 

90-290 

Q 

LEWIS. R. C 

8006180317 

90-321 

Q 

LEWIS. R. C 

8006230199 

90-333 

Q 

LEWIS. R C 

6006230210 

90-321 

a 

LEWIS. R C 

6006240160 

30-259 

Q 

LEWIS. R C 

6006240291 

90-239 

G 

LEWIS. B H 

6006090272 

50-443 

M 

LEWIS, 8. H 

0006110020 

50-349 

0 

LEWIS. B H 

6006110023 

30-263 

0 

LEWIS. 0 K 

0006110038 

30-471 

0 

LEWIS. 8. If 

6006090274 

90-596 

0 

LEWIS. R C 

6006200212 

90-290 

0 

LEWIS. B. R 

6006110096* 

90-207 

B 

LEWIS. S. R 

6006110326* 

90-270 

B 

LEWIS. 8. H 

8006060239 

50-402 

0 

LEWIS. 8. H 

8006090237 

90-247 

0 

LEWIS. 8 H 

8006110113 

90-206 

0 

LEWIS. R C 

8006290094 

30-200 

Q 

LEWIS. 8 H 

8006110209 

90-261 

0 

LEWIS. R C 

8006170530* 

90-269 

a 

LEX. B. L 

6006060204* 

30-424 

8 

LEX.B L. 
LtBARKIN.M W 

8006060170* 

80061702B7 

30-424 
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LIBERATORIiL F 

8006290299 

90-247 

P 

LiBRIZZIi F P 

8006090364 

90-272 

0 

LISRIZZI.F P 

8006120203 

90-311 

P 

LIBRIZZI.F P 

8006170490 

90-272 

P 

LIBRIZZI. F P 

8006170691 

30-272 

P 

LIBRUZI. F P 

8006170620 

30-272 

P 

LIBRIZZI.F P 

8006170973 

30-272 

B 

LIBRIZZI. F.P 

8006170664 

90-272 

B 

LIBRIZZI.F P 

8006230327 

90-272 

8 
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8006240443 

30-311 

0 

LIBRIZZI.F P 

8006240486 

30-272 

B 

LIBRIZZI.F P 

8006300370 

30-272 

0 
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8006300421 

30-272 

8 
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8 006300499 

30-272 

0 
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30-311 
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P 

LIEBERMAN. J 
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0 
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P 
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8006040031* 

30r-409 

0 

LINDER. F. 

8006020949 

30-409 

0 
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8006090363 

30-409 

0 
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8006090316 

30-409 

p 

LINDER. F, 

8006130273 
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R 

LINDER. F 

8006110343 

50-409 

F 
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P 
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LINOSTRQMrJ B 
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P 
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D 
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LINEMAN. J. J 
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0006060377 

0006060063 

8006090079 

6006090124 

800609013? 

6006090536 

6006030032 

6006030019 

6006030036 

6006230139 

8006200640 

30-376 

40-8304 

40-1162 

40-1162 

40-1162 

40-1162 

40-0690 

40-2299 

40-2299 

40-4492 

40-8302 

0 

LINEMAN. J. J. 
LINEMAN. J. J 

6006290378 

6006170006 

WASTE MOT 
40-1162 
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H 
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M 
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0006170733* 

50-293 

G 
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0 

LITTLE. W 8 
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50-341 

Q 

LITTLE. W 8 

8006230077* 

30-299 

Q 

LITTLE, W 8 
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50-304 

8 

LITTLE. W a 
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90-304 

a 

LITTLE, L W 
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50-289 

G 

LITTLE, J L 

0006170360* 
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LITVACK. S H 

0006160219* 

50-433 

11 

LIVERMORE, H H 

8006230061* 

30-461 

0 
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8006300027 

NUREO 


LOADER. J 0 

8006240499 

90-302 

1 
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PR 
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0006240422 

50-320 

0 

LOCKE. R F 

0006180522* 

90-279 

0 
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0006040322 

NUREO 


LONOiR L 

0006020210* 

90-289 

P 

LONOiC 0 

0006270150* 

50-171 

u 

LQNO.K 0 

0006130269 

70-BS4 
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90-247 

p 
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8006270020* 

90-317 

p 

LQNO.K D 

8006160122 

70-824 
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p 
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30-200 

F 
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0006120209 
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0 
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a 
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PR 
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6006040001 

NUREG 
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0006290064* 

CONTRACT 
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e 
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30-317 

0 
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0006020149 

90-317 

p 
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0006240020 

90-317 

d 

LUNDVALL. A E 

6006030237 

90-317 

F 

LUNDVALLiA E, 

0006030244 

50-317 

P 

LUNDVALL. A. E 

0006170439 

90-317 

F 

LUNDVALL.A E 

0006180439 

90-318 

P 

LUNDVALL.A E 

6006180260 

90-317 

P 

LUNDVALL. A E 

B006230270 

90-317 

P 

LUNDVALL. A E 

6006240320 

30-317 

F 

LUOUE. N 

8006120036 

30-449 

M 

luque.n 

0006060492 

50-443 

M 
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8006200398 

NUREO 
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0006180010* 

90-244 

0 
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0006110414 

50-397 

A 
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6006120079* 

90-320 

P 
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6006160005* 

70-1191 


MAG ARTHUR iT C 

0006 170775* 

90-321 

a 

MACARTOR.J D 

8006060029 

50-272 

T 

NACARTOR. J D 

0006110164 

PR 


MACDONALD. C E 
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MACDONALD. C E 

0006130012* 

70-1007 


MACDONALD. G, E 

0006100223* 
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MACDONALD. C E 
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0006170077 
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MACDONALD. G E 

0006030067 
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MACDONALD. G.E 

0006020902 

71-9096 


MACDONALD. G. E 

0006020599* 

71-9096 


MACDONALD. C E 

8006030033 

71-9094 


MACDONALD. C E, 

6006030039* 

71-9094 


MACDONALD. C E 

8006090407 

71-9141 


MACDONALD, C E 

8006090410* 

71-9141 


MACDONALD. G E, 

6006090413* 

71-9141 


MACDONALD. C E 

8006090406 

71-9141 


MACDONALD. C.E 

6006060429 

71-9132 


MACDONALD. C E 

8006060433* 

71-9132 


MACDONALD. C E 

0006060437* 

71-9132 


MACDONALD, C E 

6006120409 

71-304 


MACDONALD. C E 

0OO6OAO421 

71-9083 


MACDONALD. C E 

6006060429* 

71-9033 


MACDONALD. C E 

BOO6O60612 

71-5939 


MACDONALD. C. E. 

0006060616* 

71-5939 
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G0061 10190 

50-416 

8 

MILLER. L 

8006180314* 

90-206 

MAYS.e E 

80060S0939 

REB 


HCOAUOMY. J P 

8006110303 

90-416 

8 

MILLER, D E 

8006180991* 

90-266 

MCARTHUR. T C 

B0061Q0012* 

50-324 

0 

MCOAUOHV. J P 

0006260343 

90-416 

G 

MILLER. W 0 

6006180569 

70-1297 

MCBREARTY.H A 

9006020259* 

50-397 

0 

MCOAUOHY. J P 

0006160103 

90-416 

8 

MILLER. F 

6006130290 

70-623 

MCBREARTY. R A 

9006030090* 

50-311 

Q 

MCOAUOHV. J P 

0006100239 

50-416 

0 

MILLER. M I 

8006170218 

50-295 

MCeREARTV. R 

0006190270* 

50-334 

0 

MCOAUOHY. J P 

©006190977 

90-416 

0 

MILLER. M I 

6006170218 

50-299 

MCCABE. E C 

9006050524* 

50-245 

0 

MCOAUOHY. J P 

0006180207 

90-416 

8 

MILLER, H J 

8006020562 

UABTE hO 

MCCABE. E G 

B006060047* 

50-277 

Q 

MCOAUOHY. J P 

0006240487 

90-416 

Q 

MILLER, T 

6006170282 

FOtA 

MCCABE. E C 

8006030269* 

50-334 

0 

MCOAUOHY, J P 

8006240384 

90-416 

B 

MILLER. H J 

6006030030 

WASTE MO 

MCCABE. C C 

0006170016* 

90-317 

0 

MCOAUOHY. J. P 

8006270204 

90-416 

8 

MILLER. J.R 

8006020032 

90-170 

MCCABE. E C 

8006030063 

50-317 

8 

MCOILL.B L 

6006200908 

NUREO 


MILLER. T 0 

0006250117* 

QA999 

MCCABE. E C 

8006090491 

90-317 

8 

MCGOVERN. K 8 

8006050465 

PR 


MILLER. M I 

8006120263 

50-239 

MCCABE. e C 

8006030413 

90-317 

8 

MCORATH. e J 

8006120077 

WASTE MOT 

MILLER. M 1 

8006120263 

90-293 

MCCABE. E C 

0006100612 

50-317 

S 

HCORAIL. 6 J 

8006180407 

PR 


MILLER. W. Q 

8006090151 

90-195 

MCCABE. U li 

0006110264 

90-409 

D 

HCORAlLrS J 

6006200229 

PR 


HILLER, W 0 

8006060586 

40-299 

MCCALLIBTER.P 

0006300693* 

50-329 

A 

MCOREN. J. W 

8006300630 

71-9862 


MILLER, D.W 

8006020346 

Ml&C 

MCCARTHY. E 

0006090950 

Prog 

MCORIFF, J M 

8006030463* 

90-327 

8 

MILLER, M E. 

8006020500 

90-344 

HCCARftEL.S F 

0DO6O6O363 

50-344 

P 

MCOU10E.M. F 

B00605036B 

90-490 

F 

HILLER. W 0 

8006020091 

90-272 

MCCARTHY. C 

0006020224 

Btata Prog 

MCOUIRE.P J 

8006160444 

90-293 

R 

MILLER, W Q 

8006020909 

40-2259 

MCCARTHY. E 

0006290399 

8t*t* Prog 

MCOUIRE.P J 

8006190640 

50-293 

R 

MILLER, W 0 

6006030010 

40-2259 

MCCARREL.S F 

8006240302 

50-344 

P 

MCOUIRE.P J 

8006090385 

90-293 

0 

MILLER. H J 

8006190369 

40-13n 

MCCASLANDiU 0. 

0006300414* 

90-390 

A 

MCOUIRE.P J 

8006250242 

90-293 

a 

MILLER, H J 

8006190369* 

40-1341 

hCCABLANO. K 

8006300409* 

90-390 

A 

MCOUIRE.P J 

8006290244 

90-293 

8 

MILLER, H.J 

0006240243 

WAaTE m 

MCCLAlNiC M 

9006200498* 

90-219 

R 

MCOUIRE.P J 

8006240471 

90-293 

8 

MILLER, H. J 

6006190058 

40-1341 

MCCLINTOCK.R.O 

7903270178 

FQIA 


MCOUIRE, T J 

B006240479* 

90-293 

8 

MILLER. W 0. 

8006060051 

50-566 

MCCLINTOCK. J T 

0006090096 

PR 


MCQURRENiM J 

8006030139 

90-498 

0 

MILLER, H J. 

8006230160 

WASTE W 

MCCLURE. J. D, 

0006020225* 

St*t* Prog 

MCKEOWN. L M, 

8006270245* 

90-317 

0 

MILLER, L R. 

8006200939 

90-264 

MCCQLLICAN.J V 

9006160010 

90-312 

8 

MCKEOHN.L M 

8006 300602* 

90-94 

Q 

HILLER, U.O 

6006120469 

90-316 

MCCORKLE.Q W 

0006240693* 

FQIA 


MCKI68EM.J C 

8006110137 

90-186 

8 

HILLER. W. 0 

8006200999 

70-27 

MCCORKLE. 0. M 

8006190093 

70-794 


MCKIDSEN. J C 

8006110064 

90-186 

8 

MILLER, W 0 

8006200600 

70-024 

MGCORKLE. 0 H 

0006020906 

90-219 

P 

MCKLVEEN, J H 

80O61GO19O 

40-8792 


MILLER. M. E. 

8006020329 

PR 

M.CC0RKLE.0 N 

8006090486 

90-213 

P 

MCKNIGHT, T R 

8006200606 

71-9138 


MILLER, H.E 

8006050080 

PR 

MCCORKAC.J B 

8006130032 

71-19 


MCLENDON, 0, D 

8006090297 

90-302 

Q 

HILLER, J. R 

8006200609 

50-223 

MCCQRKLE.O Vf 

8OO63D0OD1 

70-794 


MCLOUOHLIN.K T 

B006090391* 

90-293 

8 

HILLER. J 

8006110310 

30-416 

MCCULLOCK.R U 

0006270069 

NUftEO 


HCLQUOHLIN.M T 

8006290243* 

90-293 

8 

MILLER, H E 

8006060293 

90-344 

MCCULLOUGH. E R 

8006300607* 

50-10 

H 

MCUDUOHLIN.M T 

8006290246* 

80-293 

8 

HILLER. W. 0 

8006170309 

50-319 

MCDONALD. J A 

8006030993* 

50-390 

G 

MCMULLEN. R.B. 

8006030559* 

90-344 

0 

MILLER, W 0. 

8006100604 

50-516 

HCDONALDjD 0 

8006120910 

FQIA 


MCNAMARA. A E 

8006160038* 

80-244 

R 

MILLER. L. C 

8006110366 

NUREO 

MCDONOUGH, h D 
hCDOUOALL.A J 
MCDOWELL- BOYER 

8006200276 

8006100349* 

8006200023 

XPORTLIC 

CONTRACT 

RES 


HCNEtLU.N M 
MCNEILL. W.K 
MCNEILL. R L 

8006090122* 

8006240107* 

8006110046* 

0A999 

QA999 

50-361 

0 

MILLER. W 0 

HILLER, H. 0 

HILLER. W. 0 

8006290148 

8006230006 

8006170841 

70-364 

70-135 

50-324 

MCDUFFIE- M A 

8006190664 

50-400 

0 

MCNEIL, J. e. 

8006260204 

XPOftTHC 


MILLER. W. 0. 

8006180034 

50-267 

MCDUFFIE. M A 

8006240289 

90-400 

0 

MCNEIL. J. E 

8006260208 

XPORTLIC 


HILLER, W 0 

8006240593 

90-247 

MCDUFFIE. M. A 

8006160145 

90-400 

A 

MCNEIL. J E 

6006260204 

XPORTLIC 


MILLER. U 0 

8006240596 

30-324 

MCFARLAND. C F, 

0006160196* 

90-200 

Q 

MCNEIL, J E 

8006260208 

XPORTLIC 


MILLER. W. 0. 

8006260244 

70-824 

HCFARLAND. C, ft 

8006090473* 

90-290 

0 

MCDBCAR. J J 

8006030110* 

50-29 

Q 

MILLER, M E 

8006160126 

70-26a: 

MCFARLAND. U E 
MCOARRY. J.M 

6006200139* 

8006L70133 

QA999 

PRM 


MCPHILLIPS, J. 
MCPHILLIP8. J, 

8006160146 

8006160150* 

70-2909 

70-2909 


MILLER. L.K 

MILLER. M I. 

8006160012* 

8006190524 

50-272 

50-259 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MILLER. 0 M 

8006170273* 

90-389 

M 

HILLER. M I 
MILLER, J R 

8006190524 

8006300443 

50-259 

TQPREP 

0 

MILLER, K L 

8006270220* 

50-320 

0 

HILLER, K L 

8006250224 

50-320 

0 

MILLER, M 1 

8006300513 

50-239 

0 

MILLER, M I 

8006300513 

50-295 

0 

MILLER, W a 
MILLER. C F 
MILLER, C 

MILLER, C 

KILLS. L M 

KILLS. L K 

8006300045 

8006300506 

8006300514* 

8006300520* 

8006180232 

8006120256 

30-313 

NUREO 

NUREO 

NUREO 

70-1966 

40-1341 

P 

KILLS. L M 

8006030608* 

50-953 

0 

KILLS, L K 

8006180072* 

50-918 

Q 

HILLS.L M 

8006040296* 

50-566 

Q 

KILLS, L H 

KILLS, L H 

KILLS, L H 

8006040249* 

8006040007 

0006060119 

90-966 

PR 

PR 

Q 

MILLB.L H 

0006170211* 

90-327 

Q 

MILLS. L M 

8006180064* 

90-910 

0 

MILLS, t M 

MILLS. L M 

8006030604* 

8006250053 

90-953 

70-2910 

Q 

HILLS, L,K 

8006290062 

50-391 

A 

HILLS.L. K 

B0O61 10263 

50-430 

8 

HILLS.L. M 
HILLS.L, H 
HILLS.L M 

8006120037* 

8006130004 

8006120113 

90-438 

40-1341 

PR 

Q 

HILLS. L M 

8006170746* 

50-966 

0 

HILLS.L M 

8006270197* 

50-438 

0 

HILLS.L H 

8009230276 

90-327 

P 

HILLS.L M 

8006240164* 

50-259 

Q 

MILLS, L M 

0006240298* 

80-259 

Q 

HILLS, L, H 

8006020338 

50-430 

A 

HILLS, L H 

8006090496 

50-518 

Q 

HILLS, L. K 

8006290144* 

50-299 

Q 

HILLS, U, M 

8006230033* 

90-390 

0 

HILLS, L.H 

8006230267* 

90-327 

Q 

HILLS, L.M 

8006030392 

90-328 

6 

HILLS, L H 

8006030417 

90-327 

P 

MILLS, L M 

9006090002 

90-966 

8 

MILLS, L M 

0006110274 

90-966 

8 

MILLS, L H 

0006020178 

90-327 

P 

MILLS, L M 

8006040230 

90-918 

8 

MILLBrL H 

0006040306 

90-320 

8 

MILLS, L K 

8006090026 

50-327 

9 

HILLS. L. H 

8006090096 

90-391 

F 

HILLS.L H 

8006030366 

90-430 

A 

HILLS.L M 

8006060290 

90-390 

6 

HILLS.L M 

8006060383 

90-438 

8 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HILLS.L M 

8006190391 

50-327 

K 

HILLS.L M 

8006190615 

50-327 

P 

HILLS.L M 

8006200321 

50-327 

P 

HILLS.L M 

8006200375 

50-566 

S 

MILLS, L M 

B006200432 

50-910 

8 

MILLS, L M 

8006230514 

50-259 

P 

MILLS. L M 

8006240323 

50-327 

P 

HILLS.L H 

8006240320 

50-327 

S 

HILLS.L M 

8006240372 

50-327 

5 

MILLS. L M 

8006240405 

50-438 

A 

MILLB, L M 

8006240453 

50-390 

8 

MILLS, L M 

0006260160 

90-327 

8 

MILLS, L M 

0006240377 

90-390 

S 

MILLS, L M 

8006240390 

50-390 

8 

MILLS. L M 

8006250252 

50-953 

Q 

HILLS.L M 

8006290297 

90-553 

8 

MILL6. L M 

8006250275 

50-510 

8 

HILLS.L H 

8006260164 

90-327 

F 

MILL8,L H 

0006240472 

50-327 

P 

MILLS, L H 

8006290198 

50-390 

8 

MILLB, L H 

8006250227 

50-43B 

S 

MILLS, L M 

8006250234 

90-390 

S 

MILLB, L H 

8006250256 

90-910 

8 

MILLB, L H 

8006270206 

50-390 

Q 

MILLB. L M 

8006270269 

50-259 

P 

MILLB, L H 

8006300387 

90-327 

P 

HILLS.L M 

8006300391 

50-390 

A 

HILLS.L H 

0006300430 

90-328 

P 

MILL8,L M 

8006300248 

90-327 

P 

MINECK.D L 

8006110339 

90-331 

8 

MINCCK.D L 

8006030297 

90-331 

8 

MINECKiD L 

8006030299 

50-331 

6 

MINECK.D L 

8006030467 

90-331 

8 

MINECK.D L 

8006090339 

50-331 

8 

MINECK.D L 

0006090371 

90-331 

8 

MINECK.D L 

8006170658 

90-331 

8 

MINECK.D L 

8006180400 

90-331 

F 

MINECK.D L 

8006230432 

90-331 

B 

MINECKiD L 

8006190461 

50-331 

R 

MINECKiD L 

8006270290 

90-331 

8 

MINECK, D. L 

8006270264 

90-331 

8 

MI NECK, D L 

8006270271 

90-331 

8 

MINER, 8 

8006030091 

90-319 

F 

MINNER6, W 
MINOOUE, R B 

MINOONE.R B 
MINOOUE, R g 
MINOOUE, R. B 
MINOOUE, R 8 
MINOOUE.R D 

8006300980 

8006030116 

8006130091* 

0006170807* 

6006020004 

8006130079* 

8006290373* 

8t«t* Profi 
SECY 

lOCFR 

REOOD 

PR 

ORO 

REOOD 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEOORV 


MOON, J 8006030347* 30-244 P 

MOON, B T 6006300278* 50-364 Q 

MOORE, P 6006170240 PR 

MOORE, T P 8006270038 NUREO 

MOORE, 0 C 8006170760 30-302 Q 

MOORE, OW 800 6060381* 50-334 R 

MOORE, J 5 8006240101* 04999 

MODRE.P D 0006230110* OA999 

MOORE, R N 8006040106 JfPORTLlC 

MOORE, 0 W 8006060379 50-334 R 

MOORE R N 8006250001 X FORTH C 

MOORE, J E 8006240505 30-272 0 

MODRE, J E 8006270227 30-272 0 

MOORE, J E 8006270233* 50-272 0 

MQRATEZrP 8006190441 SO-275 H 

MORIARTY, JM 8006200012 50-395 8 

MORRIS, R H 8006060457* 50-70 P 

MORRIS, R K 8006060462* 50-70 P 

MORRIS, 8 W 8006020336 50-352 H 

MORRIS, R H 0006120303 50-70 P 

HORROH, 0 S 8006300260* 50-271 H 

HORRON, D 8006120504 40-8502 

MORROW, D 8006300 1 1 D 40-8 502 

MORSE, A K 8006170123 50-409 Q 

MORTON, K V 8006090459* CONTRACT 

MORTON, KV B006230064* CONTRACT 

MORTON, K V 8006030042* CONTRACT 

MORTON, K V 6006230061 CONTRACT 

MORTON, K V 8006250045* CONTRACT 

MORTON, K V 8006120415* CONTRACT 

MORTON, K M 0006190109 CONTRACT 

MORTON, K V 8006190267* CONTRACT 

MORTON. K V 0006230164* CONTRACT 

MQRTONi K V 8006030049* CONTRACT 

MORTON, KV 8006190276* CONTRACT 

MORTON, K V 8006190252* CONTRACT 

MORTON, K V 0006200078* CONTRACT 

MORTON, K. V 0006240246* CONTRACT 

MORTON, K V 8006230034 CONTRACT 

HORTON, K V 0006230134* CONTRACT 

HORTON, K V 8006230133* CONTRACT 

M08CHNER,R A 8006190104 70-754 

MQSZYN8K1.J R. 8006190070 RES 

MOHRY,W R 0006040252* 70-2923 

MOWRY,W. R 0006040258* SECY 

HOWRY, W.R. 8006040254* SECY 

HOWRY, M R 0006040262* 70-S583 

MOWRY, W R 0006040264* SECY 

MOWRY, W R 8006200565 70-734 

MRDCZKA, E J 8006170464 30-243 H 


MILLS, L M 8006060484 90-390 8 
MILLS, U M 8006060235 90-239 F 
MILLS, L M 8006060294 50-327 F 
HILLS, L M 8006060313 90-259 F 
MILLS, L K 8006060401 90-918 8 


MINOOUE, R B 8006200649* REOOD 

MINOOUE, R D, 0006300399* 90-367 0 

MIRANDA, J E. B006260043 NUREO 

MITCHELL, D.O 0006060409* 50-289 8 

MITCHELL, D 0 0006200496* 50-269 R 


MR0C2KA,E J. 8OD6UO240 90-336 8 
MROCZKA,E J 8006170697 90-336 8 
MROCZKA,E J 8006170438 90-245 R 
MROCZKArE J 8006240307 50-243 8 
MROCZKA, e J 8006230906 90-336 R 


MILLS. L M 
MILLS, L M 
MILLS, L H 
MILLS, L M 
MILLS, L H 

MILLS, L M 
HILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS, L M 

MILLS, L H 
MILLS, L. M 
HILLS, L H 
MILLS, L. H 
MILLS, L W 

HILLB,L M 
HILLS, L M 
MILLS, L. M 
HILLS, L, M 
HILLS, L H 

HILLS, L M 
HILLS, L, H 
HILLS, L M 
MILLS, L. M 
MILLS, L M, 

MILLS, L M, 
HILLS, L. M 
KILLS, L. M 
HILLS, U. K 
HILLS, L M 


8006090330 

90-327 

B 

MITCHELL, D 0 

8006300470* 

50-289 

8 

MUCHNICKI.E D 

8006110406 

PR 


8006090334 

90-438 

8 

miyabayashi.h 

8006120249 

XPORTLIC 


MUENCH.O W 

8006300368 

90-956 

A 

8006090471 

90-438 

S 

MJYABAYASKIrM 

6006120505 

XPORTLIC 


MULLER, R E 

8006130236 

XPORTLIC 


8006230327* 

90-438 

0 

MIYABAYABHI, M 

8006240120 

XPORTLIC 


MULLER, D R 

8006020521 

90-320 

P 

8006060370 

90-993 

A 

MIYA0AYA8HI, M 

0006240279 

XPORTLIC 


MUNNOiF J 

8006300130 

NUREO 


8006110036 

90-390 

8 

MIYABAYASHI.H 

8006240277 

XPORTLIC 


MURPHY, C.E 

8006020002 

50-261 

Q 

8006110074 

90-430 

8 

MIYABAYA8AL, H 

6006240694 

XPORTLIC 


MURPHY, C E, 

0006030099 

90-966 

Q 

80061 10286 

90-259 

P 

KODENaS, L 

0006160206* 

90-390 

Q 

MURPHY, C E 

8006020573 

30-3S4 

Q 

8006110328 

90-430 

8 

MOHR.G, L 

8006260038 

NUREO 


MURPHY, C E 

800617021 S« 

50-327 

0 

8006110048 

90-918 

B 

HOLNAR, J 

8006060163* 

90-219 

9 

MURPHY, G E 

8006030078 

50-302 

0 

8006110138 

90-438 

8 

MOMENIiJ B 

8006300032 

40-669 


MURPHY, C. E 

8006090422* 

90-32 1 

a 

8006120309 

90-918 

8 

MOMENI.H.H 

8006260043 

NUREO 


MURPHY, C E 

8006030498 

50-918 

0 

8006230488 

90-430 

8 

MONDEN, T 

8006190026 

XPORTLIC 


MURPHY, C E 

0006050419 

50-993 

Q 

8006120282 

90-430 

A 

MONEY,© F. 

8006030193 

40-8502 


MURPHY, C E 

8006120039* 

50-438 

Q 

8006110299 

90-327 

K 

MONTOOMERY.O V 

8006120221 

PR 


MURPHY, C E 

8006030068* 

50-364 

0 

8006170489 

50-430 

S 

MOMTOOMERY, D, M 

8006170189* 

90-290 

Q 

MURPHY. C E 

8006130056* 

50-413 

Q 

8006170929 

90-390 

8 

MONTI, W A 

8006 170431 

90-3 

R 

MURPHY, C.E 

8006170791* 

50-566 

0 

8006170996 

90-390 

8 

MONTOYA, D F 

8006130212 

FOIA 


MURPHY, C E 

8006270207* 

50-438 

0 

8006170609* 

90-390 

8 

MOODY, D E 

8006170739* 

90-309 

0 

MURPHY, P H 

8006060469 

50-295 

0 

8006130246 

90-390 

Q 

MOODY, D E 

8006230440* 

90-309 

0 

MURPHY, P M 

e0060&0465 

50-295 

0 

8006170982 

90-327 

a 

MOODY, D E. 

8006060030* 

90-309 

0 

MURPHY, C E 

8006050423 

50-389 

0 

8006240260 

90-327 
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SECY 


aLEMMQNa.D, B 

8006200137* 

0006040230 

70-2523 

SLOAN. D E 

0006200008 

0006120468 

BECY 


BLONE. 0. B. 

00061800-25 
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SUBJECT 

CATEODRV 


AUTHOR 

ACCEBBION 

NUMBER 

BUaJECT 

CATEGORY 

XPORTHC 


BtlEDIRA.C. 

8006120183 

71-9364 


XPQRTLIC 


SMITH. C V 

8006030110 

SECY 


secy 


SMITH. C V 

8006020923 

EECY 


XPORTLIC 


SMITH. M H 

0006300127 

NUREO 


XPQRTLIC 


SMITH, P D 

0006300054 

NUREO 


XPORTLIC 


SMITH. M H 

B006230446* 

SO-309 

Q 

XPORTLIC 


BMITH.O H 

0006270100* 

70-135 


XPQRTLIC 


SMITH. 0 H 

8006060464* 

70-390 


XPORTLIC 


SMITH. R D 

0006200013* 

WASTE MOT 

XPORTLIC 


BMITH.O H 

8006090002* 

70-33 


XPORTLIC 


SMITH. 0 H 

0006230382* 

50-309 

Q 

XPORTLIC 


BMITH, P D 

0006170164 

NUREO 


XPORTLIC 


SMITH. 0, H 

0006060030 

70-607 


NUREO 


BMITH.O H 

0006190201* 

50-201 

Q 

90-245 

3 

BMITH.O H 

0006170395 

50-277 

Q 

50-245 

Q 

SMITH. O.H 

3006170702 

50-277 

Q 

50-245 

Q 

SMITH. O.H 

a006 170790 

50-247 

Q 

50-946 

H 

SMITH. O.H 

8006 1 70022 

90-293 

Q 

71-9091 


SMITH. 0. K 

0006 1 00059 

50-320 

Q 

40-0027 


BMITH.O H 

8006 1 00092 

50-293 

0 

70-1 193 


BHITH. O.H 

0006 1 0O6D7 

50-333 

0 

40-2061 


BMITH. 0. H 

8006100617 

70-607 


40-0027 


BMITH. 0- H 

8006190159 

50-320 

0 

40-0027 


SMITH. 0 H 

8006190222 

50-220 

Q 

40-8027 


SMITH. 0 H 

0006 1 90243 

50-277 

Q 

50-320 

0 

SMITH. 0. H 

SD06 190361 

50-277 

0 

REOOD 


BMITH.O H 

8006200957 

40-672 


PT21 


SMITH. R 

0006060121* 

50-192 

0 

50-133 

0 

SMITH; 0 H 

0006100111 

70-371 


50-320 

P 

SMITH; 0. H 

0006190083 

70-020 


50-482 

P 

SMITH;© H 

0006050053 

70-33 


ACRB 


SMITH; 0 H 

8006060495 

70-390 


ACRB 


SMITH; J. H 

8006130390 

RES 


ACRB 


BHITH, P A 

B006L30241 

CONTRACT 


ACR8 


BMITH.O. H 

0006020054 

ItcE 


ACRB 


SMITH; 0, H 

0006270403 

50-219 

0 

ACRB 


SMITH;© H 

8006050401 

50-293 

B 

50-546 

0 

BHITH; R 0 

8006170270 

27-47 


50-546 

8 

BMITH. J D 

0006200200* 

90-266 

Q 

50-546 

0 

BMITH; I F 

0006120387 

90-387 

A 

50-546 

H 

BMITH; 0 H 

6006090950 

IkE 


ACRB 


BMITH;© H 

6006120009 

14.E 


XPORTLIC 


BMITH; J 

8006260077* 

90-309 

Q 

XPORTLIC 


SMITH; 1 M. 

0006050565 

90-329 

6 

XPORTLIC 


BMITH; P A 

0006130234 

CONTRACT 


XPORTLIC 


SMITH. P A 

0006060491 

CONTRACT 


RES 


SMITH.© H 

0006170735 

90-309 

0 

HUREO 


SMITH.© H 

0006190192 

90-201 

Q 

50-313 

S 

SMITH. I W 

6006020511 

50-289 

0 

50-368 

a 

SMITH. P A 

6006130244 

CONTRACT 


50-360 

B 

BMITH.O H 

0006270090* 

50-219 

0 

50-36B 

0 

SMITH. M T. 

0006200589 

40-0601 


90-368 

8 

SMITH. R L 

0006020274 

50-271 

P 

90-368 

a 

SMITH.R L 

0006030314 

90-271 

P 

90-285 

0 

SMITH, R L 

6006030468 

50-271 

P 

50-317 

J 

BMITH.O H 

0006230373 

50-309 

0 

50-289 

0 

SMITH; I.W. 

8006060936 

90-289 

0 

50-320 

0 

BMITH. R.D 

0006200009 

WASTE HOT 

50-466 

0 

BMITH. J L 

0006110047* 

50-361 

0 

50-367 

A 

SMITH. 2 W 

8006060579 

90-255 

0 

70-2909 


SMITH. 1 W 

8006170232 

50-299 

0 

70-2909 


SMITH. R.O 

000623020 1* 

lOCFR 


REB 


SMITHiR. L 

8006090260 

50-29 

p 

PR 


SMITH. I.W 

0006110155 

50-209 

0 

PR 


SMITH. I.W. 

0006 120346 

50-259 

0 

50-387 

* 0 

SMITH. 1 H 

8006120300 

50-289 

0 

50-387 

0 

SMITH. O.H 

0006300223 

90-277 

s 

50-387 

0 

BMITH. I W 

0006160061 

50-2B9 

G 

50-320 

0 

SMITH. P. A 

8006300545 

CONTRACT 

50-320 

0 

SMITH. I. W 

0006190933 

50-209 

0 

90-307 

0 

SMITH. I. W 

0006240447 

50-209 

0 

50-387 

0 

BMITH. I W. 

0006260191 

50-209 


NUREO 


SMITH. I W. 

8006260194 

50-289 


50-26? 

p 

SMITH, I.W 

0006260263 

50-209 

D 

NUREO 


BMITH. I W 

8006260197 

50-361 

0 

50-496 

0 

BHITH. I W 

0006300400 

50-209 

0 

50-498 

0 

SMITH. I W 

0006300427 

50-209 

m 

70-2260 


8NAPP.D A 

0006170328 

50-397 

H 

50-399 

Q 

BNAPP. B A 

0006100191 

90-289 

m 

PR 


8NEDEC0R. E 

8006190625 

50-344 

1 

PR 


8NIDER. D M 

0006260039 

REB 



u 

BNIEZEK. J. H 

8006300949* 

BtAt* Prog 

nnUTRAGT 

8NIEZEK. J H 

8006160164 

90-298 

Q 

50-329 

B 

SNDWiB A 

0006030507 

90-244 

S 

PR 


SNOW; a. A 

0006090317 

90-244 

s 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SNOW. B A 

Q006230601 

50-244 

S 

STELLO. V 

8006050449* 

50-546 

0 

SUaUDHliM 

8006180261 

RES 


SNOW. B A 

8006160037 

50-244 

R 

STELLO. V 

0006050461 

50-206 

0 

8UBUDHI. M 

B0062005B3 

NUREO 


SNYDER, a J 

8006200087 

50-320 

U 

STELLO. V 

6006050464* 

30-206 

0 

SULLIVAN, J 

8006240267* 

90-259 

a 

SNYDER. B J 

8006030137 

50-320 

P 

STELLO. V 

0006070071 

50-346 

A 

SULLIVAN. R F 

G0D6240273* 

50-299 

a 

SNYDER, a J 

8006090033 

50-320 

P 

STELLO. V 

8006090462 

30-206 

0 

SULLIVAN. R F 

8006240174* 

50-259 

Q 

SNYDER. B J 

8006170250 

50-320 

H 

STELLO. V 

6006090466* 

50-206 

0 

SULLIVAN. J H 

8006240369* 

90-327 

9 

SNYDER. B J 

8006120072 

50-320 

P 

STELLO, V 

8006120146* 

50-546 

H 

SUMMERS. R 

8006060101* 

50-293 

Q 

SNYDER. B J 

8006200596 

50-320 

H 

STELLO, V 

8006120463 

50-546 

H 

SUMMERS. R 

8006250017* 

50-219 

Q 

SNYDER. B J 

8006300304 

50-320 

0 

STELLO. V 

8006130184 

50-546 

H 

SUMMERS. R 

0006030149* 

90-293 

Q 

SNYDER. B U 

800630031 1» 

50-320 

0 

STELLO. V 

8006170335 

50-546 

H 

SUMPTER, J R 

0OO6O2OO6B 

PR 


SDKINKr. 8 K 

8006030145 

50-437 

0 

STELLO. V 

8006070512 

90-312 

0 

6UTTNER.T A 

8006120307 

90-266 

P 

SOHINKT. 5 H 

8006040115 

50-466 

0 

STELLO, V 

8006130195 

50-280 

0 

SWALES. J 

8006110151* 

50-254 

8 

SOHINKt* 8 K 

8006130157 

50-466 

G 

STELLO. V 

8006230093 

50-341 

H 

SWAN, W B 

8006030511* 

50-518 

Q 

SQLBRrO. C W 

8006020401 

RES 


STELLO. V 

B006240D47 

90-324 

0 

SWANBV. 0 T 

8006030574 

40-3493 


SONIN. A A 

8006270420 

NUREO 


STELLO. V 

6006240083 

90-397 

a 

SWANSON. E R 

0006170321* 

90-282 

Q 

SPANGLER, R G 

a006l902B9« 

50-298 

0 

STELLO. V 

8006240086* 

50-397 

0 

SWANSON. E R 

8006170276* 

90-254 

Q 

6PATH, J P 

8006160236* 

FOIA 


STEPHENSON. B B 

B006U0100 

50-10 

R 

SWANSON. E, R 

8006200266* 

90-341 

Q 

8PEI8. T P 

8006190783 

50-253 

P 

STEPHENSON. B fi 

8006030394 

50-237 

S 

SWANSON. N E 

8006240146* 

0A999 


SPELL, W H 

8006120208 

PR 


STEPHENSON. B B 

8006030340 

50-237 

8 

SWANSON. D G 

0006230200* 

CONTRACT 

SPENCER, Q S 

8006090441* 

50-460 

Q 

STEPHENSON. B B 

8006030364 

50-237 

8 

SWANSON. D T 

B0061 90443 

90-289 

0 

spencer, 0 s 

8006070409* 

50-460 

0 

STEPHENSON. Q B 

8006040203 

50-249 

S 

SWART. F E 

8006040040 

90-267 

Q 

SPENCER, Q S 

8006090495 

50-312 

Q 

STEPHENS. R M 

8006200103 

TOPREP 


SWART. F E 

8006060266 

90-267 

P 

SPENCER, 0 8 

8006060134 

50-460 

0 

STEPHENSON. B S 

8006160097 

50-237 

s 

SWART. F E 

8006060273 

50-267 

P 

SPENCER, 0 S 

8006250187 

30-528 

0 

STEPHENSON. 9 B 

8006160121 

30-249 

8 

SWARTZ. L L 

0006040111 

90-320 

Q 

SPENCER, 0 S 

8006250169 

50-397 

0 

STEPHENSON. B B 

6006170510 

50-237 

6 

SWARTZ. L L 

8006160042 

90-289 

G 

SPENCER. 0 S 

8006250174 

50-312 

0 

STEPHENSON. B B 

0006170448 

90-10 

R 

SWARTZ. L L 

8006200333 

90-289 

0 

SPENCER, Q S 

B006090402 

SO-460 

a 

STEPHENSON. B B 

8006230301 

30-249 

6 

SWARTZ. L L 

0006300335 

90-289 

0 

SPENCER, O 8 

B006090406 

50-460 

Q 

STEPHENSON, □ B 

0006230559 

90-249 

8 

SWART rF E 

8006270199 

90-267 

p 

SPENCE, M D 

8006110282* 

50-445 

H 

STEPHENSON. B B 

8006230570 

50-249 

S 

SWARTZ. L L 

0006260213 

50-209 

0 

SPEROFF, R 

8006230307* 

50-249 

6 

STEPTOE. P 

8006060236 

90-295 

0 

SWEARINGEN. J D 

0006030400* 

50-327 

8 

SPESSARD, R L 

8006 I 70320* 

50-10 

0 

STEPTOE.P P 

8006170219 

90-295 

0 

SWEARINGEN. J 0 

8006030490* 

90-327 

9 

8PESSARD, R L 

8006170736* 

30-373 

0 

STEPTOE.P P 

8006170210 

50-295 

0 

SWEARINGEN. J D 

0006030460* 

50-327 

a 

SPESSARD, ft L 

8006230078* 

50-254 

Q 

STEPTOE.P P 

8006060366 

90-159 

0 

SWEAR INOEN. J. D 

0006200497* 

90-327 

a 

SPIEGEL. 0 

8006230157 

50-445 

M 

STEPTOE.P P 

8006060357 

50-299 

0 

SWEENEYiF J 

0006300590 

RES 


SPIEGEL. 0 

8006230157 

50-445 

M 

STEPTOE, P 

6006170814 

PR 


SWETLANDiP D 

0006060035* 

50-309 

a 

SPIEGEL. O 

8006060361 

50-498 

M 

STEPTOE, P 

8006170814 

PR 


SWITZER. D C 

8006240617* 

90-293 

Q 

SPIEGEL. 0 

8006110371 

50-445 

M 

STERNBERG. D « 

8006060578* 

90-142 

Q 

SYLVIA. B R 

0006230189* 

90-280 

Q 

SPIEGEL. 0 

8006110371 

50-445 

M 

STERNBERG. 0 H 

8006060004* 

50-275 

0 

SYLVIA. B. R 

8006290099* 

90-200 

0 

SPfiAKTES, F W 

8006270401 

NUREO 


STERNBERG, D M 

8006130067* 

90-275 

Q 

SYLVIA. B R 

8006020173 

90-200 

P 

SPRAWL. 

8006020097 

50-293 

P 

STERNBERG. 0 M 

8006250093* 

90-344 

a 

SYLVIA. B R 

0006030016 

50-330 

F 

SPRINGER i D 

B006200071* 

50-488 

G 

STERNBERG. D M 

0006250003* 

50-344 

a 

SYLVIA. E R 

0006040174 

50-280 

F 

SPRINGER, D 

8006170237 

50-483 

G 

STERN. N C 

0006260002 

XPORTLIC 


SYLVIA. B R 

0006090329 

90-339 

P 

SPRINGER, D 

8006190189 

50-408 

0 

STETKAi T F 

0006020092* 

90-333 

a 

SYLVIA. B. R 

0006200604 

50-200 

a 

SPRINGER, D 

8006200066 

50-483 

G 

STETKA. T F 

0006250190* 

90-333 

Q 

SYLVIA. B R 

0006050323 

90-290 

F 

8RENIAW5KI.D W 

8006060453 

I1<E 


8TETKA T 

0006260023* 

50-302 

a 

SYLVIA. B R 

0006090300 

50-200 

a 

STAGGERS, H 0 

B00S200512* 

COMMISSION 

STETKA. T F 

8006040343 

90-302 

S 

SYLVIA. B. R 

8006090252 

90-338 

R 

STAGGERS, H 0 

8006130191* 

COMMISSION 

STEVENSON. R L 

8006020045 

70-020 


SYLVIA. B R 

8006090341 

50-339 

P 

STAHL, D H 

8006060428 

50-445 

H 

STEVENS. 8 C 

8006230414 

90-289 

8 

SYLVIA. B R 

8006110063 

90-200 

P 

STAHL, D H 

B006240250 

50-445 

M 

STEVENS. S C 

8006110012 

50-289 

8 

SYLVIA. B R 

0006110324 

90-280 

6 

STAHL, D H 

6006240250 

50-445 

M 

STEVENS. 8 C 

8006110026 

50-289 

8 

aVLVlA. B R 

S006 130334 

50-200 

P 

STAHLE, C 

8006190776 

50-327 

P 

STEVENS. S C 

8006300460 

90-205 

0 

SYLVIA. B, R 

0006230499 

50-200 

S 

STAHL, D H 

8006110375 

50-445 

M 

STEWART. R C 

8006110325* 

90-362 

A 

SYLVIA. B R 

0006120301 

50-330 

R 

STAHL , D H 

8006110375 

50-443 

M 

STEWART. R C 

G006170159* 

50-382 

Q 

SYLVIA. B R 

8006120300 

50-339 

P 

STAHLE, C R 

8006250308 

50-311 

P 

STEWART. M J 

8006130034 

71-387 


SYLVIA. B R 

8006120395 

90-339 

P 

8TAMPLCY. N L 

8006030223 

50-416 

C 

8TEYAERT.L T 

0006200563 

NUREG 


SYLVIA. B R. 

8006130174 

90-330 

6 

8TAKPLEY. N L 

8006030005* 

50-416 

K 

STIEOE.W L 

8006020268 

TOPREP 


SYLVIA. B R. 

8006230444 

90-338 

8 

ST AMPLE Y. N L 

0006030003 

50-416 

K 

STIMMEL. K 0 

0006090514 

NUREO 


SYLVIA. B R 

8006240238 

90-280 

0 

STAhPLEY, N L 

8006200345 

50-416 

M 

STOCKHAHERp S 

8006 170701 

PR 


SYLVIA, B R. 

0006120379 

90-339 

P 

STAKPLEY. N L 

B00630037S 

50-416 

F 

STOHR, J P 

0005230330 

50-10 

a 

SYLVIA. B R 

0006120306 

90-338 

Q 

ST AMPLE Y. N L 

6006300382* 

50-416 

F 

8T0HR, J P 

0006100003* 

70-1151 


SYLVIA. B R 

0006300253 

90-280 

Q 

STARKEY, R 8 

8006050374 

50-261 

8 

STOHR. J P 

0006040077 

27-47 


SYLVIA. B R 

8006170699 

50-200 

P 

STARK, R 

6006120002 

50-387 

A 

STOHR. J P 

8006190607* 

50-302 

Q 

SYLVIA. B R 

8006300235 

50-200 

Q 

STARKEY. R 8 

8006050328 

50-261 

8 

STOHR. J P 

8006230195* 

90-200 

0 

SYLVIA. B R 

8006170913 

50-280 

R 

STARKEY, R B 

8006050332* 

50-261 

S 

STOHR, J P 

8006030581 

50-424 

Q 

SYLVIA. 8. R 

8006300349 

90-200 

Q 

STARK. R. ti 

8006090510 

50-387 

F 

STOHR. J P 

8006170767 

90-321 

a 

SYLVIA. B R 

8006170611 

50-339 

P 

STARKEY, R B 

8006110347 

50-261 

8 

STOHR, J P 

8006170176* 

90-250 

0 

SYLVIA. B R 

8006180532 

50-339 

P 

STARKEY, R B 

8006110356* 

50-261 

8 

STOHR. J P 

8006230150* 

50-259 

a 

SYLVIA. B, R 

800619054S 

50-200 

P 

STARKEY, R B 

6006160025 

50-261 

R 

STOHR. J P 

8006230224 

70-1319 


SYLVIA. B R 

8006190562 

50-280 

P 

STARKEY. R tJ 

8006230572 

50-261 

S 

STOHR. J P 

8006180008 

90-324 

Q 

SYLVIA. B R 

8006290139 

90-330 

P 

STARKEY. R B 

6006230584* 

50-261 

8 

STOHR, J P 

0006200076 

50-348 

a 

SYLVIA. B R 

8006230907 

50-200 

P 

STARKEY, R 0 

8006240438 

50-261 

Q 

STOHR, J P 

0006200094* 

50-340 

Q 

SYLVIA. B, R 

B0D6240484 

50-200 

Q 

5TEARU8, C J 

6006300624 

70-2474 


STOHR, J P 

0006200514 

50-200 

Q 

SYLVIA. B R 

8006300673 

90-290 

Q 

STEELE. F 

8006190450 

50-275 

H 

STOHR. J P 

0006240045 

50-395 

Q 

SYLVIA, B R 

0006240283 

50-291 

0 

STEFFE8, C 

8006270272* 

50-265 

5 

STOHR, J P 

8006 170 165 

50-250 

Q 

SYLVIA. B R 

0006240356 

90-200 

Q 

STEINER , U L 

8006260039 

RES 


STOHR. J P 

8006100001 

70-1151 


SYLVIA. B. R. 

0006250289 

50-339 

P 

8TEINUIN[>€R. J 

8006200550 

70-2909 


STOHR. J,P 

0006190601 

30-302 

Q 

SYLVIA. B. R 

0006250120 

90-339 

P 

STELLO* V 

8006300201* 

REGOD 


STOHR. J P 

8006250135 

50-259 

a 

SYLVIA, B R 

8006250132 

50-339 

Q 

STELLO, V 

8005210177* 

50-546 

T 

STOHR, J P 

8006230183 

30-200 

Q 

SYLVIA. B R 

8006300501 

90-339 

P 

STELLO, V 

G006120517 

QA999 


STONE. R 

8006270095* 

90-302 

H 

SYLVIA. B, R 

8006300456 

90-200 

P 

STELLO, V 

6006040153 

50-255 

0 

STOVER. J R 

8006170732 

CONTRACT 


BZWAJKOWSKl.R 

8006240140 

70-1308 


STELLO, V 

6006040164 

SO-49B 

Q 

STRAUSS. P L 

8006030120* 

SECY 


8ZWAJK0W8KI.R 

8006240148 

70-1309 


STELLO. V. 

0005210137 

50-546 

T 

8TRENGE. D L 

6006200532 

NUREO 


TAMBLINO. T N 

0006170799* 

50-346 

Q 

STELLO, V, 

0006020018 

50-334 

Q 

8TR0MMEN.N 0 

8D06200S63 

NUREO 


TAMBLING. T 

8006230092* 

50-359 

Q 

STELLO. V. 

8006040166 

50-382 

0 

STUKENBRDEKER, 0 

8006200130 

XPDRTHC 


TAMBLINO. T N 

8006060061 

50-346 

8 

STELLO. V 

8006050443 

50—546 

0 

8U.T M 

0006230001 

30-322 

A 

TAPIA. J L 

8006120274* 

40-3453 




PERSONAL AUTHOR INDEX 365 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

TAVLORtR R 

S00A190S13 

70-372 


TAVLORtR R 

00061 902 

70-372 


TAVLORiR 0 

S0061 20231* 

30-443 

Q 

TAYLOR.R 0 

8006190226* 

30-443 

Q 

TAYLOR. P A 

6006130381 

30-321 

B 

TEBORfM A 

8006110086 

30-288 

H 

TEOESCO, R L 

6006200613 

30-346 

A 

TEDE0CO. R L 

8006230071 

30-322 

0 

tedebco.r l 

8006240633 

80-362 

F 

TEDESCO. n L 

8006280130 

80-373 

A 

TEDESGO. R L 

8006230140 

50-306 

A 

TEDESCO, R L 

8006230143 

30-434 

A 

TEDESCO, R L 

8006230149 

30-4S6 

A 

TEDESCO, R L 

8006230131 

80-466 

A 

TEDESCO. R L 

6006300306 

30-491 

A 

TEDESCO, R L 

8006300310 

30-43B 

A 

TEDESCO, R L 

8006300314 

80-403 

A 

TEDESCO. R L 

8006300316 

80-437 

A 

TEDESCO, R L 

8006240077 

30-366 

A 

TEDESCO, R. L 

8006280136 

30-412 

A 

TEDESCO, R L 

8006280307 

30-471 

A 

TEDESCO, R L 

8006280369 

30-393 

A 

TEDESCO, R. L 

8006300298 

30-273 

A 

TEDESCO, R T 

8006230193 

80-806 

F 

TEDESCO, R L 

6006300188 

30-320 

A 

TENNEY, F. H. 

8006120207^ 

C0MMI8BIGN 

TERRELL, J, E 

8006160087* 

CONTRACT 


TERRY, B. H 

6006090818* 

30-294 

Q 

THADAN1,A C 

8006020127 

TOPREP 


THOMAS. C C 

0006190679* 

70-267 


THOMAS. R D 

0OO619O249t 

30-277 

0 

THOMAS. R D 

6006190168* 

30-320 

0 

THOMAS, fl D 

6006170398* 

50-277 

Q 

THOMAS. M 

0006080103* 

30-866 

Q 

THOMAS. ft D 

6006090034* 

70-784 


THOMAS. M 

6006230218* 

30-390 

0 

THOMAS. L . H 

6006120189 

NUREO 


THOMAS, R D 

B006D30422 

27-40 


THOMAS, R 

8006060438 

70-1729 


THOMAS, R H 

8006030818* 

30-213 

6 

THOMAS, C D. 

8006020348 

80-320 

P 

THOMAS, R D 

6006190188 

27-48 


THOMAS. R D. 

6006240294 

27-48 


THOMAS, J L 

8006170476 

30-111 

W 

THOMAS, ft. n. 

6006240300 

27-40 


THOMAS, ft. D 

6006240302 

27-46 


THOMAS, ft D 

6006280169 

30-320 

0 

THOMAS. E B 

6006170404 

30-341 

1 

THOMAS. W. N 

6006300388 

30-260 

P 

THOMPSON, H L 

8006300608* 

POIA 


THOMPSON, M D 

8006370002 

NUREO 


THOMPSON, D. 

8006040179 

WASTE MOT 

THOMPSON, M A 

B006020890 

WASTE MOT 

THOMPSON, D 

6006090830 

I«<E 


THOMPSON, D, 

8006090836 

I«<E 


THOMPSON. D 

8006090843 

30-200 

8 

THOMPSON. M A 

S006170366 

WASTE MOT 

THOMPSON, D 

8006240134 

80-324 

8 

THOMPSON, D 

8006300688 

30-259 

8 

THOMPSON, D 

8006300344 

80-321 

a 

THOMPSON, D 

8006300330 

80-284 

8 

THOMPSON, D 

8006300333 

50-346 

8 

THOMSEN, F T 

8006060326 

30-322 

0 

THOMSEN, F. T 

8006180161 

80-822 

0 

THOMSEN, F. T. 

8006160161 

80-822 

0 

TH0NUB,U H 

8006230482* 

80-309 

Q 

thornsuroh, r 

8006090093* 

80-320 

P 

THORNBURO, H. P 

8006190013 

80-341 

H 

THORNBURG, H D 

80062400B9 

50-341 

H 

THORNBURO, H D. 

8006160171 

80-490 

0 

thornburo,k d 

8006300219 

80-397 

8 

thurlom, e. m 

8006300386 

30-309 

P 

TIEP£L,E W 

8006120163 

40-8502 


TIEPEL. E, W 

6006120173* 

40-8802 


tiepel.e w. 

8006080444 

40-S5O2 


TILLMAN, A, 

8006250264* 

30-321 

0 

TIMRO. D R 

6006060391* 

80-334 

R 

timko. D. R 

8006160016* 

30-334 

R 

TINSLEY, 0. C 

6006060476* 

50-70 

P 

TOBIN. W J 

8006230284* 

30-321 

Q 

TODD, 0. A 

8006200338* 

70-143 


tokarz, f. j. 

6006060401* 

50-70 

P 

TOKUHATA.O K 

6006060408* 

50-209 

0 

TOLFi M. L 

6006300422* 

30-390 

A 

TOLL I SON, A. C 

6006170687* 

50-324 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TOLLlSDNiA C 

8006040307 

30-324 

S 

T0LLI8DN.A C 

80060403 10* 

30-324 

S 

TOLL!60N,A C 

8006030331 

30-324 

8 

TOLLISDN.A C 

8006030352 

30-324 

6 

TOLL I SON, A C 

8006040335 

50-325 

e 

TOLL 1 SON, A C 

8006040339* 

50-325 

8 

tqllison.a C 

8006050009 

30-325 

B 

TOLL ISOM, A C 

800605001 3« 

50-323 

5 

TOLL I SOM. A C 

8006030393 

30-324 

S 

TOLLIBON, A C 

0006030399* ' 

30-324 

B 

TDLLISON. A C 

8006090314 

30-323 

B 

TOLLIBON. A C 

8006090349 

80-324 

8 

TOLLIBON. A C 

8006090353* 

30-324 

S 

TOLLIBON. A C 

8006090392 

50-325 

B 

TQLLISON.A C 

8006090396* 

30-323 

B 

TOLLIBON, A C 

6006110164 

30-323 

B 

TOLLIBON, A. C 

8006110196* 

50-323 

6 

TOLLIBON, A C 

6006110092 

30-324 

R 

TOLLISONiA C 

0006100363 

30-324 

Q 

TOLLIBON, A C 

6006180447 

50-325 

8 

TOLLIBON, A C 

8006180449* 

50-325 

S 

TOLUSDN, A C 

8006160481 

50-325 

P 

TOLLISDN.A C 

8006160496 

50-324 

a 

TOLLISDN.A C 

8OO61BOS0S* 

50-324 

8 

TOLL ISDN. A C 

8006160425 

50-324 

3 

TOLLISDN.A C 

8006250267 

30-324 

8 

TQLLISON.A C 

8006180432 

30-328 

8 

TOLLIBON. A C 

8006180434* 

30-323 

B 

TOLU I BOM, A C 

8006180433 

30-324 

B 

TOLLISONiA C 

8006100465* 

50-324 

B 

TOLMAN.E L 
TOMPKINS, D A 

0006300301 

6006020522 

RES 

50-275 

0 

TOMPKINS, B A 

8006110397 

50-408 

0 

TONE, M M 

TONOUE. T M 

8006 170231 
0006 I 70320* 

PR 

50-10 

0 

TOOKER.O W 

6006030296* 

30-331 

8 

TOOKER.D W 

0006030441* 

30-331 

8 

TOOKER.D W 

8006030473* 

30-331 

8 

TOOKER.D W 

8006270261* 

30-331 

8 

fOOLE. ft. J. 

8006120400 

30-289 

9 

TOTH, A D. 

6006090447* 

30-460 

Q 

TOTH, A 0 

8006090410* 

50-460 

0 

TOUftTELUOTTE. J 

6006200633* 

50-269 

P 

TOURTELUOTTE, J 

6006270305 

50-273 

Q 

TOY. H L 

TRAMM, T. R. 

0006190239 

6006060246* 

70-6 

50-298 

0 

TRAMMELL, C M 

8006060219 

80-344 

P 

TRAVERS, W 

0006090036 

80-320 

P 

TRAVIB.W H 

TRAVIS, W H 

TRAVIS. C C 
TRAVIE80-0IAZ 

6006040086 

6006120453 

6006200023 

8006060347 

71-9853 

71-8939 

RES 

30-320 

0 

TRAVIE80-DIAZ 

8006060347 

30-320 

0 

TRAVIE80-DIAZ 

8006190484 

50-387 

0 

TRAVIE80-DIAZ 

8006190484 

50-387 

0 

TRAVIEBO-DIAZ 

8006190484 

80-387 

0 

TREVINO. T 

8006230330 

CONTRACT 

TREVINO. T 

8006230041* 

CONTRACT 

TRIBBLE. J E 

6006270192 

80-271 

p 

TRIEaCHMAN.W E 

8006020399 

50-387 

D 

TRIMBLE, D C 

8006060132 

50-313 

0 

TRIMBLE, D C 

6006040031 

50-313 

Q 

TRIMBLE. 0 C 

6006240166* 

30-313 

0 

TRIMBLE. D C 

6006110142 

30-313 

R 

TRIMBLE. D C 

6006230434 

50-313 

6 

TRIMBLE. D G 

0006050331 

30-313 

Q 

TRIMBLE, D C 

8006110001 

50-313 

R 

TRIMBLE, D C 

8006110242 

30-313 

F 

TRIMBLE. D C 

6006130264 

30-313 

a 

TRIMBLE, D.C 

8006090366 

30-360 

8 

TRIMBLE, D C 

8006230450 

30-360 

8 

TRIMBLE. D C 

0006120277 

50-313 

B 

TRIMBLE. 0 C 

8006130326 

50-360 

P 

TRIMBLE. D.C 

0006120315 

50-368 

P 

TRIMBLE. 0 C 

0006170700 

50-313 

P 

TRIMBLE. 0 C 

8006180436 

50-360 

B 

TRIMBLE. D C 

8006180326 

50-313 

P 

TRIMBLE. D C 

0006 170625 

30-368 

a 

TRIMBLE, D C 

0006100486 

50-368 

8 

TRIMBLE. D,C. 

8006180463 

30-368 

8 

TRIMBLE,!} C 

8006170623 

30-313 

8 

TRIMBLE. D C 

8006100510 

30-313 

F 

TRIMBLE. D C 

8006190503 

50-360 

R 

TRIMBLE. D. C. 

8006190606 

80-313 

R 

TRIMBLE, D.C 

0006200389 

50-368 

6 




ACCESSION 

SUBJECT 


AUTHOR 


NUMBER 

cateoqry 

TRIMBLE. D C 


B006200430 

SC-3A9 

B 

TRIMBLE. D C 


6006200463 

50-360 

S 

TRIMBLE. D C 


8006230401 

SP~313 

P 

TRIPP, L E 


6006060200* 

50-412 

Q 

TRiPPiL E 


800602 02S9* 

50-337 

Q 

TRIPP, L E 


8006030090* 

50-311 

a 

TRIPP, L E 


8006 190270* 

50-334 

a 

TRIPP, L E 


B006300236* 

S0-24S 

0 

TROUP. 0 


6006170163* 

50-250 

Q 

TROUP. 0 L 


G006180012* 

50-324 

Cl 

TROUP, 0 L 


6006200094* 

50-348 

a 

TRQWBRIDOE. G 

F 

0006060473 

50-209 

G 

TROWBRIDGE. Q 

F 

8006060473 

50-209 

0 

TROWBRIDGE. G 

F 

8006120036 

30-289 

0 

TROWBRIDGE. G 

F 

6006120036 

S0-2B9 

G 

TROWBRIDGE, G F 

0006060509 

30-440 

0 

TROWBRIDGE, G 

F 

8006060509 

30-440 

G 

TROWBRIDGE, G 

F 

6006170705 

30-289 

G 

TROWBRIDGE, G F 

8006170785 

30-209 

G 

TROWBRIDGE, G F 

8006130239 

30-289 

G 

TROWBRIDGE. G 

F 

8006130239 

30-289 

G 

TROWBRIDGE. G 

F 

6006160052 

30-289 

G 

TROWBRIDGE, G 

F 

0006160078 

30-320 

O 

TRQWBRIDOE. G 

F 

0006160032 

30-209 

O 

TROWBRIDGE. G 

F 

0006160078 

30-320 

G 

TROWBRIDGE, G 

F 

0006160334 

50-320 

0 

TROWBRIDGE. G F 

0006180334 

30-320 

Q 

TROWBRIDGE. 0 

F 

8006190435 

50-289 

0 

TROWBRIDGE, G 

F 

8006190435 

30-289 

0 

TROWBRIDGE, 0 

F 

B006270237 

50-209 

0 

TROWBRIDGE. G 

F 

8006270237 

50-209 

0 

TROWBRIDGE. G 

F 

0006260276 

50-289 

0 

TROWBRIDGE. G 

F 

8006270216 

50-320 

0 

TROWBRIDGE. G 

F 

B006260276 

50-209 

0 

TROWBRIDGE. G 

F 

0006270216 

30-320 

G 

TROY, M 


0006270413 

FQIA 


TRUSflELL.H H 


6006030124 

40-6064 


TSAI , C 


8006190603 

REB 


TSCHAECHE.A 1 

\i 

8006130013* 

70-1007 


TBOUDEROS, 0 


8006110000* 

30-309 

O 

TBQUDEROS. 0 


8006110029* 

50-271 

0 

TUCKER. E E 


6006300617* 

COHMISBION 

TUITE.P T 


80061B0195* 

FOIA 


TURI.J A 


8006200500 

30-201 

H 

TURNAGE,K G 


8006300071 

NUREO 


TURNER, E A 


8006090371 

50-490 

S 

TURNER, E A 


8006090021* 

30-498 

G 

TURNER, E A. 


8D061B063B 

30-498 

S 

TURNER, E A 


8006300644* 

30-498 

0 

TURNER, E 8 


8006030333 

NUREO 


TURNER, E A 


8006110314 

30-490 

5 

TURNER. E A 


B006 110337 

30-498 

B 

TURNER, E A 


600 6300 37 B 

50-490 

G 

TWEED, R M 


8006130084* 

lOCFR 


TWEED, R, M 


B0062S0320* 

iOCFR 


TWEED, R M 


0006260016* 

lOCFR 


TWEED, R.M 


8006120431* 

lOCFR 


TWEED, R M 


8006240223* 

lOCFR 


TWEED, R « 


8006240636* 

lOCFR 


TWEED, R M 


8006230377* 

lOCFR 


TWEED, R M 


8006240213* 

lOCFR 


TWEED, R M 


B006240626* 

lOCFR 


UDALLiM K 


B006200091* 

30-320 

U 

UDY, A G 


B006200047 

30-250 

P 

UDY, A. C 


8006260004 

50-209 

P 

UHRIOiR E 


0006040023* 

5O-2S0 

Q 

UHRtO, R E 


8006040021* 

30-250 

G 

UHRIO, R E 


8006160024* 

30-250 

0 

UHRIO, R E 


0006160021* 

30-250 

Q 

UHRIO, R E 


8006160090 

PR 


UHRIGiR.E 


8006230166* 

30-333 

0 

UHRIG,R E 


8006090092 

PR 


UHRIG,R E, 


8006170171* 

50-250 

Q 

UNRIG, R £. 


B00620'0216* 

50-250 

Q 

UHRIO, R E 


0006030053 

50-250 

P 

UHRIO, R. E 


80061 10099* 

50-250 

P 

UHRIO, R.E 


8006050235 

50-335 

P 

UHRIO, E E 


BD06060310 

50-335 

P 

UHRIO, R E. 


6006260129 

30-230 

Q 

UHRIOrR E 


0006190646 

50-230 

Q 

UHRIO,R E 


0006060341 

50-250 

P 

UHRIO, R E. 


8006060342 

50-250 

P 

UHRIO. R E 


8006090340 

30-251 

G 

UHRIO. R E 


0006090390 

3OJ260 

P 

UHRIO. R E, 


8006300021 

30-230 

G 


PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 


ACCESSION 

NUhfiER 

CATEOORV 

AUTHOR 

NUMBER 

30&1 10217 

50-250 

F 

VARGA, S A 

8006800174 

30&2S01G4 

50-250 

0 

VARGA, S A 

0006120009 

30&13Q254 

50-250 

F 

VARGA, S A 

0006390872 

>0A 170301 

50-335 

F 

VARGA, S A 

8006250277 

)06250294 

50-335 

Q 

VARGA. S A 

8006160097 

>06230304 

90-250 

a 

VARGA, S A 

BO 06860 167 

>06250307 

30-33S 

0 

VARGA. 8 A 

8006260076 

)06300977 

50-250 

0 

VARGA, S A 

0006260080 

) 06 170267 

50“3a7 

H 

VARGA, 5 A 

B006200S23 

>06180471 

50-339 

P 

VARGA, 8 A 

BOO 68300 OB 

106200479 

50-250 

P 

VARGA, 8 A 

BOD6230D17 

06230570 

50-399 

I 

VARGA, 8 A 

B006800507 

0624026 1 

30-250 

P 

VARGA, S A 

8006800921 

106240192 

50-230 

F 

VARGA, fi A 

0006300207 

>06250203 

30-339 

F 

VARGA, 8 A 

0006300227 

06240109 

50-339 

P 

VARINOISrC 

8006110166* 

06240176 

50-290 

F 

VA5SER. E. 

900625032? 

0627031 1 

S£>-335 

P 

VERNlGiP G 

0006040173 

06230566 

50-278 

S 

VINT, B G 

0006090399 

06020305* 

30-171 

W 

V1S8IN0,G 

0006130112 

06110082 

50-277 

s 

VOOT-LOWeLL, R 

0OO61SOO36* 

06190345* 

90-877 

R 

VOOT-LOWELL. R J 

0006200287* 

06090434* 

30-364 

0 

VOIGT, H H 

00061 10424 

06060535* 

90-280 

Q 

VOrOTiH H 

00061 10484 

06090088* 

50-33fl 

0 

VOIGT, H H 

0006090134 

06240071* 

90-321 

Q 

VOrOTiH H 

0006060456 

06200128* 

90-339 

Q 

VDIGT.A F 

0OO6O9O9S2 

J6250076* 

90-302 

0 

V010T,H L 

0006060552 

06300209* 

50-269 

Q 

VQlGTiH L 

80G6D60992 

76300278« 

90-364 

0 

VOIGT, H H 

8006100006 

>6090447 

PR 


VOlOTiH H 

0006180006 

>6110008* 

90-309 

0 

VaiLLEQUE,P G 

8006020340 

>6110027* 

50-271 

a 

VOLD, E 

8006170277 

16170595 

50-346 

M 

VOLGENAUr E 

0006130102* 

>6020230 

90-325 

P 

VOLLMERiR H 

6006190255* 

'6030374 

50-324 

0 

VOLLMER.R H 

8006300927 

'6030470 

90-384 

P 

VON HIPPEL, F. 

0006090113* 

'6090370 

30-324 

P 

VOROERSRUOGEN 

0006290192* 

'6090251 

50-324 

P 

VOTHr M H 

0006830021 

6090329 

50-385 

P 

HACTDR, J A 

8006040304 

6060362 

50-861 

8 

WAGNER, A G 

600609050 9* 

6090310 

90-261 

P 

WAGNER. W 

B006G60141* 

6110127 

50-329 

P 

WAGNER, P C 

8006090480 

6160058 

90-261 

P 

WAHUOUrST/E J 

8006240094 

6100491 

50-261 

P 

WAHLOVrST^C J* 

0006260073 

6180361 

90-261 

P 

WAITE, R T. 

80060Y0067 

6100493 

50-261 

F 

UALDRIDOEfH C 

8006290094* 

62303B9 

90-384 

P 

WALBRIDGEiH C 

6006250237 

6240312 

50-261 

F 

WALKER, R 0 

8006170736* 

£•240319 

50-324 

F 

WALKER, R S 

8006300557* 

^230396 

90-261 

P 

WALLACE, R L 

0006120056 

>240479 

50-324 

P 

WALLACE, R 

8006060492 

>li0330« 

50-865 

8 

WALLACE. R 

8006120109 

.030351 

50-520 

S 

WALLACE, R 

8006160163 

,110300 

50“58a 

T 

WALLACE. R 

0006170007* 

,230676 

50-S2B 

A 

WALLACH, T 

8006170130 

,230606 

50-988 

C 

WALLEYiP J 

0006120232* 

>230691 

50-928 

F 

WALLIS, 0 B 

0006260421 

230693 

90-SSa 

A 

WALPOLE, J R 

0006110080 

230694 

90-928 

K 

WALPOLE, J R 

0006110080 

260201* 

50-498 

Q 

WALSH, P J 

B006G60332 

300234 

RES 


WALGKE,C 

0006870030 

170464* 

50-331 

R 

WALTERS, E 

80061 70778 

110060 

PR 
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Div 


Dakar tt Botta 


ACCESSION 

NUMBER 


8006170724 

6006170729* 

6006160162 

8006160169* 

6006160167* 

8006160344 
8006180350* 
8006 180353* 
8006180370 
8006200132 

8006200165 

6006200167* 

8006200172* 

8006230002 

6006230072 

8006230292 

B006230302 

B006240515 

8006240318* 

8006250004 

8006250011 

8006250019 

8006250111 

8006250156 

8006250160* 

8006250208 

8006250211* 

B006270067 

B006270071* 

6006300023 

6006300666 

6006300663 

8006180381 

8006180616 

8006230052 

8006230121 

8006230125* 

6006300524* 

6006110085* 

6006130062 

6006130064* 

8006170796 

8006190421 

8006200196 

8006200994 

6006200984 

6006200589 

8006230103 

B006240198 

8006270177* 

8006300990 

8006300993 

8006090089 

8006060476 

8006060476 

8006090204 

8006090215 

8006110267 

6006110340 

8006110364 

6006120030 

8006120061 

8006120064 

8006120066 

8006120070 

8006120097 

800612027B 

6006160166 

8006160170* 

8006170609 

8006 1801 96 

8006160200* 

8006180209* 

8006180346 

8006180396* 

8006100906 

8006190343 

8006200129 

8006200129 

8006240341 

8006270327 

0006300307 

8006300317 


SUBJECT 

CATEGORY 


70-1201 

70-1201 

70-824 

70-824 

70-824 

70-139 

70-135 

70-135 

70-024 

70-27 

70-824 

70-824 

70-824 

70-135 

70-27 

70-1201 

70-1201 

70-1201 

70-1201 

70-1201 

70-824 

70-1201 

70-364 

70-824 

70-024 

70-824 

70-824 

70-824 

70-824 

70-364 

70-1201 

70-1201 

70-27 

70-27 

70-27 

70-27 

70-27 

70- 27 
90-302 P 

71- 9009 

71-9009 

70-139 

70-364 

70-364 

70-135 

70-364 

70-364 

70-135 

70-364 

70-135 

70-139 
70-135 
50-466 0 

90-498 0 

50-490 0 

50-466 0 

50-466 0 

90-498 0 

50-490 0 

50-445 H 

90-466 0 

90-466 0 

50-466 0 

50-466 0 

90-498 0 

90-466 0 

90-490 0 

50-466 0 

90-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

90-466 Q 
50-466 0 

90-490 Q 
50-466 0 

90-498 0 

90-490 0 

50-466 0 

50-466 9 

30-466 0 

50-466 9 


AUTHOR 

AFFILIATION 


Qaldufthi U A 

Oaltimora Oa« Electric Co 


fi 


B«kt*ll* Mtmorlal tmtllukei Columfaua 
Laborakorlaa 


Battalia Manorial Inabltutot PacITlc 
Narbhuatt Laboratorij 


ACCESSION 

NUMBER 


8006300323 

8006300334 

Q006300340 

8006040194 

8005190447 

8006020149 

B006020149 

6006020532 

8006030237 

8006030237 

8006030244 

8006030244 

D006040209 

8006040209 

B006040347 

8006040352* 

8006050028 

8006090035* 

0006050039 

8006050045* 

8006060317 

8006060317 

8006090344 

6006090348* 

8006090365 

8006090368* 

8006120262 

8006120276 

8006170439 

8006170441* 

80061B0260 

80061B035B 

60061B035B 

8006180433 

B0061G043S 

8006160436* 

6006160443* 

8006160473 

8006180460* 

8006180483 

0006180490* 

B0061B0515 

0006160518* 

6006190930 

B006230270 

6006240011 

6006240020 

0006240020 

8006240320 

8006240320 

8006240339 

600624033? 

6006300313 

8006040068 

8006040001 

8006290064* 

6006260048 

6006270097 

8006300183 

8006300167 

8006020937 

0006060005* 

6006060006* 

6006060010* 

6006060014* 

8006060020* 

8006060022* 

0006060024* 

6006060025* 

8006060613 

8006090446 

8006090502 

6006170700 

6006170716 

8006190239 

6006200018 
6006200288 
BO 06200292* 
6006200532 
8006230019 

8006230022* 

8006230029* 

8006230026* 


SUBJECT 

CATEOaRV 


50-466 

<3 

90-466 

Q 

50-466 

Q 

90-279 

O 

90-317 

S 

30-317 

P 

50-317 

P 

50-31 7 

P 

30-317 

F 

50-317 

F 

50-317 

P 

90-317 

P 

50-317 

P 

50-317 

P 

50-318 

8 

50-310 

3 

50-317 

S 

50-317 

6 

50-318 

S 

50-316 

3 

50-317 

F 

50-317 

F 

90-317 

B 

50-317 

S 

30-317 

S 

90-317 

& 

90-317 

& 

50-317 

& 

90-317 

F 

90-317 

F 

50-317 

P 

30-317 

J 

90-317 

J 

90-317 

B 

90-318 

P 

90-310 

P 

90-317 

8 

90-318 

a 

50-318 

a 

90-318 

s 

50-310 

s 

50-318 

s 

90-310 

a 

90-317 

p 

50-317 

p 

50-317 

a 

90-317 

a 

50-317 

a 

50-317 

F 

90-317 

F 

90-317 

Q 

90-317 

a 

90-317 

71-6400 

NUREO 

CONTRACT 

NUREO 

NUREO 

RES 

RES 

NUREO 

71-4986 

71-4906 

71-490^r 

71-4986 

71-4906 

71-49061 

71-4906 

71-49861 

TQPREP 

NUREO 

NUREO 

RES 

RES 

70-0 

RES 

7 

7 

r 

Q 



372 ■ CORPORATE SOURCE INDEX 

AUFHOR ACCESSION SUBJECT AUTHOR 

AFFILIATION NUHDEfl CATEODRY AFFILIATION 

ACCESSION 

NUHDER 

SUBJECT 

CATEOORV 

8006250171 

NUREO 




8006230607* 

50-344 

P 

Q006250342 

REG 




8006230689* 

50-344 

P 

6006250349 

RES 




8006230690* 

50-344 

P 

8006250352 

RES 




0006230699* 

50-344 

P 

800626003B 

NUREO 




0006230704* 

50-344 

P 

6006260045 

NUREO 




0006230707* 

50-344 

P 

8006270004 

71 -'6387 




8006260344* 

50-331 

Q 

8006270019 

NUREO 




0006260363* 

50-331 

a 

B006270022 

NUREO 




0006260395* 

50-33 1 

0 

8006270362 

NUREO 




0006260401* 

50-331 

Q 

navl»j/ Margin L Fatj Inc 8006120272 

M18C 




8006300343* 

CONTRACT 


Bear Crack Uraniuni Co 8006120101 

40-8452 


Bechtel 

Pouer Corp (subs of Bechtel 

8006060170* 

50-424 

8 

Bechtal Carp B005300461 

50-482 

S 

Corp ) 





80061 10022* 

30-348 

P 



8006060204* 

50-424 

8 

8006110027* 

30-340 

P 



8006110035* 

50-361 

0 






80061 10199* 

50-416 

A 

0006190333 

REOOD 







0OO623DS26* 

SO-361 

A 



8006110202* 

50-416 

A 

8006230531* 

SO-361 

A 



8006110203* 

50-416 

A 

8006230554* 

50-361 

A 



8006110208* 

50-416 

A 

8006230558* 

50-361 

A 



□006110211* 

50-416 

A 






8006110215* 

50-416 

A 

600623060S* 

50-344 

P 






8006230606* 

50-344 

P 



8006110220* 

50-416 

A 

8006230607* 

50-344 

P 



0006110227* 

50-416 

A 

8006230608* 

30-344 

P 



0006110230* 

50-416 

A 

8006230609* 

50-344 

P 



8006130261* 

50-237 

P 






8006130262* 

50-237 

P 

8006230610* 

50-344 

P 






8006230611* 

30-344 

P 



8006130263* 

50-237 

P 

8006230612* 

50-344 

P 



0006190360 

50-416 

A 

8006230613* 

50-344 

P 



0006200179* 

50-387 

a 

8006230614* 

50-344 

P 

Beckman 

Instruments) Inc 

0006120217 

PR 





Binderi 

Elster* Msndelson U Whoeleri Inc 

0006240649* 

CONTRACT 


80066306 15* 

50-344 

P 






8006230616* 

50-344 

P 

Bio-DvnamicSi Inc (subs of Doehrlnger 

8005220706 

PR 


8006230618* 

50-344 

P 

Nanhelm Corp ) 




8006230620* 

50-344 

P 

Black Hills Alliance 

8006120186 

FOIA 


8006230621* 

30-344 

P 

Bookei 0 

L 

8006240459* 

40-1162 





Borg-Warner Corp 

8006180356 

PT21 


8006230622* 

90-344 

P 

Borg-Warner Corp . Nuclear Valve Div 

8006200614 

XPQRTLIC 


8006230623* 

50-344 

P 






8006230624* 

50-344 

P 



8006200617* 

XPORTLIC 


8006230625 

50-344 

P 

Boston 1 

Edison Co 

8006030036 

50-293 

F 

0006230626* 

50-344 

P 



8006030310 

50-293 

P 






8006030345 

50-293 

P 

0006230627* 

50-344 

P 



6006030346 

50-293 

P 

0006230620* 

50-344 

P 






8006230629* 

50-344 

P 



0006030407 

50-293 

P 

8006230630* 

50-344 

P 



0006090305 

50-293 

0 

8006230631* 

50-344 

P 



8006090391* 

50-293 

8 






0006120342 

50-293 

a 

8006230633* 

50-344 

P 



8006130200 

50-293 

p 

8006230634* 

50-344 

P 






8006230635* 

50-344 

P 



8006130303 

50-293 

F 

8006230636* 

50-344 

P 



8006160001 

50-293 

F 

8006230637* 

50-344 

P 



8006160065 

50-471 

H 






0006100444 

50-293 

R 

0006230638* 

50-344 

P 



0006100446* 

50-293 

R 

8006230639* 

50-344 

P 






8006230640* 

50-344 

P 



0006190640 

50-293 

R 

8006230641* 

50-344 

P 



0006190643* 

50-293 

R 

8006230643* 

50-344 

P 



0006240471 

50-293 

8 






0006240479* 

50-293 

8 

• 8006230644* 

50-344 

P 



0006250242 

50-293 

8 

0006230645* 

50-344 

P 






8006230646* 

50-344 

P 



8006250243* 

50-293 

S 

8006230640* 

50-344 

P 



0006250244 

50-293 

8 

0006230649* 

50-344 

P 



8006250246* 

50-293 

8 






B00626017? 

50-293 

P 

0006230650* 

50-344 

P 



8006270195 

50-293 

Q 

8006230651* 

50-344 

P 






8006230652* 

50-344 

P 

BremantUnlv ofi 

8006300585* 

PRM 


8006230653* 

50-344 

P 

Bristol 

Stool U Iron Morksi Inc 

0006230214* 

06999 


9006230655* 

50-344 

P 

Broakhaven National Laboratory 

8006030308 

TOPREP 







8006030365 

50-331 

F 

0006230657* 

50-344 

P 



8006040118* 

50-320 

P 

0006230658* 

50-344 

P 






8006230659* 

50-344 

P 



8006040119* 

50-320 

P 

BD06230661* 

30-344 

P 



8006050276 

50-237 

F 

8006230662* 

50-344 

P 



8006100261 

RES 







8006 100267 

RES 


8006230663* 

50-344 

P 



0006190070 

RES 


8006230664* 

50-344 

P 






8006230665* 

50-344 

P 



0006190079 

RES 


8006230666* 

50-344 

P 



0006200014 

RES 


0006230667* 

50-344 

P 



8006200022 

RES 







0006200025 

RES 


8006230660* 

50-344 

P 



0006200026 

RES 


8006230669* 

50-344 

P 






8006230670* 

30-344 

P 



0006200027 

RES 


8006230672* 

50-344 

P 



0006200031 

RES 


0006230675* 

50-344 

P 



0006200503 

NUREO 







8006230374 

50-263 

F 

B006230678* 

50-344 

P 



0006250201 

RES 


0006230679* 

50-344 

P 






8006230682* 

50-344 

P 



0006260025 

RES 


8006230604* 

50-344 

P 



8006300171 

RES 


8006230685* 

50-344 

P 



6006300215 

RES 




CORPORATE SOURCE INDEX 
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author accession subject 

affiliation NUrtDER CATEGORY 



B006300234 

RES 


Drowntvi 11 e. TX 

BD06230137 

90-445 

M 

Bruce Norton 

80061 10417 

50-279 

0 

Bru^h-Welltnan. Inc 

G006O400B0 

40-8722 


Dudd Co 

8006040075* 

71-9051 


Buffalo. NY 

8006030153 

40-8502 


C-E Power Systems 

S006090J03* 

QA999 



8006170753 

70-1100 



8006200151 

70-1100 



8006300415 

TQPREP 


California. State of 

B006D20566* 

90-206 

P 


8006050447 

PR 



B0060904S3* 

PR 



0006110056 

PROJ 



6006120332 

90-279 

G 


8006160049 

50-312 

0 


8006170277 

PR 


California/ Unlv of. Berkeley 

8006160117 

90-142 

0 

California/ Unlv of/ Lob Angelos 

7910310492 

PR 



8006240136 

PR 


California/ Univ of. Santa Barbara 

8006030425 

50-433 

F 


8006230918 

50-433 

F 

Capital X-Ray Service 

B006040061 

71-9039 


Carolina Environmental Study Group 

B0061 10246 

70-2623 


Carolina Power 6 Light Co 

B006020230 

90-329 

P 


B006020237* 

90-339 

P 


6006030331 

50-324 

8 


8006030331 

90-324 

8 


8006030332* 

50-324 

8 


8006030332* 

50-324 

8 


8006030352 

90-324 

8 


8006030374 

50-324 

Q 


8006030374 

90-324 

Q 


8006030376* 

50-324 

Q 


8006030376* 

90-324 

0 


8006030395 

50-324 

8 


8006030399* 

90-334 

S 


0006030470 

90-324 

P 


8006030475* 

50-324 

P 


8006040307 

50-324 

6 


8006040310* 

50-324 

6 


8006040339 

50-329 

8 


8006040339* 

90-329 

6 


0OO6OSOOO9 • 

90-325 

8 


8006050019* 

50-329 

8 


8006050251 

50-324 

P 


800605032D 

50-261 

8 


8006050332* 

50-261 

9 


8006050370 

50-324 

P 


8006050374 

90-261 

a 


8006060336 

50-329 

Q 


8006060362 

90-261 

8 


8006090202* 

90-400 

Q 


8006090306 

90-400 

8 


8006090306 

90-400 

8 


0006090306 

90-400 

8 


8006090306 

50-400 

8 


B006090310 

50-261 

P 


8006090314 

90-329 

B 


8006090329 

90-329 

P 


8006090329* 

90-329 

P 


8006090349 

90-324 

8 


8006090399* 

90-324 

8 


8006090392 

90-329 

8 


900609039B* 

90-329 

8 


8006110092 

50-324 

R 


80061 10099* 

90-324 

R 


8006110099* 

90-324 

R 


8006110127 

90-329 

P 


0006110133 

90-299 

R 


8006110136* 

90-299 

fl 


8006110184 

90-329 

B 


8006110190* 

90-329 

B 


80061 10234 

50-400 

8 


8006110234 

90-400 

8 


80061 10234 

50-400 

8 


8006110234 

90-400 

a 


0006110244 

90-400 

a 


80061 10244 

90-400 

8 


80061 10244 

90-400 

8 


8006110244 

90 -400 

8 


8006110347 

90-261 

8 


8006110396* 

50-261 

8 


8006160029 

90-261 

R 


8006160026* 

50-261 

R 


AUTHOR 

AFFILIATION 


C«rptnt«r Tschnology Carp 

Ctnt«T for Oivelopment Policy 

Center for Law t. Social Policy 
Center for Leu in the Public Interest 
Central South West Corp 

Central South Wr«t Servlceti Inc 

Chem-Nuclear Systemsi Inc 


ACCESSION 

NUMBER 


8006160059 

9006160070 

8006160070 

8006160070 

8006160070 

a006l6007S» 

8006160149 

8006160145 

8006160145 

0006160145 

B006160147* 
80061 601 47 e 
80061 60147* 
8006J60147* 
8006170357* 

BOO610OB2B 
BOO61B0S2B 
80061 B0S61 
8006180365 
8006180429 

8006180425 

BO061B0447 

0006180449* 

0006100452 

a0061G0454tt 

0006180455 
80061 B0465* 
6006160481 
B0061B0491 
8006180493 

B006ia0496 

8006180505* 

8006190638 

8006190664 

8006190664 

BO06 190664 
8006190664 
8006190672 
G0062303B? 
6006230309 

0006230390* 

BOD6230390* 

8006230396 

0006230398* 

8006230972 

0006230584* 

8006240285 

B00624O289 

0006240285 

B0062402G9 

80062403 

8006240315 

Q006240315 

B0062403B3 

6006240430 

8006240475 

0006240497 

B0D624O502* 

8006250267 

8006250267 

6006250301 
B0063005I7* 
B006020972 
G0061201U 
800612D1 19* 

8006190639 

8006230107 

8006260204 

B00626020B 

8006200569 

8006040199 
8006300663 
8006110268* 
B006170242 
00061 1037D 

8006240250 

6009130121 

0009270916 

B00927092S* 

8009270520* 

S00603019S 

8006030161* 

8006030164* 

8006040076 

8006190146 


SUBJECT 

CATEGORY 


90-261 P 
50-400 6 

90-400 S 
50-400 5 

30-400 S 

90-400 S 
30-400 A 
90-400 A 
50-400 A 
50-400 A 

50-400 A 
50-400 A 
50-400 A 
90-400 A 
90-324 Q 

50-324 Q 
50-324 Q 
90-261 P 
30-324 0 

90-324 S 

50-324 S 
30-325 a 
50-325 S 
90-325 S 
30-325 8 

30-324 8 

50-324 3 

50-325 P 
50-261 P 
50-261 F 

50-324 B 
go-324 3 

50-325 Q 
50-400 Q 
90-400 O 

90-400 Of 
50-400 0 

90-261 0 

90-324 P 
90-324 P 

50-324 P 
50-324 P 
50-261 P 
90-261 P 
50-261 8 

50-261 8 

90-400 Q 
50-400 0 

50-400 Q 
50-400 0 

50-261 F 
80-324 F 
90-324 F 
90-400 9 

50-261 Q 

50-324 P 
90-219 Q 
50-219 a 
50-324 8 

50-324 8 

50-261 Q 
90-255 Q 
XPORTCIC 
XPORTLIC 
XPDRTLIC 

XPQRTLIC 

FOIA 

XPORTLIC 
XPORTLIC 
30-574 O 

90-275 0 

30-275 H 
50-445 « 

SO-445 « 

50-443 H 

50-445 M 

71-9096 

71-9094 

71-9094 

71-9094 

71-9094 

71-9094 

71-9094 

71-6275 

71-6375 



374 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Chcmtron Corp p Tube Turns Uiv 
Chicago Bridge t Iron Ca 
Chlclierlng I Gregory 


Chr i sta-Mar ia 


Cincinnati Oas ii Electric Co 


CltlzvTit Against Nuclaar Dangers 


Cltlzans Against Nuclaar Pouer 


Citiiant Association for Sound Energy 


Citiian* C&ncerTied About Nuclear Pouerr 
Inc 

Cltlzffns fur Equitable Utilities 
Citizens fur Fair Utility Regulation 

Citizens for Safe Environment 
Citizens for the Conservation of Natural 
Rasoiircesi Inc 
dart Dietz Engineers 
Clermont CountyjOH 
Cleveland Electric Illuminating Co 


Clevilandr OH 
Cleveland-C liff s Iron Co 

Coalition for a Non-Nuclear Uorld 
Cohnj D B 

Colorado State Unlv, 

Colorado! State of 


Colt Industries* Inc 4 Fairbanks Morse 
Engine DIv 

Columbia Unlv 

Combustion Engineeringi Inc 


Commircei Dept of 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

8006300462 

27-47 


Commerce! Dept Df. National Bureau of 

8006060459* 

70-398 


0OO63OO47O» 

27-47 


Standards 




0006200024 

90-206 

8 


8006170094 

71-390 


8006130032 

71-19 



0006170106* 

71-390 


8006110014 

50-361 

0 


8006230067 

70-398 





Commerce! Dept of* National Oceanographic 

h 8006200563 

NUREO 


Q006U0014 

50-361 

0 

Atmospheric Adminstration 




8006110017* 

50-361 

0 





8006110017* 

90-361 

0 


8006200993 

NUREO 


8006110024* 

50-361 

0 

Commonuealth Edison Co 

7903160172 

50-237 

P 

8006110024* 

50-361 

0 


8006020008 

90-237 

Q 





8006020091 

PR 


80061100284 

50-361 

0 


8006020268 

TDPREP 


8006110028* 

90-361 

0 





8006110031* 

50-361 

Q 


8006020347 

50-295 

P 

8006110031* 

50-361 

0 


8006020347 

90-299 

P 

8006110098 

50-361 

0 


8006020349* 

90-295 

P 





8006020349* 

90-295 

P 

8006110090 

50-361 

0 


8006030063 

90-10 

P 

8006110107* 

50-361 

0 





0006110107* 

50-361 

0 


0006030062 

90-10 

P 

8006170336 

PR 



8006030062 

50-10 

P 

800624033B 

50-159 

0 


0006030062 

50-10 

P 





0006030062 

90-10 

P 

8006060130 

PR 



0006030072* 

50-10 

P 

8006120461 

90-350 

Q 





8006160136 

90-358 

0 


8006030072* 

90-10 

P 

8006170682 

90-358 

A 


8006030072* 

90-10 

P 

8006170501 

50-398 

0 


8006030072* 

50-10 

P 





8006030072* 

50-10 

P 

8006240064* 

50-358 

Q 


8006030309 

90-494 

H 

80062S0340 

70-2838 






8006260293* 

50-398 

0 


8006030340 

90-237 

8 

8006300242 

90-358 

a 


8006030349* 

50-237 

8 

8006060486 

50-387 

0 


8006030364 

90-237 

S 





8006030379* 

90-237 

8 

8006060487 

90-387 

0 


8006030394 

50-237 

9 

6006170960 

90-599 

0 





6006170960 

50-599 

0 


8006030400* 

50-237 

9 

8006170970* 

50-599 

0 


8006030478 

90-237 

P 

8006170570* 

90-599 

0 


8006030497 

90-299 

8 





8006030906* 

50-299 

8 

8006060295 

90-445 

0 


8006040203 

90-249 

8 

8006060259 

50-445 

0 





8006060257* 

50-449 

0 


8006040208* 

90-249 

a 

8006060257* 

50-449 

0 


8006060242* 

90-299 

0 

8006060261* 

90-449 

0 


8006060243* 

50-295 

0 





8006060246* 

90-299 

0 

8006060261* 

50-449 

0 


8006060246* 

90-299 

0 

8006060346 

90-449 

0 





8006170599 

50-490 

0 


8006090047* 

90-496 

Q 




( 

B00609004B 

REOOD 


6006170995 

90-490 

0 


B0060902S6 

90-299 

P 

B006090001 

90-445 

0 


8006090294 

90-299 

F 





8006090294 

90-299 

F 

8006060245 

90-320 

0 





0006170132 

90-376 

0 


0006090309 

90-299 

P 





8006090336 

90-294 

P 

0006200117* 

70-36 



8006090363* 

90-294 

P 

0006170395 

50-390 

0 


8006110034 

90-294 

R 

0006240378 

50-440 

0 


0006110040 

50-454 

A 

8006270270 

90-440 

c 


80061 1007B 

90-294 

R 

6006270278 

90-440 

c 


8006110078 

90-294 

R 

8006270260* 

90-440 

c 


0006110084* 

50-294 

R 

0006270200* 

90-440 

c 


8006110004* 

90-294 

R 

0006270285* 

90-440 

c 


8006110100 

90-10 

R 

BOO627O205* 

90-440 

c 


0006110102* 

90-10 

R 

8006270299 

90-440 

I 


0006110111 

90-304 

S 

8006270295 

90-440 

I 


8006110119* 

90-304 

8 

0006270298* 

90-440 

I 


0006110120 

90-304 

S 

8006270298* 

90-440 

I 


8006110129* 

90-304 

8 

8006060314 

90-346 

M 


8006110141 

90-294 

8 

8006020458 

40-8714 



0006110191* 

50-294 

8 

0006120293 

40-0714 



8006110304 

90-294 

6 

8006300996* 

FOIA 



0006110312* 

50-294 

8 

8006300396 

90-367 

0 


8006110320 

50-269 

8 

0006040173 

NABTE HOT 


8006110330* 

90-269 

8 

8006090991 

WASTE MOT 


8006 110363 

50-269 

6 

0006120194 

WASTE MOT 


8006110369* 

90-269 

8 

8006120372 

PRM 



8006120129 

PR 


8006200012 

50-399 

8 


8006130138* 

90-10 

0 





8006130142* 

90-10 

Q 

G006090392 

90-208 

F 


8006130165 

50-299 

P 

8006060319* 

90-335 

P 


8006130169 

90-299 

P 

8006060319* 

90-339 

P 


8006130260 

50-237 

P 

8006060321* 

90-339 

P 


8006160071 

90-299 

P 

8006060326* 

90-339 

P 









8006160071 

90-299 

P 

8006060329* 

90-339 

P 


8006160097 

50-237 

8 

8006190417 

70-36 



8006160102* 

90-237 

8 

8006200426* 

90-309 

P 


8006160121 

90-249 

a 

8006200428* 

90-309 

P 


8006160129* 

90-249 

8 

8006230943* 

90-361 

A 









8006170160 

90-494 

Q 

8006230947* 

90-361 

A 


8006170218 

90-299 

0 

8006290034* 

CONTRACT 



8006170218 

90-299 

0 
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AUTHOR 

affiliation 


ACCESSION 

NUHOER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

UUMQGR 

SUBJECT 

categorv 

G00&17O44B 

90“ 10 

R 



0006240310* 

90-10 

F 

8006170448 

90-10 

R 



6006240490 

90-10 

F 

8006 170492* 

50-10 

R 



B006240490 

50-10 

F 

8006170457* 

50-10 

R 



8006240490 

90-10 

F 

8006170459* 

50-247 

P 



0006240490 

50-10 

F 

8006170459* 

50-247 

P 



0006250266* 

90-373 

Q 

8006170459* 

90-247 

P 



8006250277 

90-S37 

P 

8006170459* 

50-247 

P 



8006250277 

90-237 

P 

8006170461* 

50-10 

R 



8006250277 

90-237 

P 

0006170470 

50-295 

0 



8006250277 

50-237 

P 

0006170479* 

50-295 

S 



8006260312* 

50-454 

0 

0006170498 

90-299 

6 



8006270240 

90-295 

8 

0006170905* 

90-299 

6 



8006270251 

90-295 

G 

0006170510 

90-237 

6 



8006270252* 

50-295 

5 

0006170919* 

90-237 

6 



8006270254 

90-295 

8 

0006170999 

30-254 

F 



8006270296* 

50-295 

S 

0006170601 

90-10 

H 



8006270259* 

50-299 

9 

0DD617O814 

PR 




8006270266 

50-265 

S 

B0D618D278 

90-373 

A 



8006270272* 

50-269 

8 

0006 180278 

90-373 

A 



0006270273 

50-269 

P 

8006180201* 

50-373 

A 



0006270277* 

50-263 

P 

0006100205 

90-295 

B 



0006270306 

50-10 

P 

0006100209* 

50-299 

B 



0006270306 

50-10 

P 

0OO610OS93 

50-10 

F 



8006270306 

90-10 

P 

8006100319* 

90-10 

F 



0006270306 

90-10 

P 

80061G0317* 

90-10 

F 



0006270306 

90-10 

P 

8006180324* 

90-10 

F 



8006270306 

90-10 

P 

8006180324* 

90-10 

F 



8006270306 

50-10 

P 

8006160331* 

90-10 

F 



8006270329 

90-295 

P 

8006180331* 

90-10 

F 



8006270329 

90-295 

P 

0006180331* 

50-10 

F 



0006300403 

50-295 

S 

0006180340* 

90-10 

F 



0006300407* 

50-295 

3 

8006180340* 

90-10 

F 



0006300412* 

50-299 

B 

8006180347* 

90-10 

F 



6006300493 

80-373 

A 

0006180347* 

90-10 

F 



8006300359 

50-10 

0 

8006180347* 

50-10 

F 



8006300559 

50-10 

0 

0006100347* 

90-10 

F 



9006300558 

50-10 

Q 

8006180347* 

90-10 

F 



B00630055B 

50-10 

0 

8006180347* 

90-10 

F 

Coflif Ipi Inc t 

Delphi Si/etems DiV 

8006110166* 

50-416 

B 

8006180347* 

90-10 

F 



B0O63 00397* 

90-390 

A 

8006180347* 

90-10 

F 

Cenf*r0nc8 of Radiation Control Program 

6006130003* 

COHMI801OH 

8006180347* 

90-10 

F 

Dlrtctor*. 

Inc 




8006180364 

90-373 

K 

Connecticut 

fankee Atomic Potiier Co 

0006020203 

90-213 

P 

8d06 180364 

30-373 

K 



0006020203 

90-213 

P 

8006180369* 

50-373 

K 



0006030910 

90-213 

S 






6006030916* 

90-213 

S 

8006180369* 

90-373 

K 






8006180550* 

90-373 

Q 



6006060367 

90-213 

F 

8006180992* 

90-373 

0 



0006110237 

90-213 

P 

8006190309 

90-10 

P 



8006120270 

90-213 

8 

8006190309 

90-10 

P 



9006120379 

50-213 

8 






8006 1 30270 

90-213 

8 

8006190307 

90-10 

P 






8006 190307 

90-10 

P 



8006130316 

50-213 

P 

8006190307 

90-10 

P 



8006130329 

90-213 

P 

8006190307 

90-10 

P 



8006170526 

90-213 

R 

8006190307 

90-10 

P 



0006170526* 

50-213 

R 






8006 190497 

30-213 

P 

8006190307 

90-10 

P 






0006190419 

50-237 

P 



80061 90497 

90-213 

P 

8006190419 

90-237 

P 



8006^00456 

90-213 

P 

8006190419 

90-237 

P 



8006200571 

90-213 

P 

8006190419 

90-237 

P 



8006240017 

90-213 

Q 






8006240297 

90-213 

8 

8006190496 

90-10 

P 






8006190496 

90-10 

P 



8006240301* 

50-213 

8 

8006190496 

50-10 

P 



BD0627D198 

90-213 

P 

0006200104 

REOOD 




8006300303 

90-213 

P 

8006200160* 

90-269 

P 



B0D63D03B3 

90-213 

P 






B006300420 

90-213 

6 

8006200386 

50-10 

P 






8006200999 

70-2609 


Conner* Moore U Corner 

8006060262 

90-320 

0 

8006200995 

70-2609 




6006060547 

50-320 

0 

8006230196 

90-249 

P 



8006060947 

90-320 

0 

8006230319* 

90-494 

0 



8006090069 

90-272 

0 






8006090072* 

50-272 

0 

6006230340 

90-299 

8 






8006230381 

90-249 

8 



0006130024 

50-272 

T 

0006230307* 

50-249 

8 



8006160156 

90-358 

0 

800623039] 

90-294 

8 



900<61 90509 

50-272 

Q 

8006230392* 

90-294 

8 



8006180913* 

90-272 

0 






8006190501 

90-398 

Q 

8006230999 

90-249 

B 






0006230969* 

90-249 

8 



8006200567* 

90-272 

0 

0006230970 

50-249 

6 



B006300567* 

90-272 

0 

0006230977* 

50-249 

8 

Conover A»soclate»j Inc Insurance 

B006 160020 

70-1621 


0006240274 

70-2609 


Consolidated 

Edison Co of New York 

8006060260 

90-247 

F 






B0D606O521 

50-247 

0 

8006240274 

70-2609 







8006240316 

30-10 

F 



8006110091 

50-247 

P 

8006240316 

90-10 

F 



8006110471 

PR 


8006240316 

90-10 

F 



8006130294 

SO-247 

P 

0006240318* 

90-10 

F 



8006160063 

90-247 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

-V— _ 

8006 160069# 

50-247 

S 


8006160100 

50-247 

P 


8006160109 

50-247 

P 


0006 170431 

SO-3 

ft 


8006170431 

50-3 

ft 


8006 170431 

50-3 

n 


8006170434# 

50-3 

ft 


8006170434* 

50-3 

ft 


B006 170434* 

50-3 

R 


0006170491 

50-247 

P 


8006170494# 

50-247 

P 


8006170494# 

50-247 

P 


8006180426 

30-3 

R 


8006180426 

90-3 

R 


6006180426 

50-3 

R 


8006180427* 

50-3 

ft 


8006180427* 

50-3 

ft 


G0061B0427# 

90-3 

R 


B0061B0434 

50-247 

P 


0006100326 

50-247 

F 


B006 100529 

50-3 

R 


B006190535 

50-247 

S 


B0061 90541* 

50-247 

9 


0006190626 

50-247 

R 


8006190630* 

50-247 

R 


0006240349 

50-247 

P 


8006240390* 

90-247 

P 


8006240392* 

50-247 

P 


8006240394* 

50-247 

P 


8006240361 

90-247 

P 


8006240364* 

90-247 

P 


0006240367* 

50-247 

P 


8006250299 

90-247 

P 


6006260212 

90-247 

Q 

Con»trgcttpn Technology Laboratories 

B006200147* 

50-482 

P 

(dlv of Portland Cement Assoc > 




Carh»tjmers Pouer Co 

6006020272 

50-299 

P 


8006030077 

PR 



8006040300 

50-199 

S 


8006040303* 

50-199 

0 


8006040311 

90-259 

P 


8006040313* 

50-255 

P 


□006040315* 

50-259 

P 


0006040316* 

50-255 

P 


8006040310# 

50-255 

P 


8006040320* 

90-259 

P 


8006040323* 

50-255 

P 


0006040325* 

90-255 

P 


8006040330* 

90-299 

P 


0006050044 

50-329 

0 


8006030044 

90-329 

0 


8006050933* 

50-299 

0 


0006060017 

50-329 

a 


8006060017 

50-327 

0 


8006060469 

50-295 

0 


8006090291 

90-255 

p 


8006090300 

90-295 

p 


8006090300 

90-327 

K 


8006070300 

30-329 

K 


8006090309* 

90-327 

K 


8006090309# 

90-327 

K 


6006090312# 

50-329 

K 


0006090312# 

90-329 

K 


0006090597 

PR 



0006110060 

90-195 

R 


B006U0072# 

50-195 

ft 


0006110073 

90-329 

H 


0006110130 

90-299 

S 


0006110132# 

50-299 

s 


8006110153 

90-299 

p 


6006110197# 

90-299 

p 


8006110165 

50-239 

p 


0006110407 

PR 



6006120045 

50-327 

G 


0006120045 

50-327 

0 


0006120144 

REOOD 



8006120263 

90-299 

0 


600612030B 

90-195 

Q 


8006120384 

50-255 

P 


8006130124# 

50-255 

0 


8006130136# 

50-259 

Q 


8006130249 

50-259 

Q 


8006130289 

90-295 

0 


6006160005 

50-329 

s 


6006160005 

30-329 

8 


AUTHOR 

ArPlLlATIOM 


Container Research Carp 
Cook Count(| Hosp C|il€ago« IL 
Cornell Univ 


Coulee Region Energv Coalition 
Council on Environmental Qualliv 
Critical Mass Energy Project 
Cumberland Countij« PA 
Cotler-Hammerr Inc 

Cyprus Mines Corp 


D^Appolonia Consulting Engineers« Inc 
DMA •* People's Legal Servlcesi Inc 

ORO International I Inc 
Daedalean Associates* Inc 
Dairyland Pouer Cooperative 


Dallas Pouer ti Light Co 
Dames ii Moore 


ACCESSION 

NUMDER 


0OOA16OO91 

0006160137 

0006170919 

0OO6l7O527e 

0006170329# 

00061 70S34# 
8006170973 
8006 1 70670 
0006170706 
0OO617OB7O 

8006180166# 

8006180242 

8006180266 

8006180266 

8006180362 

8006180362 

8006180467 

8006170414 

8006170422# 

8006170426# 

8006190423# 

8006190431# 

8006170924 

8006200352 

8006200396 

800620036 1 
800620036 1 
8006200369# 
8006200369# 
8006200445 

8006200448# 

8006200477 

8006200537# 

8006200537# 

8006230213 

8006240128 

8006240293 

8006240377 

8006240397 

0006240407 

8006240407 

8006240908 

8006240913# 

8006240989 

8006240589 

6006250268 

8006260342# 

6006270209 

8006270307 

8006300277 

8006300377 

8006300439 

8006300439 

8006300913 

8006300917# 

8006300930# 

8009120005# 

8006030127 

8006040167 

8006230164# 

8006170129 

8009280085 

8006300396 

8006120324# 

8006030270 

8006020590 

0006040179 

8006170366 

8006030243# 

0006200064 

8006250336 

8006200017 

8006020545 

8006040031# 

8006090363 

8006090316 
00061 10343 
8006130273 
8006130276# 
8006170466 

80061 B0923 

8006200420 

80061102B2# 

80061302SO# 

8006270033# 


SUBJECT 

CATEGORY 


90-299 P 
50-199 0 

90-199 8 

50- 1 99 S 
90- 1 99 8 

90-195 3 

90-299 Q 
30-199 P 
50-195 B 
PR 

30-295 Q 
90-330 A 
50-329 S 
90-329 S 
90-329 

50-329 K 
90-327 S 
50-299 6 

90-299 B 
90-299 9 

90-299 9 

90-299 9 

50-299 0 

50-299 fl 
90-159 0 

90-329 A 
90-329 A 
90-329 A 
50-327 A 
90-299 8 

90-899 a 
90-299 0 

90-329 a 
90-329 0 

90-329 fl 

50-199 0 

50-299 P 
50-329 K 
90-329 K 
90-329 A 

90-329 A 
90-299 0 

90-299 6 

90-329 0 

90-327 0 

90-199 P 
90-329 Q 
90-299 0 

50-199 & 

50-329 9 

90-299 P 
90-329 R 
90-329 R 
50-255 0 

90-299 0 

50-299 0 

71-5490 

PR 

50-197 P 
CONTRACT 

30-409 0 

PR 

90-367 0 

50-289 P 
90-440 9 

WABTE MOT 
WASTE MOT 
WASTE MOT 
40-1162 
FOIA 

XPQRTHC 

RES 

30-409 0 

50-409 0 

50-409 0 

90-409 P 
80-409 F 
90-409 R 
30-409 R 
50-409 J 

30-409 P 
30-409 P 
30-449 M 
CONTRACT 
PR 
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AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQBY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Dartmou<;h College 

8006260421 

NUREO 



80060S0344* 

50-269 

S 

D«ta CoTiful tantsi Inc 

80062S0210# 

CONTRACT 



8006050349* 

30-413 

3 

Dattilo, T f1 

8005210208# 

50-946 

T 


8006050345# 

50-413 

8 


800521 0208* 

50-546 

T 


0006090361 

50-270 

P 


8006130107* 

90-946 

H 


0006060231* 

50-269 

0 


GOO613O107* 

90-946 

H 


8006060281* 

50-269 

0 

Dauphin Count^j FA 

800612032?* 

50-209 

F 


8006060281* 

50-269 

0 

DtKalb Area Alliance for Responsible 

8006060232 

50-454 

0 


8006060231# 

50-269 

0 

Energy 





0006060201# 

50-269 

0 

DsMent Laboratories 

8006020614# 

NI8C 



0006060231# 

50-269 

0 

Debevoise V Liberman 

8005230377 

50-269 

0 










8006060286# 

50-269 

Q 


0OO6O5O4S0 

PR 



B006060296# 

50-269 

Q 


B0060305S5 

90-445 

« 


0006060286# 

50-269 

Q 


8006050555 

30-445 

« 


9006060286# 

50-269 

0 


8006060269 

30-269 

0 


□006060286# 

50-269 

0 


8006060269 

50-269 

0 










9006060206* 

50-269 

C 


8006060269 

90-269 

0 


0006060345 

50-369 

A 


8006060269 

50-269 

0 


9006060364 

50-269 

P 


8006060281* 

50-269 

Q 


9006090142 

50-491 

Q 


0006060201* 

50-269 

0 


9006090266 

50-369 

A 


0006060281* 

50-269 

0 










9006090343 

50-413 

S 


B006060286* 

90-269 

0 


8006090343 

50-413 

8 


8006060286* 

90-269 

Q 


8006090347# 

50-413 

8 


8006060286* 

50-269 

0 


8006090347# 

50-413 

5 


B006060347 

90-449 

0 


3006090960 

50-369 

Q 


0006060541 

90-445 

M 










8006110091 

50-287 

8 


0006060541 

90-445 

M 


8006110096# 

30-237 

8 


0006060541 

90-449 

M 


B006110101 

50-269 

S 


8006090175 

90-449 

M 


B00611010S* 

90-269 

8 


0006090175 

90-449 

M 


8006110144 

50-267 

P 


0006090175 

90-449 

M 










8006110144 

50-269 

P 


0006110205 

90-369 

0 


8006110144 

90-269 

P 


8006110297 

90-488 

0 


3006110150# 

90-269 

P 


8006110302 

90-449 

M 


8006110158# 

50-269 

P 


0006110302 

90-445 

M 


8006110198# 

50-269 

P 


0006110454 

PR 











B006 110205 

30-369 

0 


0006120024 

50-400 

0 


8006110297 

90-408 

0 


□006120052 

90-449 

M 


8006110297 

90-400 

0 


0006120398 

50-449 

T 


8006110297 

50-400 

0 


0006170133 

PRM 



8006110321 

90-270 

8 


8006170141* 

PRM 











8006110326# 

90-270 

6 


0006170157# 

PRM 



80061 10327 

90-369 

A 


0006170423 

70-2623 



8006110327 

90-369 

A 


8006170847 

PR 



8006 1 10351 

30-269 

P 


8006180517 

50-269 

0 


00061 10351 

50-269 

P 


8006240143 

50-488 

0 










8006110351 

50-269 

P 


8006290253 

90-369 

0 


80061 10394 

50-369 

A 

DeftnitfDtpb of 

0006060167 

PR 



B0061 10354 

30-369 

A 

DelauarOf State of 

8006060020 

90-272 

T 


9006120324 

50-480 

0 


0006110164 

PR 



9006120134# 

50-370 

Q 

D»nver#Unlv ofj 








8006030095# 

CONTRACT 




9006120139* 

50-370 

Q 






9006120367 

50-36? 

A 


8006230040* 

CONTRACT 



9006120367 

50-369 

A 

Oatroit Edison Co 

8006030613* 

NUREO 



9006120370* 

50-369 

A 


8006040253 

90-341 

Q 


9006130053* 

SO-413 

Q 


0006170408* 

90-341 

I 






8006230601 

50-341 

Q 


9006130203 

50-869 

S 






0006130204# 

30-269 

8 


8006240401 

50-341 

0 


6006130322 

30-269 

P 


0006270230 

90-341 

6 


8006130322 

50-269 

P 


8006270282 

30-341 

B 


8006 1 30322 

50-269 

P 


0006270286# 

50-341 

8 






0006270330 

90-341 

G 


9006160032 

30-270 

P 






8006160033# 

50-270 

P 


0006270334# 

50-341 

B 


B006 160074 

90-269 

P 


8006300966 

90-341 

0 


0006160074 

30-869 

P 

Dogg*tti 8 A 

8006170569 

50-466 

0 


0006160074 

50-269 

P 

Doherty 1 J F 

8006190101 

30-466 

0 





Dou Chemical Co 

0006300454 

TOPREP 



9006170141* 

PRM 







8006170157* 

PRM 


Dou Chemical Co ■ Dou Chemical USA 

0006190502 

50-264 

F 


8006170229 

50-26? 

P 

Div 





8006170229 

50-269 

P 

Duke Power Co 

0006020341 

80-287 

8 


8006170229 

50-269 

P 


8006020343# 

90-207 

8 






8006020548 

NUREO 



8006170234* 

50-269 

P 


8006030130 

PR 



8006170234* 

50-269 

P 






9006170234* 

50-269 

P 


B006040217 

90-269 

P 


8006170423 

70-2623 



8006040217 

90-269 

P 


8006170450 

50-269 

P 


8006040217 

90-269 

P 






8006040221# 

90-269 

P 


8006170458 

50-269 

P 


8006040221# 

90-269 

P 


9006170498 

30-869 

P 






9006170523 

50-269 

8 


8006040221# 

50-269 

P 


8006170530# 

50-269 

B 


8006040290 

SO-269 

8 


9006170637 

90-369 

S 


8006040302# 

90-269 

0 






0006090100 

90-269 

F 


9006170637 

30-369 

6 


8006050241 

50-270 

8 


8006170869 

PR 







80061 BO 237 

50-369 

Q 


8006050337 

90-413 

S 


80061 B0254 

50-269 

Q 


0006050337 

90-413 

9 


8006100254 

30-269 

Q 


8006050343 

90-269 

8 
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8006180334 

90-269 

Q 


8006170932 

90-334 

P 

8006190478 

90-269 

P 


8006170998 

50-334 

8 

8006190478 

50-269 

P 


8006170563* 

50-334 

8 

8006180478 

50-269 

P 


8006170371* 

90-334 

8 

8006160517 

30-269 

0 


8006170576* 

50-334 

8 

0006100517 

50-269 

0 


8006190315 

90-412 

6 

0006180517 

50-269 

0 


8006190321* 

50-412 

8 

8006180517 

90-269 

0 


8006200310 

90-334 

P 

8006180517 

50-269 

0 


0006200450 

90-334 

H 

B006S0006S 

70-2623 



8006230597 

90-334 

0 

8006200562 

50-269 

P 


8006230962* 

30-334 

a 

8006230360 

50-369 

Q 


8006240291 

50-334 

F 

8006330360 

30-369 

Q 


8006240379 

90-334 

9 

8006340117* 

50-269 

0 


8006240429 

50-334 

Q 

8006240143 

50-400 

0 


80062S0260 

30-334 

0 

8006340209 

30-269 

F 


8006300552 

90-334 

0 

8006240209 

90-269 

F 

E 1 du Pont d* Ngtnaors it Co , Inc 

8006060446* 

71-9607 


8006240238 

50-490 

0 

EGi'G Id 4 ho. tnc 

8006020184 

RES 


8006240228 

90-400 

0 


0006020491 

RES 


8006240228 

50-408 

Q 


8006020903 

RES 


8006240248 

50-269 

Q 


8006120903 

50-324 

P 

8006240248 

90-269 

Q 


8006100026 

RES 


8006240262 

50-413 

Q 


8006100038 

RES 


8006240202 

30-413 

0 


8006100097 

RES 


8006240411 

50-413 

8 


8006180306 

RES 


8006240465 

50-269 

P 


8006190685 

RE8 


8006240485 

90-369 

A 


8006200942 

NUREG 


8006240906 

90-270 

3 


8006200972 

PROJ 


8006240912* 

50-270 

S 


6006270049 

NUREG 


8006230291 

90-408 

0 


8006300301 

RES 


8006290253 

90-369 

0 


8006300459 

RES 


8006250299 

50-207 

B 


0006300506 

NUREG 


0006260169 

50-207 

8 


0006300914* 

NUREO 


8006260174 

50-269 

8 


8006300920* 

NUREO 


8006260179* 

50-269 

8 

EQiiO, Inc 

0006020138 

RE8 


0006260233 

50-269 

P 


0006020141 

RE8 


8006260233 

50-269 

P 


8006020144 

RES 


0006270219 

90-413 

Q 


8006020939 

RES 


8006270219 

90-413 

Q 


8006020946 

RES 


8006270260 

NUREO 



8006020992 

RES 


8006300016 

90-369 

Q 


8006020961 

RES 


8006300016 

50-369 

0 


8006020968 

RES 


B0D6300190 

50-269 

0 


0006130040* 

90-266 

P 

8006300213 

90-269 

Q 


8006130393 

RES 


8006300213 

50-269 

Q 


0006200041 

REB 


0006300213 

90-269 

0 


0006200047 

90-250 

P 

8006300362 

90-269 

P 


8006260004 

90-289 

P 

8006300362 

90-269 

P 


0006260009 

90-299 

P 

8006300362 

90-269 

P 


0006260015 

R£e 


6006300364* 

90-269 

P 


0006260020 

RES 


0006300364* 

90-269 

P 


8006260031 

REB 


8006300364* 

90-269 

P 


8006260039 

RES 


0006300406 

90-269 

P 


8006260037 

RES 


0006020021* 

90-334 

Q 


8006260039 

RES 


8006020358 

90-334 

B 


8006260042 

RES 


8006020362* 

50-334 

9 


0006260046 

RES 


8006030262* 

50-334 

Q 


0006300906 

NUREO 


8006030406 

90-334 

8 


8006300914* 

NUREO 


8006030415* 

90-334 

8 


8006300920* 

NUREO 


8006060365 

90-334 

8 


8006300974 

50-269 

P 

8006060374* 

90-334 

S 

Eb4i*co Servlcssi Inc («ub« of Enftsrch 

8006100247 

90-281 

P 

6006060379 

90-334 

R 

Corp > 




6006060301* 

90-334 

R 


8006180293* 

90-281 

P 

8006060365* 

90-334 

a 

Eborllne Initroment Corp 

0006120443 

XPORTHC 


8006060390 

90-334 

R 


8006200268 

XPORTLIC 





Ed L Rocd & A*soci4t*ii tnc 

8006060147* 

WASTE MOT 

0006060391* 

90-334 

R 





8006090137 

90-334 

Q 

EdUon Electric In«titute 

0006040003 

PR 


8006090373 

90-334 

6 


8006090494 

PR 


0006090302* 

90-334 

8 

Edlow International Co 

0006120361* 

SECY 


8006090389* 

90-334 

a 


0006130041 

XPORTLIC 






8006170862 

XPORTLIC 


8006110061 

90-334 

Q 





8006110108 

90-334 

S 


8006200248* 

40-0976 


6006110112* 

90-334 

8 


8006300019 

70-1292 


8006110121 

50-334 

3 

Electric Pouier Research Institute 

8006020200* 

GEN TEC IS 

nArti < « A« AX iL 

90-334 

8 


8006040322 

NUREO 





Enerpii Bailor Inc 

0006180087* 

CONTRACT 



90-412 

Q 






90-334 

Q 

Energy F^el* Nuclear^ Inc 

8006120499 

40-0601 



90-334 

Q 


0006180196 

40-8681 



90-334 

0 


8006200634 

40-0681 



90-334 

0 


8006240931 

40-0601 





EnerggiOept of 

8006020344 

MI80 



50-334 

S 






10-334 

S 


8006020419 

71-6400 



10-334 

R 


8006040000 

71-9893 



rO-334 

R 


0006050469 

PR 



>0-334 

8 


6006060000* 

71-4986 
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B00&0600l0« 

71-4986 



8006060341 

50-2S0 

P 


0006060014* 

71-4906 



8006060342 

50-250 

P 


0006060020* 

71-4906 



0006060342 

50-250 

P 


0006060022* 

71-4906 



B006090092 

PR 



0006060024* 

71-4906 



8006090340 

50-231 

Q 


0006060025* 

71-4986 



0006090342* 

50-231 

a 


6006060433 

7 1 -5607 



0006090390 

50-250 

P 


8006060442* 

71-5607 



0006090390 

50-250 

P 


8006090098 

30-561 

A 


0006090393* 

50-250 

P 


8006090125 

REOOD 



0006090393* 

50-230 

P 


0006120453 

71-3939 



0006090397* 

50-250 

P 


0006160214 

ORO 



0006090397* 

50-250 

P 


0006160218* 

QRO 



0006 J 1 0025 

50-230 

3 


0006160221* 

ORO 



0006110033* 

50-230 

s 


0006160222* 

□RO 



0006110037 

50-335 

s 


0006160226* 

QRO 



0GO61 10042* 

50-335 

s 


0006160220* 

QRO 



00061 10099* 

50-230 

p 


0006160230* 

ORG 



00061 10099* 

50-230 

p 


8006180313 

FOIA 



00061 10217 

30-250 

F 


8006190645* 

30-344 

I 


00061 10217 

30-230 

F 


8006200276 

XPORTLIC 



8006130254 

50-230 

F 


8006200300 

50-201 

H 


0006170171* 

50-250 

Q 


0006240094 

50-201 

H 


0006170267 

30-3D9 

M 


0006260073 

50-201 

H 


8006170273* 

S0-3Q9 

M 


0006270027* 

50-317 

P 


0006170467 

30-230 

R 


0OO63OO4S3 

71-6697 



0006170467 

30-230 

R 

^4 D«pt afr -Clinch River Breeder 

8006110301 

50-537 

B 


0006170467 

30-250 

R 

tor Rlent 





0006170471* 

50-230 

R 


8006270205 

50-537 

B 


0006170474# 

50-230 

R 


8006270223* 

50-537 

B 


0006170479* 

50-230 

R 

onmantal Coalition on Nuclear Power 

0006060264 

50-387 

0 










8006170499* 

30-389 

M 


0006060377 

50-387 

0 


8006170542 

S0-33S 

8 


0006090002 

50-387 

0 


8006170551* 

30-333 

8 


8006160067* 

50-289 

0 


D0061 70647 

50-333 

8 

onmental Policy Inititute 

0006170778 

PR 



B006 170652* 

30-335 

S 

onmental Protection Agency 

0006030363 

50-387 

0 










8006 170675 

SO-333 

B 


8006060145 

PR 



0006170686* 

S 0-33 5 

8 


8006110103 

30-320 

n 


8006180021* 

50-250 

Q 


8006110264 

50-409 

D 


8006180024* 

50-250 

Q 


8006130031* 

COMMISSION 


0006180090 

PR 



8006200543 

NUREG 











B0061B047L 

50-33 5 

P 


0006240246* 

CONTRACT 



8006190258 

50-231 

B 

onmental ie t«r Inc 

8006060435 

70-1729 



0006190205# 

50-231 

B 

E P 

8006120293 

ACR6 



0006190301 

30-335 

F 

.offl Supply Agency (Belgium) 

8006240129 

XPQRTLIC 



6006190301 

50-335 

F 

lean Commur i tiei r Commiitlon of 

8006030230 

XPORTLIC 











0006190646 

50-250 

Q 


8006030238 

XPORTLIC 



8006200216* 

50-250 

0 


8006190067 

XPORTLIC 



8006200216* 

50-250 

0 

irien Legal Service! 

0006090143 

50-522 

A 


0006200479 

50-250 

p 

Corp /Warner A»»oc latee* Inc 

8006200093* 

CONTRACT 



8006200479 

S0-25O 

p 

\ Mineral* Co i USA 

8006030124 

40-8064 











0006230166* 

90-335 

0 


800623042? 

40-8102 



0006230104 

50-250 

0 

1 Nuclear Co.i Inc («ub« of Ecxon 

8006170535 

TOPREP 



0006230184 

30-250 

Q 

1 ) 





0006230405 

30-333 

8 


8006200081 

70-1257 



8006230464 

30-333 

8 


8006200083* 

70-1257 







0006240424 

TOPREP 



0006230476* 

30-333 

6 






0006230403 

30-333 

8 


8006250100 

TQPREP 



0006230499* 

50-333 

B 


8006250105* 

TOPREP 



0006230559 

30-250 

8 


8006250146 

70-1257 



8006230564* 

30-250 

8 


8006300621 

71-6501 







8006300623* 

71-6581 



0006230567 

30-2 3 1 

S 






0006230571* 

SO-251 

8 


8006300627* 

71-6581 



BOO623O570 

30-309 

1 


8006300628* 

71-6581 



0006230579 

90-230 

a 

"al Emergency Management Agency 

0006050502* 

State Prog 


0006230501 

50-230 

8 


0006170800* 

50-171 

K 






0006180407 

PR 



B00623050&* 

90-230 

B 






0006230588* 

30-230 

3 


8006200229 

PR 



0006240109 

90-333 

P 

ral Energy Regulatory Commieeion 

8006130308 

50-3Q7 

D 


000624 0192 

30-250 

F 

ral-State Reporter Inc 

0006270344 

NUREO 



0006240196 

SO-2SO 

F 

and 

0006120202 

XPORTLIC 






ichakerr I> B 

0006060031 

50-275 

0 


0006240261 

90-230 

P 






8006290203 

30-333 

F 


8006180519 

50-275 

Q 


B0062 50294 

90-339 

0 

Ida Power ii Light Co 

8006030053 

50-250 

P 


0006290394 

30-290 

Q 


8096030053 

50-250 

P 


0006250307 

50-339 

Q 


8006030443 

50-335 

8 






8006030449* 

50-333 

S 


0006260129 

90-230 

Q 






0006260 IS9 

90-230 

0 


8006030454 

50-251 

8 


800627031 1 

50-335 

P 


8006030436* 

50-251 

8 


B0062703i4* 

50-333 

P 


0006040021* 

30-250 

0 


0006270317* 

90-339 

P 


8006040025* 

30-250 

Q 






0OD6O5O23S 

50-333 

P 


B00630D02 1 

90-290 

Q 






0006300021 

90-290 

Q 


8006050325 

50-335 

8 


0006300579 

50-290 

0 


8006060310 

50-333 

P 

Florida Power Corp 

9006020159 

90-302 

F 


8006060341 

50-250 

P 


8006020403 

90-302 

Q 
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FloriiJ^j Univ oi, 0«lnft»vnie 


For«lau« on Boar<f 
Foxboro Corp 

Franklin tuto/Ffanlcl In Research 

Canter 


Frlantfs of tfie Earth 
Oarij, IN 

General Atomic Co (subs of Gulf Oil 
Co ) 


General Di^nanilcs Corp i Electric Boat Div 
General Electric Co 


B006030303 

eQ0i030304# 

8004,030333 

8006030493 

80060305QO« 

0006030505 

0OO6O3O5OB» 

8006060354 

8006060355* 

G0Q606O561 

G006I1D080 

8006110123 

8006110128 

8006110134* 

8006110140* 

8006110185 

8006110290 

8006110475 

8006170436 

8006170494 

8006170488 

8006170760 

8006180511 

8006180531 

8006190596 

8006190603* 

8006190617 

6006190621* 

8006190683* 

8006200357 

8006200638 

8006230403 

8006230465 

8006240326 

8006240419 

8006240426* 

8006240446 

8006240450* 

8006240495 

8006240573* 

8006270283 

8006270347* 

8006270353* 

B006300376 

8006300398 

8006300401* 

8006300550 

8006020365 

8006090465* 

6006230133* 

9006270073 

8006110235 

8006120472* 

9006030040* 

8006030043* 

80 06030047* 

8006120296 

8006120299 

8006170732 

8006200569 

8006300396 

8006040252# 

8006040254* 

8006040258* 

8006040262* 

8006040264* 

8006060154 

8006120273 

0006200565 

8006120142 

8005210456 

8005210460* 

8005210461* 

8005210465* 

8005210469* 

8005210472* 

8005210475* 

8005210479* 

8005210481* 

8005270339 

8005270342* 

8005270345* 

15270348* 


50-302 S 
50-302 8 

50-302 P 
50-302 S 
50-302 8 

50-302 S 
SO-302 S 
50-302 P 
50-302 P 
50-302 Q 

SO-302 P 
50-302 8 

50-302 S 
50-302 8 

50-302 8 

50-302 Q 
50-302 Q 
PR 

50-302 Q 
50-302 0 

50-302 P 
50-302 Q 
50-302 K 
50-302 F 
50-302 S 

50-302 8 

50-302 R 
50-302 R 
50-302 0 

50-302 Q 

50-302 S 
50-302 P 
50-302 Q 
50-302 P 
50-302 8 

50-302 8 

50-302 e 
50-302 B 
50-302 I 
50-302 Q 

50-302 P 
50-302 P 
50-302 P 
50-302 Q 
50-302 8 

50-302 6 

50-302 Q 
50-83 8 
50-03 Q 
CONTRACT 

NUREO 
SD-514 0 

0A999 
50-293 F 

50-293 F 

50-293 F 

ACRB 

ACR8 

CONTRACT 
50-574 Q 

50-367 0 

70-2523 

8EGY 

SECY 

70-2583 

8ECY 

PR 

XPORTLIC 

70- 734 

71- 9039 

71-5942 

71-5942 

71-5942 

71-5942 

71-5942 

71-5942 

71-8942 

71-3942 

71-5942 

71-9046 

71-9046 

71-9046 

71-9046 


AUTHOR 
AFFIL lATlOM 


General Electric Co • Nuclear Energy 
Products Dlv 


General Public Utilities - GPU Service 
Corp 


ACCESSION 

NUMBER 


0005270351* 

8005290066 

8005270070* 

8005290075* 

8005290083* 

8005290087* 

8005290091* 

B00529009S* 

8005290100* 

0005290105* 

0005290111* 

0005290115* 

B0OS290120* 

8005290123* 

BD06020243* 

BD06020267 

8006020290 

8006030019 

8006030022* 

8006Q3002S* 

B00603003 1 » 

0006030034 

0006030037* 

Q006030041* 

8006030044* 

8006030048* 

0006030489 

0006040032* 

0006040067* 

0006040070* 

8006040072* 

8006060067 

8006060074* 

8006060078* 

8006060590* 

0006090016* 

8006090038 

8006090504 

8006110298* 

8006110319 

8006120247 

8006120365* 

8006120464 

8006120310 

8006130013* 

8006130013* 

0006170721 

8006190424 

8006200608 

8006240114* 

8006240148 

8006240202 

0006250347 

8006260084* 

8006260088* 

8006260425 

8006260431* 

0006260499* 

8006270035 

8006300336 

8006090489 

6006120480* 

8006130006 

8006160220 

8006160823 

8006180359 

8006180363 

8006190184 

8006200125 

8006200127 

8006200431 

8006200544 

8006230043 

0006230287 

8006270363 

0006270369 

8006020354 

8006030411 

8006040213 

8006170493 

8006170493 

8006170711 

8006170711 


SUBJECT 

CATEGORY 


71-9046 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 

71-9044 
71-9044 
71-9044 
71-9044 
50-325 P 

TOPREP 
TOP REP 
71-9030 
71-9050 
71-9030 

71-9030 

71-9043 

71-9043 

71-9043 

71-9043 

71-9043 

REGOD 

71-9001 

71-9031 

71-9051 

71-9051 
71-9001 
71-9001 
71-9001 
50-333 Q 

50-243 Q 

XPORTLIC 

XPDRTHC 

70- 1308 
TOPREP 

RE8 

SECY 

71- 9044 
50-392 P 
70-1007 

70-1007 

RES 

70-734 

NUREO 

QA999 

70-1300 

70- 1308 
PR 

TOPREP 

TOPREP 

REB 

30-331 Q 
80-331 0 

NUREO 

71- 3926 

70- 1113 

71- 9044 
70-1007 
70-1308 
70-1113 

PT2I 

70-1113 

70-754 

70-734 

70-734 

70-1113 

70-1113 

70-1113 

70-770 

70-IU3 

70-1113 
50-320 P 

50-320 J 
50-289 0 

30-320 P 

30-320 p 
30-320 I 
50-320 I 



CORPORATE SOURCE INDEX 


381 



AUTHOR ACCESSION 

AFFILIATION NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8006240498 

50’'219 

J 


8006200481# 

50-366 S 


8006800441 

50-219 



B006S004B3# 

30-366 8 

Qtncrjil 

Services Lif» Intur^nco Co a0O6I7OBlO 

FOIA 



B00623021B# 

30-321 Q 

OsorQ id 

Institute of Technology 8006020421 

50“ 160 

F 


0006230218# 

30-321 a 


8006110118 

50“ 160 

8 


8006230522 

30-321 8 


B00625024B 

50“ 160 

F 


8006230548 

50-321 B 

Qtorg i Ji 

Pouir Go 8006020483 

71-6601 



8006230374 

SO-321 8 


8006020499 

71-6144 



90062305BO 

50-321 a 


8006020318 

71-6275 



8006240279 

50-424 Q 


G00602056S 

71-5026 



8006240296 

50-321 Q 


8006020569 

71-9044 



8006240296 

50-321 Q 


0006030241 

50-321 

F 


8006240325 

50-321 Q 


8006030413 

50-321 

B 


8006240431 

50-366 8 


8006030432# 

50-321 

S 


B00624O436# 

50-366 8 


8006030433 

50-366 

8 


8006240442 

50-366 8 


800603044 3« 

50-366 

8 


8006240454 

50-366 B 


0006030430 

50-321 

9 


□006240455# 

50-366 0 


8006030462# 

50-321 

8 


B00624045B# 

50-366 S 


0006030334 

50-366 

8 


B006240507 

50-366 B 


8006050333# 

50-366 

8 


8006240514# 

50-366 8 


8006050338 

50-366 

8 


8006250072 

50-321 Q 


8006050340# 

50-366 

8 


8006250249* 

50-321 Q 


8006050347 

50-321 

8 


8006250249# 

50-321 0 


0006050348 

50-366 

S 


8006270337 

50-424 S 


8006050349# 

50-321 

8 

Oaorgl#* State of 

8006240262* 

State Preg 


0006030335# 

50-366 

8 


8006270020# 

50-317 P 


8006050360 

50-366 

8 

0#orgi«* Unlv o#» 

8006050454 

71-309 


8006050365 

50-366 

8 

Oibeon« Dunn U Crutcher 

8006200150 

PRQJ 


8006050366# 

50-366 

8 

Oi lb#rt/Contmonuea 1 th Cos 

8006030326# 

50-302 P 


8006050367 

50-321 

B 


8006060222* 

OA999 


B006050372# 

50-366 

8 


8006060229# 

aA999 


8006050373# 

50-321 

8 


8006170365 

50-395 A 


8006050541 

71-5026 



8006170641 

50-395 A 


0006050541 

71-5026 


Goldberg# Fieldman h Lethantj P C 

8006060314 

50-346 M 


0006050541 

71-5026 


Odder Attoclatet 

8005130516* 

HA9TE HQT 


0006050541 

71-5026 



8006130007# 

CONTRACT 


8006050541 

71-5026 


Oould-Broun Dover 1 

0006090478 

50-358 a 


8006060376 

50-321 

P 

Gulf Oil Corp 4 Gulf hlneral Resource# 

8006120284 

WASTE MOT 


8006060376 

50-321 

P 

Co 




8006090327 

50-321 

8 


8006120289# 

WASTE MGT 





Gulf etates Utllitlcf Co 

0DO6O6O56S 

50-450 S 


0006090333# 

50-321 

6 





8006090415# 

50-321 

0 


0006090015# 

50-458 Q 


800609053S# 

30-321 

0 


8006110268 

50-450 8 


8006110053 

50-366 

P 


8006180329# 

50-450 A 


80061 10239 

50-321 

P 


8006230100 

50-450 a 





Gutman# Peter 

8D062300G3# 

CONTRACT 


8006110239 

50-321 

P 





8006110280 

50-366 

P 

HEN# Dept ofi US Public Health Bcrvice 

8006020380 

50-387 D 


0006110291# 

50-366 

P 


8006050636# 

70-442 


0006170310 

30-321 

I 


8006240104 

PR 


0006170310 

30-321 

I 

Hanford Engineering Development 

8006270044 

NUREO 


8006170310 

30-321 

I 

Laboratory 

Harper-Grace Hotps Detroit# MI 

8006180183 

PR 


0006170310# 

30-321 

I 





0006170337 

50-321 

Q 

Harsco Corp «Capltol Manufacturing Co 

8006200084 

PT2i 


8006170640 

30-321 

P 

Dlv 




8006170640 

30-321 

P 

Kauai li State of 

8006050487 

PR 





Health# Education 1 Nelfare# Dept of 

8006020382* 

50-307 D 


8006170673 

30-321 

8 

Helix Technology Corp # Process Systems 

8006190160 

XPORTLIC 


8006170674 

50-321 

8 

Dlv 




8006170679# 

50-321 

8 

High Rock Lake Association 

8006200066 

50-480 0 


8006170680# 

30-321 

8 





8006170683 

50-366 

8 


8006200071* 

50-480 Q 





High Steel Structures# Inc 

8006240111 

71-9039 


8006170607# 

30-366 

8 

Hill Christopher & Phillips 

8006120332 

50-275 0 


8006180323# 

50-321 

0 


8006120332 

50-275 0 


8006180323# 

50-321 

Q 


8006120334# 

50-275 0 


8006180379 

50-424 

A 





8006180438 

50-321 

R 


8006120334# 

50-275 0 





Hlttman Nuclear t Development Corp 

8005070261 

71-9079 


8006180439# 

30-321 

R 

(subs Hittman Corp ) 




8006180494 

50-366 

R 


0005070260# 

71-9079 


8006180497* 

50-366 

R 


B005070274# 

71-9079 


8006190135 

50-424 

Q 


B00S07O284# 

71-9079 


8006190566 

30-321 

8 









B003070294# 

71-9079 


8006190574* 

30-321 

8 


8005070303# 

71-9079 


8006190578 

50-321 

a 


8005070316# 

71-9079 


0OO619OSOB* 

50-321 

8 


8003070319# 

71-9079 


0006190607 

50-321 

8 


6005070560 

71-9009 


0006190619* 

50-321 

8 









8005070364# 

71-9009 


0006200437 

50-366 

8 


BOOS 1201 81 

7 t -900 6 


8006S00441 

50-321 

8 


8005120182# 

71-9006 


0006200444* 

50-366 

a 


6006050041# 

50-320 P 


0006200447* 

50-321 

8 


8006050433 

71-9079 


8006200452 

50-321 

6 









8006050437# 

71-9079 


8006200461* 

30-321 

8 


B006050439# 

71-9079 


8006200468 

50-366 

6 


6006050441# 

71-9079 


8006200474# 

50-366 

a 


8006120377# 

50-320 P 


8006200476 

30-366 

6 


8006180115# 

FOIA 


800628^70 

50-366 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

Access ION 
NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


BOOS ISO 119* 

FOIA 



9006170609 

50-466 

C 


B006 160129* 

FOIA 



8006180196 

50-466 

C 


8006160135* 

FOIA 



8006100200* 

30-466 

c 


5006160152* 

FOIA 



8006180205* 

30-466 

c 


8006160192* 

FOIA 



8006180346 

50-466 

c 


8006160195* 

FOIA 



8006100370 

S0-49B 

V 


8006160198* 

FOIA 



8006180373* 

50-498 

V 

Inc 

6006170823 

XPORTLIC 


0006 180506 

50-496 

c 

Ho 1 land Hart 

80061 10086 

40-1162 



8006180506 

50-490 

c 

Homsstaitv Mining Co 

6005270286 

40-0434 



8006180638 

50-498 

E 


6005370296* 

40-8434 



0006100639 

50-498 

s 


B00327030-»* 

40-6434 



0006240292 

30-498 

6 


6005270310* 

40-8434 



0006240292 

50-496 

6 

House of Rtp 

6006060516* 

50-279 

H 


0006240341 

50-466 

C 


B0D6 120066* 

50-254 

H 


0006240437 

50-466 

0 


6006120122* 

MIBC 



0006240464 

50-466 

0 


6006120506 

50-219 

H 


0006270237 

30-209 

0 


8006 130367* 

COMMISSI ON 


9006270327 

50-466 

0 


8006190465 

50-279 

H 


0006300307 

50-466 

0 


8006200091* 

50-320 

U 


0006300317 

50-466 

0 


8006230456 

50-70 

0 


0006300323 

50-466 

0 


8006230457* 

50-70 

0 


0006300334 

50-466 

0 


8006230463 

50-279 

H 


9006300340 

50-466 

0 


8006270129* 

50-341 

H 


9006300435 

50-498 

s 


S0063003B9 

50-367 

U 


9006300578 

50-498 

Q 


8006300461* 

50-320 

H 


0006300644* 

50-498 

Q 


8006300464* 

50-320 

H 


8006300644* 

50-490 

0 


8006300505* 

50-320 

H 

Human Performance Technol ogtesi Inc 

0006270349 

NUREG 



8006300510* 

50-320 

H 

Kunton & Hi 11 lams 

9006240347 

50-338 

0 


8006300515* 

50-320 

H 


0006300425 

50-322 

H 


8006300516* 

30-320 

H 

INTERA Environmental Consultants. Inc 

0006270002 

NUREO 



8006300525* 

50-320 

H 

IRT Corp 

0006200159 

70-1359 



6006300357* 

50-320 

H 


9006200596 

NUREO 



B006300571# 

50-320 

H 


0006300400* 

50-390 

A 


8006300693* 

50-219 

H 

Idaho National Engineering Laboratorg 

0006270015 

NUREO 


Hou-s* of R*p 1 Appropriations 

6006270150* 

50-171 

U 

Idaho. Unlv of 

9006120201 

PRM 


Hou-te of Rtp r Ardted Setf^vices 

8006120221 

PR 


Illinois Pouer Co 

8006030071 

PR 


House of R«p r Intorft & Foreign 

8005200512* 

COMM I 88 I ON 


8006030291 

50-315 

Q 

Comffiercs 





8006250375* 

50-461 

Q 


6006130191* 

COMMISSION 


0006300438 

So-461 

F 

House of Rep , Science t. Technologg 

8006120107* 

COMMISSION 










8006300616* 

50-461 

Q 


8006120114* 

50-320 

U 

Illinois. State of 

0005130510 

PR 



8006120117* 

50-320 

U 


8006020009* 



8006130173* 

30-320 

U 


0006050487 

PR 



8006130176* 

50-320 

U 


6006120003 

PR 


Housing i Urban Dove loptrenbr Dept of 

6006240332 

50-10 

0 




Housing ^ Urban Development* Dep t of. 

8005230283* 

50-327 

P 


0006120019* 

6006180333 

PR 

70-1308 


Federal Disaster Assistance Admin 
Houston Lighting Peuer Co 

8006020066 

PR 



0006190335 

0006190352 

27-39 

50-367 

0 


6006030018 

50-490 

Q 


0006200006 

PRK 



8006030016 

50-490 

0 






8006030023 

50-490 

Q 


0006240281 

PRM 



8006030023 

50-490 

0 


0006240521 

B00624D5S7* 

70-1308 

70-1308 



8006030172 

50-490 

Q 


0006240592* 

70-1300 



8006030172 

50-498 

0 


0006270417 

POIA 



8006050085 

50-466 

0 






8006050366 

50-490 

F 


8006300410 

50-10 

D 





Indiana & Michigan Electric Co 

8005210255 

50-315 

J 


8006060D36* 

50-445 

M 


6006030284 

50-315 

P 


8006060478 

50-490 

0 


0006030284 

50-315 

p 


6006090021* 

50-490 

Q 


6006030300 

50-315 

P 


8006090021* 

50-490 

0 






8006090204 

50-466 

0 


6006030300 

50-315 

P 






0006030301* 

50-315 

p 


0006090215 

50-466 

G 


8006030301* 

50-3 1 3 

P 


0006090571 

50-490 

8 


0OQ6OSOO37 

50-315 

P 


60061 10282* 

50-445 

M 


8006050306 

50-316 

B 


0006110282* 

50-445 

M 






6006110282* 

50-445 

M 


0006050312* 

50-316 

a 






0006050315* 

50-316 

8 


80061 10282* 

50-445 

M 


B006060019 

50-315 

a 


6006110314 

50-490 

S 


8006110477 

PR 



8006110314 

50-490 

3 


8006120300 

50-316 

3 


80061 10322* 

50-490 

E 






8006110322* 

50-496 

6 


0006120303* 

50-316 

S 






0006 120426 

PRM 



8006110337 

50-490 

9 


0006170521 

30-315 

R 


80061 10337 

50-490 

8 


0006170350* 

50-3 1 5 

R 


8006110364 

50-443 

M 


0006170669 

50-316 

S 


80061 10364 

50-443 

M 






8006110364 

50-445 

M 


0006170677* 

50-316 

3 






8006170693 

50-316 

R 


8006110364 

50-445 

M 


8006170704* 

50-316 

R 


8006120030 

90-466 

0 


8006230407 

50-315 

P 


8006120061 

50-466 

G 


8006230487 

50-315 

P 


0006120064 

50-466 

0 






6006120068 

50-466 

0 


8006230487 

50-315 

P 






8006230491* 

50-315 

P 


8006120097 

50-466 

0 


8006230491* 

50-315 

P 


8006160166 

50-466 

0 


8006240072 

50-315 

0 


8006160170* 

50-466 

0 


8006240462 

50-316 

S 



CORPORATE SOURCE INDEX 


383 



AUTHOR 

AFFILIATION 


ACCEBBIGN 

NUMBER 

eUDJECT 

CATEGORY 




8006240476* 

50-316 

S 




8006240482 

90-315 

P 




B006240491 

90-319 

P 




8006260177 

90-315 

P 




8006300495 

30-315 

a 




8006300498* 

90-319 

8 




B006300502 

90-319 

8 




8006300308* 

90-319 

8 

Indiana 4- Michigan Pauer Co 


8006130111* 

90-315 

Q 




80061301 13* 

90-319 

Q 




6006130115* 

90-319 

0 




80061Q0600* 

90-319 

Q 




8006190386* 

90-315 

Q 

Indian* Univ 



8006330124* 

CONTRACT 


Indiana# State of 


8006130342 

State Prog 

Interior# Dept 

0 f 


0006030307 

90-307 

D 

Interior# Dept 

of. FUh 4 Wildlife 

Service 

B006 190328 

70-2909 





B0D625022B 

90-279 

A 

Interior# Dept 

of# Geological Survey 

8006020322 

MISC 





8006060497* 

90-70 

P 




8006060462* 

90-70 

P 




6006060471* 

90-70 

P 




8006060473* 

50-70 

P 




8006060476* 

50-70 

P 




8006120309 

90-70 

P 




8006 190407 

70-2909 


International 

Brotherhood of Electrical 

80061 1025 9 

NUREO 


(jor ftar f 






International 

Verbatim Reporter*# 

Inc 

8006230178* 

CONTRACT 


Interpace Corp 


0006030197 

XPORTLIC 


Iowa Electric 

Light 4( Powar Co 


6006020064* 

50-331 

Q 




8006030297 

90-331 

0 




8006030298* 

30-331 

B 




8006030299 

90-331 

8 




0006030441* 

90-331 

8 




8006030467 

90-331 

8 




8006030469 

90-331 

0 




8006030473* 

90-331 

8 




8006030483 

90-331 

a 




8006090339 

90-331 

8 




8006090346* 

90-331 

6 




B006090371 

90-331 

B 




8006090380* 

90-331 

0 




80061 10339 

90-331 

8 




8006160133 

90-331 

F 




8006170939 

90-331 

F 




9006170698 

90-331 

8 




8006170669* 

90-331 

8 




8006180400 

90-331 

F 




0006190461 

90-331 

R 




8006190464* 

90-331 

R 




B006230209* 

90-331 

Q 




8006230362 

90-331 

P 




8006230370 

90-331 

P 




8006230432 

90-331 

8 




8006230901 

90-331 

P 




8006230904* 

90-331 

P 




8006240183 

90-331 

F 




0006260259 

90-331 

0 




0006270258 

90-»331 

8 




8006270261* 

90-331 

8 




8006270264 

90-331 

8 




8006270267* 

90-331 

0 




8006270271 

90-331 

8 




8006270274* 

90-331 

0 

Ilham# Lincoln 

Beale 


8006090044 

90-329 

G 




8006060236 

90-299 

0 




0006060236 

90-299 

0 




0006060397 

90-299 

Q 




0006060366 

90-199 

G 




0006060428 

90-449 

M 




B006060469 

90-299 

G 




0006110379 

50-449 

H 




8006120049 

90-329 

G 




8006120263 « 

90-289 

G 




0006160123 

90-299 

G 




800616013? 

90-199 

G 




0006170210 

90-299 

0 




8006170218 

90-299 

0 




0006170914 

PR 





0006190524 

90-299 

0 




0006240120 

90-199 

G 




8006240290 

90-449 

M 




8006300913 

90-299 

0 

Iiofnedifc, Inc 

<«ub« of Matffield 


8006300429* 

90-390 

A 

Enterprliet# 

Inc J 






AUTHOR 

affiliation 


J 8. P Corp 
Jflpan 


Jersey Central Power tc Light Co 


John A. Dlume U AetociAtet* Engintert 
(sub« URS Corp ) 

Jone« ti Laughlin Btael Corp («ub« of 
LTV Co ) 

Joneti Drown i Clifford 


Justice* Dept of 


KMC, Inc. 


Kanfa* Qaa b Electric Co 


ACCEBBIGN 

NUMBER 


Q006030910 

0006120249 

0OOA12O3O5 

B006200S33« 

B006240120 

B006240279 

8006240277 

0006240654 

8006020467 

□00603000? 

90060300 I 2» 

9006030014* 

B006030444 

8006030450* 

B006060156 

9006060163* 

B0060604I9 

6006060424* 

8006090249 

8006090335 

6006120294 

6006120297* 

8006160018 

6006160021* 

Q0061600SO 

8006160055* 
6006160000 
8006 160006* 
8006170496 
0OO61BO423 

8006190493 

8006190604 

8006200485 

Q00620048Ba 

SOD6260171 

8006260 172« 

8006260189 

8006260187* 

8006270299 

G006270303* 

8006300396 

8006300472 

8006300474 

8006300477* 

8OO630O4S2* 

8006190612* 

8006030096 

8006190437 

8006190439* 

8006240313 

8006030390 

8006030390 

8006060492 

8006060492 

8006060492 

8006060492 
B0061 10397 
8006120096 
8006120096 
8006120137* 

8006160163 

8006160163 

8006160163 

8006160163 

8006170004 

8006170007* 

8006170007* 

8006170007* 

8006170007* 

8006170595 

8006180189 

8006180189 

0006180189 

0006100189 

0006180215* 

0006190240* 

0006190240* 

8006200142 

0006230254 

0006090108 

8006190248 
8006090 I 88* 
8006 1 20356 


SUBJECT 

CATEGORY 


40-8604 
XPORTLIC 
XPDBTLIC 
50-320 P 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
30-219 0 

90-219 P 

90-219 P 
50-219 P 
50-219 S 
90-219 S 
90-219 8 

50-219 6 

50-219 B 
90-219 8 

50-219 F 
90-219 P 

50-219 S 
90-219 B 
90-219 8 

90-219 8 

90-219 S 

90-219 S 
90-219 8 

90-219 8 

90-219 P 
90-219 P 

90-219 8 

90-219 P 
90-219 R 
50-219 R 
50-219 a 

90-219 S 
90-219 8 

90-219 6 

90-219 B 
90-219 B 

50-219 F 
50-219 8 

90-219 8 

50-219 8 

90-21 9 3 

90-219 P 

PR 

90-133 0 

50-133 0 

50-275 0 

50-416 M 
90-416 M 
90-449 M 
90-449 M 
50-449 M 

50-449 M 
50-449 M 
90-449 M 
90-445 M 
50-450 M 

90-449 H 
90-445 K 
90-445 h 
90-445 « 

90-449 M 

90-449 M 
^ 90-449 M 
30-449 H 
90-449 M 
50-346 M 

50-449 M 
90-445 M 
90-449 M 
90-445 M 
50-463 M 

90-416 M 
90-416 H 
30-445 M 
90-445 N 
PR 

FOIA 

90-482 0 

90-482 Q 



384 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOW 


Ktnbucliy. Stabe of 


Kvntuciiyi Uni\ of 
Kinyon College 
Kepforrf. C 

Kirr-McOee Chemical Corp (suhs ot 
Kerr-McOee Carp ) 


Kerr-“McOee Corp 
Kerr-McOee Nuclear Corp 


Kfvei Carp Analytical ln«trumenb 
Kite.M 8 
Kodner< J L 

Lake Hlchlgani Federabion 


Laticaiber Countyi f’A 
Lane Countyi OR 
Laudlg^ S 

Lawrence Livermore Laborabory 


LeBoeufi Lambi Leiby S' HacRac 


L«agut of Women Voters of Rockford 
Leckenby Co 
Lead. R M 


Lehigh-Pocono Commitbee of Cnncern 
Liberty Equipment & Supply Co 
Limitorque Corp 
Long Island Lightirs Co 


Looneyj Nicholsj Johnson ^ Hayes 

Los Alamos Scientific Laboratory 
Louisiana Pouer L Light Co 


Louiiianir State of 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

80061 £>001 5 

NUREO 


Louenstelni Neuman* Rel s« Axe Irad t Toll 

8006050085 

50-466 

0 

8006160525 

50-482 

a 


8006050494 

PB 


8006200144 

50-482 

p 


8006060033 

50-445 

M 

8006230384 

50-492 

F 


0006060033 

50-445 

M 

0006240200 

50-482 

S 


8006060033 

50-445 

M 

0006240204 

50-482 

s 


B006060033 

50-445 

M 

B00625D012 

50-492 

8 


0006060348 

50-344 

a 

8006030915 

State Prog 


8006060478 

50-499 

0 

S00620006l» 

State Prog 


0006060497 

SO-344 

0 

6006260155* 

COMMISBION 


8006090060 

PR 


8006120290 

ACRS 



0006090204 

50-466 

0 

B006 130290 

70-623 



8006110233 

50-445 

M 

8006090199 

50-320 

0 


0006110233 

50-445 

M 

8006120436 

PRM 



0006110233 

50-445 

M 





0006110233 

50-445 

M 

8006120441* 

PRM 










0006110266 

50-445 

M 

8006190121 

40-2061 



□006110339 

SO-344 

Q 

8006160192 

71-9091 



0006110364 

50-445 

M 

8006250333 

70-1193 



0006120030 

50-466 

0 

8005090057 

40-9027 



8006120061 

50-466 

0 

8005090065* 

40-8027 










8006 120064 

50-466 

0 

0006090524 

40-2061 



8006120068 

50-466 

0 

8006090553 

40-8027 



9006120153 

50-344 

0 

0006300026 

40-9027 



8006120417 

50-466 

0 

8006300643 

40-0027 



8006170493 

50-399 

M 

8006300649* 

40-0027 










0006170609 

50-466 

G 

8006040175 

71-9070 



0006180159 

50-376 

0 

8006110088 

40-1162 



8006190346 

50-466 

0 

8006170560 

50-599 

0 


8006180S06 

50-490 

0 

8006170370* 

50-599 

G 


8006230433 

50-466 

0 

8006090251 

50-367 

G 









8006240341 

50-466 

0 

8006300393* 

50-367 

U 


8006260202 

50-250 

0 

8006120326* 

50-289 

F 


8006270327 

50-466 

0 

8006030372* 

50-344 

0 


8006300307 

50-466 

0 

8006110427 

30-367 

0 


B006300317 

50-466 

0 

8006020189 

RES 










8006300323 

50-466 

0 

0006040098 

NUREO 



B006300334 

50-466 

0 

8006060481* 

50-70 

P 


0006300340 

50-466 

0 

8006170164 

NUREO 


Maine Yankee Atomic Power Co 

8006020221 

50-309 

R 

8006190059 

71-6400 



BO 0602 02 29* 

50-309 

R 

8006250052* 

50-202 

P 









80060301 78 

50-309 

Q 

8006260053 

NUREO 



8006030182* 

50-309 

Q 

8006270390 

NUREO 



8006030368 

50-309 

R 

8006300034 

NUREO 



8006030369* 

50-309 

R 

0006300198 

NUREO 



8006060030* 

50-309 

Q 

8006030482 

PRM 










0006060447 

50-309 

G 

8006060436 

50-549 

0 


□006090271 

50-309 

P 

8006060532 

50-320 

0 


0006090280 

50-309 

P 

0006090134 

50-546 

H 


8006090353 

50-309 

9 

8006110086 

50-295 

H 


0006090357* 

50-309 

9 

BQ061 10424 

50-546 

0 









8006090492 

50-309 

Q 

8006120174 

FOIA 



8006110003 

50-309 

Q 

8006120412 

FOIA 



8006110008* 

50-309 

Q 

8006170404 

50-341 

1 


0006110189 

50-309 

B 

8006180006 

50-244 

0 


0006110200* 

50-309 

B 

8006230094 

FOIA 










0006110334 

50-309 

8 

8006300224 

50-320 

H 


00061601 10 

50-309 

Q 

8006170874 

PR 



0006170241 

50-309 

P 

80062501 10* 

0A999 



8006170689 

50-309 

R 

0006060299 

50-522 

0 


8006170696* 

50-309 

R 

8006190447 

50-522 

0 









0006170739* 

50-309 

Q 

8006170231 

PR 



8006180274 

50-309 

0 

8006090438* 

50-416 

0 


8006180326 

50-309 

0 

8006040004* 

QA999 



8006200424 

50-309 

P 

8006120228 

PR 



8006230379* 

50-309 

Q 

8006130162* 

50-322 

0 









8006230386 

50-309 

F 

6006170261 

50-322 

A 


8006230440* 

50-309 

a 

8006 17060 I 

50-322 

Q 


80D63003S8 

50-309 

p 

8006240600 

50-516 

Q 


8006300360* 

50-309 

p 

8006300267 

50-322 

Q 


80063004 1 8 

50-309 

p 

8006120495 

PR 









Maine, State of 

8006030355 

50-309 

F 

8006170703 

RES 



8006130233* 

50-309 

H 

8006040169* 

50-302 

a 

Maplffton Interveners 

8006110258 

50-329 

H 

8006050297 

50-302 

Q 


8006170569 

50-329 

H 

8006 It 0309 

50-382 

A 


8006300423 

50-329 

Q 

8006170283 

50-382 

K 








Marracki D 

B006060392 

50-466 

0 

8006170290* 

50-382 

K 

Marsh U tlcLannan* Inc , M M Nuclear 

8006030421 

50-335 

J 

8006170293* 

50-382 

K 

Consultants, Inc Dlv 




8006180384 

50-392 

9 


8006110097 

50-272 

J 

8006180389 

50-382 

K 


8006160019 

50-302 

J 

8006180391* 

50-392 

9 


8006160109 

50-18 

J 

8006190313 

50-382 

8 


8006160113 

50-335 

J 

8006230109 

50-382 

Q 


8006300434 

50-70 

J 

8006050407 

PH 


Maryland, State of 

8006240381 

50-449 

0 

8006120208 

PR 



8006270016* 

50-317 

p 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Har^lATidj Univ of 


Ma«f achutvtiti Institute of Technologg 


Massachusetts Materials Researchj Inc 

Massachusattii State of 

Hathason Oai Products 

Matthauis* Nouilin* Macfarlane it Sarrett 


Hagari Broun S< Platt 

McCullouthr E R 
McOarnottr Ui 1 1 it Efflarg 


HcOlnniSr Lochrldgs tt Kilgore 
McOrathj E J 

McOrau**Hin Publications Co 
HcMail,J E, 


Ksctlanburg CountgjNC 
Media Communications^ Inc 
Med Inaaltc trie Gooperatlvei Inc 
Metcalf Eddg 

Metropolitan Edison Co 


ACCESSION 

NUMBER 

BUBJECT 

CATEGORY 



AUTHOR 

AFFILIATION 

ACCESSION 

NunaER 

SUBJECT 

CATEGORY 

800^020543 

NUREO 





0006060574 

50-289 

Q 

800^.110159 

50-166 

P 




8006090263 

50-289 

F 

8006110169 

50-166 

K 




8006090313 

50-289 

0 

8006110174 

50-166 

K 




8006090359 

50-289 

0 

8006110180 

50-166 

K 




8006090364 

50-320 

P 

8006110186 

50-166 

K 




8006090364 

50-320 

P 

8006110190 

50-166 

K 




8006090374 

50-320 

a 

8006110195 

50-166 

V 




G006090419 

50-289 

Q 

Q0061 10197 

50-166 

K 




8006110066 

50-289 

0 

8006110201 

50-166 

K 




800611 0070 

50-320 

P 

8006110207 

50-166 

K 




8006 110071 

50-320 

F 

8006110212 

50-166 

K 




80061 10071 

50-320 

F 

8006110213 

50-166 

K 




8006110106 

50-320 

P 

8006110216 

50-166 

K 




80061 10114 

50-320 

P 

80061 1021G 

50-166 

K 




80061 10117* 

50-209 

0 

8006110232 

50-166 

F 




8006110145 

50-320 

P 

8006110339 

50-166 

C 




80061 10140* 

50-320 

P 

8006300130 

NUREO 





80061 10167 

50-320 

P 

8006020405 

50-20 

S 




80061 10179* 

50-320 

P 

8006050384 

50-20 

8 




800611 0182 

50-320 

F 

8006160093* 

50-443 

0 




80061 10182 

50-320 

F 

8006230051 

50-20 

8 




8006110204 

50-320 

P 

0006230062* 

50-20 

S 




8006 1 10300 

50-320 

P 

8006270420 

NUREO 





90061 10317 

50-320 

P 

8006300290 

50-20 

P 




8006120036 

50-209 

0 

8006130034 

71-387 





8006120040 

50-209 

0 

8006130036* 

71-387 





8006120084 

50-209 

0 

8006090168 

50-471 

0 




8006120S59 

50-320 

0 

8006120366 

XPORTLIC 





8006120317 

50-289 

F 

8006110076 

50-490 

M 




8006120318* 

50-289 

F 

8006120292 

50-490 

M 




8006120374 

50-320 

P 

8006110293 

70-1308 





8006120400 

50-289 

B 

8006240148 

70-1308 





8006120414 

80-289 

0 

80063006Q7* 

50-10 

H 




8006130239 

50-209 

0 

8006130243 

50-445 

M 




8006130256 

50-320 

P 

8006200167 

50-445 

M 




8006130312 

50-209 

P 

8006200167 

50-445 

M 




G006130315 

50-320 

E> 

8006120077 

WASTE MOT 




BD06160024 

50-320 

9 

8006250225* 

CONTRACT 





0006 16 0027* 

50-320 

8 

8006260204 

XPORTLIC 





0006160046* 

50-289 

0 

8006260200 

XPORTLIC 





8006160052 

bo-209 

0 

8006270203 

50-269 

H 




0006160070 

50-320 

0 

8006230117* 

COMMISSION 




8006160144 

50-320 

9 

8006200167 

50-445 

M 




0006170503 

50-320 

0 

8006060262 

50-320 

0 




8006170 7 85 

50-289 

0 

7812290093 

50-320 

8 




0006100154 

50-289 

0 

8006020106 

50-320 

F 




800610019? 

50-289 

0 

8006020106 

50-320 

F 




0006100315 

50-209 

0 

8006020195 

50-289 

P 




8006100534 

50-320 

0 

□006020201* 

50-289 

P 




6006190105 

50-209 

0 

8006020205* 

50-289 

P 




0006190435 

50-209 

0 

8006020210* 

50-289 

P 




800620 0 371 

50-320 

I 

8006030302 

50-289 

P 




0006200371 

50-320 

1 

8006030325 

50-320 

P 




8006200495 

50-209 

R 

8006030327* 

50-320 

P 




0006200496* 

50-209 

n 

G00603033S 

50-289 

P 




0006230326 

50-320 

s 

8006030359 

50-320 

Q 




800623 0335* 

50-320 

s 

8006030362 

50-320 

P 




8006230344 

50-320 

p 

8006030459 

50-320 

6 




8006230366 

50-209 

Q 

8006030465 

50-320 

8 




8006240303 

50-320 

I 

0006030472* 

50-320 

8 




8006240303 

50-320 

I 

8006040112* 

50-320 

Q 




8006240304* 

50-320 

1 

8006050038 

80-320 

P 




800624 0304* 

50-320 

I 

8006050280 

50-289 

P 




800624 0504 

50-320 

8 

8006050327 

50-320 

P 




800624 0510* 

50-320 

9 

0006050346 

50-320 

a 




8006260276 

50-209 

0 

8006050346 

50-320 

J 




8006270216 

50-320 

0 

8006050380 

50-320 

P 




8006270290 

50-320 

p 

8006050380 

50-320 

P 




Q00627O296* 

50-320 

p 

8006060250 

50-289 

0 




800627 0 297* 

50-320 

p 

8006060253 

50-289 

0 




8006270332 

50-209 

p 

8006060262 

50-320 

0 




0006300390 

50-209 

0 

8006060262 

50-320 

0 




8006300447 

50-320 

p 

8006060263 

50-320 

8 




0006300451 

50-209 

0 

0006060271* 

50-320 

S 




B006300471 

50-209 

9 

8006060304 

50-320 

P 




8006300470* 

50-2B9 

8 

0006060368 

50-320 

P 




0006300609 

50-320 

Q 

8006060404 

50-209 

8 

Michigan State Univ 

8006090515* 

50-294 

a 

8006060409* 

50-209 

8 

Michlganf Unlv of 

00061110256 

50-2 

F 

0006060423 

50-209 

0 




6006100264* 

50-2 

r 

8006060473 

50-289 

0 

Mid-America Legal Foundation 

8006260210 

27-39 


8006060527 

50-289 

0 

Middle 

South 

Services. Inc 

8006030229* 

50-416 

c 

8006060547 

50-320 

0 




B006300511 

PR 


8006060547 

50-320 

0 

Middle 

South 

Uti 1 1 ties. Inc 

B0060 30229* 

SD-416 

c 

8006060552 

50-320 

0 

Mineral 

Is Exploration Co (subs 

of Unicn B006060012* 

40-8340 



Oil Co of California) 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


Ministri; of Concern for Public Health 800^350350 PR 

a0063005&B PRH 

Hinne«ata< State of G00A17O715 PR 

Mississippi Pouer & Light Co 0006030003 50-416 K 

0006030003 30-416 K 

0006030005* 50-416 K 

0006030007* 50-416 K 

0006030007* 50-416 K 

0006030223 50-416 C 

0006030223 30-416 C 

8006030229* 50-416 C 

8006030227* 30-416 C 

8006030373 50-416 ft 

0006050266 50-416 8 

0006050266 50-416 S 

8006050316 50-416 S 

0006090357 50-416 S 

8006060267 90-416 S 

8006060267 50-416 S 

8006110107 90-416 8 

8006110109 50-416 8 

0006110150 50-416 0 

0006110150 50-416 0 

00061 10178* 50-416 3 

0006110178* 50-416 8 

8006110172 50-416 A 

8006110303 50-416 8 

8006 110303 90-416 8 

8006160088 50-416 C 

8006160008 50-416 C 

0006160103 50-416 8 

0006160103 50-416 8 

0006160106* 50-416 S 

0006160106* 50-416 8 

0006160120 90-416 K 

0006160128 50-416 K 

8006100237 90-416 8 

8006100239 50-416 S 

8006160291* 50-416 8 

8006160291* 50-416 8 

8006160287 50-416 6 

0006100207 90-416 8 

0006100271* 50-416 9 

8006180291* 50-416 8 

8006100462 50-416 A 

8006180462 90-416 A 

8006100468* 50-416 A 

8006100468* 50-416 A 

8006190977 90-416 8 

8006200349 90-416 M 

6006200345 90-416 M 

0006200381 90-416 H 

0006200301 90-416 H 

6006240304 50-416 8 

8006240384 50-416 8 

0006240487 50-416 0 

0006240487 50-416 Q 

0006260343 50-416 Q 

0006270284 50-416 8 

6006270204 50-416 8 

8006300375 50-416 F 

8006300379 50-416 F 

0006300302* 50-416 F 

BD063003B2* 50-416 F 

0006300384* 90-416 F 

0006300394* 50-416 F 

8006300469 50-416 A 

0006300469 50-416 A 

Klfislsslppij State of 0006120232* PR 

6006120246* PR 

ttlssitflppl, Unlv of, 9006200078* CONTRACT 

Missourlf State of 6006090407 PR 

Missouri. Unlv of. Columbia 0006110137 50-106 S 

^ 0006300275* 50-106 Q 

rlissDUrlt Unlv of. ftolla 0006110064 90-106 8 

Mitre Corp 8006120075* 50-320 P 

Mitsubishi International Corp (subs of 8006290058 XPORTtIC 

Mitsubishi Corp ) 

0006260012 XPDRTLIC 

0006260013* XPQRTLIC 

8006260014 XPORTLIC 

8006260018* XPORTLIC 

Mitsui t, Co , Ltd 8006120179 40-0052 

9006190026 XPORTLIC 

8006300501 XPORTLIC 


AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


8006300904* 

XPORTLIC 


Monsanto Co 

8006200524 

NUREO 


Monsanto Research Corp 

0006190213 

70-572 


0006190219* 

70-572 


Morgan. Ueufls it Bockius 

0006040029* 

50-409 

0 

Mutual Atomic Energy Liability Underurit 

0006090315 

50-320 

J 

ert 




NM Ntumark Consulting Englneoring 

0006200046 

70-794 


Sorvlces 

8006200090* 

70-794 


NL Industries. Inc 

0004220262* 

71-9010 



□004220270* 

71-9010 



0004220277* 

71-9010 


NL Industries, NL Nuclear Div 

0004220225 

71-9010 



0006200130 

XPORTLIC 


NUS Corp 

0005130517* 

WASTE MOT 

0OO913OS22* 

WASTE MOT 

NWT Corp 

8006250143* 

90-330 

P 

National Academy of Bciences 

0006190154* 

50-376 

0 

National Aeronautics it Space Admin 

8006110009 

70-1314 


National Image. Inc 

8006130212 

FOIA 


National Valve it Mfg Co 

8006090140* 

0A999 


National Ntldllfe Federation 

0006040320 

40-4492 



0006200597 

70-2909 


Natural Resources Defense Council 

0006110469 

PR 



0006170247 

PR 



0006170336 

PR 



0006170340 

PR 



8006200969 

90-974 

0 

Navy. Dept, of 

9006020574 

71-368 



8006020577* 

71-300 



8006200606 

71-9138 



9006300622* 

71-169 



8006300626* 

71-169 


Navy. Dept of. Bureau of Medicine 

0006300608* 

71-391 


Burgery 

Navy.Dept of. Naval Facilities Englneerl 

0006300600* 

71-391 


ng Command 

Navy.Dept of. Naval Nuclear Power Unit 

0006300594 

71-391 



8006300620 

71-169 


Nebraska Public Power District 

6006030461 

90-290 

p 


8006040046 

90-290 

Q 


00060903 IB 

90-290 

F 


8006090322 

90-290 

R 


8006090323* 

90-290 

R 


0006110079 

90-290 

P 


0006110291 

90-290 

F 


0006230942 

90-290 

P 


0006230946* 

90-290 

P 


8006240900 

90-290 

P 

Nebraska. Unlv of 

8006190276* 

CONTRACT 


Nekton. Inc 

8006250216* 

90-361 

A 


8006290216* 

90-361 

A 


8006290218* 

90-361 

A 

Neutron Products. Inc 

8006250218* 

90-361 

A 

8006120183 

71-9364 



8006120199 

71-6144 


New England Coalition on Nuclear 

80061 10049 

90-443 

0 

Pollution 




8006110224 

PR 



8006120379 

90-289 

0 


0006170247 

PR 



3006170336 

PR 



0006170340 

PR 


New England Conference of Public Utility 

0006190267* 

CONTRACT 


Commissioners 




New England Nuclear Corp 

8006230297 

71-384 


New Hampshire. State of 

8006230260* 

71-384 


8006170183* 

90-443 

H 

New Jersey Utilities Association 

8006170246 

PR 


8006300300 

90-209 

H 

New Mexico. State of 

8006040189 

WASTE MOT 

New York, state Unlv ofJ Buffalo 

8006190677 

70-267 


New York. State of 

8006190679* 

70-267 


0006110214 

90-596 

0 


8006110229 

90-244 

0 

New York. State Unlv of. (Albany) 

0006180236* 

FOIA 


0006190292* 

CONTRACT 


Newberry Township. York Haven, PA 

0006240343 

90-320 

0 

Niagara Mohawk Power Corp 

0006020462 

90-220 

Q 


0006030096 

90-220 

Q 


0006030471 

90-220 

P 


0006030590 

90-220 

P 


0006090360 

90-220 

8 


8006090362* 

90-220 

8 


B006D90370 

90-220 

8 
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AUTHOR 

AFFILIATION 


N1 siho-Iwai American Corp 
North Carolina Stato Univ 


North Carollnoi State of 
Northampton County/ PA 
Northcutt Ely 


Northcait Nuclear Energy Co (subs 
Northeast Utilities! 


Northeast Utilities 


Northern Indiana Public Service Co 


ACCESSION 

NUHDER 

SUDJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

800609037&S 

50-220 

S 


80061 10331 

50-367 

A 

BOO& 110171 

50-220 

R 


0006200370 

50-367 

ft 

0006110176* 

50-220 

R 


0006260193 

30-367 

ft 

8006110241 

50-220 

J 

Northern Kichigan Electric Cooperative/ 

60061704(35* 

50-341 

r 

8006110253 

50-220 

J 

Inc 







Northern States Pouer Co 

6006020259 

50-202 

F 

8006120350 

50-220 

Q 





8006160090 

50-410 

A 


BD06D20334 

50-263 

F 

B0061 70323 

50-410 

A 


8006030203 

50-202 

0 

5006190475 

50-220 

F 


00060304 79 

50-202 

S 

80O6230SS0 

50-410 

A 


8006030479 

50-262 

5 





8006050247 

50-263 

P 

0006340012 

50-410 

0 





8006240406 

50-410 

8 


8006050375 

50-263 

S 

0006270209 

50-220 

P 


0006050370* 

50-263 

0 

8006300265 

50-220 

Q 


8006060396 

SO-263 

R 

0006300271 

50-220 

Q 


800606039a* 

50-263 

R 





8006090289 

50-202 

6 

0006300305 

50-220 

P 





8006300370 

50-220 

P 


8006090299 

50-263 

P 

0006020165 

70-2005 



0006090400 

50-202 

F 

8006110367 

50-297 

F 


8006090400 

50-282 

P 

0006170479 

50-111 

W 


8006130265 

50-263 

R 





8006130267* 

50-263 

R 

8006170482* 

50-111 

M 





8006240594 

50-269 

9 


8006170377 

50-202 

P 

8006190301 

50-209 

H 


8006170429 

50-263 

P 

B006 190454 

50-445 

M 


0006170406 

50-202 

P 

8006250193 

50-445 

M 


0006160448 

50-282 

R 





00061004 48 

50-282 

R 

8005300203 

PR 










0006100451* 

30-282 

R 

0006020203 

50-213 

P 


8006100453* 

50-202 

R 

0006020211* 

50-213 

P 


80061604 S3* 

50-202 

R 

8006020306 

50-336 

6 


8006200373 

50-263 

P 

8006020392* 

50-336 

8 


8006200466 

50-263 

6 

8006030064 

50-245 

Q 


8006200472* 

50-263 

S 

8006030474 

50-336 

P 


0006200548 

PR 


8006030476* 

50-336 

P 


8006230253 

50-202 

0 

800604001 1 

50-336 

Q 


6006230337 

50-263 

F 

0006050369 

50-245 

P 


8006230437 

50-263 

P 

0006060306 

50-336 

P 


8006240266 

50-263 

F 

8006060367 

50-213 

F 


800624055Q 

50-202 

0 

8006090286 

50-245 

P 


6006300493 

50-202 

s 

8006090474* 

50-423 

8 


8006300499* 

50-202 

8 

8006110081 

50-245 

P 

Northwestern Univ 

6D06D40093 

ORO 


8006110163 

50-245 

P 

Nuclear Assurance Corp 

6005120430 

70-1510 


0006110240 

50-336 

0 


6006160157 

71-6690 


8006110256* 

50-336 

8 


GD06160161* 

71-6690 


8006160045 

50-245 

P 


6006160172* 

71-6690 


8006160047 

50-336 

P 


8006160176* 

71-6699 


8006160040* 

50-336 

P 


0006160179* 

71-6690 


8006170657 

50-336 

8 


0006160 104* 

71-6690 


8006170661* 

50-336 

8 


8006160107* 

71-6690 


8006 1 90408 

50-336 

P 

Nuclear Energy Service/ Inc 

8006110032 

71-6717 


8006 190457 

50-213 

P 


0006170606* 

50-322 

0 

8006190602 

50-336 

P 


8006180101 

50-282 

P 

8006190610* 

50-336 

P 


0006180101 

30-282 

P 

8006240307 

50-245 

0 


0006180108* 

50-282 

P 

8006240393* 

50-245 

8 

Nuclear Engineering Co i Inc ■ (subs of 

0006060172* 

71-6400 


8006240466 

50-336 

P 

Teledynei Inc > 








0006060173* 

71-6400 


8006240617* 

30-293 

Q 





0006270293 

50-245 

P 


8006060179* 

71-6400 


8006300379 

50-245 

P 


6006060101* 

71-6400 


8006300383 

50-213 

P 


8006060103* 

71-6400 


0006300460 

50-245 

P 


8006060106* 

71-6400 






8006060107* 

71-6400 


0006020436 

NUREO 






8006060275 

50-336 

8 


8006060190* 

71-6400 


8006060285* 

50-336 

8 


0006060191* 

71-6400 


0006110226 

50-245 

P 


8006120199 

71-6400 


0006110272 

TOPREP 



8006300664 

27-39 





Nuclear Fuel Services/ Inc (subs of 

8006120306 

70-143 


8006110201* 

TOPREP 


Getty Oil Co ) 




8006110296* 

TOPREP 






0006110307 

50-336 

P 


8006120302 

70-143 


0006170361 

REOOD 



8006120391 

70-143 


0006170430 

50-245 

R 


0006120396 

70-143 






8006180387 

70-143 


0006170440* 

50-245 

R 


8006180428 

70-143 


0006170464 

50-245 

H 





0006170464 

50-245 

H 


0006190197* 

50-201 

0 

0006170464 

50-245 

H 


8006190203 

70- 1 43 


0006190400 

50-336 

P 


8006190334 

70-143 






8006190330 

70-143 


8006190602 

50-336 

P 


8006190481 

70- 1 43 


8006 1906 10* 

50-336 

P 





8006200491 

50-245 

Q 


0006190579 

70-143 


8006230506 

50-336 

R 


8006200530 

70-143 


0006230513* 

50-336 

R 


8006200573 

50-201 

R 





8006200579 

50-201 

P 

8006030371 

50-367 

R 


0006230141 

30-201 

R 

8006040314 

50-367 

R 





8006110119 

50-367 

R 


8006230144* 

30-201 

R 

8006110146 

50-367 

R 


8006230297 

50-201 

F 
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CORPORATE SOURCE INDEX 


author 

AFFIHATIOrJ 


Nuclear Fuel SErvic^s. Inc * Hast Valleij 
Reprocessing Plant 


Nuclear Metals, Inc 


Nuclear Packaging, Inc 


Kuclear Pharnacgr Inc 

Nucleonics Ueeks, pub of hcGrauHill, 
I nc 

Oak Ridge Natianal Laboratorg 


Oak Ridge Univ« 
Ogle petroleum, Inc 


Ohio State Unlv 

Ohio, State of 
□hmart Corp 

Omaha Public Pouer District 


Oregon State Unlv 


□regoni State of 


□niando Utilities Commission 
□rlardo^ FL 


OMen< R K 

Pacific Oas ^ Electric Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOGRV 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B00i>2-I03gi 

70-143 



6006020345 

50-275 

/ 

6006240403 

70-143 



0006030330 

50-273 

/ 

6006250235 

70-143 



8006060562 

90-317 

! 

0006300003 

70-143 



6006110417 

50-279 

{ 

6006230244 

50-201 R 



0006160022 

90-133 

f 





6006160023* 

90-133 

F 

6006230247* 

50-201 R 



6006160039 

50-279 

F 

0006120397 

xpdrtlic 



6006160039 

90-279 

F 

8006130030 

XPORTUIC 



0006160040 

50-275 

A 

0006 1 30033* 

XPORTLIC 



8006160040 

90-275 

A 

6006170621 

xpdrtlic 










8006160044* 

90-275 

A 

60061/0826* 

XPORTLIC 



6006160044* 

50-275 

A 

6006120149 

71-9073 



6006180299 

50-279 

C 

6006250315 

71-9113 



0006180424 

50-279 

h 

6006290319* 

71-9113 



8006180424 

50-279 

h 

9006250322* 

71-9113 










6006160522* 

50-275 

C 

6006120518 

FOIA 



0006190490 

90-279 

A 

B0062300S0 

FOIA 



6006190573 

PROJ 






8006240416 

90-279 

A 

6006120469 

NUREO 



8006300466 

50-344 

E 

6006130363 

RES 






6006130390 

RES 



6006300492* 

50-344 

S 



Parker<R A 


6006200986 

71-102 


8006160174 

RES 

Pathfinder Mines Corp 


0006170254 

40-2259 


BQ06190045 

RES 



8006180474 

40-2259 


6006190060 

RES 



8006190505 

40-2259 


8006200021 

RES 






8006200023 

RES 

Peabodg Test Ing/X-Rag Engineering Co 

8006300029 

71-6717 




Pennsylvania Power Light 

Co 

6006060055* 

90-307 

A 

8006200518 

NUREO 



6006060064* 

50-387 

A 

6006200531 

NUREO 



6006060369 

50-307 

A 

8006200586 

NUREO 



6006060490 

90-307 

D 

8006230096 

RES 






8006250349 

RES 



6006060490 

30-387 

D 





0006090311 

50-307 

8 

8006260041 

NUREO 



0006090311 

50-387 

S 

8006270031 

NUREO 



0006110222 

50-387 

A 

B006270069 

NUREO 



80061 10229* 

50-307 

A 

8006270078 

RES 






6006300069 

NUREO 



0006120106* 

30-387 

8 





0006170328 

50-307 

0 

8006300071 

NUREO 



8006170733 

50-307 

0 

8006300085 

NUREO 



0006100191 

50-209 

0 

B006300298 

RES 



0006190484 

90-307 

0 

B006300500 

RES 






6006300598 

RES 



6006190484 

50-307 

0 





8006200163 

50-307 

0 

□006l20266e 

COMMISSION 



8006200171 

50-307 

e 

6006040063 

40-0693 



0006200171 

50-307 

0 

8006120049 

40-0745 



6006200366 

50-307 

9 

6006120053* 

40-8745 






6006020346 

MIBC 



6006200366 

50-387 

8 





0006240979* 

50-307 

0 

8006110406 

PR 



8006270321 

S0-3B7 

e 

8006090007 

PR 



8006270342 

SO-387 

8 

8006040024 

90-209 0 

Ptnniylvania State Unlv 


8006130270 

50-5 

F 

0006040071 

71-9113 






□006040299 

50-205 F 

Pennsy Ivania, state of 


0006050090 

50-320 

0 





8006060409* 

50-209 

0 

6006110012 

50-205 S 



8006060400* 

50-209 

0 

8006110015* 

90-205 8 



0006060962* 

50-320 

0 

8006110026 

50-205 6 



0006090099* 

50-320 

p 

8006110030* 

50-205 8 






6006130090* 

90-205 Q 



8006090102* 

90-320 

p 





6006120320* 

90-209 

F 

0006130092* 

50-285 Q 



6006120321* 

90-209 

F 

6006170442 

50-285 H 



8006120327* 

50-209 

F 

8006170443* 

50-205 R 



0006120391 

50-307 

D 

8006230356 

50-209 J 






8006230414 

50-205 8 



0006120307 

90-387 

A 





6006 100040 

80-209 

Q 

6006230422 

90-289 P 



8006180043* 

50-209 

0 

6006240324 

90-285 P 



8006100190 

50-289 

0 

0006300372 

50-205 P 



8006180194* 

50-209 

Q 

8006300466 

90-205 8 






8006300475* 

50-205 0 



0006190549 

90-320 

Q 



People Against Nuclear Energy 

8006240343 

90-320 

Q 

6006300543 

90-285 Q 

Perkins, Cole, Stone, OUen 

(i Mi 1 1 lams 

8006060326 

90-922 

0 

80061 10183 

50-243 S 



6006060320 

90-522 

0 

0006240369 

50-243 P 



0006180181 

90-522 

0 

8006300266 

50-243 F 






8006040160* 

State Prog 



8006100181 

50-522 

0 



Pfeffcrkorn 4^ Cooley, P A 


0006090014 

50-400 

0 

8006060533 

90-344 0 



0006110342 

90-408 

0 

0006060539* 

90-344 0 



8006100341 

90-400 

0 

6006060544* 

90-344 <9 

Philadelphia Electric Co 


8005190921 

50-171 

I 

8006120216 

PR 






0006170499* 

90-309 M 



0006020001 

50-277 

Q 





0006020330 

90-352 

A 

6006170273* 

90-309 « 



8006020330 

50-352 

A 

6006170499* 

50-309 M 



0006020379 

90-171 

W 

8006240137 

50-290 M 



0 0060203 B9» 

50-171 

u 

6006120266 

50-409 0 






6006020166 

90-275 A 



0006030121 

90-277 

Q 





8006050379 

90-277 

P 

6006020168 

50-275 A 



8006050379 

90-277 

P 

0006020171* 

50-275 A 



6006050363* 

90-277 

P 

8006020171* 

50-275 A 



0006090303* 

90-277 

P 
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author 

affiliation 


ACCESSION 

NUMQER 

SUBJECT 

CATEGORY 


AUTKOR 

AFFILIATION 

ACCESS 1 0^4 
NUKDER 

SUBJECT 

CATEGORY 



B00^0$a3Q6* 

50-277 

P 




000624032? 

50-344 

P 



QOO&O3O306* 

30-277 

P 




E00634033H» 

50-344 

P 



G00&060039« 

30-277 

Q 




8006240333* 

50-34 4 

P 



00060^,0262 

30-320 

0 




8006240365 

50-34 4 

P 



8006060547 

50-320 

0 




8006240302 

50-34 4 

P 



8006060537 

50-277 

Q 




0006240401 

50-34 4 

F 



8006090062* 

50-352 

0 




8006300504 

PR 




0006110002 

30-277 

S 

Potomac Electric 

Power Co 

000606050? 

50-448 

G 



0006110094 

50-277 

F 

Potomac Revoarch/ 

Inc 

8006250295* 

CONTRACT 




0006110329 

50-352 

S 

Pouer 

Authority of the State of New 

Vori 8006020076* 

50-333 

Q 



0006110329 

30-352 

S 




9006020081* 

50-333 

Q 



00061 10332* 

30-332 

6 




8006020309 

50-333 

a 



00061 10332* 

30-332 

8 




0006020310* 

50-333 

s 



0006120340 

50-352 

Q 




80060203S5 

50-333 

a 



8006120348 

50-352 

Q 




8006020361* 

50-333 

s 



8006130279 

50-277 

P 




6006020367 

50-333 

5 



8006130279 

50-277 

P 




8006020370* 

50-333 

8 



8006130324 

50-277 

F 




8006020372 

50-333 

8 



8006130324 

50-277 

F 




800602D377* 

50-333 

8 



8006170445 

50-277 

R 




8006020303 

50-333 

3 



8006170445 

30-277 

R 




0006020307* 

50-333 

S 



0006170446* 

50-277 

R 




0006020371 

50-333 

8 



0006170446* 

50-277 

R 




8006020396* 

50-333 

S 



0006170627 

NUREO 





8006020412 

30-333 

8 



8006190339 

50-277 

R 




8006020417* 

30-333 

a 



8006190339 

30-277 

R 




8006030246 

50-333 

G 



8006190345* 

30-277 

R 




8006030315 

50-206 

p 



8006190345* 

30-277 

R 




8006030304 

50-286 

p 



8006200487 

30-277 

P 




8006040294 

50-206 

p 



8006200487 

50-277 

P 




8006050493 

30-333 

Q 



8006230566 

50-278 

6 




8006050505* 

50-333 

G 



8006250240 

50-277 

B 




80O60602B0 

30-247 

F 



8006250241* 

50-277 

S 




0006060373 

30-286 

P 



8006260176 

50-277 

P 




B 006060 553 

50-286 

Q 



8006260176 

50-277 

P 




0006 1 10006 

30-333 

8 



80062601 81 

50-277 

P 




80061 IGOIO* 

30-333 

8 



8006260181 

30-277 

P 




8006110016 

90-333 

6 



8006270217 

30-352 

8 




8006110021* 

50-333 

8 



8006270217 

30-332 

6 




0006110069 

30-333 

8 



8006270224* 

50-352 

S 




8006110077* 

30-333 

8 



0006270224* 

30-352 

0 




8006110003 

30-286 

Q 

Phil«dtlphi4« PA 


8006200605* 

50-320 

P 




8006110181 

50-333 

n 



8006230469 

50-352 

H 




8006110100* 

30-333 

R 

PhlHbrick^ S, 8 


80061S0302 

50-70 

0 




0006120123* 

50-206 

0 

Fhlltppln* Movnmtut for Environmental 

8006200569 

30-374 

0 




8006160003 

50-206 

G 

Protection 



















8006 160100 

50-247 

P 

Picker Corp 


0006040189 

71-5796 





8006160137 

50-333 

P 

Plttiborgh^ Unlv of 


8006300116* 

ACR8 





8006170451 

SO-247 

P 

PUteeu Re«aurc*»< Ltd 


8006250332 

40-7869 





8006170454* 

30-247 

P 

Pollution U Environmental 

Proh lims4 Inc 

8006170786 

PR 





8006180499 

30-333 

P 

Porter-OertJ Coneul tent* i 

Inc 

8006020295 

50-320 

R 















90O61COSCO 

SO-333 

S 



8006020295 

50-320 

R 




0006180503* 

50-333 

8 



8006020303* 

50-320 

R 




0006190551 

90-206 

R 



8006020303* 

50-320 

R 




8006190561* 

50-286 

R 

Portland General Electric 

Co 

0005280231 

PR 





0006200300 

50-206 

a 



8006030391 

50-344 

P 















8006230435 

50-2B6 

p 



8006050321 

50-344 

P 




8006240013 

30-333 

G 



6006050324* 

50-344 

P 




8006240501 

50-333 

P 



8006050326* 

50-344 

P 




0006260160 

90-286 

P 



8006060350* 

50-344 

8 




□006260170 

90-206 

H 



8006060363 

50-344 

P 















0006260100 

90-333 

H 



800606041 1 

30-344 

a 




0006260212 

90-247 

Q 



8006060415* 

50-344 

8 




0006260312 

90-247 

Q 



8006060497 

50-344 

0 




0006270175 

50-206 

P 



8006090379 

50-344 

B 




0006300309 

50-206 

G 



80060903B4* 

50-344 

8 















0006300440 

50-333 

F 



0006110221 

50-344 

0 




B006300464 

50-206 

8 



8006110273 

50-344 

R 




0006300467* 

90-286 

8 



0006110277* 

50-344 

R 

President of UB 

Executive Offices 

8006130027* 

COHMISSIQN 



8006110313 

50-344 

B 




8006270418* 

FOIA 




8006130043 

71-3450 
















0006300251* 

30-443 

H 



8006160124 

50-344 

P 




0006300547# 

90-320 

H 



8006170139 

30-344 

0 

Princeton Univ 


0006120207* 

coKHieataN 



8006170516 

50-344 

F 

Public 

Cltiien Litigation Group 

BOO 61 10356 

30-367 

0 



8006180472 

30-344 

G 




0006110376* 

90-367 

0 



8006190625 

50-344 

I 















00061 10378* 

90-367 

0 



8006200498 

50-344 

6 




8006110302* 

90-367 

0 



0006230409 

50-344 

P 

Public 

Service Co 

of Colorado 

0006030253 

90-267 

Q 



8006230423 

50-344 

Q 




B006030459 

90-267 

F 



B006230S90 

50-344 

P 




0006040040 

90-867 

Q 



8006230593* 

50-344 

P 















8006040041 

50-867 

Q 



8006230597* 

50-344 

P 




QO 06040043 

50-867 

Q 



8006230604 

50-344 

P 




80060503DI 

50-867 

P 



0006240319 

50-344 

8 




8006060057# 

50-867 

0 



8006240321* 

50-344 

8 




8006060266 

50-867 

P 



390 

CORPORATE SOURCE INDEX 




AUTHOR 

ACCESSION 

SUDJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AFriL! ATION 

NUHBER 

CATEGORY 

ArFlLlATlQN 

NUMBER 

cateodry 


Q0060i027a 

50-267 

P 


0006100169# 

50-922 

0 


B00£.090375 

SO-267 

R 


0006100185# 

50-522 

G 


e0060903Sl« 

50-267 

R 

RTG-Delta Corp 

0006240090# 

QA999 



0006160017 

50-267 

R 

Rad Service#* Inc 

8006100227# 

FOIA 



0006 160030 

50-267 

0 


0006100234# 

FGIA 



8006 160031# 

50-267 

S 


8006100241# 

FOIA 



0006160034 

50-267 

P 


0006100252# 

FOIA 



0006160035# 

90-267 

P 


0006100263# 

FOIA 



0006160036# 

90-267 

R 

Radiation t Environmental Konitoringi 

0006130190 

40-0752 



0006160115 

50-267 

S 

Inc 








Radiation Management Corp 

7903140170 

FOIA 



00061601 10# 

50-267 

6 






0006170692 

50-267 

P 


0006180260# 

FOIA 



0006100419 

50-267 

P 


6006100272# 

FOIA 



0006240335 

90-267 

0 


0006180206# 

FOIA 



8006240400 

30-267 

P 


8006180292# 

FOIA 







8006160300* 

FOIA 



0006270199 

50-267 

P 





Pgbllc Service Ca of In<fiAna» Inc 

0006110424 

50-946 

0 


8006100307* 

FOIA 



8006170331 

30-546 

H 


0006180339# 

FOIA 



0006200069 

50-546 

8 


0006180342# 

FOIA 



8006230162 

30-946 

Q 


8006100349# 

FOIA 






Radiation Research Associates 

8006180567# 

CONTRACT 



0006260356# 

50-346 

0 





Public Service Co of Neu Hampshire 

8006300276 

90-443 

0 

Radiological Controls 

8006060449 

FOIA 


Public Service Co of Oklahoma 

8006300360 

30-936 

A 


0006300999 

FOIA 


Public Service Electric 8* Qa* Co oP Neui 

0006020163 

50-272 

P 

Radium Chemical Co i Inc 

0006090039 

XPORTLIC 


Jer*ey 




Reed College 

8006020216 

90-286 

F 


0006020407 

30-334 

8 


8006020376 

30-280 

P 


0006020473 

90-334 

Q 

Rehab Group* Inc 

8006200003# 

CONTRACT 



8006030360 

50-311 

P 

Retllg U Like 

8003220614 

PR 



0006030364 

30-272 

8 

Reutcr-Stokes* tnc 

8006090966 

XPORTLIC 



0006050371# 

90-272 

8 


0006120199 

XPORTLIC 



8006060212 

90-272 

8 


8006120448 

XPORTLIC 



0006060262 

90-320 

0 


0006120489 

XPORTLIC 



0006060347 

90-320 

0 

Ridlhalghi Cggers Associates 

800602092? 

71-6639 



8006060347 

30-320 

0 

Rio Algocn* Ltd 

8006040107 

40-8064 



0006090069 

30-272 

0 

Riverside* CA 

0006190938# 

30-361 

r 


0006090072# 

50-272 

0 

Rochester Cos 6 Electric Corp 

8006020394 

90-244 

F 


8006110231 

30-272 

0 


0006030294 

30-244 

P 


0006110231 

30-272 

0 


8006030318 

80-244 

P 


0006120203 

90-311 

p 


8006030324 

50-244 

P 


0006120210# 

90-311 

p 


B006030328* 

50-244 

P 


6006120214# 

30-311 

p 


8006030330 

90-244 

F 


8006120369 

50-272 

0 


8006030347# 

50-244 

P 


6006130024 

50-272 

T 


8006030507 

50-244 

e 


0006160009 

30-272 

R 


0006040237 

90-244 

p 


0006160012# 

90-272 

R 


8006040338 

30-244 

p 


6006160107 

90-272 

R 


8006090030 

30-244 

6 


0006160136# 

90-272 

R 


8006030429* 

50-244 

0 


8006170450 

50-272 

P 


8006090317 

30-244 

8 


0006170450 

30-272 

P 


8006090326 

50-244 

P 


0006170573 

90-272 

6 


0006090331 

90-244 

P 


0006170370# 

50-272 

8 


8006110238 

50-244 

U 


0006170620 

90-272 

P 


0006110339 

50-244 

F 


0006170651 

90-272 

P 


0006 160002 

50-244 

P 


8006170664 

50-272 

8 


8006160037 

50-244 

R 


8006170671# 

30-272 

8 


0006160038# 

50-244 

R 


0006180907 

30-272 

J 


6006180006 

30-244 

0 


8006100913# 

50-272 

0 


0006180514 

50-244 

P 


8006190649 

30-272 

F 


8006180337 

90-244 

P 


0006230434 

30-272 

8 


0006190473 

50-244 

6 


0006230527 

30-272 

a 


0006190478* 

50-244 

B 


0006230533# 

30-272 

8 


8006230601 

90-244 

8 


0006240371 

50-272 

Q 


0006240603 

50-244 

Q 


0006240393 

50-272 

Q 


8006250262 

90-244 I 

P 


9006240443 

50-311 

8 


8006290265# 

90-244 

P 


B006240449# 

30-311 

B 


BOO 63003 4 6 

50-244 

Q 


0006240406 

50-272 

8 


0006300433 

90-244 

P 


8006240492# 

30-272 

8 


8006300494 

90-244 

<k 


0006250226* 

50-354 

Q 

Roekuell International Corp 

8006030070 

XPORTLIC 



0006300233 

30-272 

0 


8006170297# 

70-29 



8006300282 

30-272 

0 

Rocksitll International Corp r Energy 

0006230096 

70-29 



0006300202 

50-272 

Q 

8ystems Dlv 








Rocky Mountain Energy Co 

8006060089 

40-0697 



0006300370 

30-272 

8 






0006300373# 

50-272 

6 


0006060093* 

40-0697 



8006300421 

90-272 

8 


8006190344 

40-0300 



0006300424* 

50-272 

8 


6006190670 

40-8380 



0006300499 

30-272 

8 

f 

8006240268 

40-0697 







0006240271 

40-8380 



8006300469# 

50-272 

8 






8006300479 

50-31 1 

8 


0006260079 

40-0380 



0006300407# 

50-311 

8 

Rogovln* Btern Huge 

0006130313 

MI8C 



0006300490 

50-272 

0 


8006170107 

90-443 

H 


0006300490 

50-272 

Q 


6006230036* 

CONTRACT 






Ropes 4* Gray 

6006060447 

90-309 

Q 

Puerto nico Electric Pouer Authority 

0006180190 

50-376 

0 





Puget Sound Pouer h, Light Co 

0006110249 

NUREO 



0006180274 

90-309 

0 


0006100181 

90-922 

0 


8006100326 

30-309 

0 


0006180101 

50-922 

0 


8006230261 

90-443 

0 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMRER 

SUBJECT 

CATE(50RY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Ros9mount> Inc 

G00&1203Q3 

PT21 


Sc i ence 

Applications. Inc 

8006020348 

30-320 

P 


B006200633 

PT2t 




8006190104* 

CONTRACT 


Rqs) Construction Co 

8006090028 

40-8502 




0006230041* 

CONTRACT 


S N Stoller Corp (subs of Arthur D 

80061 10059e 

50-361 

0 



0006250330 

CONTRACT 


Llttlffr Inc ) 






B006270391* 

CONTRACT 


SACiam^nto huniclpal Utilltij District 

0006030320 

30-312 

I 










Senate 


0009210113 

50-946 

H 


8006030342 

90-312 

P 



0006120280 

90-271 

U 


8006030361 

50-312 

S 



0006170073 

PR 



80060303a7e 

30-312 

8 



0006270099* 

50-302 

H 


8006110069 

90-312 

P 



0006270106* 

90-289 

H 


00061 10131 

30-312 

P 












0006270146* 

50-171 

U 


8006130337 

90-312 

I 



B006270159* 

90-171 

H 


8006130339 

90-312 

Q 



8006300347 

50-275 

H 


6006130341# 

50-312 

Q 



6006300522# 

50-320 

H 


8006160010 

90-312 

8 



8006300529# 

50-320 

H 


8006100632 

30-312 

Q 












0006300534* 

50-320 

H 


8006190636 

90-312 

R 



0006300930* 

90-320 

H 


8006190641# 

90-312 

R 



0006300541# 

90-320 

H 


0006240408 

90-312 

P 



0006300591# 

90-320 

H 


8006250034# 

90-312 

Q 



8006300562# 

90-320 

H 


8006250237 

50-312 

8 












8006300565* 

50-320 

H 


0OO62SO23B# 

90-312 

& 

□enatai 

Commerce. Sc lenc e & Transportation 

0006120190# 

50-946 

H 


0006300394 

90-312 

8 

Senate* 

Energy ^ Natural Resources 

8006170136 

PRM 



0006300409# 

90-312 

B 

Senate. 

Finance 

0006300392 

90-329 

H 


0006300528 

90-312 

8 

Senate. 

Oevernmental Affairs 

0006060260 

90-346 

M 


0006300533# 

90-312 

8 












0006120079# 

50-311 

U 

8«f» En»r9V for N»Ui Haven 

8006060232 

90-494 

0 



6006120129# 

90-3SB 

H 

S«n Antonlo< T)C 

8006120292 

90-498 

(1 



8006 120520 

90-483 

U 

San Diego Oas %> electric Co 

0006110019# 

90-361 

0 

Shannon 

Si Ml Iton. Inc 

8006030042# 

CONTRACT 



0006110019# 

90-361 

0 

Shau. Pittman. Pott* in Trowbridge 

8006040012 

PH 



8006110024# 

90-361 

0 












0006060250 

50-209 

0 


6006110024# 

90-361 

0 



0006060253 

90-209 

Q 


8006110020# 

90-361 

0 



8006060423 

90-209 

Q 


80061 1002B# 

90-361 

0 



B006060479 

50-289 

Q 


0006110031# 

90-361 

0 



8006060909 

90-440 

0 


00061 10031# 

90-361 

0 












6006060927 

90-209 

0 


0006110090 

90-361 

0 



0006060947 

90-320 

0 


0006110098 

90-361 

0 



60061 10110 

90-289 

0 


8006110107# 

90-361 

0 



0006110116 

90-289 

Q 


8006110107* 

90-361 

0 



80061 101 17# 

90-289 

0 


8006120291 

PRM 













0006110336 

50-312 

T 

Ban Lul« Obitpo Hothert for Peace 

0006040194 

90-275 

0 



0006110341# 

90-312 

T 


0006040176# 

90-279 

0 



0006110350# 

50-312 

T 


0006040199 

50-279 

0 



0006120020 

50-2B9 

0 

Santfla Laboratorie* 

8006020229* 

8tete Proo 



0006120022 

50-289 

0 


8006040006 

NUREO 













0006120036 

50-289 

0 


0006060168 

71-6400 




0006120040 

50-209 

0 


0006090514 

NUREO 




0006120004 

50-289 

0 


0006110046* 

50-361 

0 



D006120414 

90-289 

0 


8006130360 

RE8 




0006130239 

90-289 

0 


0006160141 

NUREO 













0006160004 

50-289 

0 


0006170330 

RES 




0006160043 

50-289 

0 


0006200935 

NUREO 




0006160046# 

50-289 

0 


0006200946 

NUREO 




8006160052 

90-289 

0 


0006200990 

NUREO 




0006 160070 

90-320 

0 


8006230011 

NUREO 













0006170399 

90-266 

Q 


0006290330 

RES 




0006170733 

30-307 

0 


0006260206 

NUREO 




0006170709 

50-209 

0 


0006270349 

NUREO 




0006180154 

90-209 

0 


0006300204 

RES 




0006180199 

90-209 

0 


0006300211 

RES 













0006 1003 19 

90-209 

0 


8006300210 

RES 




0006100934 

90-320 

0 

Sargent Lundgi Inc 

0006090073# 

90-546 

A 



0006190439 

90-209 

0 


0006170964# 

90-294 

F 



0006190484 

90-307 

0 


0006170964# 

90-294 

F 



0006260276 

90-209 

0 


0006170586# 

90-294 

F 












0006270216 

90-320 

0 


8006170991# 

90-294 

F 



0006270237 

90-289 

0 


0006170991# 

90-294 

F 

Bhetdon. 

r Harmon U Helii 

B0061 10049 

30-443 

0 


0006170997# 

90-294 

F 



00061 10224 

PR 



0006170602# 

90-294 

F 



0006110370 

90-209 

Q 


8006170607# 

50-294 

F 












0006110300# 

90-207 

0 


8006170613# 

90-294 

F 



0006110469 

PR 



0006170616# 

90-294 

F 



0006120371 

90-209 

0 


0006170622# 

90-294 

F 



0006120301 

50-209 

0 


0006 170628# 

90-294 

F 



0006160009 

50-443 

0 


8006170632# 

90-294 

F 












0006 1 70247 

PR 



800620D139# 

QA999 




8006170340 

PR 


Saitafrae Audubon Boclctg 

8005210107# 

50-946 

T 



0006230206 

CDMhIBSlON 


0009210202# 

90-946 

T 



0006240398 

50-159 

0 

Savannah River Gcologg Laboratory 

0006300127 

NUREO 




8006240403 

50-247 

0 

Save the Valley - Save Marble HiU 

0005210217# 

90-946 

T 












8006240937 

COMM 1801 ON 


8005210217# 

50-846 

T 



0006260106 

90-847 

0 


8006090509 

90-946 

H 



B006260186 

90-247 

0 


8006 170342# 

50-946 

H 



0006260100# 

90-247 

0 


0006170342# 

50-546 

H 



0006260100# 

90-247 

9 
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AUrHQR 

ArPILIATID/l 


Shoreham □jipaneribs Coalition 
Sierra Club 


Sigma Chemical Co <%ubs of 
ch Corp > 

Skag 1 tort 1 an« Concerned About 
Power 


Slemmonsi 0 B 

Small Bueinesa Administration 
Snel 1 & Ui Imer 

South Carolina Electric t Gas 


South Carolina^ State of 
South Dakota! State of 


Southern California Edison Co 



ACCESSION 

NOhBER 

SUBJECT 

CATEoanv 

AUTHOR 

AFFILIATION 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEGORY 


0006300670 

FQIA 



8006190440 

50-361 

S 


0006160007* 

50-322 

0 


8006190444* 

50-361 

8 


00060201 13 

FOIA 



8006190444* 

50-361 

8 


0OO61GO216 

FOIA 



8006190497 

50-206 

0 


0006190437* 

30-133 

0 


8006190522 

50-361 

I 


0006300569 

50-574 

0 


8006190384 

50-206 

P 


0006300576 

FOIA 



0006200150 

PROJ 


Si gma-Al dr 1 

0006260002 

XPORTLIC 



0006200464 

50-206 

P 






0006230166 

50-395 

K 

Nut 1 ear 

B006060299 

50-522 

0 


0006230190* 

50-375 

Vi 


8006190447 

50-322 

0 


6006230313 

50-206 

S 






8006230323* 

50-206 

8 


0006200137* 

CONTRACT 



8006230519 

50-361 

A 


0006160227* 

CONTRACT 



8006240440 

50-361 

A 


0006110417 

50-275 

0 


B0062S0214 

30-361 

A 

Co 

0006030477 

30-395 

A 






0006040341 

50-395 

6 


8006270194 

50-206 

Q 





Southwest Texas Electric Cooperative 

8006130243 

50-443 

M 


B0D604D3D4 

30-395 

8 

Spiegel 6 HcDiarmld 

8006060026 

50-490 

M 


0006050042 

50-395 

S 


8006060361 

50-490 

M 


6006050047* 

50-395 

S 


8006110371 

30-445 

M 


8006060 U 6 

PR 







6006060343 

50-395 

F 


0006230157 

50-443 

M 





Square D Co • Electromagnetic Induatrles 

8006170240 

PR 



8006060344* 

30-395 

F 

St Joseph Hosp Stamford! CT 

8006270025* 

70-2260 



8006 I 8040 1 

50-395 

8 

Standardised Nuclear Unit Power Plant 

8006 1 20269 

NUREO 



0006190654 

50-395 

Q 

Sgstem 





0006230426 

30-395 

B 


8006120311 

50-482 

8 


0006230455 

90-393 

8 










0006120311 

50-482 

6 


0006240276 

50-395 

Q 


8006120311 

50-482 

8 


0006300320 

50-395 

Q 


0006120311 

50-482 

8 


0006120159 

KUREO 



8006120312 

50-482 

Q 


0006190064* 

40-1341 



0006120312 

50-482 

Q 


B0061 90375* 

40-1341 











0006120312 

50-482 

a 


8006020340 

50-206 

F 


0006120312 

50-402 

Q 


8006020340 

50-206 

F 


0006170492 

50-482 

8 


8006030295 

50-206 

P 


0006170492 

50-402 

9 


8006030350 

50-395 

A 


0006170492 

50-482 

8 


0006030373 

50-206 

P 










0006170612 

50-482 

8 


8006030420 

50-206 

8 


0006170612 

50-482 

6 


0006030430 

50-206 

S 


8006170612 

50-482 

8 


0006030434* 

50-206 

8 


0006250016 

50-482 

8 


8006030438* 

50-206 

8 

Stanford Research Institute 

0006230048* 

CONTRACT 



B006030439 

50-206 

P 









Stanford Unlv 

0006110122 

50-141 

M 


8006030513 

50-206 

8 

State* Dept of 

0006050532 

XPORTLIC 



8006030517* 

50-206 

B 


0006060079 

XPORTLIC 



8006050019 

50-395 

B 


8006060003 

KPDRTLIC 



8006050023* 

50-395 

C 


B0060600B7 

XPDRTUrC 



8006060297 

50-206 

6 










0006120509 

XPORTLIC 



8006060307* 

50-206 

6 


8006130185 

XPORTLIC 



8006060337 

50-361 

8 


8006230086 

FGIA 



0006060337 

50-361 

6 

State* Dept of* Oureau of Oceans 

8006030056 

XPORTLIC 



0006060340* 

50-361 

8 

Internatl Environ 6 Scientific Affairs 





□006060340* 

30-361 

e 


8006030061 

XPORTLIC 



8006060359 

50-361 

8 


8006030116 

XPORTLIC 



8006060359 

50-361 

B 


8006050480 

XPORTLIC 



8006060360* 

50-361 

8 


8006060201 

XPORTLIC 



8006060360* 

50-361 

S 


8006060203 

XPORTLIC 



6006060395 

50-361 

A 


8006090000 

XPORTLIC 



0006060395 

50-361 

A 


0006090424 

XPORTLIC 



8006 1 10009 

50-206 

P 


0006120078 

XPORTLIC 



8006110011 

30-361 

P 


0006120430* 

SECY 



0006110013* 

50-206 

P 


0006120473* 

BECY 



8006110019* 

50-361 

0 


0006120477* 

SECY 



8006 11 0019* 

50-361 

0 


8006120482* 

SECY 



0006110024* 

50-361 

G 


B006 170095 

XPORTLIC 



0006110024* 

50-361 

0 


0006170110 

XPORTLIC 



0006110020* 

50-361 

0 


8006170120 

XPORTLIC 



00061 10028* 

50-361 

0 


8006170382 

XPORTLIC 



0006110031* 

50-361 

0 


8006230116 

XPORTLIC 



0006110031* 

50-361 

0 


8006250287 

XPORTLIC 



8006110055* 

50-361 

0 


8006260032 

XPORTLIC 



80061 10098 

30-361 

0 


8006260034 

XPORTLIC 



8006110070 

50-361 

0 


B006260036 

XPORTLIC 



S006U0107* 

50-361 

0 


8006260047 

XPORTLIC 



0006110107* 

50-361 

0 


6006260050 

XPORTLIC 



0006110254 

50-395 

8 


B006260052 

XPORTLIC 



0006120206 

50-206 

8 

Steel* Hector it Davis 

8006110073 

50-230 

P 


8006120290* 

50-206 

s 

Stone ^ Mobster Engineering Carp 

0006250300* 

50-339 

P 


8006130210 

50-206 

8 


8006250302* 

50-339 

P 


0006130210* 

50-206 

9 


0006250309* 

50-339 

P 


0006130301 

50-361 

A 


0006250312* 

50-339 

P 


0006130301 

50-361 

A 


8006250314* 

50-339 

P 


0006160011 

50-206 

R 


0006250316* 

50-339 

P 


8006160013* 

50-206 

R 


0006250310* 

50-339 

P 


8006100301* 

50-206 

Q 

Stone 6 Uebsieri Inc 

8006160261 

50-339 

8 


8006190440 

50-361 

8 

Suffolk Countg. NY 

0006130020 

50-322 

G 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEOOR V 


BOO£>1G0162» 

50''322 

0 


8006060370 

50-533 

A 

8u«(iu«h anna Alliance 

8006170503 

50-307 

D 


8006060363 

50-430 

S 

Susquehanna Environmental Advocates 

B006 120027 

50-3S7 

0 


8006060363 

50-430 

s 

Guedlih Hosp Medical Center Seattle. UA 

00061202194 

COMMISSION 


8006060307* 

50-438 

s 

Switierland 

8006130236 

XPDRTUIC 



8006060367* 

50-430 

s 

TERA Gorp 

0006050529* 

CONTRACT 



8006060 394 

50-327 

s 


80060604B3* 

50-70 

P 


B006D60401 

50-51Q 

s 


8006250042* 

CONTRACT 



B006060401 

50-310 

& 

TRWf Inc j TRW Mlsiicn Mfq Co Djv 

G006300149* 

QA999 



BOD6060401 

50-518 

s 

Teknekron. Inc 

8006030049* 

CONTRACT 



0006060401 

50-510 

B 


8006190662 

CONTRACT 



8006060401 

S0-51B 

S 


8006300555* 

CONTRACT 



8006060401 

50-510 

S 

Teledyne Energy Systems 

8006300630 

71-5862 



8006060403* 

50-327 

S 

Teledgne Engineering Services 

80061 60008* 

50-329 

8 


8006060412 

50-327 

S 

Teledgne Isotopes 

8006300014 

70-124 



0006060413* 

50-51B 

S 

Teledgne Precision - Cincinnati 

8006190107 

XPORTLIC 



0006060413* 

50-518 

s 

Tenneitee Ualleg Authority 

8005230276 

50-327 

P 


0006060413* 

50-51 B 

s 


8006020178 

50-327 

P 


B006060413* 

50-510 

s 


8006020103* 

50-327 

P 


B006060413* 

50-51 B 

8 


800602033B 

50-438 

A 


B006060413* 

50-510 

5 


8006030080 

50-327 

R 


0006060416* 

50-337 

8 


8006030366 

50-436 

A 


BOD6060464 

30-390 

S 


8006030366 

50-438 

A 


0OO6O6O4B4 

50-370 

3 


8006030392 

50-328 

S 


0006060469* 

50-390 

S 


8006030392 

50-328 

8 


0006060489* 

50-390 

S 


8006030392 

50-328 

8 


0006090330 

50-327 

8 


B0Q6030397 

50-327 

8 


8006090 330 

50-327 

G 


8006030398* 

50-328 

8 


0006090 334 

50-43B 

3 


8006030398* 

50-320 

8 


0006090 336* 

50-327 

3 


8006030398* 

50-320 

8 


0006090 336* 

50-327 

G 


0006030408* 

50-327 

8 


B006090337* 

S0-43B 

8 


0006030417 

50-327 

P 


6006090 456 

50-51 B 

G 


8006030417 

50-327 

P 


B006090471 

50-43B 

8 


B006030427 

50-327 

8 


B006090471 

50-43B 

S 


8006030442 

50-259 

8 


8006090476* 

50-430 

8 


8006030447* 

50-327 

8 


8006090476* 

50-430 

0 


8006030452* 

50-259 

8 


60061 10036 

50-390 

B 


8006030453 

50-327 

8 


80061 10036 

50-390 

B 


8006030457 

50-327 

8 


0006110043* 

50-390 

& 


0006030460* 

50-327 

8 


80061 10043* 

50-390 

8 


8006030463* 

50-327 

8 


00061 10048 

50-310 

B 


8006030480 

50-327 

8 


80061 10048 

50-510 

3 


0006030490* 

50-327 

8 


00061 10049 

50-SlB 

B 


8006030604* 

50-553 

Q 


80061 10048 

50-510 

B 


8006030604* 

50-553 

Q 


60061 10048 

50-510 

S 


8006030608* 

50-553 

Q 


0006110040 

SO-310 

8 


8006040007 

PR 



80061 10058* 

50-510 

8 


Q006040230 

50-510 

8 


80061 10058* 

50-510 

8 


8006040233* 

50-518 

8 


8006110058* 

50-518 

0 


8006040245* 

50-566 

0 


8006110058* 

50-518 

8 


8006040256* 

50-566 

0 


6006110058* 

50-518 

8 


8006040306 

50-328 

8 


0006110058* 

50-518 

8 


8006040308* 

50-328 

8 


60061 10074 

50-438 

8 


8006050002 

50-566 

8 


8006110074 

50-438 

8 


8006050002 

50-566 

a 


60061 10079* 

50-430 

8 


8006050004* 

50-566 

9 


8006110079* 

50-438 

8 


8006050004* 

50-566 

8 


60061 10007 

PR 



6006050026 

50-327 

8 


00061 10104 

50-896 

B 


8006050026 

50-327 

8 


80061 10124* 

50-296 

8 


8006050031* 

50-327 

8 


00061 10138 

50-430 

B 


8006050031* 

50-327 

3 


80061 10138 

50-430 

■B 


8006050096 

50-371 

F 


80061 10143 

50-260 

B 


8006060119 

PR 



80061 10156* 

50-260 

8 


8006060230 

50-518 

9 


B0061 10173 

50-327 

S 


8006060230 

50-518 

8 


80061 10193* 

50-327 

S 


8006060230 

50-518 

B 


8006110219 

30-327 

s 


8006060235 

50-259 

F 


60061 10223* 

50-327 

s 


8006060235 

50-259 

F 


60061 10250 

50-327 

s 


8006060235 

50-259 

F 


6006110259 

50-327 

K 


0006060290 

50-390 

8 


60061 10259 

50-327 

K 


8006060290 

50-390 

8 


6006110 262* 

50-327 

K 


BD06060294 

50-327 

F 


60061 10262* 

50-327 

K 


8006060294 

50-327 

F 


8006110263 

50-430 

B 


8006060294 

50-327 

F 


6006 1 10263 

50-430 

B 


8006060294 

50-327 

F 


60061 10269 

50-259 

& 


8006060298* 

50-390 

8 


80061 10270 

50-327 

8 


8006060305* 

50-390 

8 


60061 10274 

50-566 

3 


0006060305* 

SO-390 

8 


60061 10274 

50-566 

8 


0006060309 

50-296 

8 


6006110276* 

50-327 

8 


8006060313 

50-259 

F 


00061 10200* 

50-259 

S 


8006060313 

50-259 

F 


80061 10203 

50-327 

8 


BOO606O313 

50-259 

F 


00061 10284* 

50-566 

S 


8006060323* 

50-296 

8 


00061 10204* 

50-566 

8 


0006060356 

50-518 

0 


8006110285* 

50-430 

9 


8006060356 

50-510 

0 


8006110205* 

50-430 

a 
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NUMBER 

SUBJECT 

CATEGORV 


AUFMOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

category 


00D&HO2Q6 

50-259 

P 



0006170746* 

50-966 

Ql 


0006110387 

50-259 

0 



0006180064* 

30-318 

O 


8006a0292» 

50-259 

S 



8006180072* 

50-510 

0 


8006n0294« 

50-327 

8 



8006 1 80232 

70-1966 



8006110315 

50-430 

A 



8006100494 

50“3a7 

a 


80061 10315 

50-438 

A 



B0061804B7* 

50-327 

a 


80061 1031B 

50-327 

6 



00061 B0S02 

50-396 

s 


8006110328 

50-430 

0 



0006100520* 

50-296 

a 


8006110328 

90-438 

0 



0006100521 

50-327 

a 


8006110333* 

50-430 

0 



B006180524* 

50-327 

a 


8006110333* 

50-430 

5 



B0Q6 t 80527 

50-327 

a 


8006120037* 

90-438 

Q 



0006180930 

50-327 

a 


8006120037* 

50-438 

6 



8006180933* 

90-327 

a 


8006120113 

PR 




B0Q61BO535* 

50-327 

a 


8006120296 

40-1341 




0006190305 

90-390 

a 


8006120282 

50 '438 

A 



0006190391 

50-327 

K 


8006120309 

50-510 

8 



0006190391 

50-327 

K 


8006120309 

90-318 

S 



6006190466 

50-553 

Q 


8006120309 

50-510 

S 



8006190469 

50-259 

0 


8006120309 

50-518 

8 



0006190470* 

50-299 

8 


0006120309 

50-510 

8 



0006190586 

30-327 

Q 


6006120309 

50-518 

8 



8006190615 

90-327 

P 


8006120313* 

50-518 

8 



8006190615 

50-327 

P 


8006120313* 

50-510 

6 



0006200321 

50-327 

P 


6006120313* 

50-510 

9 



8006200326* 

90-327 

P 


8006120313* 

50-310 

8 



8006200379 

50-966 

S 


©006120313* 

90-910 

B 



8006200378* 

50-566 

a 


6006120313* 

90-518 

B 



9006200432 

50-910 

a 


8006130004 

40-1341 




0006200432 

50-510 

a 


6006130246 

50-390 

Q 



8006200432 

50-918 

a 


6006130246 

50-390 

Q 



8006200432 

50-910 

s 


8006130395 

50-327 

R 



8006200432 

50-918 

s 


S006 130296* 

90-327 

R 



8006200432 

50-510 

8 


8006130307 

90-327 

F 



0006200451 

50-327 

8 


800613030? 

50-327 

F 



0006200454* 

50-918 

a 


6006160054 

50-390 

Q 



0006200454* 

50-910 

a 


8006160069 

50-327 

0 



0006200494* 

90-910 

a 


8006160069 

50-327 

6 



0006200454* 

50-918 

a 


Q006t702il* 

50-327 

Q 



0006200454* 

90-910 

8 


6006170331 

PR 




8006200454* 

90-518 

8 


B0061704B9 

50-430 

S 



8006200457* 

90-327 

B 


00061 704S5 

90-430 

0 



0006200475 

50-327 

a 


8006170499* 

50-436 

8 



8006200484* 

90-327 

8 


00061 704S9* 

50-430 

0 



0OO62OO4BB 

90-327 

a 


0006170497 

90-259 

8 



0006200497* 

90-327 

s 


8006170501 

50-299 

R 



0006230033* 

50-390 

<k 


0006170901 

50-259 

R 



0006230267* 

50-327 

0 


8006170502* 

90-259 

0 



0006230327* 

90-438 

a 


8006170606 

90-296 

8 



8006230327* 

90-438 

Ck 


0006170907# 

90-239 

R 



0006230438 

50-299 

p 


8006170512* 

90-296 

8 



6006230488 

90-438 

a 


9006170925 

50-390 

8 



0DO623O408 

90-438 

8 


00061 70925 

90-390 

0 



8006230514 

90-2S9 

p 


6006170536 

50-357 

8 



8006230514 

50-299 

p 


6006170540 

50-966 

Q 



0006230514 

90-259 

p 


8006170541* 

30-327 

8 



0006230520* 

50-299 

p 


8006170543 

50-327 

6 



0006230520* 

90-299 

p 


8006170545 

50-328 

8 



6006230520* 

90-299 

p 


0006170949* 

50-327 

8 



8006240164* 

50-259 

0 


8006170552* 

30-329 

8 



8006240164* 

90-259 

Q 


8006170554 

50-327 

8 



0006240164* 

90-259 

Q 


0006170561* 

50-327 

0 



8006340294 

90-327 

0 


0006170566 

50-259 

0 



8006240258* 

50-299 

Q 


6006170975* 

50-259 

9 



8006240250* 

90-259 

Q 


8006170581 

50-296 

8 



00063 4025S* 

90-299 

O 


6006170582 

90-327 

a 



8006240260 

90-327 

0 


6006170582 

90-327 

Q 



8006240260 

90-327 

a 


©006170992* 

50-296 

e 



8006240260 

90-327 

a 


B006170596 

50-390 

0 



800624Q260 

90-327 

Q 


000617099? 

30-327 

0 



8006240323 

90-327 

P 


B006170599 

50-327 

8 



0006240323 

90-327 

P 


80061 706Ck3 

90-296 

9 



8006240320 

90-387 

a 


0006170605* 

50-390 

8 



0006240328 

50-327 

B 


8006170614 » 

50-296 

0 



8006240330* 

50-387 

8 


80061 70635 

50-259 

8 



8006240330* 

50-327 

Q 


0006170639* 

50-299 

8 



0006240363 

50-327 

8 


8006170659 

50-320 

0 



0006240369* 

90-327 

a 


8006170659 

90-328 

a 



0006240372 

50-327 

8 


0006170659 

50-320 

8 



0006240372 

50-327 

a 


8006170672* 

50-320 

0 



0006240374 

50-327 

8 


0006170672* 

60-320 

0 



8006240377 

90-390 

a 


0006170672* 

50-328 

a 



0006240377 

50-390 

a 


8006170685 

60-327 

0 



8006340380* 

90-327 

8 


8006170691* 

80-327 

a 



0006340300 

50-327 

G 


8006170746* 

50-566 

<k 



0006240390 

90-390 

a 
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AUTHOR 

/HFFlt-lAnON 


'lar^tlon. Drllllnft Co <■ Inc 


^ H umv 


GervUfl Co 
^rumont*! Inc 


L t aht Co 

^Ic Intiarat^ Oroup 


ACCEGSIDW 

i'lUMRER 

SUBJECT 

CATEGOftV 

B006240390 

30-390 

S 

8006240396* 

50-327 

G 

0006240397* 

30-390 

S 

0006240397* 

50-390 

S 

0006240405 

30-439 

A 

G006240410 

50-327 

8 

BOO 62404 12 

SO -327 

0 

8006240420* 

50-327 

G 

B006240423* 

90-327 

8 

8006240425 

30-327 

£ 

8006240433* 

30-327 

S 

8006240453 

50-390 

B 

8006240472 

30-327 

P 

□006240499 

50-296 

B 

B006240509* 

50-296 

8 

BO 06250033 

70-2910 


Q0062S0062 

30-391 

A 

GO 06250062 

50-391 

A 

0OO625OO6S* 

30-391 

A 

GQ062SO065* 

50-391 

A 

0006250144* 

50-259 

0 

B00625019G 

50-390 

S 

0006250198 

90-390 

a 

0006250227 

90-438 

s 

0006250227 

30-430 

a 

8006230230* 

30-438 

a 

G006250230* 

50-438 

a 

0006230234 

50-390 

a 

0006230234 

50-390 

a 

0006230252 

50-933 

0 

0006250252 

90-933 

0 

8006250256 

50-910 

a 

8006250257 

50-993 

8 

0006250257 

50-953 

8 

8006250261* 

90-953 

8 

0006250261* 

50-553 

8 

B006250275 

90-910 

0 

0006290275 

90-918 

8 

Q006290275 

90-918 

8 

Q006350281* 

90-918 

8 

Q006230281* 

90-918 

0 

0006290201 * 

30-910 

8 

8006250201* 

90-910 

8 

8006290337 

REOCD 


Q006260160 

90-327 

S 

0006260160 

50-327 

6 

8006260162* 

90-327 

8 

8006260162* 

90-327 

8 

8006260164 

30-327 

F 

0006260 1 69* 

50-327 

F 

8006260165* 

90-327 

F 

0006270197* 

90-430 

Q 

0006270206 

90-390 

0 

GOO 6 270269 

90-299 

P 

GOO 6 300220 

90-299 

Q 

0086300220 

90-299 

Q 

GOO63OQ240 

90-327 

P 

G006300297* 

90-327 

P 

8006300387 

90-327 

P 

0006000391 

50-390 

A 

6006300391 

90-390 

A 

0006300430 

90-328 

P 

0006300497* 

State ProB 

G006300516 

90-327 

8 

0006300523* 

50-327 

8 

8006260166* 

SO-327 

F 

0006020034 

40-0693 


0006020037* 

40-0693 


8006050920 

40-8720 


8006090004 

40-0693 


8006110348 

40-0720 


0006110359 

40-8720 


8006020934* 

90-120 

0 

0006230152* 

90-120 

Q 

8006230420 

90-120 

a 

0006110202* 

90-445 

M 

0006050070* 

70-33 


0006110152* 

90-367 

R 

0006200149 

70-33 


8006300011 

70-33 


8006110202* 

90-445 

n 

B006 110346 

90-466 

0 

8006120167 

FOIA 


0006160028 

90-466 

0 

8006160029* 

50-466 

0 


AUr^lDR 

AFFlLlATIOt^ 

Tsids Utilities Co 

Te«as Utilities Ge-nerating Co 


Tciast State of 

T< lat-Loulf iana Electric Cooperative, fnc 
The Southern Co 

Three Mile Island Alert 


Toledo Edifton Co 


Trenecomeiii Inc 
Trensnucleer* Inc 


Tr enipor tat 1 on. Dep t of 
Tubeco. Inc 


ACCESS I OM 
nUMIQER 


SOOii 180013 
800605056 1» 
0006060541 
80060501 1 3» 
8006050113* 

8006060347 

8006060570 

0006090140 

Q006090175 

8006090584* 

8006090584* 
80061 10302 
8006110454 
8006120052 
00 06 I 202 45* 

8006120398 

Q006170141* 

B006170157* 

8006180118 

8006190063 

8006190458 

8006190740 

8006230115 

8006230156 

8006240242 

8006060353 
80 06090 0B3* 
8006110371 
8006250193 
8006170314* 

8006060309 

8006120085 

8006120330 

6006120335 

8006160151 

0006190620 

0006020119 

0006020495 

8006030210 

3006030311 

3006030313* 

8006030372 

0006030377* 

3006050522 

9006050527 

0006060303 
8006090554 
0006120192 
G006 120343 
8006120344* 

8006120349 

8006120347* 

8006120350 

0006120352* 

8006120354 

8006120357* 

8006130274 

8006130273* 

8006I600B2 

8006160085* 

8006170351 

B0061703S4* 

8006170456 

8006170463* 

8006170472* 

8006200379 
8006230 1 1 0 
8006230201 
B006230460 
B006240494 

8006250059* 

8005080933 

8005080537* 

8006030099 

8006030063* 

8006120420 

8006120424* 

8006120497 

8006120900* 

8006120302* 

8006260019 

8006260022* 

8006160169 

8006190356* 

8006190370* 


SUDJECT 

CATEGORY 


50-466 0 

90-445 H 
50-445 M 
50-445 Q 
30-445 0 

30-445 Q 
50-445 S 
90-445 Q 
50-445 H 
50-445 0 

50-44 5 0 

50-445 M 
PH 

50-445 M 
50-445 Q 

SO-445 T 

PRH 

PRM 

50-44 5 0 

30-44 S Q 

50-44 5 A 

30-4 4 5 0 

30-44 5 Q 

50-44 5 B 

30-445 8 

PR 

30-466 0 

30-443 H 
30-445 M 
50-321 I 

50-209 0 

30-2Q9 0 

50-289 0 

50-209 0 

50-289 0 

50-239 O 
SO-346 P 
71-90BI 
50-346 0 

50-346 R 

50-346 R 
30-346 9 

50-346 9 

50-346 0 

50-346 a 

50-346 F 
71-6144 
71-9094 
50-346 Q 
50-346 a 

50-346 9 

50-346 9 

50-346 9 

50-346 B 
50-346 9 

50-346 S 
50-346 R 
50-346 R 
50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 P 
50-346 P 
50-346 P 

50-346 0 

50-275 A 
50-346 Q 
90-346 P 
50-346 P 

CGMTRACr 

71-9019 

71-9015 

XPORTHC 

XPORTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

NUREO 

□6999 

QA999 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIQIs' 

ACCESSION 

NUMBER 

SUBJECT 

C4TEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

Tuomegp Latham f Schmitt 

8006190570 

50-322 

0 


9006050341* 

50-339 

P 

US Radiuffi, Corp 

80D6300296 

XPCRTLIC 



8006030391 

50-339 

B 

Union 76 minerals Ciploration Co 

8006270263 

40-0584 



6006060407 

50-330 

8 

Union Cartidie Corp 

B006040095» 

71-9B53 



8006060410* 

50-330 

8 


8006040099 • 

71-9853 



B006090292 

50-330 

R 


8006040 102« 

71-9853 



8006090253* 

50-330 

R 


8006040105* 

71-9093 



0006090341 

50-339 

P 


8006040107* 

71-9053 



0006090399 

50-330 

8 


8006040109* 

71-9853 



B006090361* 

50-330 

S 


□006160203 

ACRS 



8006090398 

50-200 

Q 


8006180218 

XPORTLIC 



8006110005 

50-330 

F 


B006200262 

50-54 

S 


0006110005 

50-330 

F 


8006230021 

70-607 



0006110007* 

50-330 

F 


8006230709 

XPORTLIC 



0006110007* 

50-330 

F 

Union Ele-ctrU Co 

0006090531 

PR 



8006110063 

90-200 

P 


8006110240 

30-403 

H 


8006110063 

50-280 

P 


8006170260 

50-483 

A 


0(306110063 

50-200 

P 


8006230069* 

50-403 

Q 


0006110063 

50-200 

P 


8006240441 

50-403 

S 


0006110206 

50-201 

5 

Union Minerals 

8006020533 

40-B9Q4 



0006110252 

50-339 

8 


Q0060401B3 

40-8584 



8006110297* 

50-339 

8 


8006060009* 

40-0340 



6006110265* 

90-201 

0 


8006(60208 

4O-05B4 



8006110324 

90-200 

s 

Union of Concerned Scientists 

8006040047 

50-320 

P 


8006110324 

50-200 

s 


8006110370 

50-289 

0 


80061 10324 

50-280 

s 


8006110380* 

50-209 

0 


8006110324 

90-280 

s 


B006I 10465 

PR 



0006120301 

50-333 

R 


8006120371 

50-289 

0 


0006120301 

50-338 

R 


8006120331 

50-209 

0 


0006120304* 

90-338 

R 


6006240483 

50-247 

0 


0006120319 

90-200 

8 


6006260188* 

50-247 

0 


8006120323* 

90-200 

B 

United Engineers ti Constructors. Inc 

8006020019 

90-443 

B 


6006120328* 

90-200 

B 

(subs of Raytheon Co ) 





8006120331 

90-330 

B 


8006020092 

50-460 

S 


8006120333* 

90-330 

B 


6006160372 

90-443 

B 


8006120336 

50-281 

B 

United Nuclear Corp 

0006190739* 

70-020 











B006120339* 

50-281 

S 

United Nuclear Corp < UNC Recovery 

6006030102 

PR 



8006120341* 

90-201 

9 

Sgstem .1 Div 





8006120359 

90-330 

0 


8006160374 

70-820 



8006120362* 

50-330 

S 


6006240231 

70-820 



8006120378 

30-339 

P 


0006250016 

70-820 







60062S0130 

40-872B 



8006120306 

50-330 

a 






6006120386 

90-330 

Q 


8006250193 

70-820 



8006120300 

90-339 

p 

United Nuclear Corp .Naval Products Oiv 

9006060158 

70-371 



6006120392 

90-339 

p 


8006060160* 

70-371 



8006120395 

50-339 

p 


9006110466 

PR 






Utahi State of 

6006200389 

40-0681 



8006130174 

90-338 

3 






0006130174 

50-330 

a 

Valentine B Ueale 

B006180429 

50-330 

0 


0006130297 

90-200 

p 

Vermont Yankee Nuclear Powei Corp 

B006020274 

90-271 

P 


0006130297 

90-200 

p 


6006030314 

50-271 

P 


8006130299* 

90-200 

p 


BO 06030329 

50-271 

s 






BO 06030333* 

50-271 

6 


8006130299* 

90-200 

p 






0006130334 

90-200 

p 


6006030468 

50-271 

P 


0006130334 

90-280 

p 


6006060511 

90-271 

Q 


0006130334 

50-290 

p 


00061 10018 

50-271 

Q 


8006130334 

50-280 

p 


6006170948 

50-271 

P 






B0061705B9 

50-271 

a 


0006160053 

50-339 

s 






0006160096* 

90-339 

8 


0006170999* 

50-271 

s 


0006160076 

50-339 

S 


G006170645 

50-271 

R 


□006160079* 

90-339 

8 


BO 06 170649* 

50-271 

R 


0006170513 

90-280 

R 


8006200492 

50-271 

J 






6006200501 

50-271 

0 


8006170513 

90-200 

R 






8006170917* 

90-200 

R 


0006260370* 

50-271 

0 


8006170518 

90-339 

E 


GO 06270 192 

50-271 

p 


8006170580 

90-339 

3 

Vermont. State of 

0006170345 

PR 



0006170507* 

90-339 

0 

Virginia Electric ^ Power Co 

0006020173 

30-280 

p 






GO 060201 73 

50-280 

p 


0006170611 

50-339 

P 






8006170619* 

90-339 

P 


0(^06020277 

50-404 

0 


8006170621* 

90-339 

P 


0006030016 

50-330 

F 


8006170626* 

50-339 

P 


80-06030016 

50-338 

F 


0006170633* 

90-339 

P 


0006030336 

50-200 

8 






8006030340* 

50-200 

8 


8006170643 

50-330 

8 






0006170650* 

90-338 

8 


8006030396* 

50-280 

8 


0006170653 

90-200 

S 


B006040I74 

90-280 

F 


8006170662* 

50-200 

8 


G 00605 0223 

50-338 

P 


8006170694 

50-339 

S 


H0060S0227* 

50-338 

P 






9006050304 

50-333 

S 


8006170699 

50-200 

P 






0006170699 

50-200 

P 


8006050308* 

50-330 

8 


0006170701* 

50-339 

a 


8006050323 

50-200 

F 


0006180470 

50-280 

a 


6006050323 

50-280 

F 


8006100476* 

90-200 

a 


8006050329 

90-339 

P 






G0060S0330* 

90-339 

P 


8006180532 

90-339 

p 






8006190463 

90-339 

p 


0006050333* 

90-339 

P 


0006190549 

50-200 

p 


6006050336* 

50-339 

P 


8006190545 

90-200 

p 


6006090339* 

90-339 

P 


0006190562 

50-200 

p 
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AUTHOR ACCESS I GN 

ArFJLlATlON NUMDER 

SUBJECT 

CATEGORY 


AUrHQR 

AFFILIATION 

ACCESS I QM 
nUMBER 
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CATEGORY 

80061905&2 

50-280 

P 



8006300S09* 

30-339 F 

800A2004BO 

50-339 

P 



8006300512* 

30-339 F 

800620060-1 

50-280 

0 



RO 063 006 7 3 

90-280 ( 

8006200604 

50-280 

Q 



8006300673 

50-280 C 

8006200604 

50-280 

0 


Virginia Tech 

8006270038 

NUREO 

8006230189* 

50-280 

Q 


Virginiai Sta<;s oF 

8006110060 

PR 

8006230417 

50-339 

8 



8006 1 70B28 

PRH 

80062304 1B« 

50-339 

8 


Vlrginl^i Unxv of 

8006300102 

MUREO 

B006230442 

50-339 

S 


U A Uahler % AssociatcSr Inc 

B006160225 

WASTE MOT 

0006230444 

30-338 

S 



8006160229* 

WASTE MOT 

B006230444 

30-338 

S 


Walter Kidde F< Co > Inc . fenualf Inc 

8006170781 

PR 

B006230447* 

50-339 

8 


Washington Public Power Supplg System 

8006030464 

50-460 f 

B006230494 

50-339 

8 



0006050358 

50-460 f 

8006230499 

50-280 

6 



8006050540 

50-397 f 

8006230499 

50-280 

8 



0006060480 

50-397 G 

8006230499 

50-280 

S 



8006090404* 

50-460 G 

BD06230499 

50-280 

8 



8006090414* 

50-460 G 

8006230500* 

50-339 

8 



0006110135 

50-397 « 

8006230503 

30-338 

8 



0006110139* 

50-397 H 

8006230507 

30-280 

P 



0006110278 

50-397 A 

B006230509* 

50-338 

0 



0006130305 

50-397 A 

8006230516 

30-338 

8 



8006170141* 

PRM 

8006230524* 

30-338 

6 



0006170157* 

PR+1 

8006230534 

50-339 

S 



0006170509 

50-397 K 

0006230539* 

30-339 

8 



8006240404 

50-397 F 

8006230544 

50-339 

8 



8006240408* 

50-397 F 

8006230551* 

50-339 

6 



8006240413* 

50-397 F 

8006240238 

50-280 

Q 



8006240413* 

50-397 F 

8006240238 

50-280 

Q 



8006240418* 

50-397 F 

8006240238 

50-280 

Q 



B00624041S* 

SO -397 F 

8006240283 

50-281 

G 



8006270324 

50-460 F 

8006240356 

50-280 

G 



8006270326* 

50-460 F 

8006240356 

50-280 

Q 



8006300381 

50-397 A 

8006240427 

30-280 

S 


Washington State Univ 

0006060311 

50-27 P 

8006240434* 

50-280 

B 


Washington Univ 

8006290090* 

CONTRACT 

8006240469 

50-330 

F 


Weschester CountgjNY 

8006120403 

FOIA 

8006240469 

50-330 

F 


West Texas Legal Services 

8006090005 

50-445 Q 

8006240478* 

50-330 

F 



S006090005 

50-445 G 

0006240478* 

50-330 

F 



8006090007 

50-445 Q 

0006240484 

50-280 

Q 



8006090007 

50-445 0 

0006240404 

50-280 

Q 


West Virginia Univ 

8006030341 

50-129 R 

G006250099* 

50-280 

G 


Western Nucleari tnc Isubs of Phelps 

0006030340 

40-1162 

8006250120 

50-339 

P 


Dodge Corp ) 



8006250128 

30-339 

P 



8006110089 

40-1 162 

8006250129* 

50-339 

P 



0006240305 

40-1 162 






8006240306* 

40-1 162 

8006250132 

50-339 

Q 





8006250139 

50-338 

P 


Westlnghouse Electric Corp 

8003280527 

50-232 P 

8006250289 

50-339 

P 



9009120001 

71-9450 

8006250298* 

30-339 

P 



8005120010* 

71-5450 

8006260183 

50-330 

F 



8006040223 

TOPREP 






8006060150 

PR 

8006260183 

50-330 

F 





8006260184* 

30-330 

F 



8006060372 

TOPREP 

8006260184* 

50-338 

F 



8006090179 

XPORTUIC 

8006270236 

50-339 

B 



8006120252 

XPORTLIC 

8006270241* 

50-339 

8 



8006120258* 

XPORTLIC 






8006120349 

50-445 A 

8006270262 

30-338 

8 





8006270265* 

50-339 

8 



8006120404 

50-3 P 

8006270270 

50-339 

8 



0006120439 

XPOR TLIC 

8006270275* 

30-339 

B 



0006120442 

XPORTLIC 

8006270279 

50-280 

B 



8006120446* 

XPORTLIC 






Q0061 20449 

XPORTLIC 

8006270287* 

50-200 

6 





8006270292 

50-281 

8 



0006120450* 

XPORTLIC 

8006270294* 

50-200 

8 



B00612O452 

70-2342 

8006270302* 

50-281 

8 



B006120532 

XPORTLIC 

8006270310 

50-330 

8 



8006130320 

TOPREP 






0006160217 

70-698 

8006270315* 

30-330 

9 





0006300235 

50-280 

Q 



0006170358 

TOPREP 

8006300235 

50-200 

Q 



0006170360* 

TOPREP 

8006300235 

50-280 

0 



0006170466* 

50-247 P 

8006300235 

50-280 

0 



0006180002* 

70-1151 






0006180404* 

50-393 8 

8006300253 

50-280 

Q 





8006300253 

50-280 

G 



0006180540 

RES 

8006300253 

50-280 

Q 



0006190139 

70-1143 

S006300349 

30-200 

Q 



0006200007* 

70-1151 

8006300349 

50-280 

Q 



0006200101 

70-690 






0006200107* 

70-698 

8006300349 

50-280 

0 





8006300388 

50-280 

P 



0006200120 

70-1143 

8006300388 

50-280 

P 



0006200576 

70-1143 

0006300388 

50-200 

P 



0006200591 

70-2909 

8006300388 

50-200 

P 



0006200992 

70-1143 






0006230304 

70-1143 

0006300456 

50-200 

P 





8006300456 

50-200 

P 



0OO623O3OB* 

70-1 143 

8006300456 

50-200 

P 



0006240101* 

QA999 

8006300501 

50-339 

P 



0006290021 

70-1 151 

8006300307* 

30-339 

P 



0006290050 

70-1151 
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ACCESSION 

NUMBER 
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CATEGORY 


00062501 17« 

QA999 



8006250189 

50-305 

Q 


0006260010 

XPORTUIC 

Uisconsln's Environmental Decade 

□006030299 

50-266 

0 


BOD6260044 

XPQRTLIC 

Nistpnsloi State of 

8006160094 

50-409 

D 

W«st inghouse Electric Carp . Nuclear 

B005120006* 

71-5450 






Eriergy S'yetemi 





8006250049* 

CONTRACT 



BOOS 120009* 

71-3450 



8006260193 

50-409 

D 





Wise/ W C 

8006240137 

50-250 

M 


0005120014* 

71-5450 


Wolverine Electric Cooperative 

8006170407* 

50-341 

I 


B006050032* 

50-244 

8 

Woodward-C lijde Consultants/ Inc 

80061100394 

50-361 

G 


0006090396* 

50-280 

0 





Wo4tlni}hous0 Electric Corp . PWR Si/stems 

0006040087 

XPORTUIC 



8006110041* 

50-361 

0 

Dlv 





8006180936* 

50-3 

R 


8006160127 

TOPREP 


Worsham. Forsgthe & Sampels 

B006050561* 

90-445 

M 






8006 110302 

50-445 

M 


0006170666 

TQPREP 


Ugomlng Mineral Corp 

8006050164 

40-8902 



B006250162 

70-2909 







0006300017 

70-1151 



80060501684 

40-8502 



8006300292 

70-1151 



8006050172* 

40-0502 


WestinghousB □pet'ating Plants Owners 

8006030596 

NUREG 



8006050444 

40-8502 


Oraup 





80060504484 

40-8302 







8006060431 

40-0502 


VJidoffi n«ageri 5«11touiltr U Adler 

8006060388 

50-289 

0 






B0061200B9 

50-289 

G 


8006090008 

40-8902 



0006120330 

50-289 

0 


0006090075 

PR 



8006120335 

50-209 

0 


8006120163 . 

40-8902 



6006160151 

50-209 

0 


8006120173* 

40-8302 







8006120191 

PR 



8006190620 

50-209 

0 





Uilllatn PoLPell Co 

6006060213* 

QA999 



6006180282 

40-8902 


Wl'ic<>n«lti Electric Power Co 

B006030344 

50-266 

P 

Wvoining Outdoor Council 

8006340451 

40-1162 



8006030344 

50-266 

P 


8006240459* 

40-1162 



8006040060 

50-266 

P 

Wyoming/ State of 

8006040076 

40-1162 







8006040257 

40-1162 



3006050034 

50-266 

Q 


8006060155 

40-0748 



8006050034 

50-266 

Q 


8006120504 

40-8902 



3006110129 

50-266 

P 






8006110129 

50-266 

P 


8006170793 

40-1162 



8006110149 

50-266 

8 


8006190051 

40-8340 







8006230111 

40-0902 



8006110161* 

50-266 

8 


8006300118 

40-9902 



8006110271 

50-266 

V 


8006300660 

40-1162 



8006110271 

50-266 

V 






8006110279 

50-266 

P 

Yale Univ 

8006110481 

PR 



8006160092 

50-301 

Q 

Yankee Atomic Electric Co 

8006030028 

90-29 

F 






8006030367 

90-29 

P 


8006170399 

30-266 

G 


8006080283 

30-29 

Q 


8006170473 

50-266 

R 


8006050283 

90-29 

8 


8006170477* 

50-266 

R 






80061704774 

50-266 

R 


80060S0283 

50-29 

Q 


80061805584 

50-266 

P 


8006060469 

90-29 

Q 






8006060469 

50-29 

Q 


8006190650 

50-266 

Q 


8006060469 

50-29 

Q 


8006190650 

50-266 

0 


8006060503 

50-29 

0 


8006200460 

50-266 

P 






80062005474 

30-266 

Q 


8006060506* 

50-29 

Q 


8006200547# 

50-266 

Q 


8006090260 

90-29 

P 






8006090450 

90-271 

0 


8006230110 

30-275 

A 


8006110029* 

90-271 

0 


8006300262 

80-266 

0 


8006110177 

90-29 

p 


8006300262 

50-266 

Q 






8006300452 

50-266 

F 


8006110167* 

90-29 

p 

Uliconsin Public Service Corp 

8006160095 

50-305 

R 


8006170236 

90-29 

p 






8006170636 

90-29 

R 


8006160099* 

30-305 

R 


8006170630* 

50-29 

R 


8006170426 

50-305 

P 


8006230576 

90-29 

F 


8006200465 

50-305 

8 






8006200469* 

50-305 

8 


8006240590 

90-29 

Q 


8006200473* 

50-305 

8 

York/ PA 

00061203224 

80-209 

F 





Zimmer Area Citiien* - Zimmer Area 

8006060371 

90-388 

0 


8006240299 

50-305 

Q 

Citliene of KY 





8006240493 

50-305 

P 


8006130021 

30-358 

0 



REPORT NUMBER INDEX 


The subject category cotumn in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 60-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for non docketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and Hated In the Contents 


REPORT 

NUMBER 


AGCE8B1DN 

NUMBER 

OUBJECT OTHER REPORT 

CATEOORV NUMBER 

800^6000? 


9006260009 

50-295 

P E00-CAAP-5i56 

«>06a60019 


0006260019 

REO 

EOO-TFBP-9060 

aoo6a&ooso 


9006260020 

REO 

EOO-aEMl-9121 

aoo&s&oos9 


9006260025 

REO 

6NL-NURC0-27817 

e00&360031 


9006260031 

REO 

EOO-CAAP-9114 

0006S60039 


9006260039 

REO 

EOO-CAAP-9162 

000^60037 


9006260037 

REO 

E00-L0FT-&i69 

000626003? 


0006260039 

REO 

EOO-8EM 1-9047 

0006260042 


8006260042 

REO 

E00-8EMI-309O 

B006260046 


8006260046 

RES 

EOO-0EMI-9O99 

0006260429 


8006260429 

RE8 


00062>007e 


9006270070 

REO 

ORNL/HAeRD-78 

B006300171 


8006300171 

RE8 


0006300103 


8006300183 

RES 


000630010? 


0006300109 

RE8 


9006300204 


0006300204 

RES 


9006300211 


0006300811 

REO 


9006300219 


9006300219 

RES 


8006300219 


9006300219 

RES 


9006300334 


9006300234 

RE6 


0006300399 


9006300298 

REO 

UC-70 

0006300301 


0006300301 

REB 

1.0-00-79-108 

S006300499 


0006300499 

REO 

EEO-CAAP-9134 

0006300900 


0006300500 

REB 

ORNl,/HABRO-70 

0006300974 


0006300974 

50-869 

P E00-EA'’9164 

0006300999 


0006300590 

REO 

ORNU/FTR-843 

91A0632 R1 


0006 180 1094» 

50-282 

P 

eiA0623 Ri 


0006180101 

90-298 

P 

AIF/NEBP-010 


8006270033« 

PR 


ANL/RAO/UWR BO-2 

0006040093 

ORO 


BAN- 1067 


00061 10005* 

90-308 

P 

BAU-3B1 


80061001694 

70-824 


BAH-301 


00061001694 

70-824 


BAM-SOl RIO 


8006200169# 

70-824 


BAH-391 Rll 


00062502114 

70-824 


BAH-aei R12 


90062700714 

70-824 

16514 

BAN'301 R6 


00062001724 

70-884 


CEN-182CF> 


80060603194 

90-339 

P 

CEN-123<F>-NP 

PTl 

90060603214 

90-335 

P 

CEN-123(F>-NP 

PT2 

00060603264 

50-335 

P 

CEN-IOOID-NP 

PT3 

80060603294 

50-335 

P 

CEN-126(F)-NP 


80060603154 

50-339 

P 

CEN-12?<M)-NP 


00062004264 

90-309 

P 

CEN-131<M)-NP 


80062004204 

50-309 

P 

DOE/Nte-0003<'l 


8006160214 

ORO 


DOE/Ne-0003/2 


80061602184 

ORO 


DOE/NE-0003/3 


80061602214 

ORO 


OOE/NE-0003/4 


00061602224 

ORO 


OOE/NE-0003/9 


80061602264 

ORO 


DOE/NE-0003/6 


80061602894 

ORO 


DOe/NE-0003/7 


00061602304 

ORO 


£001183-413? 


00061300404 

50-266 

P UCRU-19t06 

F-C 9199-1 


80060300404 

90-293 

F 

F-C9199-2 


00060300434 

90-293 

F 

F-C 9 199-3 


0006030047# 

90-293 

F 


An asterisk following the accession number In this index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index entitled ''Cross Reference of Enclosures to Principal 
Documents/' 


REPORT 

NUMBER 

ACCEbSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

8006080138 

0006020138 

RES 


LTR 1111-62 

8006080141 

0006020141 

RE8 


UTR LO- 07-00- 13 

8006020144 

8006020144 

RES 


LTR 1111-69 

9006020184 

8006020104 

RES 


LO-07-80-130 

8006020109 

8006020109 

RES 


MC B0-O9-O9-1-R 

B0060204B1 

8006020491 

RES 


LTR 20-69 

8006080903 

0006020903 

RES 


LO-07-79-129 

8006020939 

8006020939 

RES 


EOO-EA-9150 

8006020946 

0006020946 

RES 


VBR-99-80 

8006020992 

0006020992 

REB 


E00-CAAP-514O 

8006020961 

8006020961 

RE0 


LO-OO-fi — 114 

8006020969 

8006020968 

RES 


LTR-14t-llB 

8006120193 

8006120193 

RE9 



9006120247 

8006120247 

RES 



0006120903 

8006120903 

50-324 

P 

E00-EA-Si09 

8006130360 

8006130360 

RE8 



8006130383 

8006130383 

RES 


ORNL/EO/EI9-12S 

8006130390 

9006130390 

REB 


OR NL/MC D/NEE B-S 

0006130393 

8006130393 

RES 



8006160174 

8006160174 

REB 


ORNL/C8D/INF-80 

8006170330 

8006170330 

RES 



0006170705 

8006170709 

REB 



0006170708 

8006170708 

RES 



8006170716 

8006170716 

REO 



8006170721 

8006170721 

REB 



0006180026 

8006180026 

REO 


EOO-CAAP-9132 

0006180038 

8006180038 

REB 


EOO-Tf BP-5146 

8006180097 

8006180097 

RES 


EOO-8EM1-9137 

0006180261 

8006180261 

RES 


BNL-NUREO-26297 

0006180267 

8006180267 

REO 



0006180306 

8006180306 

RES 


EOO-8EM1-9139 

8006180940 

8006180940 

RES 



0006190049 

8006190045 

RES 


OftNL/EO/EIfl-129 

8006190060 

8006190060 

REB 


ORNL/ED^BAS-ao/ 

8006190070 

8006190070 

RES 


BNL-NUfi £0-27 581 

0006190079 

9006190079 

REB 


BNL-NURE0-275B0 

8006190689 

8006190695 

RES 


EOO-CDAP-5149 

8006200014 

800620001 4 

REB 


BNL-NUREO-27961 

9006200017 

8006200017 

RES 



8006200021 

8006200021 

RE8 


DRNL/HA8RD-79 

8006200022 

8006200022 

RES 



0006200023 

8006200023 

RES 


QRNt/HA8R0-8O 

0006200025 

0006200025 

RES 



8006200026 

0006200026 

RES 



B006200027 

8006200027 

RES 



0006200031 

BD06200031 

REB 



0006200041 

8006200041 

RES 


EOO/TFBP-9026 

0006200047 

0006200047 

50-290 

P 

EOO-EA-5194 

8006230096 

9006230096 

RES 



0006290338 

0006290338 

RES 



0006290342 

0006290342 

RES 



0006290345 

8006290349 

RES 


ORNU/HA8RD-77 

8006250349 

0006250349 

RES 



0006290392 

0006250352 

RES 



8006260004 

8006260004 

90-28? 

P 

E00-EA-5i67 


399 


400 


REPORT NUMBER INDEX 


REPORT 

NUMBER 


ACCESSION 

NUMaER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

REPORT 

NUMGER 

ACCESBIUN 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

0eK-72aB 1 


0006060590* 

30-333 

0 

NUREO/CR-1231 

9006270002 

NUREO 



MAC “E ”801 


0006160167* 

71-6698 

16397 

NUREO/CR-1337 

0006200378 

NUREO 


9AND79-2143 

NEDQ“ 10084-5 VI 

S006060074* 

71-9001 

16333 

NUREO/CR-1239 

8006200519 

NUREO 


ORNL/NUREO/TM-2 

NEDD-100B4-S 

V2 

0006060078* 

71-9001 


NURE0/CR-i242 

8006300085 

NUREO 


OnNL/NUREO/TM-3 

NeDO-11277 


0006130015* 

70-1007 

74NED7 











NURE0/Cft“124a 

0006300069 

NUREO 


ORNL/NUREO/TM-3 

NED0-24a39 


8006020243* 

50-325 

p eoNEoass 

NUREO /CR- 1263 

0006270344 

NUREO 



NEDO-24239 


0006260099* 

TOPREP 


NUaE0/CR-l264 

0006260049 

NUREO 


BMI-2041 

NJ^S-lOOl 


0006040221* 

50-269 

P 

NURE0/CR-t276 

8OO62OO50B 

NUREO 


OHNL/NUREO/TDMC 

NUREO-0254 


8006300999 

50-368 

D 

NURE0/CR-12B3 

8006860045 

NUREO 


PNU-3269 

NUREO-02541 


8006270060 

NUREO 

NRC-13 











NUREO/CR-1207 

0006160141 

NUREO 


SAND79-2411 

NyREO-02B2 


0006300102 

NUREO 


NUREO/Cft-1305 

0006200331 

NUREO 


ORNL/NUREO/TM-3 

MUREO-0255 


0006270040 

50-382 

D 

NURE0/CR-131S 

0006300198 

NUREO 


UCRL-32740 

KURe0~0-286 


0006300130 

NUREO 


NUREO/CR-1321 

0006040096 

NUREO 


SAND 80-0394 

NUREO-0303 


8006300122 

NUREO 


NUREO /CR- 1331 

8006270049 

NUREO 


EOO-EA-9079 

NUREO-0307 


0006270097 

NUREO 

NRC-5 











NURE0/CR-t343 

9006230011 

NUREO 


SANDaO -0276 

NUREO-oaSO 


0006300091 

NUREO 


NUREO/CR-1334 

9006270073 

NUREO 


UFL/C0EL/TR/03B 

NUREO-0322 


8006270026 

NUREO 


NURE0/C«-i36a VI 

8006300306 

NUREO 


EOO-EA-8125 

NUREiO-0347 Bl 


8006300595 

50-566 

E 

NUREO /CR- 1363 V2 

8006300914* 

NUREO 


EOO-EA-5129 

NUREO-0300 V4 

NQ5 

9006160146 

NUREO 


NUREO/CR-1363 V2 0-Y 

8006300520* 

NUREO 


EOO-EA-9125 

NURE0-042S B3 


9006190049 

30-369 

E 











NUREO/CR-1368 

»OO6200946 

NUREO 


3AND0O-7O93 

NUREO-OIGB VI 

Na4 

9006260424 

NUREO 


NUREO/CR-1369 

8006270349 

NUREO 


3AND80-7054 

NUSEO-0442 


8006300027 

NUREO 


NURE0/CR-13B9 

0006200963 

NUREO 



NUREO-0472 


B0060205S9* 

50-806 

P 

NUREO/CR-1390 

8006200593 

NUREO 



NURE0-04G4 R1 


9006090522 

NUREO 


NUREO/CR-1392 

8006040091 

NUREO 


BMl-2049 

NUReO-0494 


8006270093 

40-0681 












NURE0/CR-I397 

BD06200535 

NUREO 



NURE0-06&O Vi 


0006040101 

NUREO 


NURE0/CR-14ia 

9006260043 

NUREO 


ANL/EB-QB 

N0RE0-066e 


9006300247 

NUREO 


NUREO/CR-1488 

8006120476 

NUREO 


ANL-CT-aO-lB 

NURE0-O66B 


9006300296 

NUREO 


NURE0/CR-I4a9 

8006200983 

NUREO 



HUREO-O&A0 


8006270003 

NUREO 


NUREO /CR- 1430 

9006200342 

NUREO 


EOO-2033 

NUREO-0674 


9006200597 

NUREO 












NUREO/CR-1446 

0006270401 

NUREO 



NUREO-OAGO 


9006260060* 

50-209 

P 

NUREO/CR-1452 

8006090446 

NUREO 


PNL-3364 

NURE0-0£>G1 


8006300187 

50-320 

P 

NURE0/CR“t455 

0006020543 

NUREO 



NUREO-0686 


8006160199* 

50-10 

D 

NUREO/Cn-1462 

6006Q90502 

NUREO 


PNL-33Q6 

NUREO-0694 


9006200054 

NUREO 


QRNt/OEPA-4 

8006300299 

PR 


UC-70 

NVRE0-0A95 


0006260423 

70-1308 












RlL-090 

B0062S0365 

RES 



NURe0-7S/097 03 9 6 

80060901 19 

NUREO 

P8RP-3 9 6 Ra 

6ecV-77-a03A 

6006030110 

8ECY 



NUREO/CP-OOli 


8006240099 

PR 


8ECY-70-i42 

9006020583 

9ECY 



NUREO/CR-O5B0 


8006260038 

NUREO 

PNL-2709 

8ECY-78-365 

8006090436* 

CONTRACT 



NUREO/CR-OMl 


0006090514 

NUREO 

8AND78-0O34 

BECY-79-038A 

0006020351 

8ECV 



NUREO/CR-o&ya 

VI 

9006250171 

NUREO 












8ECY-80-138C 

0006020232 

50-320 

P 


NURED/CR-0808 


G0060S0937 

NUREO 

PNL-2795 

8ECY-0O-132D 

0006240034 

50-320 

P 


NllREO/CR-0927 


9006270362 

NUREO 

PNL-SOai 

BECY-80-169 

0006190127 

BECY 



NURE0/CR-0B49 

VI 

9006260053 

NUREO 

UCRL-5a7 15-79-1 

BECV-8O-102E 

8006100132* 

50-247 

T 


WRE0yCft-0e49 

V4 

8006040098 

NUREO 

UCRL-5a7 15-79-4 

8ECY-80-202 

9006800340* 

lOCFR 



flUReO/CR-0930 

va 

8006870398 

NUREO 

UCRL/S2630 











8ECY-0O-2i4 

0006300575 

eecY 



MUREO/CR-1017 


9006200524 

NUREO 

MLM-2691 

8ecY-eo-2i9 

8006100117 

8BCY 



KlUREO/CR-lDSi 


8006200532 

NUREO 

PNL-3108 

8ECY-80-a35 

0006120425 

aecY 



NUflEO/CR-1077 


8006270022 

NUREO 

PNU-3156 

aECY-80-230 

0006120360 

SECY 



NURE0/^CR-JO78 


8006260421 

NUREO 


8ECY-aO-238B 

8006120460 

BECY 



KUREO/GR-IOBO 


0006270015 

NUREO 

E00-a003 











6ECY-80-247 

0006040250 

70-2523 



NURE©/'CR“1091 


8006270031 

NUREO 

ORNL/NUREO/TM-3 

8ECY-0O-a63 

0006160207 

BECY 



NUREO/CR-1092 


6006300071 

NUREO 

ORNL/NUREO/TH-3 

BECY-ao-a71A 

8006250030* 

lOCFR 



NURE5/CR-iiil 


0006270065 

NUREO 

ORNL/NUREO/TI1-3 

aECY-80-a75 

0006300399* 

50-367 

0 


NURE07CR-IU4 


0006260286 

NUREO 

8AND79-2060 

18-3887-1 AUDI 

0006160000* 

50-329 

8 


HUREO/CR-1180 


0006300054 

NUREO 












rac -1 

0006230260* 

71-384 


16516 

NURtft/CR~l 120 

va 

8006170164 

NUREO 


fTC-0123 

0006020225* 

Bt«tt Prog 


NUREO/CR-1133 

APP 

8006300032 

40-665 

ANL/E8-01 

‘KID- 18604 

0006250092* 

50-282 

P 


KLIRE0/CR-il35 


8006120469 

NUREO 

QRNL-NUREO/TM-3 

4CAP-9638 

0006090396* 

50-200 

0 


NUREO/Cfl-1139 


8006270019 

NUREO 

PNL-a207 

4CAP-9663 

0006050032* 

90-244 

8 


NUHEO/CR-l 143 


8006870420 

NUREO 












WCAP-9726 

0006170360* 

TOPREP 


N8-TMA-2261 

WREO/CR-1154 

Vi MD2 

8006800608 

NUREO 

OEAP-21304-14 

XN-301»9C1 

0006300627* 

71-6581 


16996 

NUREQ/CR-il94 

VI N02 

8006270035 

NUREO 

OEAP-21304-14 

XN-58-01 

6006300623* 

71-65B1 


16596 

NUREO/CR-1159 


9006270044 

NUREO 

HEDL-TME 79^51 

XN-60l,825 0/M 

8006300628* 

71-6501 


16596 

NUREO/CR-I20i 


8006300127 

NUREO 


<N-NF-79-6{NP) 

0006250105* 

TOPREP 



KUREO/CR-12I7 


9006270039 

NUREO 












/AEC-iai6 

0006110029* 

90-271 

Q 

IEB-79-01B 

NURE0/CR-I2a9 


800AOAn04i 

NUREO 

nRKJt./NURE0/N9IG 

/AEC-1217 

0006110000* 

50-309 

0 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number In the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACcesaiON NuratEfi 


ENCLOaURE 

PRINCIPAL 

DOCUMENT 

DATE 

I88UED 

0UOJECT 

CATCOORY 

7903140333 

0004180014 

00/08/83 

FOIA 

7911190347 

7911190148 

79/10/30 

90-3 P 

BOOSlOOiai 

8003100174 

80/03/09 

lOCFR 

eoo4oioo<M> 

8004010004 

80/08/29 

90-899 P 

0004140190 

8004140104 

eo/03/is 

COHHIB810N 

0004140193 

0004140104 

80/03/18 

COMMISeiON 

0004140196 

8004140104 

80/03/18 

COMMIBSION 

8004140300 

8004140104 

80/03/18 

GOMMIBBION 

a0O4i403<» 

80041401B4 

80/03/18 

COMMIBBION 

8004140203 

8004140104 

80/03/18 

GOMMIBBION 

8004140304 

0004140104 

90/03/18 

COMMtSilON 

8004140309 

0004140186 

80/03/18 

GOMM19610N 

8004140318 

0004140184 

80/03/18 

COMMIBBION 

8004140310 

0004140184 

80/03/18 

G0MMI8810N 

8004140330 

0004140184 

80/03/18 

C0MM186I0N 

8004820343 

8004820889 

80/02/21 

71-9010 

0004830870 

8004830388 

80/02/81 

71-9010 

8004880377 

8004830288 

80/08/21 

71-9010 

0009070010 

0008070013 

80/03/24 

71--9007 

0009070033 

0009070013 

80/03/24 

71-9007 

8009070089 

8009070013 

80/03/24 

71-9007 

8008070038 

0009070013 

80/03/84 

71-9007 

8009070340 

8009070841 

80/03/17 

r 1-9079 

8009070374 

0008070841 

80/03/17 

71-9079 

8008070384 

8009070841 

80/03/17 

71-9079 

8009070894 

8009070861 

00/03/17 

71-9079 

8009070303 

0009070241 

80/03/17 

71-9079 

8009070314 

8008070361 

80/03/17 

71-9079 

8009070319 

0009070841 

80/03/17 

71-9079 

8009070944 

0009070940 

80/03/17 

71-9089 

0009080937 

9009080933 

80/04/09 

71-9019 

0009090049 

8009090097 

80/04/18 

40-8027 

0008180009 

8009180001 

80/04/02 

71-8490 

0009180004 

8009180001 

80/04/02 

71-9480 

8009130009 

8009180001 

80/04/08 

71-9450 

8009180014 

8009180001 

80/04/02 

71-9480 

8009130018 

8009180001 

80/04/02 

71-8480 

8008180182 

8009120101 

80/03/17 

71-9084 

8009130814 

9009130812 

80/04/28 

WASTE HOT 

8008130917 

8008130918 

80/04/28 

WASTE MOT 

8008130938 

0009130818 

80/04/28 

WASTE HOT 

8009800813 

0009800803 

80/04/28 

C0MHI88I0N 

8009810177 

0009810137 

80/08/09 

^-844 T 

800:»10tB7 

0009810137 

80/09/09 

80-944 T 

8009210208 

0009810137 

80/08/09 

80-944 T 

8008210808 

0009810137 

80/08/09 

80-944 T 

0008810317 

9009210137 

80/09/09 

80-946 T 

8009810440 

9009810494 

80/03/18 

71-9942 

8009810441 

0009210494 

80/03/18 

71-9942 

8009210448 

8009210494 

80/03/18 

71-9942 


The subject category column In this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed in the Contents. 


/ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IBBUEO 

SUBJECT 

CATEGORY 

8009210469 

0009210486 

00/03/18 

71-9942 


8009210472 

0009210496 

00/03/18 

71-9942 


8009210478 

6009210496 

eo/03/ie 

71-9942 


B0092 10479 

6009210496 

80/03/18 

71-9942 


8008210481 

6009210496 

80/03/18 

71-9942 


8009230082 

0009230071 

BO/04/21 

ACRB 


B009230I16 

0009230109 

00/04/22 

ACR6 


B009230293 

0009230247 

BO/04/29 

ACRB 


8009230280 

0009230274 

00/04/19 

ACRB 


8009230263 

0009230276 

00/09/20 

90-327 

P 

8009230341 

6009230330 

00/04/07 

90-10 

Q 

8009230389 

0009230383 

00/04/16 

ACRB 


8009230398 

0009230394 

00/04/22 

ACRB 


8009230966 

0009230960 

00/04/29 

ACRS 


8009270050 

0009270043 

00/04/03 

ACRB 


8009270099 

0009270093 

80/04/10 

ACRS 


8009270236 

0009270230 

80/04/24 

ACRS 


6009270296 

0009270286 

60/01/17 

40-8434 


8009270304 

0009270286 

80/01/17 

40-B434 


8009270310 

0009270286 

80/01/17 

40-8434 


6009270342 

0009270339 

80/04/22 

71-9046 


8009270349 

0009270339 

80/04/22 

71-9046 


8009270348 

0009270339 

80/04/22 

71-9046 


8009270391 

0009270339 

80/04/22 

71-9046 


0009270922 

0009270816 

80/03/31 

71-9094 


8009270929 

0009270916 

80/03/31 

71-9094 


8009270928 

0009270916 

80/03/31 

71-9094 


8009270981 

0009270070 

60/04/23 

lOCFR 


8009280079 

0009280076 

00/04/17 

90-437 

0 

8009280090 

0009280086 

80/04/02 

ACRS 


8009280473 

0009280499 

80/09/14 

COMMISSION 

0009290070 

6009290066 

80/04/09 

71-9044 


8009290079 

6009290066 

80/04/09 

71-9044 


6009290003 

0009290066 

80/04/09 

71-9044 


8009290067 

0009290066 

80/04/09 

71-9044 


0009290091 

8009290066 

00/04/09 

71-9044 


6009290099 

6009290066 

80/04/09 

71-9044 


8009290100 

0009290066 

00/04/09 

71-9044 


8009290109 

0009290066 

00/04/09 

71-9044 


^^>092901 11 

6009290066 

00/04/09 

71-9044 


6009290118 

6009290066 

00/04/09 

71-9044 


8009290120 

6009290066 

80/04/09 

71-9044 


6009290123 

B009290066 

80/04/09 

71-9044 


6006020009 

0006020006 

00/09/14 

8^«tt Prog 

6006020016 

8006020013 

00/04/26 

90-494 

0 

8006020021 

8006020018 

00/09/08 

80-334 

Q 

6006020024 

0006020020 

00/04/26 

80-946 

0 

6006020037 

8006020034 

00/04/09 

40-6693 


6006020099 

8006020092 

00/09/13 

90-460 

8 

0006020063 

8006020099 

00/04/26 

80-946 

0 


401 



CROSS REFERENCE OF ENCLOSURES OF 
PRINCIPAL DOCUMENTS 


ACCESS I DN number ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

80060S0064 

8006020062 

00/03/21 

90-331 

Q 

0006030090 

6006030006 

80/04/16 

90-311 

a 

eO0&OSO073 

8006020069 

80/04/26 

30-946 

Q 

8006030101 

8006030093 

80/04/17 

90-322 

Q 

0OQAOSOO7A 

8006020072 

00/09/03 

90-333 

0 

8006030109 

8006030106 

00/04/22 

90-309 

6 

9006020077 

8006020070 

00/04/26 

50-249 

Q 

8006030110 

6006030103 

60/09/01 

90-29 

Q 

9006020081 

8006020072 

00/09/03 

90-333 

Q 

0006030120 

80060301 IB 

77/06/17 

8ECY 


0006020084 

B0060200BO 

00/04/26 

90-330 

a 

0006030146 

0006030141 

80/09/07 

70-29 


80060200B9 

8006020072 

00/09/03 

90-333 

0 

6006030161 

8006030192 

00/09/09 

71-9094 


0006020088 

8006020072 

00/09/03 

90-333 

0 

8006030162 

8006030199 

80/09/19 

QA999 


0006020089 

8006020002 

00/04/26 

90-269 

Q 

8006030163 

6006030199 

80/09/19 

0A999 


9006020092 

8006020072 

00/09/03 

90-333 

Q 

0006030164 

G006030192 

80/09/09 

71-9094 


0006020116 

8006020110 

80/09/29 

90-390 

0 

8006030166 

B006030199 

00/09/19 

0A999 


0006020139 

8006020130 

80/04/30 

90-290 

Q 

8006030167 

6006030199 

80/09/19 

0A999 


8006020171 

8006020160 

00/09/27 

90-273 

A 

6006030182 

6006030178 

80/09/28 

90-309 

0 

8006020180 

9006020176 

00/04/09 

50-219 

Q 

60060301 09 

8006030164 

00/09/12 

90-271 

H 

00060201 B3 

G00602017B 

00/09/28 

90-327 

P 

8006030191 

0006030168 

00/09/30 

90-312 

T 

9006020192 

8006020109 

00/04/23 

90-294 

Q 

6006030224 

8006030219 

80/09/30 

90-320 

0 

8006020201 

8006020199 

00/09/23 

90-209 

P 

0006030229 

8006030210 

60/04/16 

90-498 

0 

0006020209 

8006020199 

00/09/23 

90-209 

P 

6006030229 

8006030223 

00/09/27 

90-416 

c 

0006020200 

8006020190 

00/09/09 

OEN TEC 

18 

8006030232 

8006030219 

80/09/30 

90-320 

0 

S006020210 

8006020199 

00/09/23 

90-209 

P 

U006030243 

8006030240 

80/09/00 

40-1162 


0006020211 

8006020203 

80/09/21 

90-213 

P 

6006030262 

6006030296 

80/09/10 

90-334 

Q 

0006020225 

8006020224 

80/09/21 

6tat« PrQ9 

8006030264 

6006030296 

80/09/10 

90-334 

6 

0006020229 

0006020221 

00/09/27 

90-309 

R 

8006030266 

B00603D296 

80/09/10 

90-334 

0 

9006020237 

8006020230 

00/09/23 

90-323 

P 

8006030266 

8006030296 

00/09/10 

90-334 

0 

SO06O20243 

0OO6O2O23O 

80/09/23 

50-329 

P 

8006030298 

6006030297 

BO/09/27 

90-331 

8 

0006020299 

8006020293 

80/04/ U 

90-307 

a 

0006030301 

8006030300 

80/09/28 

90-319 

P 

8006020266 

8006020264 

80/04/ 11 

30-220 

0 

8006030304 

8006030303 

60/09/29 

90-302 

8 

0006020303 

0006020299 

80/09/27 

30-320 

R 

0006030313 

8006030311 

60/09/27 

90-346 

fl 

8006020318 

8006020306 

00/09/27 

90-333 

8 

8006030326 

6006030393 

60/06/01 

90-303 

P 

0006020343 

8006020341 

00/09/26 

90-207 

0 

0006030327 

8006030329 

80/09/27 

90-320 

P 

0006020349 

0006020347 

80/09/30 

90-299 

P 

0006030328 

8006030324 

60/09/28 

90-244 

P 

8006020361 

8006020399 

00/09/27 

90-333 

9 

0006030332 

8006030331 

00/09/27 

90-324 

B 

8006020362 

9006020398 

00/09/21 

90-334 

0 

0006030333 

8006030329 

00/09/30 

80-271 

n 

0006020370 

0006020367 

00/09/27 

90-333 

8 

0006030347 

8006030394 

80/09/28 

90-244 

p 

0006020377 

0006020372 

80/09/27 

90-333 

a 

0006030348 

8006030336 

80/09/30 

80-280 

8 

0006020362 

6006020300 

60/09/20 

90-387 

D 

8006030349 

0006030340 

80/09/27 

80-237 

8 

0006020369 

9006020379 

00/09/23 

90-171 

N 

B006030396 

8006030336 

80/09/30 

80-200 

6 

8006020387 

0006020383 

00/09/27 

30-333 

a 

8006030369 

8006030368 

00/09/28 

90-309 

0 

8006020392 

0006020386 

80/09/22 

90-336 

0 

8006030376 

8006030374 

80/09/27 

80-324 

Q 

8006020396 

8006020391 

80/09/27 

30-333 

6 

8006030377 

8006030372 

90/09/23 

80-346 

8 

0006020417 

0006020412 

60/09/27 

90-333 

6 

8006030379 

6006030364 

80/09/27 

80-237 

8 

0006020440 

8006020439 

80/09/16 

90-281 

P 

8006030397 

800603036J 

80/09/20 

80-312 

B 

8006020443 

8006020439 

00/09/16 

90-281 

P 

8006030398 

8006030393 

80/09/27 

80-328 

8 

8006020449 

0006020439 

80/09/16 

90-201 

P 

8006030399 

8006030399 

60/09/30 

80-324 

8 

8006020926 

8006020919 

70/01/29 

CONTRACT 


8006030400 

8006030394 

60/09/20 

90-237 

8 

8006020930 

8006020923 

78/03/09 

8ECY 


6006030408 

6006030397 

00/09/27 

80-327 

8 

8006020934 

0006020927 

60/09/19 

99-128 

0 

8006030419 

8006030406 

90/09/28 

80-334 

a 

B006020994 

6006020947 

80/09/23 

90-206 

P 

8006030432 

8006030413 

80/09/22 

90-321 

6 

8006020997 

6006020991 

80/09/20 

70-27 


8006030434 

8006D30420 

00/09/29 

90-206 

0 

8006020999 

8006020947 

60/09/23 

90-206 

P 

8006030438 

8006030430 

80/09/28 

90-206 

8 

8006020966 

0006020947 

80/09/23 

90-206 

P 

8006030441 

8006030299 

80/09/27 

90-331 

B 

S00602D979 

8006020973 

80/04/14 

90-324 

0 

8006030449 

8006030439 

00/09/23 

90-366 

0 

8006020979 

8006020974 

60/09/09 

71-368 


8006030447 

8006030427 

80/09/28 

90-327 

8 

8006020909 

8006020982 

60/09/20 

71-9096 


8006030449 

8006030443 

80/09/21 

90-339 

8 

8006020614 

8006020994 

00/09/14 

MIBC 


8006030490 

8006030444 

80/09/23 

90-219 

8 

9006030009 

8006030003 

80/09/30 

90-416 

K 

8006030492 

8006030442 

00/09/29 

90-289 

B 

0006030007 

0006030003 

00/09/30 

90-416 

K 

8006030496 

6006030494 

60/09/21 

90-291 

0 

6006030012 

8006030009 

60/09/22 

90-219 

P 

8006030460 

8006030493 

80/09/28 

90-327 

8 

0006030014 

0006030009 

80/09/22 

90-219 

P 

6006030462 

0006030490 

00/09/22 

80-321 

8 

8006030022 

8006030019 

80/04/18 

71-9090 


8006030463 

8006030497 

80/09/29 

90-327 

B 

0006030029 

6006030019 

00/04/18 

71-9090 


0006030472 

8006030469 

80/09/28 

90-320 

8 

0006030029 

0006030026 

60/04/16 

70-371 


8006030473 

8006030467 

00/09/27 

90-331 

B 

0006030031 

0006030019 

80/04/ 18 

71-9090 


6006030479 

8006030470 

00/09/27 

90-324 

P 

8006030039 

0006030033 

80/09/20 

71-9094 


8006030476 

8006030474 

80/09/30 

90-336 

P 

0006030037 

8006030034 

80/04/21 

71-9049 


8006030490 

8006030480 

80/09/27 

90-327 

8 

0006030040 

0006030036 

80/09/29 

90-293 

F 

8006030900 

8006030493 

60/09/29 

90-302 

B 

8006030041 

0006030034 

00/04/21 

71-9049 


8006030906 

0006030497 

00/09/23 

90-299 

3 

0006030042 

8006030039 

79/11/01 

CONTRACT 


8006030908 

8006030909 

80/09/29 

90-302 

8 

6006030043 

6006030036 

80/09/29 

90-293 

F 

6006030911 

8006030498 

80/04/32 

90-818 

0 

6006030044 

0006030034 

80/04/21 

71-9049 


8006030917 

8006030913 

00/09/29 

90-206 

0 

8006030047 

0006030036 

00/09/29 

90-293 

F 

0006030910 

8006030910 

00/09/30 

90-213 

a 

8006030040 

8006030034 

80/04/21 

71-9049 


8006030934 

0006030519 

80/04/10 

90-298 

0 

0006030049 

0006030046 

80/09/12 

CONTRACT 


B006030999 

8006030992 

00/09/09 

90-344 

0 

0006030093 

0006030092 

00/09/16 

CONTRACT 


0006030972 

8006030992 

80/09/09 

90-344 

Q 

0006030063 

0006030099 

60/09/14 

XPORTLIC 


8006030909 

8006030981 

80/04/21 

90-424 

Q 

0006030060 

0006030066 

80/09/14 

90-364 

Q 

0006030993 

8006030992 

80/04/21 

90-390 

a 

B00603007S 

8006030062 

00/09/30 

90-10 

P 

0006030604 

8006030602 

00/09/21 

90-893 

0 

0006030073 

0006030066 

00/09/14 

90-364 

a 

8006030606 

8006030602 

80/05/21 

90-993 

0 

8006030003 

8006030001 

00/09/21 

90-346 

a 

8006030608 

8006030602 

80/09/21 

90-933 

0 

8006030009 

8006030070 

80/04/21 

90-302 

Q 

0006030612 

8006030610 

80/04/22 

90-277 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


AGGESaiQN NWBER 


CNCLOSURC 

PRINCIPAL 

1X3CUHENT 

DATE 

lOBUED 

SUBJECT 

CATEGORY 

oooAomia 

6004030394 

80/04/07 

NUREO 


0004040004 

6004040001 

80/09/14 

0A999 


0004040009 

0004040001 

80/09/14 

QA999 


6004040000 

6004040001 

00/09/14 

0A999 


B004040010 

8004040001 

00/09/14 

0A999 


6004040021 

0004040013 

00/09/19 

90~290 

a 

6004040029 

0004040013 

80/09/19 

90-290 

0 

6004040029 

8004040024 

00/09/14 

90-409 

Q 

6004040031 

8004040024 

00/09/14 

90-409 

Q 

8004040032 

Q004040030 

00/09/13 

71-9001 


8004040033 

6004040024 

80/09/14 

90-409 

0 

6004040039 

6004040030 

80/09/13 

71-9001 


8004040037 

6004040030 

80/09/13 

71-9001 


6004040039 

6004040030 

80/09/13 

71-9001 


B0040400B& 

0004040094 

80/09/14 

71-139 


6004040099 

6004040099 

80/04/18 

90-249 

Q 

8004040047 

6004040044 

80/04/32 

71-9091 


6004040070 

6004040044 

80/04/22 

71-9091 


6004040073 

6004040044 

80/04/22 

71-9051 


6004040079 

6004040044 

00/04/22 

71-9091 


6004040062 

6004040077 

60/04/14 

27-47 


6004040092 

8004040069 

60/09/09 

70-024 


6004040099 

6004040066 

60/08/09 

71-9893 


6004040099 

6004040066 

60/09/09 

71-9893 


6004040102 

6004040066 

80/05/09 

71-9893 


6004040108 

6004040066 

80/09/09 

71-9853 


6004040107 

6004040088 

80/09/09 

71-9893 


6004040109 

0004040068 

80/09/09 

71-9893 


6004040113 

6004040111 

60/04/02 

90-320 

0 

6004040117 

8004040113 

00/09/19 

90-320 

P 

6004040116 

0004040113 

60/09/19 

50-320 

P 

8004040119 

6004040113 

60/09/19 

90-320 

P 

6004040129 

6004040122 

60/04/02 

90-269 

0 

6004040140 

6004040196 

80/09/14 

Btttta Proa 

6004040149 

0004040144 

80/09/04 

90-382 

a 

6004040191 

6004040162 

80/09/17 

90-443 

0 

6004040194 

6004040194 

60/04/23 

90-279 

0 

6004040206 

6004040203 

90/09/27 

90-249 

a 

6004040221 

6004040217 

80/09/20 

90-249 

p 

6004040233 

6004040330 

60/09/29 

90-918 

B 

6004040248 

6004040232 

00/09/19 

90-944 

Q 

6004040293 

6004040290 

60/09/13 

70-2923 


6004040284 

8004040290 

60/09/13 

6CCY 


6004040284 

6004040232 

60/09/19 

90-944 

0 

8004040296 

6004040290 

80/09/13 

accv 


6004040242 

6004040290 

80/09/13 

70-2923 


60O404O244 

B004040290 

60/09/13 

8CCY 


6004040270 

6004040049 

60/04/08 

70-139 


6004040302 

8004040296 

60/09/29 

90-249 

8 

6004040303 

6004040300 

60/09/30 

90-199 

8 

8004040306 

6004040304 

80/09/29 

90-326 

8 

6004040310 

6004040307 

80/09/19 

90-324 

8 

6004040313 

6004040311 

80/09/29 

90-299 

P 

6004040319 

6004040311 

00/09/29 

90-299 

P 

6004040314 

8006040311 

80/09/29 

90-299 

P 

6004040318 

6004040311 

80/09/29 

90-289 

P 

6004040320 

6004040311 

60/09/29 

90-299 

P 

6004040323 

6004040311 

00/09/89 

90-299 

P 

6004040328 

6004040311 

80/09/89 

90-299 

P 

6004040330 

6004040311 

60/09/29 

90-299 

P 

6004040339 

6004040339 

60/09/26 

90-329 

Q 

6004040392 

6004040347 

60/04/02 

90-318 

8 

6004090004 

6004090002 

60/09/27 

90-944 

8 

6004090019 

6004090009 

60/09/26 

90-329 

8 

6004090033 

6004090019 

80/09/27 

90-399 

C 

6004080031 

6004090024 

80/09/29 

90-327 

8 

6004090032 

6004090030 

00/09/26 

90-244 

G 

6004090039 

6004090028 

80/09/30 

90-317 

8 

6004090034 

6004090033 

80/09/28 

90-348 

8 

6004090041 

6004090036 

80/09/28 

90-320 

P 

9004080043 

6004090033 

80/09/28 

90-348 

9 

6004090049 

6004090039 

80/04/02 

90-318 

8 

9004080047 

8004090042 

80/09/28 

90-398 

8 

8004090076 

6004090093 

00/04/30 

70-33 


8004080062 

8004090093 

80/04/30 

70-33 


8004090084 

8004090093 

00/04/30 

70-33 


8004080068 

6004090093 

00/04/30 

70-33 


6004080103 

6004090098 

00/04/11 

90-944 

0 

6004090113 

6004090110 

00/09/21 

90-449 

a 

6004090118 

B004090110 

00/09/21 

90-449 

Q 


ACCESS I ON 

ENCLOSURE 

Nl^DER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9004090117 

8004090110 

eo/od/si 

90-443 

0 

8004090122 

8004050110 

00/09/21 

90-449 

0 

8004090149 

8004090048 

00/04/18 

90-293 

0 

8004090148 

8004090144 

B0/04/1A 

40-0902 


8004090172 

8004090144 

80/04/14 

40-8902 


8004090227 

8004090223 

80/06/02 

50-338 

p 

8004090308 

8004090304 

00/09/27 

90-330 

8 

0006090312 

6004090304 

00/04/02 

30-314 

8 

8004090315 

8004090304 

00/06/02 

90-314 

8 

8004090324 

8004090321 

80/04/02 

90-344 

P 

8004090324 

8004090321 

80/04/02 

90-344 

P 

8004090330 

8004090329 

80/09/30 

90-339 

P 

0004090332 

8004090328 

80/09/30 

90-241 

9 

8004090333 

8004050329 

80/09/30 

90-339 

P 

8004090339 

8004090334 

80/09/29 

90-364 

a 

8004090334 

8004090329 

00/03/30 

90-339 

p 

B0040 90339 

8004090329 

80/09/30 

90-339 

p 

8004090340 

8006090338 

00/09/27 

90-344 

B 

8004090341 

8004090329 

80/09/30 

30-339 

p 

8004090344 

8004090343 

80/09/ 12 

90-249 

3 

8004090349 

8004090337 

80/04/01 

90-413 

8 

8004090349 

8004090347 

00/09/29 

90-321 

a 

8004090393 

0004090390 

80/09/30 

90-348 

p 

8004090399 

8004090348 

00/09/28 

90-346 

a 

8004090344 

6004090340 

00/09/27 

90-344 

a 

8004090371 

8004090344 

90/09/30 

90-272 

a 

8004090372 

8004090349 

00/09/29 

90-344 

a 

8004090373 

8004090347 

00/09/20 

90-321 

a 

0004090378 

8004090379 

00/04/02 

50-263 

B 

8004090303 

8004090379 

80/06/03 

90-277 

p 

8004090384 

8004090379 

00/06/03 

90-277 

p 

6004090410 

8004090399 

90/09/09 

70-27 


0004090411 

8004090409 

80/09/07 

90-341 

0 

8004090420 

8004090419 

00/04/23 

90-393 

a 

8004090429 

8004090423 

00/04/29 

90-387 

Q 

0004090429 

8004090424 

00/09/14 

90-244 

G 

8004090432 

8004090424 

80/09/14 

90-244 

Q 

8004090434 

8004090431 

80/04/29 

90-364 

G 

8004090434 

8004090424 

90/09/14 

90-244 

0 

8004090437 

8004090433 

80/09/20 

71-9079 


8004090439 

8004090433 

00/09/20 

71-9079 


6004080440 

6004090424 

00/09/14 

50-244 

G 

G004090441 

8004090433 

00/09/20 

71-9079 


8004090448 

8004050444 

80/09/14 

40-8902 


6004090449 

8004090443 

00/09/19 

90-944 

0 

8004090493 

8004090447 

00/09/20 

PR 


8004090444 

8004090441 

00/09/23 

90-204 

0 

8006090498 

8004090493 

79/09/04 

90-333 

0 

8004090902 

8004090499 

90/04/07 

BVata Prog 

8006090909 

8004090493 

79/09/04 

90-333 

Q 

0004090911 

8004050904 

80/04/23 

90-483 

G 

0004090914 

8004090914 

00/04/09 

70-1143 


8004090917 

8004050913 

00/04/16 

70-1143 


8006090924 

8004090919 

79/11/01 

50-245 

Q 

8004090929 

8004090923 

80/04/11 

50-402 

Q 

6004090928 

8004090923 

80/04/U 

50-482 

Q 

8004090929 

8004090924 

80/09/22 

CONTRACT 


8004090933 

8004090930 

00/09/14 

90-259 

Q 

0004090941 

8004090999 

80/09/09 

90-449 ' 

M 

0004090494 

8004090699 

00/09/06 

70-442 


8004090441 

8006090499 

00/09/08 

70-442 


8004090449 

8004090499 

00/08/00 

70-442 


6004040009 

8004040002 

00/09/01 

71-4986 


8004040008 

0006040002 

00/09/01 

71-4904 


0004040009 

8004040004 

80/01/31 

40-0340 


8004040010 

8004040002 

60/05/01 

71-4984 


B004040012 

8004040006 

80/01/31 

40-0340 


8006040014 

8004040002 

80/09/01 

71-4904 


8004040020 

8004040002 

00/09/01 

71-4984 


8004040022 

8004040002 

80/05/01 

71-4984 


8004040024 

0004040002 

80/05/01 

71-4906 


6004040029 

8004040002 

00/05/01 

71-4984 


8004040030 

8004040027 

80/09/09 

90-309 

0 

8004040032 

8004040027 

80/09/09 

90-309 

Q 

8006040034 

8004060027 

80/09/09 

90-309 

Q 

8004040039 

8004040027 

80/05/09 

90-309 

0 

8004040034 

8004040033 

80/05/09 

30-445 

H 

0004040039 

8004040037 

80/09/12 

90-277 

0 

8004040041 

8004040038 

80/04/18 

70-407 


0004040042 

8004040037 

80/09/12 

50-277 

0 


403 



CROSS REFERENCE OF ENCLOSURES TO 
PR5NCIPAL DOCUMENTS 


ACCEQBION NOMHER ACCESSION MUHflER 



PfliNCiPAL 

DATE 

BUDJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

OOCUMENT 

leauED 

CATEOORY 

ENCLOSURE 

DOCUflENT 

ISSUED 

CATEOORY 

60060&0044 

8006060037 

90/08/12 

50-277 

0 

9006060405 

8006060400 

80/09/20 

50-269 

0 

e0060&0047 

8006060037 

90/05/12 

50-277 

0 

B006060408 

B006060400 

80/05/20 

50-289 

0 

80<>606008S 

8006060049 

80/05/06 

50-387 

A 

800606040? 

8006060404 

80/09/30 

50-289 

8 

800-&0&0f}37 

8006060053 

90/05/22 

50-267 

0 

8006060410 

8006060407 

80/05/30 

50-338 

B 

8006060044 

8006060049 

80/05/06 

50-387 

A 

0006060413 

8006060401 

80/06/02 

50-918 

8 

8006060074 

8006060067 

80/05/12 

71-9001 


8006060419 

8006060411 

90/05/30 

50-344 

8 

BD06060077 

8006060060 

80/05/20 

CONTRACT 

80060604 16 

8006060412 

80/06/02 

90-327 

8 

0006060076 

8006060067 

60/05/12 

71-9001 


8006060424 

8006060419 

90/05/30 

50-219 

8 

BQ06060004 

8006060082 

80/05/07 

50-273 

0 

8006060429 

6006060421 

80/05/22 

71-9893 


B006060093 

800606008? 

90/04/23 

40-8697 


8006060433 

8006060429 

00/05/21 

71-9132 


B006060094 

8006060088 

90/05/21 

40-4337 


8006060437 

8006060429 

00/05/21 

71-9132 


6006060101 

8006060097 

90/04/10 

30-293 

0 

8006060442 

8006060438 

90/05/07 

71-5607 


6006060 102 

8006060098 

90/05/09 

50-327 

P 

8006060446 

8006060438 

80/05/07 

71-9607 


9006060 1 07 

8006060098 

00/05/00 

50-327 

P 

8006060452 

8006060449 

90/05/23 

50-70 

P 

8006060109 

8006060105 

00/04/17 

50-272 

Q 

8006060497 

8006060449 

90/05/23 

50-70 

P 

9006060112 

8006060098 

00/05/00 

30-327 

P 

8006060499 

8006060499 

90/05/07 

70-398 


8006060121 

8006060118 

00/04/25 

50-192 

Q 

8006060462 

8006060449 

80/05/23 

50-70 

P 

B006060129 

8 006060125 

90/04/25 

30-285 

0 

8006060464 

B006D60499 

90/05/07 

70-398 


9006060131 

9006060129 

90/04/16 

50-482 

0 

8006060468 

8006060495 

90/09/07 

70-398 


8006060 1 40 

8006060136 

90/04/28 

WASTE MOT 

8006060471 

8006060449 

90/05/23 

50-70 

P 

9006060141 

8006060134 

80/04/28 

50-460 

0 

8006060472 

8006060495 

00/05/07 

70-398 


8006060147 

8006060136 

80/04/28 

WASTE MOT 

8006060473 

8006060449 

80/05/23 

90-70 

P 

9006060 1 92 

8006060146 

80/04/23 

50-269 

0 

8006060476 

0006060449 

80/05/23 

90-70 

P 

G006060160 

9006060158 

00/02/01 

70-371 


8006060481 

B006060449 

80/05/23 

50-70 

P 

8006060163 

B006060156 

80/05/16 

90-219 

8 

8006060493 

8006060449 

BO/OS/23 

90-70 

P 

8006060170 

8006060164 

80/05/12 

50-424 

8 

8006060499 

8006 060484 

80/05/30 

90-390 

8 

8006060172 

9006060168 

90/05/08 

71-6400 


8006060499 

0006060491 

80/05/21 

CONTRACT 


8006060173 

0006060168 

00/05/08 

71-6400 


8006060496 

8006060494 

80/04/06 

40-8727 


8006060179 

0006060169 

80/04/02 

50-445 

0 

9006060499 

8006060494 

60/04/08 

40-6727 


8006060179 

9006060168 

80/05/08 

71-6400 


8006060501 

8006060494 

80/04/08 

40-8727 


8006060181 

0006060168 

80/05/08 

71-6400 


8006060506 

8006060503 

80/05/06 

90-29 

0 

8006060183 

9006060168 

90/06/08 

71-6400 


8006060507 

8006060904 

80/05/15 

90-279 

H 

8006060196 

9006060168 

80/05/00 

71-6400 


B006060913 

8006060904 

80/05/15 

90-279 

H 

8006060 197 

9006060168 

80/05/06 

71-6400 


9006060916 

8006060904 

80/05/19 

90-279 

H 

9006060190 

9006060169 

00/05/08 

71-6400 


9006060919 

8006060904 

90/05/18 

90-279 

H 

9006060191 

8006060168 

80/05/08 

71-6400 


8006060522 

8006060904 

80/05/19 

90-279 

H 

8006060194 

9006060184 

80/05/14 

50-412 

0 

8006060528 

8006060504 

80/09/10 

90-279 

H 

0006060200 

9006060184 

80/05/14 

50-412 

0 

8006060530 

8006060904 

80/09/19 

90-279 

H 

9006060204 

9006060164 

80/0;i/12 

50-424 

9 

8006060531 

8006060929 

80/09/06 

90-346 

0 

0006060213 

9006060208 

80/05/12 

0A999 


8006060534 

8006060925 

00/09/06 

90-348 

Q 

9006060222 

9006060216 

80/05/13 

QA999 


8006060937 

8006060904 

80/09/19 

90-275 

H 

0006060226 

9006060223 

80/05/12 

50-329 

0 

8006060939 

8006060933 

80/09/19 

50-344 

0 

0006060227 

9006060216 

80/05/13 

0A999 


8006060942 

8006060929 

80/09/06 

90-346 

Q 

8006060229 

8006060216 

80/05/13 

QA999 


8006060544 

8006060933 

80/09/19 

50-344 

0 

8006060234 

9006060216 

80/05/13 

0A999 


8006060990 

8006060929 

80/09/06 

50-346 

6 

8006060237 

9006060216 

BO/05/13 

QA999 


8006060562 

8006060992 

BO/00/27 

90-320 

0 

8006060240 

9006060216 

80/05/13 

(1A999 


8006060564 

8006060961 

80/04/17 

90-302 

0 

8006060242 

9006060236 

80/05/05 

50-295 

0 

9006060566 

8006060961 

80/04/17 

90-302 

Q 

8006060243 

9006060236 

80/05/05 

50-295 

0 

8006060968 

8006060961 

80/04/17 

90-302 

0 

9006060246 

9006060236 

80/05/05 

50-295 

0 

8006060971 

8006060999 

80/03/07 

90-142 

0 

8006060257 

9006060255 

80/04/21 

30-449 

0 

8006060973 

8006060967 

80/09/16 

90-206 

P 

8006060261 

9006060265 

80/04/21 

90-445 

0 

8006060576 

8006060967 

80/09/16 

90-206 

P 

8006060271 

9006060263 

00/05/30 

50-320 

8 

8006060978 

8006060999 

00/03/07 

90-142 

Q 

9006060281 

9006060269 

80/05/19 

50-269 

0 

8006060985 

8006060981 

80/09/01 

90-200 

a 

8006060282 

9006060276 

00/05/23 

71-9079 


8006060990 

8006060989 

80/09/16 

90-333 

8 

8006060285 

8006060275 

80/05/2? 

90-336 

8 

8006060596 

8006060992 

80/09/23 

90-546 

A 

8006060286 

8006060269 

00/05/19 

90-269 

0 

8006060601 

8006060994 

79/11/20 

CONTRACT 


8006060298 

9006060290 

00/05/30 

90-390 

8 

8006060603 

8006060600 

79/12/13 

90-312 

0 

8006060305 

8006060290 

00/05/30 

50-390 

8 

8006060609 

8006060609 

60/09/23 

71-f007 


8006060307 

8006060297 

80/05/22 

30-206 

8 

8006060616 

8006060612 

80/05/22 

71 -9W 


8006060219 

0006060310 

80/05/29 

90-335 

P 

8006090006 

8006090003 

80/09/28 

90-468 

0 

6006060319 

9006060310 

80/05/29 

50-339 

P 

8006090018 

8006090012 

80/09/22 

90-496 

0 

8006060321 

9006060310 

80/05/2? 

90-339 

P 

8006090016 

8006090011 

80/09/12 

90-249 

0 

8006060323 

0006060309 

80/06/02 

90-296 

8 

8006090021 

8006090017 

80/09/14 

50-496 

0 

8006060326 

9006060310 

80/05/29 

50-339 

P 

8006090024 

8006090022 

80/05/27 

71-386 


8006060329 

8006060310 

80/05/29 

90-339 

P 

8006090046 

8006090041 

80/09/09 

70-25 


0006060333 

9006060325 

80/04/24 

90-373 

Q 

8006090047 

8006090044 

80/09/21 

90-496 

0 

80060603 40 

9006060337 

80/05/21 

50-361 

8 

8006090054 

8006090090 

00/04/30 

70-794 


9006060344 

9006060343 

80/06/04 

50-399 

F 

8006070099 

8006090049 

80/09/30 

90-999 

0 

8006060350 

9006060348 

80/05/20 

90-344 

8 

0006090056 

8006090092 

80/04/29 

90-946 

0 

8006060351 

9006060349 

80/05/16 

90-320 

P 

8006090062 

8006090093 

80/09/14 

50-392 

8 

8006060355 

9006060354 

80/06/02 

90-302 

P 

8006090072 

8006090069 

80/09/13 

50-272 

0 

8006060360 

9006060359 

00/05/29 

90t361 

a 

8006090073 

0006090071 

80/09/23 

50-546 

A 

8006060374 

9006060365 

80/06/02 

50-334 

B 

8006090074 

8006090066 

80/09/02 

50-260 

Q 

8006060301 

9006060379 

00/05/30 

50-334 

R 

8006090076 

8006090069 

80/05/30 

90-466 

0 

8006060395 

9006060365 

00/06/02 

50-334 

8 

0006090081 

8006070078 

80/09/01 

00-201 

0 

8006060397 

9006060383 

00/05/30 

90-438 

8 

8006090083 

8006090065 

80/09/30 

90-466 

0 

9006060391 

9006060390 

00/06/02 

90-334 

R 

8006090096 

8006090078 

80/09/01 

50-201 

0 

9006060398 

9006060396 

00/06/02 

90-263 

R 

8006090088 

8006090082 

80/09/02 

90-336 

0 

9006060403 

8006060394 

00/05/29 

50-327 

6 

8006090099 

8006090091 

80/09/09 

50-320 

p 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


AGGCSSIOM NUKBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

laauED 

C6TEQQRY 

0006090097 

0006090090 

00/04/23 

90-302 

0 

6006090103 

0006090100 

00/03/07 

90-320 

P 

6006090103 

Q006090094 

00/05/07 

OA999 


8006090104 

0006090098 

00/03/21 

90-961 

A 

0006090109 

6006090094 

00/03/07 

0A999 


8006090113 

00060901 10 

80/04/29 

cowMieaioN 

6006090116 

8OO6t90O94 

80/03/07 

QA999 


6006090118 

0006090098 

80/03/31 

90-561 

A 

80060901 SS 

0006090094 

90/03/07 

06999 


60060901 44 

0006090142 

S0/O3/0B 

90-491 

0 

6006090147 

0006090148 

00/03/00 

50-491 

Q 

6006090148 

0006090138 

00/03/07 

QA999 


8006090103 

0006090138 

00/03/07 

0A999 


8006090106 

8006090148 

00/05/00 

30-491 

Q 

8006090107 

8006090153 

00/04/29 

30-320 

O 

8006090160 

8006090153 

00/04/29 

50-320 

Q 

8006090163 

8006090138 

00/09/07 

0A999 


8006090167 

8006090138 

80/03/07 

0A999 


8006090170 

8006090133 

80/04/29 

90-320 

0 

8006090173 

8006090138 

80/03/07 

0A999 


8006090177 

8006090174 

80/09/27 

71-135 


8006090188 

8006090183 

80/09/22 

50-462 

<k 

8006090196 

8006090191 

00/04/18 

50-813 

<k 

8006090202 

8006090182 

BO/03/21 

50-400 

Q 

8006090313 

8006090210 

eO/06/06 

50-409 

0 

8006090319 

8006090210 

80/06/06 

50-409 

0 

8006090333 

8006090210 

80/06/06 

50-409 

0 

8006090338 

8006090210 

80/06/06 

50-409 

o 

8006090339 

8006O9022S 

80/04/30 

50-498 

o 

8006090334 

8006090229 

80/04/30 

50-490 

Q 

8006090338 

8006090210 

00/06/06 

50-409 

0 

8006090346 

8006090244 

80/06/09 

70-n30e 


8006090353 

8006090292 

80/06/03 

50-338 

R 

6006090397 

8006090283 

80/03/09 

50-387 

O 

e0«>090309 

8006090308 

80/09/30 

50-329 

K 

0006090312 

8006090308 

80/03/30 

50-329 

K 

8006090333 

8006090322 

80/06/08 

50-298 

R 

8006090339 

8006090323 

60/03/30 

50-325 

P 

8006090333 

8006090327 

eO/06/08 

50-321 

8 

8006090336 

8006090330 

80/06/08 

50-327 

8 

8006090337 

8006090334 

80/06/02 

50-438 

B 

8006090343 

8006090340 

80/06/09 

50-251 

0 

8006090346 

8006090339 

00/06/02 

50-331 

B 

6006090347 

8006090343 

80/06/02 

50-413 

e 

8006090348 

8006090344 

80/06/03 

50-317 

a 

80O6<^58 

8006090349 

eo/06/03 

50-324 

8 

8006090357 

6006090333 

80/06/03 

50-309 

B 

8006090361 

8006090339 

80/06/04 

50-338 

8 

B006090963 

8006090360 

80/06/03 

50-220 

8 

8006090343 

8006090336 

80/06/06 

50-854 

p 

8006090368 

8006090363 

80/06/03 

50-317 

8 

8006090376 

6006090370 

80/06/03 

50-220 

a 

8006090380 

8006090371 

80/06/02 

50-331 

8 

0006090381 

6006090379 

80/03/29 

50-267 

R 

6006090383 

6006090373 

80/06/02 

50-334 

a 

8006090384 

8006090379 

80/08/30 

50-344 

8 

8006090389 

8006090373 

80/06/08 

50-334 

8 

8006090391 

8006090389 

80/06/02 

50-293 

8 

8006090393 

6006090390 

80/06/03 

50-290 

P 

8006090394 

8006090366 

80/O6/02 

50-368 

8 

8006090396 

8006090388 

00/06/03 

50-280 

Q 

8006090397 

8006090390 

80/06/03 

50-250 

P 

8006090398 

8006090398 

80/06/03 

50-329 

8 

8006090404 

8006090402 

80/03/30 

30-460 

0 

8006090409 

8006090408 

80/03/30 

30-460 

0 

8006090410 

8006090407 

80/09/20 

71-9141 


8006090418 

8006090402 

80/05/30 

50-460 

Q 

8006090413 

8006090407 

80/05/20 

71-9141 


8006090414 

8006090406 

80/05/30 

50-460 

a 

8006090418 

8006090408 

GO/05/23 

50-321 

a 

8006090418 

8006090408 

80/05/30 

30-460 

0 

8006090481 

8006090416 

80/05/23 

71-9364 


8006090482 

8006090408 

80/05/83 

50-321 

0 

0006090427 

0006090408 

80/05/23 

50-321 

0 

8006090432 

800609042? 

80/05/28 

CONTRACT 

8006090438 

8006090408 

80/05/23 

50-321 

0 

8006090436 

8006090429 

80/05/28 

CONTRACT 

8006090437 

8006090429 

80/05/28 

CONTRACT 

8006090438 

8006090428 

80/05/23 

50-416 

Q 

B006090439 

8006090434 

00/05/23 

TOPREP 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

8UDJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOnV 

8006090441 

8006090406 

00/05/30 

50-460 

a 

8006090444 

0006090406 

80/05/30 

50-460 

0 

8006090445 

8006090430 

80/05/13 

8t4t-t Pro 9 

9006090447 

800609 0406 

80/05/30 

50-460 

0 

8006090459 

8006090452 

77/05/01 

CONTRACT 


9006090461 

8006090453 

00/03/05 

50-263 

a 

8006090466 

6006090462 

00/03/23 

50-206 

0 

9006090473 

8006090470 

00/05/01 

50-250 

a 

0006090474 

8006090469 

00/03/06 

50-423 

0 

6006090476 

0006090471 

80/06/02 

50-438 

s 

8006090485 

8006090479 

80/03/21 

50-03 

Q 

8006090491 

0006090479 

80/05/21 

50-03 

0 

8006090496 

0006090479 

a0/05/2t 

50-03 

0 

8006090503 

0006090495 

60/04/24 

50-312 

0 

8006090505 

0006070479 

80/05/21 

50-03 

0 

8006090513 

8006090508 

00/03/05 

50-73 

0 

B006090515 

0006090509 

80/05/22 

50-294 

0 

8006090519 

0006090516 

80/04/28 

50-327 

a 

8006090521 

0006090516 

00/04/28 

50-327 

Q 

BD06090529 

0006090525 

00/05/19 

30-338 

P 

0006090534 

8006090525 

00/03/19 

50-33B 

P 

8006090535 

8006090528 

00/05/21 

50-321 

0 

8006090537 

8006090525 

80/05/19 

50-338 

P 

80060 905^10 

8006090528 

00/05/21 

50-321 

Q 

6006090542 

8006090528 

80/05/21 

50-321 

0 

8006090544 

8006090541 

80/05/29 

50-361 

T 

9006090547 

0006090528 

80/05/21 

50-321 

0 

8006090561 

0006090560 

80/05/21 

50-369 

Q 

8006090565 

8006090560 

80/05/21 

50-369 

Q 

8006090504 

0006090580 

80/05/14 

50-445 

0 

8006090834 

0006090832 

80/05/23 

50-301 

0 

8006110002 

0006110001 

80/05/29 

50-313 

R 

8006110007 

9006110005 

80/06/06 

50-338 

F 

6006110008 

8006110003 

00/06/02 

50-309 

Q 

8006110010 

8006110006 

80/06/06 

50-333 

8 

B006110013 

8006110009 

79/10/17 

50-206 

P 

0006110015 

8006110012 

80/05/31 

50-205 

G 

B006U0019 

0006110014 

80/06/06 

50-361 

0 

8006110021 

0006110016 

80/06/06 

50-333 

0 

0006110022 

0006110017 

80/06/05 

50-348 

P 

8006110024 

3006110014 

80/06/06 

50-361 

Q 

0006110027 

0006110017 

©0/06/05 

50-340 

P 

8006110026 

3006110014 

80/06/06 

50-361 

0 

8006110029 

8006110010 

80/06/02 

50-271 

0 

8006110030 

0006110026 

80/06/05 

50-205 

0 

8006110031 

8006110014 

80/06/06 

50-361 

a 

8006110033 

0006110025 

80/05/26 

B 0-250 

8 

8006110035 

8006 110014 

©0/06/06 

S 0-361 

0 

8006110039 

e006Ll00U 

80/06/06 

50-361 

0 

8006110041 

B006L10014 

80/06/06 

50-361 

e 

8006110042 

8006110037 

80/05/26 

50-335 

B 

8006110043 

8004110036 

80/06/ 03 

50-390 

8 

8006110046 

8006110014 

80/06/06 

50-361 

0 

8006110047 

8006110014 

80/06/06 

50-361 

0 

8006110052 

8006110014 

80/06/06 

50-361 

0 

8006110055 

8006110014 

80/06/06 

50-361 

0 

8006110058 

8006110048 

80/06/04 

50-518 

B 

8006110059 

8006110014 

80/06/06 

50-361 

0 

8006110072 

8006110068 

00/06/06 

50-155 

R 

80061 10077 

8006110069 

80/06/06 

50-333 

8 

8006110079 

8006110074 

ao/06/03 

50-438 

B 

8006110084 

8006110070 

00/05/30 

50-254 

R 

8006110005 

8006110080 

00/06/06 

50-302 

P 

80061 10095 

8006110092 

80/06/06 

50-324 

R 

8006110096 

8006110091 

00/06/06 

50-287 

8 

8006110099 

8006110093 

80/06/05 

50-250 

P 

8006110102 

8006110100 

80/05/12 

50-10 

R 

8006110105 

8006110101 

00/06/05 

50-269 

8 

8006110107 

8006110098 

00/06/ 06 

50-361 

0 

8006110112 

8006110108 

80/06/04 

50-334 

a 

8006110115 

0006110111 

80/05/27 

50-304 

8 

8006110117 

0006110110 

80/06/04 

50-289 

0 

8006110124 

8006110104 

80/06/06 

50-296 

B 

80061 10123 

8006110120 

80/06/03 

50-304 

6 

0006110126 

8006110121 

00/06/04 

50-334 

8 

8006110132 

8006110130 

80/06/04 

50-255 

8 

8006110134 

8006110123 

00/05/30 

50-302 

B 

8006110136 

8006110133 

aO/06/03 

50-255 

R 

8006110139 

8006110135 

aO/05/27 

50-397 

K 

8006110140 

8006110128 

00/06/06 

50-302 

a 


405 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOaURE 

DOCUMENT 

ISSUED 

CATEGORY 

B0O£110M8 

0006110145 

00/06/04 

50“320 

P 

0006120114 

B006120UO 

80/05/14 

90-320 

U 

8006 U 0151 

0006110141 

60/05/23 

50-254 

8 

0006120115 

0006120111 

00/03/12 

XPORTLIC 


8006 U 01 52 

B0061 10146 

00/06/04 

50-367 

R 

B006120117 

0006120110 

00/05/14 

50-320 

U 

0006110154 

0006110142 

00/05/12 

50-313 

R 

8006120122 

0006120120 

00/03/21 

MIBC 


B00611Q1S6 

0006 U 01 43 

00/06/04 

50-260 

8 

8006120123 

0006120119 

00/09/09 

50-286 

0 

8006110157 

8006110153 

80/06/04 

50-255 

P 

0006120129 

0006120126 

BO/OS/21 

90-358 

H 

0006110150 

0006110144 

00/06/04 

50-269 

P 

0006120132 

8006120119 

00/09/09 

50-286 

0 

0006110161 

600611014? 

00/06/02 

50-266 

8 

0006120134 

8006120120 

00/03/08 

50-370 

Q 

00061 101 66 

0006110150 

00/05/30 

50-416 

B 

0006120137 

0006120131 

Q0/05/2t 

30-458 

H 

00061 10176 

0006110171 

80/06/06 

50-220 

R 

8006120138 

0006120119 

80/09/09 

S0-2S6 

0 

80061 10170 

8006110150 

90/05/30 

50-416 

S 

0006120139 

8006120129 

00/09/08 

50-370 

Q 

8006110179 

0006110167 

00/06/05 

50-320 

P 

8006120140 

0006120119 

00/05/09 

90-286 

Q 

8006110107 

6006110177 

00/06/05 

50-29 

P 

8006120145 

0006120128 

80/09/Oe 

50-370 

8 

800611018S 

0006110101 

00/06/03 

50-333 

R 

0006120146 

9006120141 

80/05/28 

' 50-946 

H 

8006110193 

8006 U 0173 

00/06/05 

50-327 

6 

0006120147 

8006120119 

00/05/09 

90-286 

8 

8006110194 

0006110191 

80/06/03 

50-334 

Q 

8006120148 

0006120120 

80/09/08 

50-370 

0 

8006110190 

0006110104 

00/06/05 

50-325 

9 

8006120150 

0006120141 

00/09/28 

50-946 

H 

8006110199 

0OO6UO192 

00/06/02 

50-416 

A 

9006120191 

8006120120 

Qo/os/oe 

90-370 

Q 

8006110200 

0006110109 

QO/06/04 

50-309 

8 

0006120158 

8006120157 

00/09/27 

M18C 


8006110202 

0006110192 

80/06/02 

50-416 

A 

8006120160 

0006120156 

80/09/22 

NUREO 


6006110203 

8006110192 

90/06/02 

50-416 

A 

8006120161 

8006120157 

00/09/27 

H18C 


8006110200 

0006110192 

B0/06/D2 

50-416 

A 

8006120173 

8006120163 

00/05/12 

40-8502 


8006110211 

0006110192 

00/06/02 

50-416 

A 

0006120190 

8006130181 

00/09/14 

50-272 

8 

8006110215 

0006110192 

00/06/02 

50-416 

A 

8006120207 

0006120201 

90/09/02 

C0HMI8BI0N 

8006110220 

6006110192 

90/06/02 

50-416 

A 

8006120210 

9006120203 

80/06/06 

50-311 

P 

80061 10223 

0006110219 

00/06/06 

50-327 

8 

8006120214 

8006120203 

00/06/06 

90-311 

P 

8006110227 

0006110192 

00/06/02 

50-416 

A 

8006120219 

8006120213 

80/05/02 

CCtfWlBBION 

80061 10229 

0006110210 

00/06/06 

50-275 

0 

8006120227 

6006120223 

80/04/18 

90-445 

Q 

00061 10229 

0006110222 

80/06/09 

50-387 

A 

8006120231 

8006120223 

00/04/18 

50-449 

Q 

60061 10230 

0006110192 

00/06/02 

50-416 

A 

8006120232 

8006120221 

80/04/08 

PR 


00061 10256 

00061 10248 

00/06/04 

50-336 

8 

8006120234 

80061203S6 

80/09/27 

71-230 


8006110257 

0006110252 

00/06/05 

50-339 

S 

8006120245 

8006120240 

80/09/22 

90-449 

0 

80061 10262 

B0061 10259 

80/06/06 

50-327 

K 

8006120246 

8006130221 

00/04/06 

PR 


00061 10265 

0006110206 

80/06/04 

50-201 

B 

0006120258 

8006130252 

00/04/23 

XPURTUIC 


0006110276 

8006110270 

80/06/04 

50-327 

S 

8006120266 

0006130264 

90/09/02 

conHiaaiON 

0006110277 

8006110273 

00/06/02 

50-344 

R 

8006120274 

8006120267 

80/04/25 

40-3453 


8006110200 

0006110269 

00/06/05 

50-259 

0 

8006120283 

8006120277 

80/06/05 

50-313 

8 

0006110201 

0006110272 

00/06/06 

TOPREP 


8006120289 

8006120284 

80/04/11 

HASTE HOT 

0006110282 

0006110266 

00/06/10 

50-445 

K 

8006120290 

8006120286 

00/06/06 

50-206 

8 

0006110294 

0006110274 

00/05/27 

50-566 

B 

8006120297 

0006120294 

eO/06/CM 

90-219 

8 

0006110205 

8006110263 

80/05/15 

50-430 

8 

9006120303 

8006120300 

80/06/04 

50-316 

8 

9006110291 

0006110289 

00/06/02 

50-366 

P 

8006120304 

8006120301 

80/06/09 

50-338 

R 

00061 10292 

0006110207 

00/06/04 

50-259 

8 

8006120313 

0006120309 

80/06/04 

50-518 

8 

00061 10294 

0006110293 

00/06/06 

50-327 

8 

8006120316 

8006120315 

80/06/09 

50-368 

P 

0006110296 

9006110272 

90/06/06 

TOPREP 


9006120318 

8006120317 

80/06/10 

50-289 

F 

8006 1 10298 

8006110293 

00 / 05/22 

70-1300 


9006120320 

8006120317 

80/06/10 

50-289 

F 

00061 10312 

0006110304 

90/05/27 

50-254 

8 

8006120321 

8006120317 

80/06/10 

50-289 

E 

00061 10316 

0006110309 

90/06/02 

50-382 

A 

9006120322 

8006120317 

80/06/10 

50-289 


0006110322 

0006110314 

90/05/30 

50-496 

8 

8006120323 

8006120319 

80/06/05 

50-280 

a 

0006110329 

8006110309 

90/06/02 

50-382 

A 

8006120324 

8006120317 

00/06/10 

90-289 

F 

00061 10326 

8006110321 

80/06/05 

50-270 

0 

8006120326 

8006120317 

80/06/10 

90-289 

F 

90061 10330 

0006110320 

80/05/27 

50-265 

8 

8006 120327 

8006120317 

60/06/10 

50-289 

P 

0006110332 

0006110329 

00/06/06 

50-352 

0 

8006120328 

0006120319 

80/06/09 

50-200 

8 

0006110333 

0006110329 

90/06/03 

50-436 

6 

8006120329 

8006120317 

00/06/10 

50-28? 

F 

0006110341 

8006110336 

00/06/09 

50-312 

T 

9006120333 

8006120331 

80/06/09 

50-330 

8 

9006110350 

0006110336 

60/06/09 

50-312 

T 

0006120334 

8006120332 

80/06/ U 

50-275 

0 

8006110359 

8006110347 

99/06/05 

50-261 

B 

0006120339 

8006120336 

80/06/06 

50-281 

8 

0006110369 

8006110363 

80/05/27 

50-265 

8 

0006120341 

8006120336 

80/06/06 

90-281 

8 

90061 10376 

30061 10356 

80/06/05 

50-367 

0 

8006120344 

8006120343 

00/06/06 

50-346 

8 

0006110378 

00061 10356 

00/06/05 

50-367 

0 

8006120347 

8006120345 

80/06/06 

50-346 

8 

0006110300 

8006110370 

00/06/04 

50-289 

0 

0006120352 

8006120350 

80/06/09 

50-346 

9 

8006110302 

0006110356 

90/06/05 

50-367 

0 

0006120357 

8006120354 

80/06/03 

50-346 

8 

8006110444 

8006110436 

90/05/22 

50-202 

0 

8006120361 

8006120360 

80/05/09 

SECY 


90061 10450 

8006110455 

90/05/20 

50-361 

T 

8006120362 

8006120359 

80/06/09 

50-338 

8 

0006120019 

8006120008 

00/05/22 

PR 


8006120365 

8006120360 

80/05/09 

8ECy 


0006120023 

8006120017 

00/05/27 

50-205 

P 

9006120370 

8006120367 

80/06/06 

50-369 

A 

0006120026 

0006120017 

90/05/27 

50-285 

P 

9006120377 

8006120374 

80/06/05 

50-320 

P 

0006120026 

8006120017 

00/05/27 

50-285 

P 

8006120393 

8006120389 

90/06/10 

50-409 

0 

0006120037 

8006120033 

80/05/22 

50-438 

0 

8006120394 

8006120390 

80/05/09 

TOPREP 


0006120039 

0006120033 

80/05/22 

50-438 

Q 

B006120415 

8006120413 

80/03/31 

CONTRACT 


8006120041 

0006120033 

00/05/22 

50-438 

Q 

9006120424 

8006120420 

80/05/14 

XPQRTLIC 


8006120043 

0006120033 

00/05/22 

50-430 

Q 

9006120430 

8006120425 

00/05/07 

BECY 


8006120053 

9006120049 

00/05/19 

40-8745 


0006120431 

8006120427 

80/05/15 

lOCpR 


8006120071 

8006120065 

90/05/14 

C0KHI881DN 

0006120441 

8006120436 

80/02/14 

PRM 


80061 2007S 

9006120072 

80/05/27 

50-320 

P 

8006120446 

8006120442 

80/05/13 

XPORTLtC 


0006120079 

0006120074 

80/05/22 

50-311 

U 

0006120447 

8006120443 

80/05/16 

50-416 

M 

8006120006 

0006120002 

60/05/20 

50-254 

H 

8006120450 

8006120449 

00/05/14 

XPORTLIC 


0006120099 

0006120090 

00/04/10 

50-54 

0 

0006130472 

8006120467 

00/05/22 

QA999 


8006120106 

8006120102 

00/05/14 

50-387 

8 

8006120473 

0006120468 

90/05/15 

SECY 


8006120107 

8006120100 

80/05/14 

CQMHlSeiON 

0006120475 

8006120467 

80/09/22 

QA999 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCEOBION NUK9ER ACCESBIDN NUMBER 


ENCLOaUftE 

PRINCIPAL 

DOCIRIENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IS8UED 

SUBJECT 

CATEOORY 

©006120477 

8006120468 

80/05/15 

8ECY 


800&130199 

6006130195 

80/09/20 

90-260 

0 

8006120470 

8006120467 

00/05/22 

QA999 


0006130200 

8006130197 

60/05/26 

COHMIBSION 

8006120400 

8006120464 

60/05/07 

71 >'9044 


6006130201 

6006130192 

60/05/23 

90-319 

P 

8006120402 

8006120468 

60/05/15 

SECY 


8006130203 

6006130194 

60/04/04 

90-498 

0 

8006120403 

8006120467 

80/05/22 

0A999 


6006130204 

8006130195 

80/05/20 

90-280 

Q 

8006120405 

8006120468 

80/05/15 

BECV 


6006130205 

6006130197 

60/05/26 

CGNMI80ION 

00061 804W 

0006120496 

80/05/29 

50-10 

P 

6006130206 

6006130192 

60/05/23 

90-319 

P 

0006120500 

8006120497 

80/05/89 

XPORTLIC 


B0061 30207 

6006130197 

60/05/28 

COMMISSION 

0006120502 

8006120497 

80/05/29 

XPORTLIC 


B006130813 

0006130197 

00/03/26 

CGMHIBBroN 

8006130003 

8006130002 

80/04/30 

COHMlSaiON 

0006130214 

6006130206 

60/05/23 

90-247 

P 

8006130007 

8006130005 

80/06/09 

CONTRACT 


8006130215 

6006130197 

60/05/26 

C0MMI89I0N 

0006130008 

8006130006 

80/03/15 

70-1007 


800613021B 

8006130210 

80/06/10 

50-206 

8 

0006130012 

8006130006 

80/05/18 

70-1007 


8006130280 

8006130206 

80/09/23 

50-247 

P 

8006130013 

0006130006 

80/05/15 

70-1007 


8006130883 

8006130206 

80/05/23 

50-247 

P 

0006130015 

8006130006 

80/05/15 

70-1007 


6006130233 

6006130229 

00/09/27 

90-309 

K 

8006130019 

8006130016 

80/05/05 

50-255 

P 

6006130250 

0006130244 

00/09/23 

CONTRACT 


8006130027 

8006130023 

60/05/12 

C0HHIB8I0N 

B006130257 

6006130255 

60/04/26 

90-373 

Q 

8006130020 

8006130026 

60/08/26 

XPORTLIC 


6006130859 

8006130259 

60/04/26 

50-373 

0 

8006130031 

8006130023 

60/08/12 

CONHieSION 

8006130261 

8006130260 

80/06/10 

90-237 

P 

8006130033 

8006130030 

60/05/21 

XPORTLIC 


8006130262 

8006130260 

80/06/10 

90-237 

P 

0006130036 

0006130034 

60/05/28 

71-387 


6006130263 

8006130260 

60/06/10 

90-237 

P 

8006130030 

0006130035 

60/04/30 

50-335 

0 

8006130267 

8006130269 

80/06/09 

90-263 

R 

8006130039 

8006130037 

80/05/23 

50-866 

P 

6006130275 

6006130274 

80/06/09 

90-346 

R 

8006130040 

0004130037 

80/05/22 

50-866 

P 

8006130276 

6006130273 

60/06/03 

90-409 

R 

0006130045 

8006130044 

80/05/16 

71-9071 


8006130284 

6006130283 

80/06/06 

90-269 

B 

0006130051 

0006130047 

60/05/06 

PR 


8006130296 

6006130295 

80/06/06 

50-327 

R 

8006130053 

0006130050 

60/05/29 

50-413 

Q 

9006130299 

8006130297 

80/09/16 

50-280 

P 

8006130054 

0006130042 

60/05/01 

80-484 

Q 

8006130341 

8006130339 

80/06/04 

50-312 

Q 

8006130056 

8006190050 

60/05/29 

50-413 

a 

8006130387 

6006130385 

80/09/19 

COHMIfiSlON 

8006130060 

8006130050 

60/05/29 

50-413 

0 

8006130391 

8006130389 

80/04/29 

50-261 

Q 

8006130061 

0006130057 

00/05/09 

NUREO 


8006160008 

6006160005 

90/06/12 

50-329 

a 

8006130064 

0006130062 

00/05/14 

71-9009 


6006160012 

8006160009 

80/06/10 

90-272 

R 

8006130065 

0006130050 

60/05/29 

50-413 

a 

6006160013 

8006160011 

80/06/09 

90-206 

R 

0006130067 

0006130059 

00/05/02 

50-875 

Q 

B006160016 

8006160014 

00/06/10 

90-334 

R 

0006130060 

0006130066 

80/0S/0<:t 

PR 


6006160021 

8006160010 

00/06/09 

90-219 

B 

0006130071 

8006130070 

80/05/15 

NUREO 


B0061 60023 

6006160022 

80/06/04 

90-133 

R 

0006130074 

0006130069 

80/04/25 

50-498 

0 

8006160026 

0006160025 

00/06/10 

90-261 

R 

8006130078 

8006130073 

60/05/15 

ORO 


0006160087 

6006160024 

80/06/10 

50-320 

a 

8006130077 

0006130072 

80/05/08 

PR 


0006160029 

0006160020 

80/06/06 

50-466 

0 

8006130000 

0006130076 

80/05/23 

50-255 

a 

0006160031 

0006160030 

80/06/06 

90-267 

e 

0006130082 

0006130076 

80/05/23 

50-255 

Q 

0006160033 

6006160032 

80/06/09 

50-270 

p 

8006130003 

0006130076 

00/05/23 

50-344 

Q 

0006160035 

6006160034 

80/06/05 

50-267 

p 

8006130004 

8006130079 

80/05/01 

lOCFR 


8006160036 

8006160017 

80/06/06 

90-267 

R 

0006130006 

0006130076 

80/05/23 

50-855 

Q 

8006160038 

8006160037 

00/06/09 

90-244 

R 

8006130000 

0006130076 

60/05/23 

50-285 

0 

8006160044 

8006160040 

00/06/06 

90-275 

A 

0006130090 

0006130076 

00/05/23 

50-205 

Q 

B006160046 

6006160043 

00/06/10 

90-289 

0 

0006130091 

0006130007 

80/05/06 

IOC PR 


6006 160048 

6006160047 

60/06/03 

90-336 

P 

8006130092 

0006130076 

80/05/23 

50-285 

0 

6006160055 

6006160050 

60/06/09 

90-219 

8 

8006130096 

8006130076 

80/05/23 

50-333 

Q 

6006160056 

6006160053 

60/06/10 

90-339 

8 

8006130097 

0006130076 

80/05/23 

50-309 

0 

6006160060 

0006160057 

60/09/29 

90-295 

P 

0006130090 

0006130094 

80/05/06 

PRH 


6006160067 

0006160061 

60/06/12 

90-269 

0 

0006130099 

8006130076 

80/05/23 

50-255 

a 

0006160068 

6006 160063 

00/06/11 

50-247 

6 

0006130102 

8006130076 

80/05/23 

50-295 

Q 

0006160075 

6006160070 

80/06/09 

90-400 

8 

8006130103 

0006130100 

80/05/06 

lOCFR 


8006160077 

6006160073 

80/06/13 

90-389 

8 

8006190104 

8006130076 

80/05/23 

50-298 

d 

8006160079 

6006160076 

80/06/10 

50-339 

8 

8006130100 

0006130076 

80/05/23 

50-295 

0 

B0061600B5 

8006160082 

00/06/09 

90-346 

6 

0006130111 

0006130076 

80/05/83 

50-315 

0 

9006160066 

9006160060 

00/06/09 

50-219 

8 

8006130113 

0006130076 

80/05/23 

50-315 

a 

0006160067 

9006160063 

60/06/12 

90-322 

0 

8006130115 

0006130076 

80/05/83 

50-315 

0 

6006160093 

6006160009 

60/06/11 

50-443 

0 

0006130120 

0006130076 

80/05/23 

50-262 

a 

0006160099 

9006160099 

60/06/09 

50-309 

R 

8006130124 

0006130076 

80/05/83 

50-255 

Q 

0006160102 

0006160097 

60/06/03 

90-237 

B 

0006130136 

0006130076 

80/05/23 

50-255 

0 

0006160106 

6006160103 

80/06/09 

50-416 

S 

8006130138 

8006130076 

00/05/23 

50-10 

0 

0006160116 

6006160115 

60/06/06 

50-267 

8 

8006130141 

0006130076 

80/05/23 

50-10 

Q 

0006160119 

6006160116 

00/09/29 

0A999 


8006130142 

0006130076 

80/05/23 

50-10 

Q 

B006160125 

6006160121 

80/06/03 

50-249 

0 

8006130144 

0006130076 

60/05/23 

FOIA 


6006160131 

6006160116 

80/05/29 

QA999 


8006130145 

0006130076 

60/05/83 

FOIA 


8006160134 

6006160116 

80/09/29 

0A999 


8006130146 

8006130076 

00/05/83 

FOIA 


8006160136 

6006160107 

80/06/03 

90-272 

R 

8006130151 

8006130076 

80/05/23 

FOIA 


8006160138 

6006160116 

80/09/29 

QA999 


8006130152 

8006130076 

80/05/23 

FOIA 


8006160142 

6006160140 

80/06/10 

50-409 

0 

8006130154 

0006130076 

80/05/23 

FOIA 


6006160147 

8006160145 

90/06/10 

50-400 

A 

8006130162 

8006130159 

80/06/11 

50-322 

0 

6006160150 

8006160146 

00/04/03 

70-2909 


0006130173 

8006130170 

80/05/29 

80-320 

U 

0006160160 

8006160152 

60/05/28 

PR 


8006130176 

8006130170 

90/05/29 

50-320 

u 

6006160161 

8006160157 

60/05/21 

71-6 690 


8006130178 

8006130171 

60/05/29 

50-462 

0 

8006160170 

8006160166 

80/09/27 

90-466 

0 

0006130187 

8006130184 

60/05/23 

50-546 

H 

8006160172 

8006160157 

80/05/21 

71-6690 


8006130191 

8006130180 

00/05/29 

CONMlBBtON 

8006160176 

8006160157 

80/09/21 

71-6690 


8006130193 

8006130189 

60/05/02 

50-315 

Q 

6006160179 

8006160157 

80/09/21 

71-6698 


8006190196 

8006130192 

60/05/23 

50-315 

P 

0006160164 

8006160157 

60/09/21 

71-6690 


8006130198 

0006130189 

80/05/02 

50-318 

0 

6006160166 

80061601 6 1 

60/04/29 

90-338 

01 


407 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCE98I0N NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQftT 

8006160107 

0006 1601 57 

0O/‘O9/21 

71-6690 


0006160194 

0006160100 

80/09/30 

50-10 

0 

0006160196 

0006160190 

BO/04/30 

90-290 

Q 

900616019B 

8006160100 

eo/os/30 

50-10 

D 

8006160206 

8006160200 

CO/04/30 

50-390 

0 

6006160215 

8006160210 

90/09/06 

90-1B6 

Q 

0006160210 

0006160214 

80/01/31 

DRO 


0006160219 

6006160216 

90/09/02 

90-399 

Q 

0006160221 

8006160214 

90/01/31 

DRO 


0006 1 60222 

B006160214 

80/01/31 

DRO 


0006160226 

6006160214 

90/01/31 

DRO 


0006 1 60227 

9006160224 

80/08/31 

CONTRACT 


0006160220 

0006160214 

90/01/31 

DRO 


0006160229 

0006160229 

90/09/29 

UASTE HOT 

0006 1 60200 

0006160214 

QO/OI/31 

DRO 


□006160234 

8006160232 

80/03/30 

90-309 

A 

0006160239 

8006160233 

00/05/20 

cmo 


B006 1 60236 

8006160233 

80/05/20 

DRO 


0006160242 

600616023? 

00/05/27 

70-143 


8006160240 

9006160245 

00/05/00 

90-263 

0 

80061602&7 

9006160245 

80/05/00 

90-263 

0 

8006170007 

9006170004 

00/05/23 

90-449 

H 

8006170082 

0006170044 

00/04/20 

50-315 

0 

8006170064 

9006170097 

80/09/02 

70-1303 


0OD617OOD3 

8006170073 

00/06/09 

50-409 

Q 

8006 1 70080 

0006170073 

00/06/09 

50-409 

Q 

0006170106 

8006170094 

□0/09/30 

71-390 


B0061 70141 

8006170133 

00/03/12 

FRM 


0006170149 

8006170136 

00/02/07 



8006170157 

0006170133 

00/03/12 

PRM 


8006170107 

9006170194 

80/04/23 

90-382 

Q 

8006170171 

8006170165 

00/09/29 

90-290 

a 

8006170176 

8006170169 

00/09/29 

90-290 

Q 

80061701 BO 

8006170169 

00/09/29 

90-250 

0 

8006170103 

8006170107 

00/09/12 

90-443 

H 

0006170105 

8006170165 

00/09/29 

90-250 

0 

0006170179 

8006 1701 07 

00/09/02 

90-483 

o 

0006170177 

8006170196 

00/04/26 

90-483 

o 

00061 70S0L 

8006170196 

80/04/26 

90-483 

0 

000617021 1 

0006170193 

00/05/23 

90-327 

0 

0006170213 

8006170209 

00/04/29 

90-494 

a 

B006170219 

6006170193 

90/05/23 

90-327 

0 

0006170219 

8006170209 

80/04/29 

90-454 

Q 

8006170222 

8006170193 

00/05/23 

90-327 

a 

0006170220 

8006170193 

00/05/23 

90-327 

0 

8006170234 

8006170229 

00/06/ U 

90-269 

p 

8006170249 

0006170244 

80/09/20 

90-266 

p 

8006170593 

6006170244 

00/09/20 

80-266 

p 

8006170556 

8006170244 

90/05/20 

90-266 

p 

BO061 70273 

0006 1 70267 

80/06/13 

90-309 

M 

0006170274 

0006170269 

00/06/03 

70-29 


8006170276 

8006170268 

00/09/01 

90-294 

<1 

8006170279 

8006170269 

00/06/03 

70-29 


8006170290 

0006170203 

80/06/10 

90-302 

K 

8006 170292 

8006170269 

80/06/03 

70-29 


8006170293 

0006 1 70203 

00/06/10 

90-302 

K 

8006170299 

0006170291 

00/04/30 

90-299 

Q 

8006170297 

8006170269 

00/06/03 

70-29 


0006170302 

8006170269 

00/06/03 

70-29 


8006170312 

0006170308 

00/04/24 

90-10 

0 

8006170314 

0006170310 

00/06/11 

50-321 

I 

0006170310 

0006170310 

90/06/11 

90-321 

1 

0006170320 

8006 1 70308 

80/04/24 

90-10 

Q 

0006170321 

0006170316 

80/04/24 

90-282 

0 

0006170342 

0006170339 

80/09/23 

90-946 

H 

9006170354 

0006170391 

80/06/10 

90-346 

8 

8006 1 70360 

8006170358 

80/06/13 

TOPREP 


0006170379 

8006170371 

80/06/02 

90-498 

A 

0006170391 

00061 703B7 

90/04/30 

90-247 

0 

0006170398 

8006170395 

90/04/24 

90-277 

a 

0006170405 

8006170404 

80/06/13 

90-341 

] 

0006170407 

0006170404 

80/06/13 

50-34 1 

X 

8006170408 

0006170404 

80/06/13 

50-341 

I 

8006170417 

8006170413 

80/06/16 

90-407 

0 

B006 170434 

0006170431 

80/06/10 

50-3 

R 

0006170440 

8006170430 

80/06/09 

50-245 

R 

0006170441 

8006170439 

80/06/10 

50-317 

F 

0006170443 

8006170442 

80/06/09 

90-285 

R 

8006170446 

0006170449 

00/06/10 

90-277 

R 

8006 1 70492 

0006170440 

^ 00/06/09 

50-10 

R 


AC GEOS I ON NUHBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

leSUED 

CATEOOflV 

8006170454 

8006170491 

80/06/05 

50-247 

P 

8006170497 

0006170448 

80/06/09 

50-10 

R 

0006170459 

0006170451 

00/06/09 

50-247 

P 

0006170461 

8006170448 

00/06/09 

50-10 

R 

0006170463 

8006170416 

80/06/13 

50-346 

P 

8006170466 

8006170491 

60/06/09 

50-247 

P 

0006170471 

8006170467 

90/06/07 

50-250 

R 

8006170472 

6006170436 

00/06/13 

50-346 

P 

8006170474 

8006170467 

80/06/07 

50-250 

R 

8006170479 

0006170470 

00/06/06 

50-295 

6 

0006170477 

8006170473 

80/06/10 

50-266 

R 

0006170479 

8006170467 

00/06/07 

50-250 

R 

8006170402 

8006170470 

80/06/09 

50-111 

U 

8006170409 

8006170485 

90/06/06 

50-430 

8 

9006170499 

0006170493 

00/06/12 

50-389 

M 

0006170902 

8006170497 

80/06/10 

50-259 

8 

8006170305 

8006170498 . 

90/06/06 

50-295 

8 

8006170307 

8006170901 

80/06/10 

50-259 

R 

8006170912 

8006170906 

80/06/11 

50-296 

8 

8006170917 

8006170913 

80/06/12 

50-280 

R 

8006170919 

8006170510 

00/06/09 

50-237 

8 

8006170927 

8006170919 

00/06/11 

50-155 

9 

8006170928 

8006170526 

00/06/12 

50-213 

R 

0006170529 

8006170919 

00/06/11 

50-155 

S 

8006170930 

8006170523 

00/06/ 12 

50-269 

6 

8006170534 

8006170913 

80/06/11 

50-155 

B 

8006170941 

0006170336 

00/06/U 

50-327 

9 

8006170949 

8006170943 

80/06/12 

50-327 

S 

0006 170990 

8006170921 

00/06/11 

50-315 

R 

0006170931 

8006170942 

00/06/06 

50-335 

3 

0006170992 

9006170945 

90/06/11 

50-329 

8 

8006170961 

0006170934 

□0/06/10 

50-327 

a 

8006170963 

800617095B 

80/06/09 

50-334 

a 

8006170964 

8006170999 

80/06/06 

50-254 

F 

8006170570 

8006170960 

00/06/12 

50-599 

0 

8006170371 

0006170990 

80/06/09 

50-334 

8 

8006 17097 9 

0006170966 

00/06/09 

50-259 

8 

0006170976 

8006170558 

80/06/09 

50-334 

8 

8006170378 

8006170573 

00/06/12 

50-272 

0 

8006170986 

8006170559 

00/06/06 

50-254 

F 

0006170907 

8006170580 

S0/06/U 

50-339 

8 

8006170991 

80061/0599 

80/06/06 

50-254 

F 

0006170992 

8006170581 

80/06/10 

50-296 

9 

8006170995 

8006170989 

80/06/12 

50-271 

8 

8006170997 

0006170599 

BO/06/06 

50-254 

F 

8006170602 

8006170599 

00/06/06 

50-254 

F 

8006170604 

8006170998 

80/06/10 

50-348 

8 

8006170609 

8006170596 

00/06/06 

50-390 

9 

8006170606 

0006170601 

80/06/09 

50-322 

a 

8006170607 

8006170999 

80/06/06 

50-254 

F 

8006170613 

B0O6170959 

BO/06/06 

50-254 

F 

8006170614 

8006170603 

00/06/11 

50-296 

8 

8006170619 

8006170611 

00/06/13 

50-339 

P 

8006170616 

8006170999 

BO/06/06 

50-254 

F 

8006170621 

0006170611 

BO/06/13 

50-339 

P 

8006170622 

8006 170999 

80/06/06 

50-254 

F 

8006170626 

8006170611 

00/06/13 

50-339 

P 

8006170628 

0006170959 

00/06/06 

50-254 

F 

8006170630 

0006170623 

BO/06/13 

50-313 

8 

8006170632 

8006170999 

80/06/06 

50-254 

F 

0006170633 

800617061 1 

80/06/13 

50-339 

P 

8006170634 

8006170629 

00/06/12 

50-360 

8 

8006170638 

8006170636 

80/06/12 

50-29 

R 

BO06 170639 

8006170635 

80/06/09 

50-259 

8 

9006170649 

8006170649 

80/06/12 

50-271 

R 

8006170690 

8006170643 

00/06/11 

50-338 

B 

8006170692 

8006170647 

80/06/06 

50-335 

8 

8006170661 

8006170657 

00/06/06 

50-336 

8 

0006170662 

0006170653 

80/06/12 

50-290 

8 

0006170669 

8006170658 

80/06/09 

50-331 

9 

8006170671 

0006170664 

00/06/12 

50-272 

B 

8006170672 

8006170659 

ao/ 06 /ii 

50-329 

B 

0006170677 

80061 7066? 

80/06/10 

90-316 

8 

8006170679 

8006170673 

00/06/06 

90-321 

a 

BO061706BO 

8006170674 

BO/ 06/03 

90-321 

8 

0006170686 

8006170673 

80/ 05/31 

50-339 

S 

0006170687 

8006170693 

80/06/03 

90-366 

8 

0006170691 

8006170689 

80/06/11 

50-327 

8 

0006170696 

0006170689 

00/06/12 

50-309 

R 

0006170701 

0006170694 

00/06/ 11 

50-339 

8 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 

8006170704 
B0061707OT 
0006170730 
B0061 70736 
0006170730 

00061 7073<7 
0006170744 
0006170746 
0006170749 
0006170790 

0006170791 

0006170797 

8006170790 

8006170769 

0006170763 

0006170764 

8006170769 

8006170766 

8006170768 

8006170769 

8006170772 

8006170774 

8006170779 

8006170776 

'9006170784 

8006170788 

8006170794 

8006170796 

8006170799 

8006170809 

8006170007 

0006170808 

8006170816 

8006170817 

8006170818 

8006170826 

8006170829 

8006170833 

8006170843 

8006170897 

8006180002 

eK>061fK}003 

8006180004 

8006180009 

8OO61B001O 

8006180012 

8006180021 

8006180024 

8006100028 

8006100032 

0006100033 

8006180036 

8006180043 

8006180046 

8006180048 

6006100091 

0006100096 

0006100097 

BOO610OO64 

8006100068 

8006100072 

8006100079 

8006100077 

8006180082 

8006180083 

8006100007 

8006180091 

8006100093 

8006180100 

8006180110 

8006100114 

0006100119 

8006100119 

8006100123 

8006100126 

8006100129 

8006100131 

8006100132 

8006100139 

8006100137 


409 


NUliBSR 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

8006170698 

8006170724 

0006170727 

8006170726 

8006170727 

8006170735 

8006170739 

8006170740 

8006170742 

8006170739 

8006170740 

8006170740 

8006170799 

8006170760 

0006170793 

0006170796 

0006170760 

0006170761 

0006170740 

8006170760 

0006170767 

0006170796 

0006170767 

8006170771 

0006170779 

8006170702 

0006170709 

0006170790 

0006170799 

0006170004 

0006170001 

0006170003 

8006170010 

0006170019 

0006170012 

0006170021 

0006170022 

0006170030 

0006170039 

8006170091 

0006100001 

0006100001 

0006100001 

0006180001 

8006100006 

0006100000 

0006100017 

0006100017 

0006100017 

8006100017 

0006180017 

0006100017 

8006100040 

0006180041 

0006100049 

0006180049 

0006100093 

8006100094 

0006180061 

0006180061 

0006100061 

0006100070 

0006180061 

8006180099 

0006180061 

8006100081 

0006100061 

0006100092 

8006180101 

8006180016 

8006180111 

0006180016 

0006100016 

0006180117 

0006180121 

8006180016 

0006180117 

8006180129 

0006180016 

8006180016 


DATE 

ISSUED 

80/06/11 

80/04/10 

80/04/26 

80/09/09 

80/04/26 

60/09/21 

80/09/21 

00/06/02 

80/09/06 

80/09/21 

80/06/02 

80/06/02 

80/04/26 

80/04/18 

80/04/26 

BO/04/26 

80/04/18 

80/09/09 

80/06/02 

60/04/10 

00/04/22 

80/04/36 

80/04/22 

00/09/06 

80/04/30 

80/04/24 

80/04/30 

80/04/24 

80/09/01 

80/04/30 

80/09/01 

80/09/30 

80/04/29 

80/09/29 

80/09/20 

80/09/22 

00/04/24 

79/11/01 

79/07/17 

00/09/13 

00/09/29 

00/09/29 

90/09/29 

80/09/29 

80/06/02 

90/09/01 

00/09/30 

80/09/30 

80/09/30 

80/09/30 

00/09/30 

80/09/30 

80/09/30 

80/04/29 

80/04/14 

80/04/14 

80/04/29 

80/04/29 

80/09/21 

80/09/21 

00/09/21 

80/04/29 

80/09/21 

80/04/24 

80/09/21 

80/09/30 

80/09/21 

80/04/24 

79/09/28 

80/09/23 

80/04/29 

80/09/23 

80/09/23 

80/04/29 

80/04/29 

80/09/23 

0O/(?4/29 

80/09/30 

00/09/23 

60/09/23 


6U9UECT 

CATEOORV 

90-316 R 

70- 1201 
90-299 Q 
50-373 Q 
90-299 Q 

90-309 0 

90-309 0 

90-966 a 
90-396 Q 
90-309 Q 

90-966 Q 
90-966 0 

50-329 Q 
90-302 Q 
90-329 0 

90-373 0 

90-302 0 

90-331 0 

90-966 0 

50-302 Q 

90-321 0 

90-373 0 

90-321 Q 
90-496 0 

90-321 Q 

90-277 0 

90-389 Q 
90-247 0 

90-346 0 

90-293 Q 

RCOOD 
90-171 M 
90-317 0 

71- 9094 
PRH 

XPORTLIC 
90-293 0 

TOPREP 
TOPREP 
90-324 0 

70-1191 
70-1191 
70-1191 
70-1191 
90-244 0 

90-324 Q 
90-290 Q 
90-290 Q 
90-290 0 

90-290 0 

90-290 Q 
90-290 Q 
90-289 0 

90-299 0 

90-416 0 

90-416 0 

90-272 0 

90-29 0 

90-918 0 

90-918 0 

90-919 0 

90-263 Q 
90-918 Q 
90-320 Q 
90-918 0 

CONTRACT 
90-916 0 

90-293 0 

90-282 P 
FOIA 

70-371 

FOIA 

FOIA 

accY 

90-272 a 

FOIA 

8CCY 

90-247 T 

FOIA 

FOIA 


ENCLOSURE 

8006180138 

8006180141 

8006180142 

8006180149 

0006180149 

8006160192 
8006180165 
8006 1801 66 
6006180169 
8006100176 

8006 1801 62 
8006180189 
8006160192 
8006180194 
8006180199 

8006180198 

8006180200 

8006180203 

8006180209 

8006180206 

6006180219 

8006180219 

8006160223 

6006160227 

6006180234 

6006160236 

8006160240 

0006160241 

8006180249 

8006180246 

8006180291 

8006180292 

8006180293 

8006180263 

8006180264 

80061B026B 

8006180272 

8006180276 

8006180279 

8006180261 

8006180283 
8006100206 
8006180288 
8006180289 
B0061 00291 

8006180292 

6006180294 

8006180300 

6006180301 

8006180303 

6006160309 

8006180307 

6006180310 

6006180314 

8006180319 

8006180323 

8006180324 

6006180327 

8006180329 

6006180331 

8006180332 

6006160339 

8006180336 

8006180338 

8006180340 

8006180342 

8006180347 

8006180348 

8006180349 

8006180390 

8006180393 

8006180369 

8006180373 

8006180390 

8006180391 

8006160394 

8006160397 

6006160396 

8006180404 

8006180414 


PRINCIPAL 

DOCUMENT 

8006160129 

6006160016 

6006160117 

6006160016 

6006100129 

6006180016 

0006180162 

6006180161 

8006160162 

S006180171 

8006160016 

8006160161 

8006160016 

8006160190 

8006160016 

8006160016 

8006180196 

8006180016 

8006160196 

6006160016 

0006 1601 97 
6006160210 
6006180210 
6006180016 
8006180016 

8006180210 

8006180237 

8006160016 

8006180016 

8006180237 

6006180239 

8006180016 

6006180247 

6006160016 

8006160296 

8006160016 

6006180016 

8006180016 

6006100016 

0006160276 

B0061B0016 

B0061B0016 

8006160016 

0006160289 

6006180287 

9006180016 

6006190016 

8006180016 

9006180299 

8006180298 

8006180299 

6006180016 

8006180299 

8006160295 

9006180293 

8006180317 

8006180293 

8006160317 

8006160321 

8006180293 

8006160317 

8006180016 

6006160016 

6006160317 

8006180293 

6006160016 

8006160293 

6006160016 

6006160343 

6006160344 

6006160344 

6006160364 

8006160370 

6006160386 

6006180384 

8006160346 

8006160393 

6006160395 

6006160401 

8006180410 


DATE 

ISSUED 

80/05/30 

80/05/23 

80/04/29 

80/05/23 

00/05/30 

00/05/23 

60/04/08 

00/06/04 

60/04/08 

80/09/30 

80/05/23 

80/05/23 

60/05/23 

80/05/07 

80/05/23 

80/05/23 

80/05/20 

80/05/23 

80/05/20 

80/05/23 

60/05/19 

00/05/09 

00/05/09 

00/05/23 

60/05/23 

00/05/09 

60/05/28 

60/05/23 

60/05/23 

60/05/28 

80/06/11 

80/05/23 

80/06/12 

60/05/23 

00/06/12 

60/09/23 

80/09/23 

60/05/23 

60/05/23 

00/06/05 

80/09/23 

00/09/23 

80/05/23 

80/05/19 

00/06/13 

60/05/23 

60/05/23 

60/09/23 

60/06/02 

60/09/12 

60/06/02 

60/09/23 

80/06/02 

80/06/02 

60/06/04 

60/06/02 

60/06/04 

60/06/02 

80/05/29 

60/06/04 

00/06/02 

80/05/23 

80/09/23 

80/06/02 

80/06/04 

60/09/23 

80/06/04 

80/09/23 

80/06/09 

80/03/20 

80/03/20 

60/06/05 

80/06/16 

80/09/00 

80/06/13 

60/06/12 

80/09/08 

80/06/12 

80/06/13 

80/04/29 


8U8JECT 

CATEGORY 

30-247 T 
FOIA 
escY 
FOIA 

90-247 T 

FOIA 
70-024 
50-299 <1 

70- 024 
50-271 M 

FOIA 

50-922 0 

FOIA 

90-209 0 

FDIA 

FOIA 

90-466 Q 
FOIA 

90-466 0 

FDIA 

90-490 \i 
FOIA 

71- 9103 
FOIA 
FOIA 

FOIA 

90-369 0 

FOIA 

FOIA 

90-369 a 

90-416 9 

FOIA 

90-201 P 
FOIA 

90-2 F 

FOIA 

FOIA 

FOIA 

FOIA 

90-373 A 

FOIA 

FOIA 

FOIA 

90-295 B 
90-416 0 

FOIA 

FOIA 

FOIA 

90-206 0 

QA999 

90-206 O 
FOIA 

90-206 0 

50-206 O 
90-10 r 

90-321 Q 
90-10 F 
90-321 O 
90-458 A 
90-10 F 

90-321 0 

FOIA 

FOIA 

90-321 0 

90-10 F 

FOIA 

90-10 F 
FOIA 

CONTRACT 

70-139 

70-135 
90-373 K 
90-490 K 
90-416 fl 
90-332 8 

90-466 G 
90-320 Q 
90-466 0 

90-399 S 
90-403 Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NW1BER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

IBGUED 

CATEOORY 

6006100417 

8006100416 

80/09/29 

90-336 

P 

8006190323 

0006190319 

80/04/29 

90-946 

Q 

6006180418 

8006180416 

80/05/29 

90-336 

P 

8006190349 

8006190339 

60/06/13 

90-277 

R 

6006 180427 

8006180426 

80/06/19 

90-3 

R 

8006190356 

6006190349 

60/03/20 

QA999 


60061B0436 

8006180435 

00/06/12 

90-310 

P 

8006190362 

8006190349 

60/03/20 

<1A999 


8006180439 

8006180438 

80/06/10 

90-321 

R 

6006190366 

8006190397 

00/09/09 

90-373 

a 

6006180442 

8006180440 

00/06/09 

90-340 

R 

8006190369 

8006190369 

80/05/22 

40-1341 


6006180443 

8006180433 

80/06/13 

90-317 

8 

8006190370 

8006190349 

00/03/20 

3A999 


60061 8044& 

0006100444 

80/06/01 

90-293 

R 

0006190371 

8006190361 

80/04/24 

90-277 

Q 

6006180449 

8006180447 

80/06/11 

90-329 

B 

8006190374 

0006190349 

80/03/20 

0A999 


6006180491 

8006180440 

80/06/13 

90-282 

R 

8006190379 

8006190369 

80/09/22 

40-1341 


6006180493 

8006180440 

80/06/13 

90-202 

R 

8006190376 

0006190349 

80/03/20 

0A999 


6006180494 

8006180492 

80/06/13 

30-329 

S 

000619037? 

6006190378 

00/09/09 

90-299 

Q 

6006180499 

8006180496 

80/06/12 

90-368 

8 

8006190382 

8006190349 

80/03/20 

<1A999 


8006180460 

8006180498 

80/06/11 

90-368 

8 

8006190386 

8006190363 

60/06/05 

90-319 

Q 

6006180469 

8006180499 

80/06/13 

90-324 

8 

8006190398 

8006190399 

90/06/04 

90-116 

0 

6006180467 

8006180463 

80/06/12 

30-368 

8 

8006190422 

8006190414 

80/06/13 

90-299 

6 

6006180460 

8006180462 

00/06/11 

SO-416 

A 

8006190426 

8006190414 

60/06/13 

90-299 

8 

6006180476 

0006180470 

80/06/12 

50-280 

8 

8006190428 

8006190414 

80/06/13 

90-295 

8 

6006180460 

0OO61BO473 

80/06/13 

50-318 

8 

8006190431 

8006190414 

80/06/13 

90-299 

8 

6006180487 

8006180484 

80/06/12 

90-327 

a 

8006190439 

8006190437 

80/06/06 

90-iaa 

0 

6006180490 

0006180483 

00/06/13 

90-318 

8 

8006170444 

8006190440 

80/06/11 

90-361 

6 

6006180497 

8006180494 

80/06/10 

90-366 

R 

8006190464 

6006190461 

80/06/13 

90-331 

R 

B0061 80903 

8006180900 

00/06/13 

90-333 

8 

8006190470 

8006190466 

80/06/13 

90-299 

0 

6006180909 

8006180496 

B0/06/U 

90-324 

8 

8006190478 

0006190473 

80/06/16 

90-244 

B 

6006160913 

8006180909 

80/06/13 

90-272 

0 

8006190929 

0006190922 

60/06/16 

90-361 

1 

6006180918 

8006180919 

80/06/13 

90-318 

8 

8006190932 

8006190922 

60/06/16 

90-361 

1 

6006180920 

8006180902 

80/06/12 

90-296 

a 

8006190938 

8006190922 

80/06/16 

90-361 

1 

6006180922 

6006180919 

80/06/10 

90-279 

0 

8006190939 

8006190937 

60/06/12 

90-320 

0 

8006180924 

8006180921 

00/06/11 

90-327 

8 

8006190941 

8006 190939 

00/06/17 

90-247 

8 

8006180933 

8006100987 

80/06/ ti 

90-327 

8 

8006190957 

8006190993 

80/06/03 

90-466 

0 

8006180939 

8006100930 

80/06/12 

90-327 

8 

0006190961 

8006190991 

80/06/13 

90-286 

R 

8006180936 

8006180929 

00/06/13 

90-3 

R 

8006190964 

8006190993 

80/06/03 

90-466 

0 

8006180990 

8006180947 

80/06/04 

90-373 

Q 

8006190974 

8006190966 

60/06/10 

90-321 

8 

0006180992 

6006180947 

00/06/04 

90-373 

Q 

8006190906 

8006190978 

00/06/09 

90-321 

8 

B006 180996 

8006180944 

80/06/04 

90-437 

0 

8006190989 

8006190963 

80/06/13 

90-368 

R 

0006 180998 

8006180999 

80/06/05 

90-266 

P 

8006190603 

8006190996 

60/06/12 

90-302 

B 

0006180981 

8006180974 

80/09/02 

90-266 

0 

B006190606 

6006190993 

80/06/17 

90-269 

0 

8006180987 

8006180982 

80/06/04 

CONTRACT 


8006190610 

6006190602 

80/06/11 

90-336 

P 

8006 180600 

8006160994 

80/06/03 

90-319 

0 

8006190612 

8006190604 

80/06/03 

90-219 

P 

8006180611 

8006100607 

80/04/24 

90-333 

0 

6006190619 

6006190607 

80/06/11 

90-321 

6 

8006180634 

8006180617 

00/04/24 

70-667 


0006190621 

6006190617 

80/06/10 

90-302 

R 

8006190029 

0006190021 

80/09/88 

XPDRTHC 


0006190630 

6006190626 

60/06/19 

90-247 

R 

8006190064 

8006190098 

80/09/82 

40-1341 


0006190641 

6006190636 

00/06/05 

90-312 

R 

8006190079 

8006190069 

80/04/84 

90-184 

0 

8006190643 

6006190640 

80/06/01 

90-293 

R 

8006190090 

8006190072 

80/06/13 

FQIA 


0006190644 

6006190634 

00/06/04 

90-320 

H 

8006190088 

8006190083 

60/04/89 

70-020 


8006190649 

8006190629 

80/06/12 

90-344 

1 

8006190099 

6006190089 

80/06/09 

90-373 

A 

8006190668 

8006190667 

79/12/10 

ACRB 


8006190104 

6006190100 

80/09/83 

CONTRACT 


8006190679 

8006190673 

80/09/09 

90-299 

6 

8006190118 

8006190119 

80/06/13 

FOIA 


0006190679 

8006190677 

80/09/02 

70-247 


8006190129 

8006190119 

80/06/13 

FOIA 


0006190683 

8006190601 

60/09/29 

90-302 

Q 

8006190129 

8006190119 

80/06/13 

FOIA 


8006190667 

8006190681 

60/09/29 

90-302 

Q 

8006190130 

8006190127 

00/03/31 

BECY 


6006190669 

8006190686 

80/06/13 

90-313 

R 

8006190133 

6006190127 

80/03/31 

8ECy 


0006190691 

8006190661 

90/05/29 

90-302 

0 

8006190193 

8006190146 

80/09/83 

90-219 

Q 

8006190692 

8006190681 

60/09/29 

90-302 

0 

0006190194 

8006190133 

80/04/30 

90-376 

0 

8006 190700 

6006190696 

80/09/29 

90-946 

0 

8006190168 

8006190199 

00/04/84 

90-320 

Q 

8006190703 

8006190696 

80/09/29 

90-946 

Q 

8006190182 

8006190177 

60/03/07 

90-373 

Q 

6006190706 

8006190696 

80/09/29 

90-946 

0 

8006190197 

6006190192 

80/09/81 

90-201 

0 

6006190713 

6006190696 

80/09/29 

90-946 

Q 

8006190201 

0006190192 

80/09/21 

90-201 

0 

8006190719 

6006190696 

80/09/29 

90-946 

3 

8006190209 

8006190192 

80/09/81 

90-201 

Q 

8006190739 

8006190732 

80/04/01 

70-820 


8006190208 

8006190192 

80/09/81 

90-201 

Q 

0006190749 

8006190744 

80/04/00 

70-2909 


8006190219 

6006190213 

80/03/12 

70-972 


8006200003 

8006200002 

80/09/20 

CONTRACT 


8006190226 

8006190210 

80/04/30 

90-449 

8 

0006200009 

6006200002 

80/09/20 

CONTRACT 


8006190227 

8006190213 

80/03/12 

70-972 


8006200007 

8006200004 

00/09/29 

70-1191 


8006190230 

6006190222 

00/04/24 

90-220 

Q 

8006200010 

8006200004 

80/09/29 

70-1191 


8006 190231 

8006190224 

00/06/11 

XPORTHC 


6006200011 

800620000? 

80/09/30 

WASTE MOT 

8006190240 

8006190232 

80/09/30 

90-416 

N 

6006200013 

6006200009 

80/09/30 

WASTE nOT 

8006190249 

8006190243 

00/04/24 

90-277 

0 

6006200019 

6006200004 

80/09/29 

70-1191 


8006190292 

8006190244 

80/03/29 

CONTRACT 


6006200090 

6006200046 

80/04/14 

70-794 


8006190299 

8006190237 

80/06/12 

FQIA 


0006200061 

6006200091 

80/09/28 

9t4itt Prog 

8006190297 

8006190246 

80/09/09 

90-390 

0 

8006200071 

6006200066 

80/09/23 

90-486 

0 

8006190267 

8006190261 

80/04/30 

CONTRACT 


0006200074 

8006200066 

60/04/03 

90-312 

P 

8006190268 

8006190262 

60/09/09 

90-302 

0 

8006200076 

6006200073 

60/06/02 

CONTRACT 


8006190276 

8006190272 

80/09/28 

CONTRACT 


6006200063 

6006200081 

80/04/29 

70-1297 


80061 90278 

8006190274 

80/09/01 

90-334 

0 

6006200091 

8006200087 

00/05/19 

90-320 

u 

8006 1 90289 

8006190298 

80/09/30 

90-291 

8 

6006200093 

8006200086 

80/06/04 

CONTRACT 


0006190289 

6006190284 

80/09/07 

90-290 

Q 

0006200094 

8006200076 

80/09/06 

90-348 

0 

00061 90300 

6006190296 

00/06/06 

90-946 

0 

8006200097 

6006200088 

80/09/12 

90-309 

0 

0006190308 

6006190303 

00/04/29 

90-271 

0 

8006200100 

6006200096 

80/04/22 

71-109 


8006190321 

8006190319 

60/06/16 

90-412 

8 

6006200107 

6006200101 

80/04/01 

70-698 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCEBBIOW NUMBER ACCESSION NUKBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I8BUED 

BUBJECT 

CATEODRY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

800^300111 

8006200109 

80/04/23 

90-398 

Q 

8006230020 

8006230016 

00/09/16 

90-10 

0 

G00^>200113 

8006200109 

60/04/33 

30-398 

0 

B006230022 

0006230019 

00/03/27 

70-984 


B0O&3001 14 

8006200109 

80/09/08 

90-338 

Q 

8006230024 

BOD6230016 

00/05/16 

90-10 

0 

8006200117 

8006200112 

80/04/10 

70-36 


8006230025 

8006230019 

80/03/27 

70-904 


8006200121 

8006200118 

80/04/29 

90-461 

0 

8006230026 

B006230019 

00/03/27 

70-904 


8006200124 

8006200118 

80/04/29 

90-461 

0 

8006230033 

8006230030 

60/06/06 

30-390 

0 

8006200128 

8006300126 

80/09/08 

90-339 

0 

8006230036 

0006230034 

BO/06/04 

CONTRACT 


8006200139 

8006200133 

80/04/11 

0A999 


6006230037 

B006230032 

BO/06/06 

71-5939 


8006200136 

B006200131 

80/09/09 

90-373 

0 

8006230040 

B006230035 

BO/05/29 

CONTRACT 


8006200137 

8006300134 

60/06/04 

CONTRACT 


8006230041 

B006230039 

BO/06/04 

CONTRACT 


8006200139 

8006200138 

80/09/29 

QA999 


6006230043 

6006230030 

80/06/10 

50-266 

Q 

8006200141 

8006300131 

60/09/09 

90-373 

0 

8006230048 

BO 06230044 

80/09/23 

CONTRACT 


8006200143 

8006200138 

60/09/29 

QA999 


8006230054 

B006230049 

80/09/14 

50-461 

0 

8006200149 

8006200140 

80/06/09 

70-1300 


8006230060 

8006230099 

80/09/13 

30-373 

Q 

8006200146 

8006200138 

60/09/29 

0A999 


6006230061 

8006230049 

80/09/14 

90-461 

Q 

8006200147 

8006200144 

79/10/26 

90-482 

p 

8006230062 

8006230091 

aO/09/27 

90-20 

8 

8006200148 

0006200138 

80/09/29 

QA999 


6006230069 

8006230063 

80/06/10 

90-403 

0 

8006200168 

8006200162 

80/09/30 

90-269 

p 

6006230071 

8006230069 

80/09/ 19 

50-205 

a 

8006200169 

8006200169 

80/03/29 

70-824 


8006230077 

8006230070 

00/09/13 

50-299 

0 

8006200172 

6006200169 

80/03/29 

70-824 


8006230078 

8006230079 

00/09/16 

90-294 

Q 

8006300179 

8006300171 

80/06/16 

90-367 

8 

8006230083 

0006230004 

00/03/30 

CONTRACT 


8006200199 

8006200196 

80/09/13 

90-319 

0 

8006230087 

8006230002 

00/09/13 

50-358 

0 

8006200216 

8006200212 

80/06/04 

90-290 

Q 

8006230091 

0006230089 

80/09/14 

90-409 

0 

8006200319 

8006200212 

80/06/04 

90-290 

Q 

8006230092 

8006230082 

80/09/13 

30-358 

0 

8006200332 

8006200212 

80/06/04 

90-290 

Q 

8006230113 

8006230102 

00/09/00 

90-150 

0 

8006200237 

8006200212 

80/06/04 

90-290 

0 

8006230114 

8006230098 

BO/06/04 

30-280 

0 

8006200248 

6006200337 

00/09/20 

40-8976 


8006230117 

B006230U2 

BO/06/02 

COHMIBBIDN 

8006200297 

8006200339 

00/04/29 

70-33 


8006230118 

8006230078 

80/06/04 

50-200 

0 

8006200266 

8006200296 

80/09/14 

90-341 

0 

8006230123 

8006230119 

80/09/22 

COMKIBSION 

8006200280 

8006200272 

80/09/16 

90-266 

Q 

8006230124 

8006230120 

00/06/04 

CONTRACT 


8006200292 

8006200288 

80/09/16 

71-173 


8006230125 

8006230121 

80/03/27 

70-27 


8006200326 

8006200321 

80/06/13 

90-327 

P 

8006230126 

800623009B 

80/06/04 

50-200 

0 

8006200338 

8006200329 

80/09/12 

70-143 


8006230131 

8006230120 

80/05/21 

COhKlBSrON 

8006200348 

8006200343 

80/09/23 

IOC PR 


8006230133 

8006230129 

80/06/11 

CONTRACT 


8006200363 

8006200399 

80/06/16 

90-368 

8 

8006230136 

8006230100 

SO/06/06 

ORO 


8006200369 

8006300361 

80/06/ n 

90-329 

A 

8006230144 

8006230141 

00/04/21 

90-201 

R 

8006200378 

8006200379 

80/06/13 

90-966 

B 

B006230146 

8006230149 

80/09/09 

90-461 

0 

8006200436 

8006200424 

80/06/11 

90-309 

P 

8006230151 

8006230149 

80/05/09 

90-461 

0 

8006200428 

8006200424 

60/06/ il 

90-309 

P 

0006230152 

8006230143 

80/09/30 

90-128 

Q 

8006200434 

8006200430 

80/06/16 

90-368 

B 

8006230153 

0006230147 

00/03/20 

70-020 


8006200444 

8006200437 

80/06/10 

90-366 

6 

8006230164 

0006230150 

00/09/10 

CONTRACT 


8006200447 

8006200441 

80/06/ tl 

90-321 

a 

8006230166 

8006230199 

00/06/02 

90-335 

0 

B00620044Q 

8006200449 

80/06/16 

90-299 

8 

8006230171 

8006230199 

00/06/02 

90-335 

0 

8006200494 

8006200432 

80/06/13 

90-518 

B 

8006230173 

8006230199 

80/06/02 

90-335 

0 

8006200497 

8006200491 

80/06/13 

90-327 

a 

8006230178 

8006230170 

80/06/11 

CONTRACT 


8006200498 

8006200499 

80/06/13 

90-219 

R 

8006230179 

8006230159 

80/06/02 

50-335 

0 

8006200461 

8006200492 

80/06/13 

90-321 

8 

8006230180 

8006230176 

80/09/23 

90-272 

0 

8006200469 

6006200469 

80/06/16 

90-309 

8 

8006230189 

8006230183 

80/06/09 

90-280 

0 

8006200472 

8006300466 

80/06/12 

90-263 

8 

8006230190 

8006230186 

80/06/18 

90-395 

K 

8006200473 

8006200469 

80/06/16 

90-309 

8 

8006230195 

8006230183 

80/06/05 

90-280 

0 

8006200474 

8006200468 

60/06/11 

90-366 

a 

8006230198 

8006230183 

80/06/09 

90-290 

0 

8006200481 

8006200476 

60/06/11 

90-366 

a 

8006230200 

8006230194 

00/06/04 

CONTRACT 


8006200483 

9006200478 

80/06/12 

90-366 

8 

8006230202 

8006230183 

80/06/09 

90-280 

0 

8006200484 

8006200479 

80/06/16 

90-327 

8 

8006230209 

8006230205 

00/09/30 

30-331 

Q 

8006200493 

8006200489 

80/06/17 

90-366 

8 

8006230214 

8006230212 

00/09/20 

aA999 


8006200496 

8006200499 

00/06/16 

90-289 

R 

8006230216 

8006230212 

00/09/20 

aA999 


8006200497 

0006200468 

80/06/13 

90-327 

6 

8006230218 

8006230210 

00/06/02 

90-321 

0 

8006200916 

8006200914 

00/09/09 

90-200 

Q 

8006230219 

8006230212 

00/09/20 

QA999 


8006200917 

8006200910 

80/09/09 

90-382 

Q 

8006230222 

0006230210 

00/06/02 

90-321 

0 

8006200929 

8006200919 

80/09/07 

90-302 

a 

8006230223 

8006230212 

80/09/20 

0A99? 


8006200933 

8006200929 

80/09/06 

90-320 

p 

8006230226 

8006230210 

00/06/02 

90-321 

0 

8006300936 

8006200930 

80/09/30 

90-471 

0 

8006230228 

8006230210 

80/06/02 

50-321 

0 

8006200937 

8006200927 

80/06/10 

90-329 

0 

8006230230 

8006230224 

80/04/29 

70-1317 


8006200938 

8006300920 

80/04/29 

70-33 


0006230232 

8006230210 

80/06/02 

50-321 

0 

8006200947 

6006200941 

80/06/10 

90-266 

Q 

8006230237 

8006230210 

80/06/02 

50-321 

0 

8006200964 

8006200997 

80/04/24 

40-672 


8006230236 

8006230233 

80/04/11 

aA999 


8006200967 

8006200999 

80/06/06 

90-272 

0 

8006230247 

8006230244 

00/04/20 

50-201 

R 

8006200968 

8006300966 

80/09/23 

40-8902 


8006230260 

8006230297 

80/06/09 

71-384 


8006200970 

8006200966 

80/09/23 

40-6902 


8006330267 

6006230249 

80/06/03 

50-327 

0 

8006200999 

8006200996 

80/06/03 

90-320 

H 

8006230273 

0006230249 

00/06/03 

90-327 

0 

8006200609 

8006200601 

80/09/30 

90-320 

P 

8006230281 

8006230270 

00/06/04 

lOCFR 


8006200611 

0006200610 

80/09/30 

50-914 

0 

8006230308 

9006230304 

00/09/12 

70-1143 


8006200617 

8006200614 

80/09/29 

XPORTLIG 


8006230318 

0006230312 

80/06/10 

50-494 

0 

8006200629 

8006200626 

80/04/30 

90-267 

E 

8006230323 

8006230313 

80/06/18 

90-206 

B 

8006300633 

8006200631 

80/06/03 

90-289 

P 

8006230327 

8006230321 

80/06/09 

90-438 

0 

8006200636 

B006200631 

80/06/03 

90-269 

P 

8006230331 

8006230321 

80/06/09 

90-430 

0 

8006200639 

8006200631 

80/06/03 

50-269 

P 

8006230332 

8006230321 

80/06/09 

90-430 

0 

8006200643 

8006200631 

60/06/03 

90-289 

P 

8006230335 

8006230326 

80/06/17 

90-320 

8 

8006200649 

6006200642 

80/06/02 

REOOD 


8006230336 

8006230321 

80/06/09 

90-438 

0 

8006330012 

8006230008 

80/06/02 

90-261 

P 

8006230341 

8006230249 

00/06/03 

50-327 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION MUHEER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEODRY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQRV 

8006230390 

0006230249 

00/06/03 

30-327 

0 

0006230639 

0006230604 

80/06/16 

30-344 

P 

8006230363 

8006230348 

00/06/13 

30-346 

8 

0006230640 

8006230604 

80/06/16 

90-344 

P 

B 00623 0367 

8006230360 

00/06/09 

50-369 

0 

0006230641 

8006230604 

80/06/16 

90-344 

P 

8006230371 

8006230360 

00/06/05 

90-369 

Q 

6006230643 

8006230604 

00/06/16 

50-344 

P 

8006330376 

BOO 62 3034 B 

00/06/13 

90-340 

8 

8006230644 

0006230604 

00/06/16 

90-344 

P 

e 00623037? 

8006230373 

00/09/26 

90-309 

0 

8006230645 

B0D623O604 

80/06/16 

90-344 

P 

B006230382 

8006230373 

00/05/20 

50-309 

0 

6006230646 

8006230604 

80/06/16 

90-344 

P 

60063303S7 

B0062303B1 

00/06/10 

90-249 

s 

0006230648 

0006230604 

00/06/16 

90-344 

P 

6006230370 

B0062303B9 

00/06/10 

50-324 

p 

8006230647 

8006230604 

00/06/16 

90-344 

P 

6006330372 

6006230391 

00/06/09 

90-254 

s 

8006230690 

0006230604 

80/06/16 

90-344 

P 

B006230398 

0006230396 

00/06/20 

50-261 

p 

0006230691 

8006230604 

00/06/16 

90-344 

P 

6006330416 

0006230417 

80/06/10 

90-339 

6 

0006230692 

0006230604 

00/06/16 

90-344 

P 

8006330439 

0006230434 

80/09/22 

90-313 

8 

8006230693 

0006230604 

80/06/16 

90-344 

P 

80062304^0 

0006230373 

80/05/20 

90-309 

Q 

8006230695 

0006230604 

80/06/16 

30-344 

P 

8006230446 

0006230373 

80/05/20 

90-309 

0 

0006230697 

8006230604 

80/06/16 

90-344 

P 

8006230447 

0006230442 

00/06/10 

50-337 

8 

0006230698 

8006230604 

00/06/16 

90-344 

P 

8006230491 

0006230373 

00/05/20 

90-307 

Q 

0006230697 

0006230604 

00/06/16 

90-344 

P 

8006230492 

8006230373 

00/09/20 

90-307 

Q 

0006230661 

0006230604 

00/06/16 

50-344 

P 

8006230457 

0006230450 

00/06/04 

50-366 

8 

6006230662 

0006230604 

00/06/16 

90-344 

P 

800623045? 

BQ062304S6 

80/06/13 

50-70 

0 

0006230663 

0006230604 

80/06/16 

90-344 

P 

B006230476 

0006230464 

80/06/19 

50-335 

a 

8006230664 

8006230604 

00/06/16 

90-344 

P 

8006330491 

0006230467 

80/06/16 

50-315 

p 

6006230665 

8006230604 

00/06/16 

50-344 

P 

8006230499 

0006230463 

80/06/10 

50-335 

s 

0006230666 

8006230604 

00/06/16 

90-344 

P 

8006230500 

0006230494 

80/06/19 

50-337 

8 

0006230667 

8006230604 

00/06/16 

90-344 

P 

0006230504 

0006230901 

80/06/17 

50-331 

P 

0006230668 

8006230604 

00/06/16 

90-344 

P 

0006230509 

0006230903 

00/06/10 

50-338 

0 

8006230667 

0006230604 

80/06/16 

90-344 

P 

8006230519 

8006230906 

80/06/16 

50-336 

R 

8006230670 

8006230604 

80/06/16 

50-344 

P 

8006230520 

0006230914 

00/06/13 

50-297 

P 

B00623D672 

8006230604 

00/06/16 

90-344 

P 

8006230524 

8006230916 

00/06/19 

50-330 

e 

0006230679 

0006230604 

00/06/16 

50-344 

P 

8006230926 

8006230919 

00/06/10 

50-361 

A 

0006230678 

0006230604 

80/06/16 

90-344 

P 

8006230531 

0006230919 

00/06/10 

90-361 

A 

8006230677 

8006230604 

90/06/16 

50-344 

P 

8006230935 

8006230927 

80/06/17 

90-272 

8 

8006230680 

0006230676 

00/06/19 

90-928 

A 

8006230936 

8006230919 

00/06/10 

90-361 

A 

0006230682 

B006230604 

00/06/16 

50-344 

P 

8006230937 

8006230534 

00/06/19 

50-337 

8 

0006230664 

0006230604 

80/06/16 

50-344 

P 

8006230943 

0006230919 

00/06/10 

90-361 

A 

8006230685 

0006230604 

80/06/16 

90-344 

P 

0006230946 

0006230942 

80/06/20 

90-270 

P 

8006230687 

0006230604 

80/06/16 

90-344 

P 

8006230947 

0006230919 

80/06/18 

90-361 

A 

0006230689 

6006230604 

00/06/16 

90-344 

P 

0006230991 

0006230944 

80/06/10 

50-337 

6 

0006230690 

0006230604 

00/06/16 

90-344 

P 

8006230994 

0006230919 

80/06/18 

50-361 

A 

0006230692 

0006230686 

00/06/19 

50-528 

C 

8006230998 

8006230919 

00/06/10 

50-361 

A 

0006230696 

0006230691 

80/06/19 

50-928 

F 

8006230962 

8006230997 

00/06/16 

50-334 

8 

8006230697 

0006230606 

00/06/19 

50-920 

C 

8006230964 

8006230959 

00/06/10 

50-290 

0 

8006230690 

8006230694 

80/06/19 

50-928 

K 

8006230969 

8006230599 

00/06/13 

50-247 

6 

8006230699 

8006230604 

00/06/16 

90-344 

P 

8006230971 

8006230967 

00/06/09 

50-291 

8 

8006230702 

0006230686 

00/06/19 

50-528 

G 

8006230977 

8006230970 

00/06/13 

90-249 

8 

0006230704 

0006230604 

80/06/16 

50-344 

P 

8006230984 

8006230972 

00/06/10 

90-261 

0 

0006230705 

0006230606 

80/06/19 

50-920 

C 

8006230986 

0006230979 

00/06/13 

50-290 

8 

6006230707 

8006230604 

80/06/16 

50-344 

P 

8006230986 

60062309B1 

00/06/10 

90-290 

B 

8006240007 

8006240009 

00/05/23 

90-267 

Q 

8006230993 

6006230990 

00/06/19 

90-344 

P 

0006240000 

8006240005 

00/09/23 

90-267 

Q 

B006230997 

0006230990 

00/06/19 

90-344 

P 

0006240041 

8006240032 

80/05/16 

50-373 

Q 

8006230609 

0006230604 

00/06/16 

90-344 

P 

0006240042 

8006240036 

80/05/05 

90-313 

Q 

0006230606 

0006230604 

00/06/ U 

90-344 

P 

8006240043 

8006240039 

00/05/29 

50-416 

M 

8006230607 

8006230604 

00/06/16 

90-344 

P 

0006240046 

8006240036 

00/09/09 

90-313 

0 

0006230608 

0006230604 

00/06/16 

90-344 

P 

0006240051 

8006240047 

00/06/11 

90-324 

Q 

0006230607 

0006230604 

00/06/16 

90-344 

P 

0006240092 

8006240049 

80/05/lS 

90-379 

Q 

0006230610 

6006230604 

00/06/16 

50-344 

P 

8006240093 

0006240090 

00/05/06 

90-267 

a 

8006230611 

6006230604 

80/06/16 

50-344 

P 

8006240059 

8006240090 

00/09/06 

90-267 

0 

8006230612 

6006230604 

00/06/16 

50-344 

P 

8006240057 

8006240047 

00/06/ n 

90-324 

a 

0006230613 

6006230604 

80/06/16 

90-344 

P 

0006240090 

8006240094 

80/09/27 

QA797 


8006230614 

8006230604 

00/06/16 

90-344 

P 

0006240064 

0006240060 

80/06/06 

90-358 

0 

0006230615 

6006230604 

80/06/t6 

90-344 

P 

0006240065 

0006240054 

00/05/27 

QA797 


0006230616 

0006230604 

00/06/16 

90-344 

P 

0006240070 

8006240094 

00/05/27 

0A999 


6006230618 

8006230604 

00/06/16 

50-344 

P 

8006240071 

8006240066 

00/05/ la 

30-321 

a 

6006230620 

0006230604 

00/06/16 

90-344 

P 

8006240073 

8006240054 

00/05/27 

QA977 


8006230621 

8006230604 

00/06/16 

50-344 

P 

0006240000 

8006240054 

80/05/27 

0A779 


00062130622 

8006230604 

00/06/16 

90-344 

P 

0006240006 

8006240083 

00/06/17 

50-377 

0 

6006230623 

8006230604 

00/06/16 

90-344 

P 

0006240090 

0006240083 

00/06/17 

90-377 

Q 

6006230624 

8006230604 

00/06/16 

90-344 

P 

8006240073 

8006240083 

80/06/17 

90-397 

Q 

6006230626 

6006230604 

00/06/16 

90-344 

P 

8006240070 

8006240071 

80/05/29 

50-352 

Q 

G006230627 

8006230604 

00/06/16 

90-344 

P 

0006240101 

0006240077 

00/09/27 

QA797 


0006230628 

B006230604 

00/06/16 

90-344 

P 

0006240103 

8006240077 

00/05/29 

QA779 


0006230627 

8006230604 

00/06/16 

90-344 

P 

8006240109 

8006240097 

80/09/27 

0A777 


BOO 6230630 

8006230604 

60/06/16 

50-344 

P 

8006240107 

8006240077 

80/05/27 

QA779 


0006230631 

6006230604 

00/06/16 

90-344 

P 

8006240114 

0006240110 

00/06/04 

QA799 


0006230633 

6006230604 

00/06/16 

90-344 

P 

0006240117 

0006240109 

00/09/30 

50-267 

Q 

0006230634 

6006230604 

00/06/16 

90-344 

P 

0006240119 

0006240110 

00/06/04 

QA779 


8006230635 

8006230604 

60/06/16 

90-344 

P 

0006240122 

8006240110 

80/06/04 

0A779 


0006230636 

6006230604 

00/06/16 

90-344 

P 

0006240126 

8006240 UO 

80/06/04 

0A999 


0006230637 

0006230604 

00/06/16 

90-344 

P 

8006240146 

8006240141 

00/06/09 

QA799 


6006230638 

8006230604 

00/06/16 

90-344 

P 

8006240149 

0006240121 

80/06/03 

50-366 

P 
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DATE 

8UDJECT 


enclosure 

DOCUMENT 
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CATEGORY 

8006240153 

8006240141 

80/06/05 

0A999 


8006240155 

6006240141 

80/06/05 

QA999 


6006240164 

8006240160 

80/06/02 

50-259 

a 

B006240167 

0006240160 

80/06/02 

50-259 

0 

B006240169 

8006240160 

80/06/02 

50-259 

Q 

8006240172 

8006240141 

80/06/05 

QA999 


8006240174 

8006240160 

80/06/02 

50-259 

Q 

0006240175 

0006240171 

80/06/06 

50-344 

P 

8006240177 

8006240171 

00/06/06 

50-344 

P 

B006240179 

8006240171 

80/06/06 

50-344 

P 

6006240182 

6006240176 

80/04/30 

50-267 

Q 

8006240 1B6 

8006240184 

80/06/06 

50-313 

0 

6006240188 

8006240160 

80/09/07 

70-820 


8006240199 

8006240194 

80/06/02 

REOOD 


8006240203 

8006240193 

80/06/10 

90-321 

P 

8006240206 

8006240201 

80/05/19 

lOCFR 


8006240208 

0006240193 

80/06/10 

50-321 

P 

8006240212 

8006240193 

80/06/10 

30-321 

P 

8006240213 

6006240211 

00/06/02 

lOCFR 


0006240225 

0006240223 

80/05/22 

lOCFR 


6006240236 

8006240232 

80/06/10 

50-920 

A 

8006240246 

8006240241 

00/06/02 

CONTRACT 


6006240266 

8006240251 

00/06/02 

50-259 

Q 

8006240262 

0006240256 

80/06/03 

Sfcjitt Pro« 

8006240264 

8006240291 

80/06/02 

90-299 

0 

0006240267 

8006240291 

80/06/02 

50-299 

0 

8006240273 

8006240291 

80/06/02 

50-259 

Q 

0006240301 

8006240297 

80/05/20 

50-213 

8 

8006240304 

8006240303 

60/06/16 

50-320 

I 

8006240306 

8006240309 

60/05/19 

40-1162 


8006240310 

8006240308 

80/06/11 

50-31 1 

P 

8006240317 

8006240314 

80/05/20 

REOOD 


8006240318 

8006240316 

60/06/18 

50-10 

F 

8006240321 

0006240319 

80/06/10 

50-344 

8 

8006240330 

8006240328 

60/06/18 

50-327 

8 

8006240331 

8006240329 

00/06/19 

90-344 

P 

8006240333 

6006240329 

00/06/19 

50-344 

P 

8006240350 

8006240349 

00/06/23 

50-247 

P 

8006240352 

8006240349 

60/06/23 

50-247 

P 

8006240354 

8006240349 

60/06/23 

50-247 

P 

8006240364 

8006240361 

60/06/23 

50-247 

P 

8006240367 

8006240361 

60/06/23 

50-247 

P 

8006240369 

8006240363 

80/06/17 

50-327 

8 

8006240375 

0006240368 

80/06/17 

50-348 

a 

8006240376 

8006240360 

80/06/17 

50-348 

a 

8006240380 

8006240374 

00/06/19 

50-327 

8 

8006240393 

8006240307 

80/06/13 

50-249 

8 

8006240396 

6006240386 

80/06/17 

90-327 

B 

©006240397 

8006240390 

80/06/19 

50-390 

8 

8006240408 

0006240404 

80/06/16 

50-397 

F 

8006240413 

8006240404 

80/06/16 

50-397 

F 

8006240416 

0006240404 

00/06/16 

90-397 

F 

8006240420 

8006240410 

80/06/19 

50-327 

6 

5006240423 

8006240412 

60/06/10 

50-327 

8 

S006240426 

8006240419 

80/06/19 

50-302 

6 

7006240433 

8006240425 

80/06/16 

90-327 

6 

9006240434 

0006240427 

80/06/20 

50-280 

8 

3006240436 

8006240431 

80/06/17 

50-366 

8 

J0O6240444 

8006240300 

80/06/11 

50-311 

P 

3006240448 

6006240308 

00/06/11 

50-31 1 

P 

9006240449 

6006240443 

60/06/18 

50-311 

8 

9006240450 

8006240446 

00/06/20 

50-302 

9 

>1006240459 

6006240442 

60/06/19 

50-366 

8 

5006240458 

8006240494 

00/06/17 

90-366 

8 

5006240459 

8006240491 

80/09/21 

40-1162 


8006240473 

6006240468 

80/06/20 

50-369 

H 

8006240476 

6006240462 

80/06/19 

50-316 

a 

0006240476 

8006240469 

00/06/20 

50-338 

F 

8006240479 

6006240471 

80/06/18 

90-293 

8 

8006240492 

6006240406 

60/06/18 

50-272 

a 

5006240902 

8006240497 

60/06/16 

50-219 

8 

8006240909 

8006240499 

00/06/17 

50-296 

8 

5006240910 

8006240904 

00/06/17 

90-320 

8 

8006240512 

8006240906 

80/06/17 

90-270 

8 

5006240913 

6006240506 

00/06/19 

50-295 

6 

8006240914 

0006240507 

80/06/19 

50-366 

a 

80062409 IB 

8006240919 

80/05/06 

70-1201 


8006240973 

6006240966 

80/06/09 

50-302 

0 

8006240979 

6006240969 

80/05/29 

50-307 

0 

8006240979 

6006240969 

80/05/29 

50-367 

0 


ACCE8SI0N NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

6006240381 

8006240569 

80/05/29 

90-387 

Q 

B006240584 

8006240569 

80/05/29 

50-387 

Q 

8006240387 

8006240921 

80/06/20 

70-1300 


8006240592 

8006240521 

80/06/20 

70-1300 


8006240604 

9006240990 

00/06/03 

50-24 5 

P 

6006240607 

600624059B 

80/06/03 

50-245 

P 

8006240617 

0006240611 

BO/09/22 

90-293 

0 

8006240626 

8006240623 

60/06/04 

lOCFR 


6006240636 

8006240630 

80/05/23 

lOCFR 


8006240649 

8006240645 

60/06/02 

CONTRACT 


6006240653 

8006240650 

60/06/20 

FOIA 


8006290009 

B00629000B 

80/06/03 

Prog 

B0062S0013 

B0062 50007 

80/09/27 

90-219 

a 

8006250017 

8006290007 

80/09/27 

30-219 

Q 

8006250024 

8006290022 

80/06/06 

XPORTLIC 


8006250030 

8006290029 

90/06/12 

lOCFR 


B0062S0034 

8006250029 

00/01/21 

CONTRACT 


8006250035 

8006250032 

80/06/04 

70-143 


8006250036 

8006290033 

80/06/03 

CONTRACT 


8006250042 

6006290040 

80/06/12 

CONTRACT 


6006250045 

8006250041 

80/01/01 

CONTRACT 


8006250047 

8006250043 

80/05/14 

50-294 

Q 

60062S004B 

8006250044 

80/05/22 

90-202 

P 

8006250052 

6006250044 

00/05/22 

30-202 

P 

8006250054 

8006250091 

80/06/12 

50-312 

Q 

8006250057 

8006250091 

80/06/ 12 

90-312 

Q 

8006250059 

6006250049 

60/05/27 

CONTRACT 


8006250060 

8006250051 

60/06/12 

90-312 

Q 

8006250064 

B006250061 

79/11/01 

CONTRACT 


8006250065 

B006250062 

60/09/13 

90-391 

A 

8006290066 

6006250051 

60/06/12 

90-312 

Q 

6006250076 

9006250073 

80/09/16 

90-302 

Q 

8006290081 

8006290078 

80/06/05 

90-205 

Q 

8006290082 

8006250078 

80/06/05 

50-289 

Q 

8006290083 

8006250080 

80/09/15 

90-344 

Q 

8006290064 

8006250078 

80/06/05 

90-285 

Q 

8006290089 

8006250070 

00/06/09 

90-205 

Q 

8006290090 

6006250086 

00/04/29 

CONTRACT 


8006290093 

8006250086 

60/05/15 

50-344 

Q 

8006290099 

0006250094 

00/06/06 

90-260 

Q 

8006250103 

8006250094 

80/06/06 

50-260 

Q 

B006290104 

8006250094 

80/06/06 

50-260 

Q 

8006290109 

8006250100 

80/04/15 

TOPREP 


6006290106 

0006250102 

80/09/16 

50-395 

Q 

8006290107 

8006250094 

80/06/06 

50-200 

d 

8006290110 

8006250097 

00/06/09 

QA999 


8006290112 

8006250108 

80/09/16 

90-279 

a 

8006290114 

8006250097 

00/06/05 

QA999 


8006290117 

8006250113 

60/06/05 

QA999 


8006290119 

8006250097 

60/06/05 

QA999 


8006290121 

60062501 13 

60/06/05 

QA999 


8006250123 

6006290113 

80/06/05 

0A999 


0006250124 

8006250116 

80/05/19 

50-312 

Q 

8006250126 

8006250097 

00/06/05 

QA999 


6006250127 

80062501 13 

80/06/05 

0A999 


8006290X29 

8006250128 

80/06/20 

50-339 

P 

8006290143 

8006250139 

80/06/18 

50-338 

P 

8006290144 

6006250135 

80/06/03 

90-259 

0 

0006290150 

6006250135 

80/06/03 

90-259 

a 

8006250155 

8006250135 

80/06/03 

90-259 

0 

B0O625O157 

8006250152 

80/05/02 

50-249 

0 

8006250160 

8006250196 

80/05/20 

70-624 


8006250164 

8006290161 

80/05/06 

50-29 

d 

8006250165 

6006250139 

80/06/03 

30-259 

Q 

B006250170 

8006290166 

80/05/21 

90-946 

0 

6006250172 

8006250169 

60/09/12 

90-397 

0 

8006250176 

6006290173 

00/09/14 

50-423 

0 

6006250179 

8006290174 

80/05/12 

30-312 

Q 

8006290182 

6006250178 

60/05/15 

30-209 

0 

6006290184 

8006290181 

80/09/20 

30-312 

0 

8006290186 

8006250163 

80/05/09 

50-289 

0 

6006290190 

6006290188 

80/05/07 

30-333 

0 

8006290192 

8006250187 

80/05/02 

30-920 

0 

8006290204 

B006250199 

00/05/15 

lOCFR 


8006290209 

8006250202 

00/05/14 

50-322 

Q 

8006250209 

8006250207 

90/09/14 

90-412 

Q 

8006290210 

8006290206 

80/06/02 

CONTRACT 


8006250211 

8006250208 

80/03/24 

70-824 


8006250215 

8006250212 

80/09/14 

50-390 

Q 

8006290216 

8006250214 

80/06/20 

90-361 

A 
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8006250218 

8006250214 

80/06/20 

30"’361 

A 

0006260107 

80062601B3 

80/06/17 

90-219 

8 

8006250219 

8006250217 

B0/O9/2I 

50-445 

Q 

8006260108 

Q0062601B6 

80/06/23 

90-247 

0 

8006250221 

8006250217 

80/09/21 

90-449 

0 

0006260190 

6006260106 

80/06/23 

90-247 

0 

8006250229 

8006 250222 

80/06/06 

CONTRACT 

8006260192 

6006260166 

80/06/23 

50-247 

0 

8006250226 

8006 250223 

80/09/22 

90-354 

Q 

8006260198 

B006260196 

eO/06/24 

50-498 

0 

8006290229 

8006250223 

80/09/22 

50-394 

0 

0006260200 

B006260196 

80/06/24 

90-490 

0 

8006250230 

8006 290227 

80/06/20 

90-43B 

8 

8006260201 

8006260196 

00/06/24 

90-498 

0 

8006250231 

8006 250223 

eo/os /22 

50-394 

Q 

8006260293 

8006260266 

00/06/12 

90-398 

0 

8006250233 

8006 250223 

80/09/32 

90-354 

Q 

8006260312 

8006260305 

BO/06/12 

90-494 

Q 

8006250230 

8006 290237 

80/06/16 

50-312 

0 

8006260342 

8006260325 

00/06/U 

90-329 

Q 

G0062S0241 

8006250240 

80/06/ 17 

90-777 

8 

0006260344 

6006260295 

00/06/17 

90-331 

Q 

8006290243 

80062t90242 

80/06/17 

90-293 

e 

8006260393 

6006260343 

flO/06/09 

90-416 

0 

8006290246 

0006^50244 

80/06/16 

50-293 

0 

8006260396 

6006260352 

80/06/11 

50-946 

Q 

8006290249 

8006250245 

80/06/11 

50-321 

Q 

8006260397 

6006260343 

60/06/05 

50-416 

Q 

8006290250 

8006750245 

80/06/ it 

90-321 

Q 

8006260363 

6006260255 

80/06/17 

90-331 

0 

8006290254 

8006750249 

80/06/11 

50-321 

Q 

8006260364 

B006260329 

80/09/23 

ACR8 


800625025G 

8006790249 

80/06/11 

90-321 

0 

8006260370 

6006260362 

80/09/29 

90-271 

0 

8006290261 

8006 750297 

80/06/1? 

90-953 

8 

8006260399 

6006260259 

80/06/17 

90-331 

0 

8006250264 

8006790249 

80/06/11 

50-321 

a 

8006260401 

6006260259 

80/06/17 

50-331 

a 

8006290269 

8006790262 

80/06/18 

90-244 

p 

8006260431 

8006260299 

00/06/17 

90-331 

Q 

8006290266 

8006750263 

80/06/11 

90-373 

0 

8006260499 

0006260259 

00/06/17 

90-331 

3 

8006290271 

8006790269 

80/06/10 

90-321 

p 

8006270014 

8006270010 

00/06/20 

FQIA 


8006250274 

8006750269 

80/06/10 

50-321 

p 

8006270016 

8006270011 

BO/06/13 

90-317 

P 

8006290281 

8006250275 

80/06/19 

90-910 

8 

0006270017 

8006270010 

80/06/20 

FOIA 


8006290282 

0006790279 

80/06/11 

50-331 

P 

8006270018 

B00627001 1 

60/06/13 

90-317 

P 

B006290290 

80067902B9 

80/06/12 

50-313 

P 

8006270020 

B006270011 

80/06/13 

90-317 

P 

8006290291 

8006750288 

80/06/17 

50-313 

P 

8006270029 

6006270021 

80/06/06 

70-2260 


8006290299 

8006750293 

80/06/10 

CONTRACT 

8006270027 

B006270011 

80/06/13 

90-317 

P 

8006290296 

8006250288 

80/06/12 

90-313 

P 

8006270029 

6006270021 

80/06/06 

70-2260 


B00629029B 

800675028? 

80/06/23 

90-339 

P 

0006270032 

6006270021 

80/06/06 

70-2260 


8006290300 

8006290209 

80/06/23 

90-339 

P 

0006270033 

0006270030 

80/06/ 11 

PR 


8006290302 

8006250289 

80/06/73 

90-339 

P 

0006270037 

8006270034 

00/06/U 

90-324 

P 

8006250309 

8006290303 

00/09/27 

COMHiaBtON 

8006270039 

8006270034 

60/06/11 

90-324 

P 

8006250309 

8006250289 

BO/06/23 

90-339 

P 

8006270042 

8006270034 

00/06/11 

90-324 

P 

8006250310 

8006290306 

00/09/16 

90-329 

Q 

8006270092 

8006270046 

80/06/04 

90-320 

H 

8006290312 

8006290289 

00/06/23 

90-33? 

P 

0006270071 

B006270067 

80/09/30 

70-024 


8006250314 

8006250289 

00/06/23 

90-33? 

P 

0006270090 

0006270004 

80/06/09 

90-219 

0 

8006290316 

0006250289 

00/06/23 

90-339 

P 

8006270099 

6006270068 

00/06/10 

90-302 

H 

8006250318 

8006290289 

00/06/23 

90-339 

P 

8006270106 

6006270102 

60/06/16 

90-289 

H 

8006250319 

BOQ6790319 

80/09/09 

71-9113 


8006270129 

6006270126 

60/06/02 

90-341 

H 

8006290320 

8006790313 

00/09/02 

lOCFR 


8006270146 

6006270141 

80/06/02 

90-171 

U 

8006290322 

8006790319 

80/09/09 

71-9113 


8006270190 

6006270147 

60/06/02 

90-171 

U 

8006290323 

8006290317 

00/09/27 

PR 


0006270199 

6006270192 

00/06/03 

90-171 

H 

8006290340 

0006790344 

00/09/00 

PR 


8006270177 

6006270172 

60/09/22 

70-139 


B00625035B 

8006290394 

00/05/06 

lOCFR 


8006270180 

0006270172 

60/09/22 

70-139 


8006250373 

8006290369 

00/09/22 

REOOD 


0006270184 

8006270172 

00/09/22 

70-135 


8006290375 

8006290372 

00/06/11 

90-461 

Q 

B00627018B 

8006270172 

80/09/22 

70-135 


8006250377 

8006290376 

00/09/30 

lOCFR 


8006270197 

6006270191 

80/06/10 

90-438 

O 

8006250382 

8006290380 

00/06/16 

90-313 

P 

8006270207 

6006270191 

80/06/10 

90-430 

0 

8006250390 

8006290389 

00/06/02 

90-195 

P 

8006270211 

B006270191 

80/06/10 

90-438 

0 

8006250608 

8006290609 

00/06/02 

70-2619 


8006270214 

B006270191 

80/06/10 

90-438 

3 

8006260007 

8006260003 

00/06/10 

90-344 

Q 

8006270220 

8006270216 

80/06/24 

90-320 

0 

0006260008 

8006260006 

00/06/16 

XPORTLIC 


8006270222 

B006270819 

60/06/0? 

90-413 

a 

8006260013 

8006260012 

00/06/06 

XPORTLIC 


8006270223 

8006270205 

80/06/27 

90-937 

6 

8006260016 

800626001 1 

00/09/08 

lOCFR 


8006270224 

B006270217 

80/06/20 

90-392 

a 

8006260018 

8006260014 

00/06/06 

XPORTLIC 


0006270220 

8006270219 

80/06/09 

90-413 

3 

8006260022 

8006760019 

00/06/09 

XPORTLIC 


8006270231 

8006270219 

80/06/09 

90-413 

3 

8006260023 

8006760017 

00/09/15 

90-302 

Q 

0006270233 

8006270227 

80/06/26 

90-272 

0 

8006260028 

8006760021 

00/09/09 

lOCFR 


B006270240 

8006270007 

80/06/16 

XPORTLIC 


8006260040 

8006760026 

00/06/12 

90-344 

0 

0006270241 

8006270236 

80/06/20 

90-339 

8 

8006260099 

0006260059 

00/06/16 

90-269 

P 

0006270245 

6006270239 

80/09/09 

90-317 

3 

8006260060 

8006760059 

00/06/16 

90-289 

P 

8006270292 

B00627024B 

BO/06/09 

50-299 

3 

8006260069 

8006760066 

00/09/20 

90-309 

<1 

8006270296 

0006270291 

00/06/12 

90-299 

8 

8006260072 

8006760061 

00/09/19 

lOCFR 


8006270299 

8006270294 

80/06/13 

90-299 

8 

8006260077 

8006760066 

00/09/20 

90-309 

Q 

8006270261 

8006270256 

80/06/20 

50-331 

8 

8006260084 

0006760081 

00/06/10 

TOPREP 


8006270269 

8006270262 

80/06/20 

90-338 

0 

8006260088 

8006760081 

00/06/10 

TOP REP 


8006270267 

6006270264 

00/06/20 

90-331 

0 

8006260139 

8006760134 

00/09/21 

PRM 


0006270272 

6006270266 

80/06/10 

90-269 

8 

8006260146 

0006760141 

00/06/13 

90-304 

0 

8006270274 

8006270271 

90/06/20 

90-331 

3 

0006260155 

8006760192 

80/06/09 

COMKISSION 

0006270275 

8006270270 

80/06/23 

90-339 

6 

8006260199 

8006260198 

00/06/19 

90-279 

Q 

8006270277 

8006270273 

80/06/19 

50-265 

P 

80062601 61 

8006760198 

00/06/19 

90-279 

Q 

8006270280 

6006270278 

60/06/20 

50-440 

C 

8006260162 

8006760160 

80/06/18 

90-377 

8 

8006270285 

6006270278 

60/06/20 

50-440 

c 

8006260163 

8006760198 

80/06/19 

50-279 

Q 

8006270286 

6006270262 

BO/06/10 

50-341 

B 

8006260165 

8006260164 

00/06/19 

90-327 

F 

8006270287 

6006270279 

80/06/23 

90-280 

8 

8006260166 

8006760164 

00/06/ 1? 

90-327 

F 

8006270294 

6006270279 

80/06/23 

90-260 

8 

8006260172 

8006760171 

00/06/18 

90-219 

a 

8006270296 

8006270290 

80/06/23 

90-320 

P 

8006260173 

8006760170 

80/09/27 

PR 


8006270297 

8006270290 

80/06/23 

90-320 

P 

8006260175 

8006760174 

00/06/1? 

90-269 

8 

8006270298 

6006270299 

80/06/20 

50-440 

1 

8006260184 

8006260183 

00/06/25 

90-336 

F 

8006270302 

8006270292 

80/06/23 

90-261 

a 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


accession number accession number 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISBUEO 

SUBJECT 

CATEODRY 

0006270303 

8006270299 

00706/20 

90-219 

8 

9006300424 

8006300421 

80/06/23 

50-272 

B 

00062703 1 4 

3006270311 

00/06/20 

90-335 

P 

9006300428 

8006300220 

eO/06/20 

50-320 

H 

00062703 1 9 

8006270310 

00/06/20 

90-338 

8 

0006300429 

8006300391 

eO/06/23 

50-390 

A 

0006270317 

800627031 1 

80/06/20 

90-335 

P 






8006270326 

8006270324 

00706/ 1 1 

90-460 

F 

8006300431 

8006300220 

eO/06/20 

50-320 

H 






9006300437 

8006300220 

00/06/ 20 

50-320 

H 

0006270334 

8006270330 

00/06/13 

30-341 

0 

9006300445 

8006300220 

00/06/20 

50-320 

H 

0006270347 

8006270203 

00/04/23 

90-302 

P 

8006300457 

8006300447 

00/06/03 

BLaI* Prog 

0006270333 

8006270283 

00/04/23 

30-302 

P 

9006300465 

8006300457 

00/06/23 

50-272 

B 

0006270361 

8006270397 

80/06/13 

30-277 

P 






0006270364 

8006270397 

80/06/13 

30-277 

P 

9006300467 

0006300464 

00/06/26 

S 0-286 

B 






9006300470 

0006300462 

00/06/06 

27-47 


000627036B 

8006270397 

80/06/13 

30-277 

P 

9006300475 

8006300469 

00/06/23 

50-285 

B 

000627039 1 

8006270306 

80/09/20 

CONTRACT 


9006300477 

8006300474 

00/06/20 

90-217 

8 

0006270406 

8006270403 

80/09/12 

90-219 

0 

9006300478 

8006300471 

00/06/29 

50-207 

8 

00062704 IG 

8006270416 

80/06/20 

FOIA 







0006270419 

8006270416 

80/06/20 

FQIA 


9006300401 

8006300473 

80/06/16 

50-320 

H 






9006300482 

8006300472 

00/06/23 

90-217 

8 

000630003 1 

8006300029 

80/05/08 

71-6717 


9006300484 

0006300473 

00/06/16 

90-320 

H 

0006300033 

8006300030 

00/05/20 

90-341 

Q 

8006300487 

9006300477 

00/06/29 

90-3U 

8 

0006300043 

8006300037 

00/09/09 

30-334 

Q 

9006300488 

0006300473 

00/06/16 

90-320 

H 

S00630006Q 

8006300059 

80/09/19 

30-322 

8 






0006300070 

8006300067 

80/09/14 

90-483 

Q 

8006300492 

9006300496 

00/06/20 

90-344 

8 






8006300498 

9006300479 

00/06/23 

90-315 

B 

0006300073 

8006300067 

80/09/14 

90-483 

Q 

8006300499 

8006300473 

80/06/27 

90-202 

8 

80063001 1 6 

8006300097 

80/09/23 

ACR8 


9006300903 

9006300489 

80/06/16 

90-320 

H 

0006300131 

8006300120 

80/09/12 

70-1143 


8006300905 

9006300489 

80/06/16 

50-320 

H 

8006300149 

8006300143 

80/06/09 

0A999 







8006300152 

8006300139 

80/09/22 

90-329 

0 

9006300907 

9006300901 

80/06/24 

90-337 

P 






8006300908 

9006300502 

80/06/25 

90-315 

8 

8006300193 

8006300143 

80/06/09 

0A999 


9006300909 

9006300901 

00/06/24 

90-337 

P 

80063001 S6 

8006300140 

80/09/21 

90-34 1 

8 

9006300910 

8006300489 

00/06/16 

90-320 

H 

8006300157 

8006300143 

80/06/09 

0A999 


9006300912 

9006300501 

00/06/24 

90-339 

P 

8006300166 

8006300199 

80/06/12 

90-364 

0 






8006300172 

8006300143 

80/06/09 

0A999 


9006300914 

9006300506 

00/06/30 

NUREO 







9006300915 

9006300499 

0O/O6V 1 6 

90-320 

H 

8006300176 

8006300199 

80/06/12 

90-364 

0 

9006300917 

9006300513 

00/06/23 

50-255 

0 

8006300 1B2 

8006300179 

80/09/21 

90-946 

0 

9006300918 

8006300400 

00/06/16 

50-320 

H 

8006300199 

8006300190 

80/06/12 

90-269 

Q 

9006300920 

8006300506 

00/06/ 30 

NUREO 


8006300201 

8006300180 

70/06/08 

REOOD 







8006300209 

8006300190 

80/06/12 

90-269 

0 

9006300922 

8006300498 

00/06/16 

50-320 

H 






9006300923 

8006300516 

00/06/24 

50-327 

S 

8006300231 

8006300220 

80/06/20 

90-320 

H 

9006300924 

9006300519 

00/06/12 

70-27 


8006300236 

8006300226 

80/09/23 

90-245 

0 

9006300929 

9006300498 

00/06/16 

50-320 

H 

8006300239 

8006300220 

80/06/20 

90-320 

H 

9006300929 

9006300488 

00/06/16 

50-320 

H 

8006300243 

8006300237 

80/09/20 

90-280 

Q 






8006300249 

8006300220 

80/06/20 

90-320 

H 

9006300930 

9006300513 

00/06/23 

50-295 

Q 






9006300932 

9006300519 

00/06/12 

70-27 


8006300291 

8006300240 

60/06/11 

90-443 

M 

9006300933 

9006300928 

00/06/19 

50-312 

0 

8006300254 

8006300220 

80/06/20 

90-320 

H 

9006300934 

0006300488 

00/06/16 

50-320 

H 

8006300257 

8006300248 

80/06/24 

90-327 

P 

9006300938 

9006300499 

00/06/16 

90-320 

H 

8006300260 

8006300299 

80/06/13 

90-271 

H 






8006300263 

8006300220 

00/06/20 

90-320 

H 

9006300939 

9006300539 

00/06/17 

roiA 







9006300941 

9006300488 

00/06/16 

50-320 

H 

8006300266 

8006300261 

80/09/20 

90-324 

Q 

9006300946 

9006300539 

00/06/17 

EOIA 


8006300270 

8006300264 

80/09/00 

90-320 

M 

9006300947 

0006300489 

00/06/16 

50-320 

H 

8006300273 

8006300269 

80/09/16 

90-339 

0 

9006300949 

9006300540 

00/06/03 

Btfttt Prog 

8006300279 

8006300260 

80/06/16 

90-186 

Q 






8006300276 

8006300272 

80/09/19 

90-364 

Q 

8006300991 

9006300488 

00/06/16 

50-320 

H 






9006300959 

9006300949 

00/06/13 

CONTRACT 


8006300289 

9006300201 

80/09/S8 

40-0681 


9006300957 

9006300480 

00/06/16 

50-320 

H 

8006300306 

9006300304 

80/06/13 

90-320 

0 

9006300962 

9006300488 

00/06/16 

50-320 

H 

800630031 1 

9006300304 

00/06/13 

90-320 

Q 

8006300965 

0006300488 

00/06/16 

90-320 

l-l 

G006300319 

9006300220 

00/06/20 

90-320 

H 






8006300321 

9006300220 

80/06/S 0 

90-320 

H 

8006300971 

9006300488 

00/06/16 

90-320 

H 






9006300973 

9006300964 

00/06/ 1 i 

90-407 

0 

0006300322 

9006300320 

80/06/12 

90-399 

Q 

8006300977 

9006300489 

00/06/16 

90-320 

H 

0006300329 

9006300320 

80/06/12 

90-399 

Q 

8006300994 

9006300981 

00/06/03 

XPORTtIC 


0006300326 

8006300220 

80/06/20 

90-320 

H 

9006300989 

9006300969 

77/12/14 

PRM 


0006300337 

9006300220 

80/06/20 

90-320 

H 






8006300343 

9006300338 

80/06/10 

CONTRACT 


8006300971 

90063009B7 

00/06/17 

90-397 

A 






9006300972 

8006300589 

80/06/19 

FOIA 


8006300349 

9006300220 

80/06/20 

90-320 

H 

9006300976 

8006300589 

90/06/19 

FOIA 


8006300392 , 

9006300220 

80/06/20 

90-320 

H 

9006300600 

8006300574 

00/06/10 

71-371 


0006300354 

9006300220 

80/06/20 

90-320 

H 

9006300602 

0006300577 

80/05/16 

50-54 

Q 

8006300399 

9006300220 

80/06/20 

90-320 

H 






0006300360 

9006300398 

80/06/20 

90-309 

P 

8006300605 

0006300583 

80/06/16 

FOIA 







8006300608 

0006300574 

80/06/10 

71-391 


8006300364 

9006300362 

80/06/24 

90-269 

P 

9006300610 

0006300606 

00/05/16 

50-225 

0 

8006300367 

9006300220 

80/06/20 

90-320 

H 

9006300612 

B0063005B3 

00/06/16 

FOIA 


0006300373 

9006300370 

00/06/23 

90-272 

8 

8006300616 

9006300613 

00/06/17 

90-461 

0 

0006300382 

9006300379 

80/06/27 

90-416 

F 






8006300364 

9006300379 

80/06/27 

90-416 

F 

8006300617 

8006300614 

00/05/21 

CQMMISBION 






8006300618 

B006300611 

80/06/12 

71-370 


0006300393 

0006300309 

00/06/03 

90-367 

U 

8006300622 

8006300620 

80/02/28 

71-165 


0006300399 

0006300392 

00/06/18 

90-329 

H 

9006300623 

0006300621 

80/06/13 

71-6581 


8006300397 

0006300391 

0O/O6/S3 

90-390 

A 

9006300626 

8006300620 

00/02/29 

71-165 


0006300399 

9006300396 

0O/O6/S4 

90-367 

Q 






8006300400 

0006300391 

00/06/23 

90-390 

A 

9006300627 

8006300621 

90/06/13 

71-6581 







8006300628 

8006300621 

90/06/13 

71-6581 


8006300401 

0006300398 

00/06/24 

90-302 

B 

9006300627 

8006300583 

90/06/16 

FOIA 


8006300408 

9006300394 

00/06/19 

90-312 

8 

8006300635 

9006300503 

00/06/16 

FOIA 


6006300407 

9006300403 

80/06/18 

90-299 

8 

9006300644 

8006300636 

00/06/09 

50-490 

Q 

0006300409 

0006300391 

80/06/23 

90-390 

A 

8006300647 

9006300645 

00/06/06 

40-0027 


8006300412 

9006300403 

80/06/18 

90-299 

0 

9006300699 

9006300690 

00/06/13 

90-329 

A 

8006300414 

9006300391 

80/06/23 

90-390 

A 

8006300697 

9006300689 

00/06/23 

90-10 

H 

8006300422 

9006300391 

80/06/23 

90-390 

A 

9006300693 

0006300671 

00/06/23 

90-219 

H 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows tlie application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into othei specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction peimit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7« Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to tlie construction permit* 

10. Scheduling of license application submission or review* 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits, 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence Is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR. 
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3, Transmittal and acknowledgement letters. 

4. Certificates of service to tlie PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D» M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement tetteis. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primaiy subject of discussion is tlie 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DBS AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by tlie NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where die primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on tlie phase of the licensing process. 
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1. 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2 . Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans, 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents, 

2. Federal register notices regarding hearings, 

3. Requests to make appearances at hearings. 

4* Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5» Transmittal of supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from intervenors. 

7. Board orders and decisions, 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8» 
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H. GENERAL CORRESPONDENCE 

This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

I. Change of address notifications. 

2. Changes m structure of organization 

3. Changes m service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I, FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Otlier correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category Is strictly limited to the items listed below. AJl related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2, 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit, 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA’s, 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where tlie primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings, 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup teclinical documents (c.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes {e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accoidance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC's Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility whicli may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 


Q. 


INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES: 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence, 

4. Applicant s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tins category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. Tins includes: 

L All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN*s). 

6. . Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance, 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to tlie Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts, 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H, 

1. Statements and testimony before Congress or before bodies/committees appointed by lire 
Executive or Legislative Branches. 

2. Prepaiatory and backup documents for item 1 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summaiy sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tins file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of tlie operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning, 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


424 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

Tins category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Fulh wiilten explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Coniinission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence, 

7. Staff lequirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Veibatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related mailers. 

2. ACRS meeting announcements; description of meeting agendas, 

3. ACRS-generatcd reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards, 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1 . Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 


3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category, 


CONTRACT — NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1, Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2, Solicitations (RFP or IFB) issued by the NRC. 

3, Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4, Contractual documents and contract modifications, if any. 


FOIA - Freedom of Infonnation Act Requests and Releases 

Tills category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of lecords released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 
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l&E - Inspection and Enfoicemenf 


This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

L l&E Circulars^ which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance, 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents arc formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports, NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a, They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b, They present the results of Commission licensing and policy decisions. 

c, They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


ORG - Correspondence witli Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 
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2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, piofessional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 
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PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers* 

1, *Tre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Const ruction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B, Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1, Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program, 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2, Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 
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PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1 . Reports by firms involved in the nuclear industry concerning noncoinpliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard, 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 

QA999 ~ Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly Issued Regulatory Guides. 

3. NRC value/iinpact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 
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RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look*' reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views, 

3. Research plans and predicted results of major experiments; presentations by research contractors, 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


431 



RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include. 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1, Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency's role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding; 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e, decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 
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NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and coirespondence pertaining to the NRC review of these reports. General vendor 
related conespondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence peitinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with tlie activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s Interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are; 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 
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4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1, 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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